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THE  SIGNIFICANCE  OF  OUR  EXPANDING  EX- 
PORT TRADE. 

By  Thomas  A.  Eddy. 

THE  increase  in  our  exportation  of  manufactured  goods  for  1896 
t  is  without  a  parallel  in  the  history  of  American  commerce, 
being  an  advance  of  $45,000,000  beyond  that  of  1895.  And 
not  only  is  the  sum  of  this  exportation — $228,571,000 — by  far  the 
greatest,  but  the  ratio  of  of  exports  of  manufactures  to  all  our  other 
exports  is  also  by  far  the  highest  yet  reached — more  than  26  per  cent. 

This  development  is  of  inestimable  importance,  to  American  engi- 
neers especially,  because  where  American  manufactures — and  especi- 
ally American  machines  and  tools,  which  constitute  a  large  proportion 
of  our  exports— are  introduced,  American  practice,  superintendence, 
and  exploitation  naturally  follow.  The  debt  of  the  manufacturer  to  the 
engineer,  for  both  direct  and  indirect  assistance  in  the  expansion  of 
trade,  has  often  been  pointed  out.  It  needs  to  be  recognized  that  there 
is  a  converse  to  the  proposition. 

The  development  of  mining,  of  railroad  building,  of  electric- 
traction,  power,  and  light  installations,  and  of  civil,  municipal,  sanitary, 
electrical,  and  mechanical  engineering  work  of  every  character,  is  but 
in  its  infancy  in  the  newer  countries  of  the  world.  The  entry  of  our 
manufactures  and  machinery  in  their  markets  is  the  key  which  will 
open  almost  limitless  room  for  American  engineering  enterprise  and 
engineers. 

The  United  States  has  long  held  a  commanding  position  in  the  ex- 
portation of  agricultural  products,  but  the  building  up  of  the  outland 
trade  in  manufactures  has  been  a  work  of  time  and  infinite  persistence 
in  overcoming  great  natural  and  artificial  obstacles.    The  surplus  cap- 
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ital  of  Europe,  instead  of  being  invested  at  home  at  low  rates  of  in- 
terest, seeks  employment  abroad,  and  has  been  largely  instrumental  in 
developing  the  export  trade  of  the  countries  on  the  other  side  of  the 
Atlantic,  whose  bankers  regard  as  one  of  the  most  lucrative  branches 
of  their  business  the  furnishing  to  their  merchants  of  credit  facilities 
for  foreign  trade  ;  and  these  facilities  they  provide  on  terms  so  liberal 
that  relatively  small  capital  can  control  large  undertakings.  They 
naturally  provide  first  for  their  own  countrymen,  with  whose  methods, 
resources,  and  operations  they  are  familiar,  and  over  whom  they  can 
exercise  control. 

American  merchants  and  manufacturers,  wishing  to  do  foreign  bus- 
iness on  a  large  scale  must,  in  addition  to  their  own  capital,  utilize 
such  surplus  facilities  as  the  foreign  banker  can  devote  to  their  neces- 
sities, after  reserving  the  resources  required  to  care  for  his  nearer 
friends.  In  the  absence  of  American  banks  abroad,  our  foreign  trade 
is  dependent  on  the  amount  of  credits  we  can  secure  from  European 
agencies.  The  English  and  European  banks  and  bankers  have  so  ad- 
mirably organized  their  branches  or  agencies,  throughout  the  world, 
that,  under  present  conditions,  we  must  use  their  facilities ;  and  they 
receive  a  commission  upon  every  shipment  of  American  merchan- 
dise, whether  to  South  America,  South  Africa,  or  the  east.  We  need 
an  American  international  bank. 

With  our  large  demand  for  the  raw  materials  produced  by  other 
countries,  such  as  coffee,  rubber,  sugar,  hides,  and  wool,  from  South 
America,  and  the  products  of  the  far  east,  we  have  a  basis  of  exchange 
to  warrant  the  establishment  of  an  American  bank  having  branches  in 
all  important  trade  centers  in  South  America,  and  agencies  in  Austra- 
lia, South  Africa,  Japan,  China,  and  India.  With  such  a  bank  ex- 
tending its  influence  to  the  far  parts  of  the  world,  furnishing  credit 
facilities  for  the  exchange  of  American  products  for  those  of  other 
countries,  and  always  in  touch  with  each  transaction,  we  should  trans- 
fer to  American  pockets  the  millions  now  paid  to  foreign  bankers  in 
the  shape  of  commissions  and  interest,  and  be  brought  in  touch 
with  the  industrial  enterprise  of  new  countries.  It  would  enable 
American  capitalists  and  contractors  to  undertake  the  building  of 
steam  and  electric  railways,  docks,  bridges,  piers,  and  other  public 
works,  and,  consequently,  enormously  broaden  the  field  for  our  man- 
ufactured goods.  The  excess  of  our  exports  over  imports  would  be- 
come a  permanent  feature  of  our  statistics,  making  certain  the  annual 
flow  of  gold  to  the  United  States,  every  dollar  of  it  representing  a 
profit  from  which  we  are  now  shut  out. 

In  the  congress  of  all  the  American  republics  held  a  few  years 
ago  in  Washington,  chiefly  for  the  purpose  of  developing  more  inti- 
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mate  trade  relations  between  the  peoples  of  this  continent,  a  resolu- 
tion was  unanimously  adopted  recommending  to  the  governments  rep- 
resented the  establishment  of  an  International  American  Bank,  under 
an  act  of  congress  of  the  United  States,  with  branches  in  all  the  re- 
publics of  Central  and  South  America.  Without  such  a  system  large 
trade  operations  in  foreign  countries  are  impossible.  The  commerce 
of  Great  Britain  is  most  efficiently  sustained  by  a  net-work  of  banking- 
houses  and  agencies  covering  the  whole  world  of  trade,  and  directed 
from  London.  In  London  there  are  no  less  than  sixty  incorporated 
banks  having  for  their  sole  function  the  conduct  of  international  finance 
as  related  to  commerce  ;  these  banks  are  concerned  with  international 
trade  exclusively,  and  have  nothing  to  do  with  the  finances  of  govern- 
ments. 

The  capital  and  surplus  of  these  international  banking-houses  of 
London  are  nearly  five  times  as  great  as  those  of  the  national  banks  of 
New  York,  the  commercial  center  of  America.  The  capital  of  those 
sixty  London  banks  amounts  to  nearly  $300,000,000,  with  surplus  of 
$70,000,000,  and  their  deposits  exceed  $1,200,000,000.  Nor  is  that 
all.  There  are  in  London  private  banking-houses,  with  capital  ag- 
gregating over  $175,000,000,  which  give  material  aid  to  the  foreign 
trade  of  the  kingdom.  The  vast  foreign  trade  of  Great  Britain, 
amounting  to  more  than  three  thousand  million  dollars  a  year,  is  fi- 
nanced easily  and  safely  by  this  admirable  system  of  banks,  branches, 
and  agencies ;  and  not  the  British  foreign  trade  alone,  but  the  larger 
part  of  the  foreign  trade  of  all  other  countries,  including  our  own. 

Of  England's  international  banking  capital,  one  hundred  million 
dollars  sustains  and  facilitates  her  commercial  transactions  with  the 
United  States  and  Canada.  The  products  of  the  republics  of  South 
America  are  brought  to  market  with  the  aid  of  eighty  million  dollars 
of  British  capital,  whatever  their  destination  may  be  ;  naturally  the 
chief  destination  is  England.  The  American  importer  of  coffee  or 
rubber  from  Brazil  pays  tribute  to  a  London  banker.  To  the  trade  of 
China  and  Japan  with  the  rest  of  the  world,  twenty-five  million  dol- 
lars of  British  capital  affords  the  ways  and  means,  without  which  the 
opening  of  their  ports  to  the  western  world  would  be  a  nullity.  On 
the  continent  of  Europe  the  English  banking  capital  employed  in 
financing  trade  equals  the  whole  capital  and  surplus  of  the  national 
banks  of  the  great  city  of  New  York.  About  seventeen  hundred 
branches  and  agencies  are  the  organs  of  communication  between  the 
banks  in  London  and  their  clients  all  over  the  world— just  about  half 
the  number  of  the  national  banks  in  the  United  States  ;  the  capital  of 
those  London  banks  is  considerably  more  than  half  as  large  as  the  au- 
thorized capital  of  all  our  3,667  national  banks.    The  advantage  thus 
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secured  to  the  British  merchant  over  his  competitors  is  patent.  The 
British  merchant  or  manufacturer  may  draw  against  a  shipment  to  any 
part  of  the  globe,  and  cash  the  draft  at  once,  while  an  American  mer- 
chant or  manufacturer  must  be  his  own  banker,  if  he  engages  in  for- 
eign trade,  unless  he  has  an  established  footing  in  London,  in  which 
case  he  may  avail  himself  of  English  facilities. 

Again,  our  foreign  commerce  is  urgently  in  need  of  proper  shipping 
facilities — such  shipping  facilities  as  can  be  afforded  only  by  regular 
lines  of  fast  steamers.  European  governments  have  given  proof  of 
their  desire  to  assist  their  merchants  in  developing  foreign  commerce, 
in  the  very  liberal  subsidies  granted  to  vessels  carrying  their  flags  and 
trading  with  foreign  countries ;  they  recognize  the  fact  that  every 
penny's  worth  of  merchandise  exported  represents  that  much  wealth 
given  by  the  foreigner  in  exchange  for  the  product  of  their  home  indus- 
tries ;  and  they  wisely  provide  the  means  of  effecting  that  exchange  by 
subsidizing  steamship  lines.  Whenever  similar  aids  are  asked  of  con- 
gress on  behalf  of  American  commercial  and  shipping  interests,  a  wide 
difference  of  opinion  is  seen  to  exist  regarding  the  principle  that 
41  trade  follows  the  flag."  Speaking  from  an  experience  of  twenty-five 
years,  I  can  affirm  the  truth  of  the  proposition,  provided  the  measure 
of  protection  extended  to  the  "  flag" — /'.  c,  to  the  mercantile  marine 
carrying  the  flag — is  sufficient  to  warrant  a  swift  and  regular  service. 
American  ship  owners  have  had  to  compete  for  foreign  carrying-trade 
on  a  free-trade  basis,  against  the  protected  lines  of  foreign  countries, 
and  have  gradually  seen  their  ocean  tonnage  shrink  almost  to  the 
vanishing-point. 

Notwithstanding  the  statement  so  often  published  that  she  pays  no 
subsidies,  Great  Britain  has  been  generous  in  mail  contracts  and  naval 
subventions  where  they  were  needed  for  the  development  of  her  com- 
merce. She  pays  no  subsidies  for  her  Indian,  Australian,  or  South 
African  service,  it  is  true,  but  it  must  be  borne  in  mind  that  the  In- 
dian government  has  for  years  paid  heavy  subsidies  to  English  steam- 
ship companies,  while  South  Africa,  the  Australian  colonies,  New  Zea- 
land, and  Tasmania  have  contributed  liberally  to  secure  swift  and  regu- 
lar service.  Canada  pays,  through  the  subsidized  Canadian  Pacific 
Railroad,  for  maintaining  a  fine  service  to  Japan  and  China.  It  is  only 
since  congress  authorized  mail  subsidies  to  certain  American  steamship 
lines  that  we  have  seen  our  flag  with  increasing  frequency  in  foreign 
ports. 

Our  shipping  should  be  protected,  to  give  our  export  trade  full 
development,  and  to  remove  one  of  its  most  serious  disabilities — the 
lack  of  proper  communication  with  the  markets.  An  efficiently- 
protected  mercantile  marine  would  return  to  our  ship-owners,  for  ex- 


Digitized  by  Google 


EXPANDING  EXPORT  TRADE.  5 


penditure  in  the  United  States,  the  millions  we  now  pay  to  have  our 
goods  carried  to  our  customers  abroad.  * 

With  his  command  of  credits,  and  fast  steamship  communication 
with  his  foreign  markets, — advantages  which  he  has  enjoyed  for  years 
past, — the  European  merchant  has  been  able  so  to  entrench  himself 
in  the  non-manufacturing  countries  of  the  world  that  it  has  been  most 
difficult  to  assault  his  position.  English  houses  have  their  branches 
and  agencies  in  those  markets,  working  in  perfect  accord  with  the 
bankers  and  steamship  lines.  They  have  so  perfected  all  facilities  that 
it  requires  something  more  than  the  cheapness  and  adaptability  of 
merchandise  manufactured  in  the  United  States  to  overcome  the  com- 
petition of  this  long-established  trade.  We  cannot  always  win  on 
the  merits  of  our  goods ;  we  must  be  able  to  offer  as  great  conven- 
iences for  trade  as  our  competitors. 

Despite  these  disadvantages,  our  export  trade  in  manufactured 
goods  has  slowly  grown,  until,  in  the  year  just  passed,  it  has  reached 
unexampled  proportions;  and,  having  reduced  the  manufacture  of 

*  We  are  glad  to  afford  Mr.  Eddy  the  opportunity  to  state  the  case  for  shipping 
subsidies  so  clearly  and  so  forcibly,  but,  far  from  sympathizing  with  his  view,  we  are 
earnestly  opposed  to  it.  The  plain  English  of  a  shipping  subsidy,  to  our  thinking,  is 
to  vote  the  people's  money  into  the  pockets  of  a  few  ship-owners.  And  whereas  hon- 
est men  may  differ  as  to  the  wisdom  of  that  governmental  policy,  there  can  be  no  ques- 
tion about  the  grave  danger  of  inaugurating  it  at  this  time. 

Of  all  countries  in  the  world,  England  would  be  most  warranted  in  voting  subsi- 
dies to  her  ship-owners,  and  yet  her  statesmen  do  not  dare  to  adopt  that  policy,  simply 
because  the  English  people  would  not  tolerate  it  for  one  hour.  Mr.  Eddy  indicates 
how  the  end  is  accomplished,  in  some  measure,  by  indirect  methods.  But  the  reasons 
why  British  statesmen  and  colonial  governors  strive  to  do  indirectly  what  they  do  not 
dare  to  attempt  openly,  are  very  clearly  set  forth  in  the  following  ominous  paragraphs, 
taken  from  "  Democracy  and  Liberty,"  the  great  work  recently  written  by  Mr.  W.  E. 
H.  Lecky,  the  distinguished  historian  and  Conservative  member  of  Parliament.  lie 
says : 

"  The  enormous  increase  which  has  taken  place  in  the  taxation  of  nearly  every  civ- 
ilized country  during  the  last  forty- five  years  is  certainly  one  of  the  most  disquieting 
features  of  our  time.  National  indebtedness  has  reached  a  point  that  makes  the  bank  - 
ruptcy  of  many  nations  an  almost  inevitable  result  of  any  prolonged  European  war;  and 
the  immense  burden  of  unproductive  expenditure  that  is  drawn  from  every  nation  for 
the  purpose  of  paying  the  national  creditors,  gives  revolutionary  literaturt  a  great  part 
of  its  plausibility,  and  forms  one  of  the  strongest  temptations  to  national  dishonesty. 

The  burden  is  a  terrible  one  ;  but  every  one  who  will  look  facts  in  the  face  must 
recognize  that  the  existence  at  each  given  moment  of  an  English  fleet  of  overwhelming: 
power  is  the  first  and  most  vital  condition  of  the  security  of  the  nation.  An  island 
Power  which  cannot  even  support  its  population  with  food  ;  which  depends  for  its  very 
existence  on  a  vast  eommerce  ;  which  from  the  vastness  of  its  dominions  and  interests  is 
constantly  liable  to  be  involved  in  dispute  with  other  Powers,  and  which  presents  pecu- 
liar temptation  to  an  invader,  could  on  no  other  condition  maintain  her  independence, 
and  it  is  a  healthy  sign  that  English  public  opinion  realizes  the  transcendent  impor- 
tance of  the  fact,  and  has  more  than  once  forced  it  upon  politicians  who  were  neglect- 
ingit." 

Now,  if  the  advocates  of  subsidies  imagine  that  this  country  is  exempt  from  the  evil 
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various  kinds  of  merchandise  to  a  science,  we  can,  in  most  of  the 
articles  produced  from  our  own  raw  materials,  compete  with  foreign  na- 
tions. The  extent  of  the  practical  success  we  have  already  attained  in 
this  direction  can  not  be  better  exhibited  than  by  quotation  from  an 
address  by  Prof.  A.  E.  Outerbridge,  Jr.,  recently  delivered  to  the 
students  of  the  University  of  Pennsylvania.  Prof.  Outerbridge  says : 
Two  years  ago  an  Alabama  furnace  sent  an  experimental  shipment  of  two  hun- 
dred and  fifty  tons  of  pig  iron  to  England.  This  was  considered  an  "exceptional 
case,"  and  was  also  pronounced  a  visionary  project,  and  derided  as  ridiculous  in  the 
extreme. 

Within  this  brief  period,  says  the  Manufacturers'  Record,  the  demonstration  is 
complete. 

"  From  that  experimental  two  hundred  and  fifty-ton  shipment  this  business  has  in- 
creased,  until  now  there  is  an  actual  scarcity  of  steamer-room  to  handle  the  business 
offered.  Orders  are  being  booked  every  week  for  large  shipments  to  England  and  to 
continental  countries.  It  is  difficult  to  rightly  measure  the  influence  of  this  trade  upon 
the  world's  commercial  interests." 

From  a  recent  statement  by  an  officer  of  a  leading  furnace  company,  the  foreign 
orders  booked  by  that  company  alone  amounted  to  about  40,000  tons,  and  inquiries 

portents  of  an  enormous  increase  in  the  burden  of  taxation,  they  can  gather  light 
from  the  following  extracts  from  a  recent  editorial  in  the  New  York  Sun — the  Demo- 
cratic champion  of  protection,  and  a  peerless  advocate  of  our  new  navy  and  our  new 
merchant  marine : 

THE  COST  OF  RUNNING  THIS  NATION. 

44  The  table  subjoined  shows  the  net  ordinary  expenditures  of  the  Government,  ex- 
<luding  interest,  at  intervals  of  ten  years  since  the  beginning  of  the  century  ;  together 
with  the  population,  and  the  per  capita  of  expenditure  to  population  : 


Vear.  Population.  Expenditure.  Per  capita. 

1800   5,308,483  $    7,400,000  $1.39 

1810   7,239,881  5,300,000  .75 

1820   9,633,822  13,100,000  I.36 

1S50   12,866,020  13,000,000  1. 01 

1840   17,069,453  24,100,000  1. 41 

1850   23,191,876  37,200,000  I.60 

i860   31,441,321  60,000,000  1. 91 

1870   38,558»37*  164,000,000  4  25 

1880...    50.«55J83  170,000,000  3.39 

1890   62,480,540  321,700,000  5.14 

1895   70,000,000  (est.)      383,900,000  5.48 


Adding  the  permanent  annual  appropriations  to  the  appropriations  made  at  the  first 
session  of  the  Fifty-fourth  Congress  for  the  current  fiscal  year,  the  total  for  this  year  is 
$515,845,194.  Estimating  the  present  population  at  72,000,000,  this  is  a  tax  of  $7.16 
for  every  man,  woman  and  child  in  the  country. 

r*lFor  the  tremendous  increase  in  the  cost  ef  running  the  Federal  Government,  out- 
side of  the  expenses  resulting  from  a  civil  war  which  ended  thirty-two  years  ago,  it 
must  be  said  that  the  Republican  party  is  mainly  responsible.  It  is  a  party  of  enter- 
prise, but  it  has  not  hitherto  shown  itself  to  be  a  party  of  economy. 

This  tendency  is  the  most  serious  problem  which  the  Republican  party,  coming 
back  into  power  under  McKinley,  will  have  to  confront  during  the  next  four  years." 

A  great  and  growing  ocean-tonnage  is  altogether  desirable,  but  it  is  neither  essen- 
tial to  our  "very  existence,"  nor  necessary  to  our  independence;  and  any  party 
which  attempts  to  build  up  a  merchant  marine  by  means  of  subsidies  or  differential 
duties,  will  be  driven  from  power  as  inevitably  as  fate.  Editor. 
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under  consideration  between  30,000  and  40,000  tons.  One  of  these,  the  same  day  on 
which  this  information  was  given,  covering  5,000  tons,  materialized  into  an  order. 

Pig  iron  has  already  been  shipped  to  Liverpool,  Manchester,  Rotterdam,  Vienna, 
Genoa,  '1  rieste,  Yokohama,  and  elsewhere  abroad.  These  are  facts  not  yet  generally 
known. 

Crude  pig  iron  stands  near  the  bottom  of  the  list  of  articles  involving  a  high  degree 
of  skilled  labor.  American  watches,  on  the  other  hand,  head  the  list.  Yet  they  are 
exported  in  constantly-increasing  quantities  to  all  parts  of  the  world. 

Very  recently  the  American  consul  at  Bradford,  England,  reported  as  follows : 

"  One  Bradford  firm  of  jewellers  alone  has  a  stock  of  20,000  Waltham  watches. 
In  addition,  it  has  watches  of  the  Elgin  and  other  makes,  and  sells  large  numbers." 

American  files,  made  by  machinery,  according  to  the  testimony  of  Consul  Meeker, 
compete  with  English  hand-made  files.  Me  mentions  one  o:der,  recently  sent  to  this 
country,  for  one  thousand  dozen,  whereas  an  order  for  two  hundred  dozen  English  files 
would  be  considered,  ordinarily,  as  a  large  one. 

"  Go  into  any  cutlery  or  hardware  shop  in  Bradford,"  said  Mr.  Meeker,  "and  ask 
for  shears,  and  you  will  be  handed  a  pair  bearing  a  Newark  or  Trenton,  N.  J.,  im- 
print. They  are  considered  superior  in  every  way,  and  one  of  the  strange  things  about 
it  is  that  they  must  be  purchased  through  Sheffield,  which  is  supposed  to  be  the  rival  of 
American  cutlery  manufacturers.  These  shears,  a  dealer  said  to  me,  are  superior  to 
all  others,  because  they  are  « sweet  cutters.'  The  shears  used  by  tailors  and  cutters 
are  almost  entirely  of  American  make. 

"  Turbine  water  wheels  and  printing  presses  of  American  manufacture  are  also 
sold  in  Bradford." 

Seven  thousand  tons  of  steel  rails,  besides  enormous  quantities  of  other  railroad 
material,  are  now  being  made  in  Pittsburg  for  Japan,  and  large  orders  have,  it  is  said, 
been  booked  for  China. 

A  complete  locomotive  manufacturing  plant  was  recently  shipped  Irom  Philadelphia 
to  Russia,  and  railroad  machinery  is  now  on  its  way  from  this  port  to  Australia. 

A  multitude  of  similar  illustrations  could  be  given,  but  these  will  serve  as  straws 
to  show  the  direction  in  which  the  "trade  winds"  are  now  blowing,  and  it  only  re- 
mains for  American  enterprise  to  take  advantage  of  the  opportunities  which  favorable 
circumstances  offer  to  enter  upon  a  new  era  of  industrial  prosperity. 

The  secret  of  success  in  these  tentative  experiments  is  to  be  found  in  the  wonder- 
ful advances  which  have  been  made  in  labor-saving  machinery,  supervised  by  intelligent, 
highly-paid  operatives,  whereby  the  productive  capacity  of  each  employee  is  enor- 
mously increased,  and  the  cost  per  unit  of  product  correspondingly  reduced. 

The  secret  of  this  success  lies  primarily  in  the  inventive  faculty  of 
the  American  people.  The  American  manufacturer  has  been  coining 
the  genius  of  the  inventor ;  coining  the  American  unwillingness  to 
walk  in  the  ancient  ways  and  to  "  leave  well  enough  alone  "  ;  coining 
the  ambition  for  some  simpler,  easier,  and  better  way  of  producing  ; 
coining  the  progessiveness  of  the  American  race.  He  has  put  in  prac- 
tice, on  the  largest  scale,  the  modern  idea  of  bringing  together  under 
one  head  the  resources  and  working-capacity  of  formerly  competing 
enterprises,  with  the  resultant  economies.  He  has  taken  advantage  of 
the  specialization  of  work  in  mechanics  and  in  the  distribution  of  the 
product. 

The  claim  for  the  people  of  the  United  States  that  they  are  fore- 
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most  in  mechanical  ingenuity,  inventiveness,  business  enterprise,  and 
what  might  be  called  commercial  common  sense  and  intuition,  rests, 
not  on  sentiment,  but  on  facts  patent  and  confessed  on  all  sides. 
Hence,  were  it  not  for  the  hindrances  just  mentioned,  the  products  of 
American  manufacture  would  easily  overcome  all  European  competi- 
tion in  the  markets  of  the  world.  The  testimony  of  unprejudiced  ob- 
servers everywhere  is  unanimous  in  allowing  the  superiority  of  Amer- 
ican-made mechanical  tools  of  various  kinds — saws,  hammers,  axes, 
chisels,  and  the  like — to  similar  European-made  wares.  An  Austra- 
lian trade  journal,  in  frankly  confessing  this,  concedes  to  certain  wares 
made  in  England  the  palm  for  "  solidity,"  but  remarks  that  the  goods 
"  do  not  sell  themselves,"  while  the  American  articles  do.  But  is  not 
this  faculty  of  '«  selling  itself"  the  test  of  an  article  offered  for  sale? 
The  greater  expertness  and  alertness  of  American  artisans  is  recog- 
nized by  another  English  trade  journal  in  telling  the  story  of  two  fac- 
tories owned  by  one  firm,  one  being  in  Chicago,  the  other  in  Leeds. 
The  wages  of  the  workmen  in  Chicago  were  about  double  the  wages 
paid  to  those  in  Leeds :  but,  because  of  the  greater  energy  and  ex- 
pertness of  the  Chicago  artisans,  their  product  cost  less  than  that  of 
their  fellows  in  the  heart  of  the  most  industrial  community  of  Eng- 
land. And  Hiram  S.  Maxim,  the  distinguished  American  mechani- 
cian, for  many  years  resident  in  England,  says  that,  if  a  mechanic  in 
England  wants  "a  square  that  is  a  square,"  he  must  get  one  made  in 
the  United  States,  for  "  there  are  no  squares  that  are  square  "  made  in 
England. 

In  other  countries  the  product  of  industry  is  far  from  being  as 
great,  compared  with  the  number  of  workers  employed,  as  in  the 
United  States.  Great  Britain  for  two  hundred  years  has  been  "the 
world's  workshop"  ;  but  the  manufacturing  and  productive  power  of 
Great  Britain,  compared  with  that  of  the  United  States,  per  inhabit- 
ant, is  only  as  1,470  to  2,000  ;  and  in  the  same  comparison  Germany 
counts  for  only  900,  and  France  for  about  the  same.  In  productive 
power — agricultural  and  mechanical — the  United  States  equals  Great 
Britain,  Germany,  and  France  together.  The  same  efficiency  of  agri- 
cultural labor  which,  aided  by  machinery,  has  placed  the  United 
States  at  the  head  of  all  nations  in  the  production  of  foodstuffs  is 
available  for  conquering  unquestioned  pre-eminence  in  manufacture 
and  in  foreign  commerce.  The  grain  product  of  the  United  States, 
per  laborer  employed,  is  350  bushels,  but  the  product  of  Great  Britain 
per  laborer  is  only  119  bushels. 

Tonnage  in  manufacture  is  another  important  item.  The  more 
tonnage  produced  in  any  given  article,  whether  steel  rails,  wire,  lum- 
ber, or  stoves,  the  lower  is  the  cost  of  production.    Hence,  by  pro- 
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during  an  exportable  surplus,  we  reduce  the  cost  for  domestic  use. 
Manufacturers  have  for  years  neglected  foreign  markets  ;  while  devel- 
oping their  resources  and  improving  their  machinery  under  the  keen 
competition  of  domestic  trade,  they  have,  almost  unconsciously, 
reached  a  point  where  they  find  themselves  producing  at  a  cost  which 
enables  them  to  compete  with  the  cheap  hand-labor  of  Europe.  Dur- 
ing periods  of  prosperity,  the  demand  in  this  country  has  been  so 
great  that  manufacturers  have  looked  askance  at  foreign  trade,  par- 
ticularly if  it  involved  the  adaptation  of  a  part  of  their  plant  to  meet 
the  prejudices,  necessities,  or  conditions  of  foreign  populations.  With 
the  coming  of  the  periodical  financial  cyclone,  these  manufacturers 
have  found  themselves  obliged  to  reduce  their  force  of  workmen,  until 
finally  their  factories  were  closed  and  thousands  thrown  out  of  em- 
ployment ;  while,  on  the  other  hand,  the  few  manufacturers  who  have 
worked  to  develop  a  foreign  trade,  have  found  that,  during  such 
periods  of  stagnation,  they  have  been  able  to  keep  their  factories  busy, 
or  running  on  part  time,  earning  enough  to  pay  interest  on  their  in- 
vestment and  depreciation  of  plant,  while  keeping  their  men  employed 
on  living  wages,  holding  their  force  together,  and  maintaining  their 
machinery  in  running  order, — in  fact,  finding  in  export  trade  a  haven 
of  refuge  wherein  to  ride  out  the  financial  storm,  and  be  in  readiness 
to  take  advantage  of  the  first  break  in  the  weather  showing  the  return 
of  good  times.  It  is  an  insurance  policy  for  the  manufacturer,  and 
one  which  he  will  not  let  lapse,  if  he  be  wise. 

We  have  accomplished  much,  but  we  can  accomplish  infinitely 
more.  The  policy  of  this  government  is  distinctively  protective,  and 
shipping  must  be  protected  to  the  same  extent  as  manufactures.  With 
swift,  regular  communication  with  foreign  ports,  with  an  American 
bank  having  branches  in  all  the  important  trade  centers  of  the  world, 
and  with  a  desire  on  the  part  of  manufacturers  to  produce  a  certain 
surplus  above  the  wants  of  the  United  States  for  export  to  foreign  coun- 
tries, this  country,  which  is  to-day  standing  in  the  open  door,  can  step 
out  into  the  vast  field  of  exportation  of  manufactured  goods,  and  be  in 
a  position  to  compete  on  equal  terms  with  the  other  nations  of  the 
world. 
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VI.  THE  INSURANCE  AND  ENDOWMENT  FEATURES  OF  DOLGEVILLE. 

LFRED  DOLGE  was  born  at  Chemnitz,  Saxony,  December  22, 


1848.    He  was  the  son  of  August  Dolge,  senior  member  of 


the  firm  of  A.  Dolge  &  Co.,  piano-makers  of  Leipsic.  At  the 
age  of  seventeen,  having  received  a  common-school  education  and 
served  an  apprenticeship  in  his  father's  factory,  he  landed  at  Castle 
Garden,  with  little  or  no  money,  and,  after  some  vicissitudes,  found 
work  with  Mathushek,  returning  to  Germany  in  1867.  Again  reach- 
ing the  United  States  in  1868,  he  reentered  the  employment  of 
Mathushek,  and,  while  retaining  this  situation,  made  some  small  im- 
portations of  piano-hammer  leather  and  piano  wire  on  his  own  account, 
which  resulted  favorably  and  led  to  his  leaving  Mathushek  in  1869, 
when  he  was  not  yet  twenty-one  years  of  age,  and  beginning  business 
on  his  own  account  by  marrying  an  estimable  young  lady  without 
fortune,  and  setting  up  as  importer  of  piano  materials  on  a  cash  capi- 
tal of  $500,  saved  from  his  earnings  and  his  previous  ventures  with 
German  leather  and  wire.  Seven  children  have  been  born  of  this  early 
marriage,  of  whom  five  sons  survive,  the  eldest,  Rudolf,  being  now 
the  junior  member  of  the  firm  of  A.  Dolge  &  Son,  doing  business  at 
110-112  East  Thirteenth  street,  New  York  city,  and  at  Dolgeville, 
Herkimer  county,  New  York,  and  rated  as  having  a  capital  of  $1,000,- 
000.  Alfred  Dolge's  first  store  was  in  Amity  street,  near  Broadway  ; 
thence  he  removed  in  187 1  to  122  East  Thirteenth  street,  where  he 
remained  until  1893,  in  which  year  he  again  removed  to  1 10-11 2 
East  Thirteenth  street. 

In  1 87 1  Dolge  began  the  manufacture  of  felt  in  Brooklyn  with 
four  workmen,  but  his  force  had  increased  to  fifty- three  operatives 
when  in  1874  he  purchased  the  old  tannery  and  with  it  1000  h.  p.  of 
water  power  at  Brockett's  Bridge, — a  hamlet  of  about  a  hundred  in- 
habitants, eight  miles  by  wagon  road  north  of  Little  Falls,  Herkimer 
county,  N.  Y.,  a  station  on  the  New  York  Central  Railroad,  79  miles 
northwest  of  Albany,  and  240  miles  from  New  York, — paying  there- 
for $7,000  in  seven  annual  payments.  The  Brooklyn  felt  works  were 
immediately  removed  to  Brockett's  Bridge,  at  that  time  little  more 
than  a  "  place  in  the  woods,"  without  stores  or  railway  communica- 
tion, and  took  with  them  such  of  the  Brooklyn  workmen  as  would  go 
Co  this  out-of-the-way  spot ;  only  ten  finally  remained  in  the  new 
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location,  the  others  being  unable  to  endure  the  privations  of  this  pio- 
neer life  in  the  Herkimer  wilds.  Dolge's  capital  at  this  time  had 
become  about  $50,000. 

The  felt  factory  increased,  natives  taking  the  place  of  the  urban- 
ites  who  fled  from  the  savage  existence  in  the  woods ;  the  manufacture 
of  felt  shoes  and  piano  sounding-boards  was  inaugurated  ;  magnificent 
granite  factories  were  erected,  including  a  finely- equipped  machine 
shop,  where  many  new  machines  for  facilitating  the  Dolge  manufact- 
ures were  invented  and  built ;  Brockett's  Bridge  became  Dolgeville  ;  a 
railway  was  constructed,  connecting  with  the  New  York  Central  at 
Little  Falls  ;  fine  stores,  magnificent  schools,  an  elegant  Turn  Halle, 
and  other  accessories  of  civilized  existence  sprang  into  being  under 
the  magical  wand  of  the  Dolge  management ;  and  to-day  Dolgeville 
has  a  population  of  nearly  3,000  inhabitants,  and  is  one  of  the  bright- 
est, liveliest,  and  most  picturesquely-located  manufacturing  villages 
in  the  United  States,  and  stands  a  magnificent  monument  to  the  tire- 
less energy  and  unerring  foresight  of  its  founder,  Alfred  Dolge,  who, 
still  under  fifty  years  of  age,  has  achieved  such  results  in  the  way  of 
successful  manufacturing  as  have  rarely  fallen  to  the  lot  of  man.  The 
Dolgeville  productions  are  recognized  the  world  over  as  the  best  of 
their  class,  having  taken  first  premiums  at  the  world's  fair  at  Vienna 
in  1873,  at  Philadelphia  in  1876,  at  Paris  in  1879,  and  at  Chicago  in 
1893. 

Alfred  Dolge  has  seen  and  known  and  lived  the  life  of  master  and 
man  in  all  the  varying  conditions  of  the  two  estates.  He  has  thought 
deeply  on  those  questions  which  extended  manufacturing  operations 
involve,  and  he  has  formulated  and  put  in  practice  new  devices  for 
securing  harmony  between  employees  and  employer,  which  seem,  at 
the  end  of  twenty  years  of  entirely  successful  practice,  to  fully  meet 
all  the  requirements  of  the  situation,  and  which  not  only  avoid  strikes 
and  the  dissensions  which  lead  to  strikes,  but  provide  insurance  for 
the  workmen  in  case  of  accident  or  death,  and  even  reach  so  far  into 
the  future  as  to  guarantee  the  retirement  of  the  workman  on  full-pay 
pension  when  past  the  age  of  effective  service  in  the  factory. 

The  story  of  Dolgeville  and  Alfred  Dolge's  "  Earnings  Distribu- 
tion" in  the  three  forms  of  pension,  life  insurance,  and  "endow- 
ment" has  been  printed  many  times,  but  never  has  the  story  been 
told  from  the  inside  by  a  narrator  who  was  at  once  fully  informed  and 
wholly  unbiased ;  some  have  written  it  hastily  from  incomplete  or 
misunderstood  information  ;  some  have  written  it  with  an  absorbed 
sense  of  admiration  for  Alfred  Dolge  and  his  success  which  left  little 
appreciation  for  anything  else ;  while  others  have  sought  in  the  work- 
ings of  the  Dolge  system  of  labor  recompense  a  witness  to  the  accu- 
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racy  of  their  own  theories  and  imaginings,  which  nothing  in  the 
facts  of  the  Dolge  methods  can  be  held  really  to  support. 

The  Dolge  "System  of  Earnings  Distribution"  embraces  the 
three  divisions  of  pension,  life  insurance,  and  "endowment,"  the  en- 
dowment feature  being  simply  a  gift  made  under  certain  circum- 
stances to  a  workman  who  is,  in  Mr.  Dolge' s  judgment,  deserving  of 
something  more  than  his  wages. 

In  his  youth  Mr.  Dolge  was  a  firm  believer  in  Socialism  as  taught 
by  Karl  Marx  ;  this  was  an  inevitable  result  of  his  early  surroundings 
and  the  wide  benevolence  of  his  character ;  he  could  see  plainly  the 
hardships  of  the  life  of  the  German  workman,  and  that  these  were  not 
the  fault  of  the  industrious  and  sober  toiler,  but  of  the  system  under 
which  he  worked ;  and  the  theories  of  Karl  Marx  seemed  to  his 
youthful  imagination  and  sensibilities  to  hold  a  complete  solution. 

With  increase  of  years  and  a  full  knowledge  gained  by  experience, 
both  as  workman  and  employer,  Mr.  Dolge,  as  a  matter  of  course, 
came  to  fully  realize  the  insurmountable  obstacles  which  prevent  the 
practice  of  any  commercial  system  independently  of  individual  efTort 
rewarded,  in  case  of  success,  by  individual  gains,  and  to  fully  under- 
stand that  capital  is  merely  accumulated  labor,  and  has  all  the  rights 
and  earning  powers  of  the  labor  which  produced  it. 

Yet  Mr.  Dolge's  quick  sympathies  retained,  despite  his  broaden- 
ing knowledge  of  commercial  realities,  a  deep  pity  for  the  life  of  the 
ordinary  workman,  ignorant  of  the  value  and  meaning  of  capital,  who 
spends  his  earnings  as  he  goes,  and  finds  himself  a  pauper  at  the  end 
of  his  years  of  usefulness.  This  pity  took  on  a  form  of  pregnant  in- 
terest when,  after  the  Vienna  Exposition  of  1873,  Mr.  Dolge  visited 
many  of  the  continental  piano  factories  and  found  them  all  in  the 
same  plight,  doing  a  poor  business  with  antiquated  methods  and  ma- 
chinery and  old  workmen,  long  past  their  best  days.  To  one  after 
another  of  the  proprietors  of  these  decaying  factories  Mr.  Dolge  put 
the  same  questions,  and  from  each  he  received  the  same  answers; 
they  did  not  adopt  the  new  methods  and  improved  machines  which 
were  needed  to  put  them  in  successful  competition  with  the  more 
modern  piano  factories  which  were  rapidly  monopolizing  the  trade, 
because  it  was  impossible  to  introduce  novelties  successfully  without 
discharging  the  old  workmen,  and  they  had  not  the  heart  to  put  the 
faithful  servants  of  the  past  into  the  street  to  starve.  As  Mr.  Dolge 
tells  it,  "  4  Here  is  something  for  you  to  think  about,  Alfred,'  I  said  to 
myself.  And  then  I  began  to  think  what  I  would  do, — how  I  could 
arrange  things  so  I  could  say  to  a  man,  when  he  could  earn  his  pay  no 
longer  :  '  You  get  out ;  I  have  had  you  long  enough  ;  I  want  a  younger 
man  in  your  place.'    Then  I  thought  of  the  pension." 
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The  Dolge  pension  system  has  now  been  in  operation  for  twenty 
years.  At  first  sight  it  seems  that  twenty  years  is  not  a  sufficient  time 
to  fairly  test  a  system  with  an  increasing  number  of  possible  pension- 
ers, but  a  brief  consideration  will  show  that  a  yearly  tax  of  one  per 
cent,  of  wages  paid  would  undoubtedly  cover  both  the  life  insurance 
and  pension  cost.  Pensions  are  paid  to  workmen  entering  service  be- 
tween twenty-one  and  fifty  years  of  age,  and  begin  to  be  payable  only 
after  ten  years  of  continuous  service  ;  at  the  expiration  of  the  first  ten 
years  of  continuous  service  the  pension  is  fifty  per  cent,  of  wage,  and 
gradually  increases  until  it  reaches  one  hundred  per  cent,  at  the  expira- 
tion of  twenty-five  years  of  continuous  service  ;  this  puts  the  age  of  the 
youngest  full-pay  pensioner  at  forty-six  years,  and,  should  such  a  pen- 
sioner live  to  the  age  of  seventy-one,  he  would  then  have  drawn  double 
pay  for  his  twenty-five  years  of  work.  But,  by  the  conditions,  the  pen- 
sion is  to  be  paid  only  in  case  of  partial  or  total  disability  to  work, 
and,  as  the  ordinary  workman  may  be  regarded  as  efficient  in  most 
classes  of  manufactory  employment  up  to  sixty  years  of  age,  the  man- 
agement has  the  option  of  paying  the  pension  or  retaining  the  eligible 
pensioner  in  active  service  up  to  the  age  of  sixty,  which  would  reduce 
to  eleven  years  the  period  of  idle  pensionership  for  the  supposed  life 
of  seventy-one  years,  as  against  forty  years  of  continuous  service,  and 
so  would  add  but  little  more  than  twenty-five  per  cent,  to  the  wages 
account  to  make  the  total  of  wages  and  pension,  and  the  twenty-five 
per  cent,  added  no  more  than  represents  the  increased  earnings  due  to 
continuous  service,  certainty  of  avoidance  of  troubles  with  labor,  and 
other  vast  economic  advantages  resulting  from  long-continued  har- 
monious association  of  master  and  man. 

Thus,  within  the  twenty  years  ending  December  31,  1894,  there 
entered  and  re-entered  the  Dolge  service  2,046  male  employees.  Of 
these,  on  January  1,  1894,  10  had  remained  in  continuous  service  for 
more  than  15  years,  29  for  from  10  to  13  years,  and  68  for  from  5  to  9 
years,  making  a  total  of  only  107  workmen  out  of  2,046,  or  about  $l/2 
per  cent.,  eligible  to  endowment  (which  begins  after  five  consecu- 
tive years  of  service),  and,  of  these  107,  only  39  had  been  in  service 
more  than  ten  years,  which'  gives  less  than  2  per  cent,  of  the  whole 
number  as  eligible  for  pensions,  while  the  actual  number  of  pension- 
ers at  the  end  of  1894  was  only  three,  and  the  total  amount  of  pen- 
sions paid,  as  per  the  Dolge  statement  dated  1894,  is  only  $7,172.56. 

The  Dolge  workmen  are  paid  day  rates  almost  exclusively,  though 
there  are  about  fifty  piece- workers  in  the  piano-hammer  department. 
Mr.  Dolge  declares  himself  wholly  opposed  to  piece-work  and  to  any 
cutting  of  day-rates,  and  is  a  firm  believer  in  high  protection  and  high 
wages. 
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TABLES  OF  COMPARATIVE  EARNINGS  PER  YEAR  IN  DOLLARS. 

(Published  in  1889.) 


Hours'  work  per  week .... 


Wool  carders  

Fullers  

Finishers  

Hammer  coverers.. 

Machinists  

Dyers  

Wool  sorters  


Mechanics. 

AvKRAGK  Y*ARLY  EARN- 
INGS. 

Plumbers  5600 

Carpenters   450 

Shoemakers   555 

Cutters   480 

M'ch.  hands   477 

Gluers   519 

Turners   675 

Tool  makers   660 

Moulders   562 

Sawyers   525 

Cabinet  makers  . .  543 

6,046 


Average . 


No.  1 

No.  a 

No.  3 

No.  4 

Dolge. 

Mass. 

England. 

France. 

Germany. 

59 

60 

56 

72 

76 

684 

422 

360 

231 

200 

474 

367 

276 

174 

MS 

450 

376 

3" 

225 

140 

708 

738 

671 

324 

260 

175 

474 

442 

264 

225 

147 

490 

461 

288 

231 

160 

423 

429 

240 

2IO 

145 

55o 

517 

320 

245 

195 

1.  — Report  of  Carroll  D.  Wright,  commissioner  of  labor,  1881. 

2.  — Report  of  parliament,  1883. 

3.  — Report  of  United  States  Consul -General  Walker. 

4.  — Report  of  United  States  Consul  Dubois,  1 88 1. 

These  tables  show  that  the  wages  in  the  Dolgeville  factories  are  15  percent,  higher 
than  those  paid  in  the  Massachusetts  factories,  79  per  cent,  higher  than  those  paid  in 
the  English  factories.  1 38  per  cent,  higher  than  those  paid  in  the  French,  and  227  per 
cent,  higher  than  those  paid  in  the  German  factories. 

The  average  hour  pay  is  under  20  cents  per  hour,  and  the  tool- 
maker's  pay  is  only  21  cents  per  hour  against  the  27  30  cents  rate  paid 
machinists  at  Midvale :  but  I  think  the  Dolge  tool-makers  should  not 
rank  much  above  the  Whitin  machinists,  whose  hour  rate  is  about  i6*4 
to  17  cents,  The  factory  uses  no  women  workers.  Living  expenses 
are  not  much  higher  at  Dolgeville  than  at  Whitinsville  or  South  Man- 
chester, and  not  nearly  so  high  as  at  Stamford  or  Philadelphia,  which 
makes  the  Dolge  hour  rates  virtually  higher  than  they  appear,  because 
of  increased  purchasing  power.  No  shorter  statement  of  the  Dolge 
system  seems  possible  than  that  here  appended,  which  is  taken  from  a 
pamphlet,  dated  1896,  entitled  "  The  Plan  of  Earnings  Division." 
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"  The  name  of  every  male  person  employed  by  Alfred  Dolge  &  Son 
is  placed  at  entry  upon  a  register  which  shows  nativity,  date  of  birth, 
date  of  entry,  age,  department  of  the  business  in  which  he  entered, 
transfer,  if  any,  from  one  department  to  another,  giving  date  of  such 
transfer,  date  of  voluntarily  quitting  employ,  with  reason  therefor  if 
known,  or  discharge  by  the  firm,  with  record  of  the  cause  therefor. 

"  On  December  31  of  each  calendar  year  the  employees  of  that 
date  whose  names  appear  upon  this  register  recorded  prior  to  July  1  of 
that  year,  and  the  names  thereon  recorded  between  July  1  and  Decem- 
ber 31  of  the  preceding  year,  are  placed  upon  the  record  book  of  the 
earnings  division  account,  accredited  to  the  department  in  which  they 
are  employed.  The  record  book  made  up  at  this  date  shows  the 
wages  of  each  employee  thereon  enrolled  for  the  year  just  closed  and 
the  amount  to  be  paid  thereon  by  each  department  of  the  business  to 
the  earnings  division  fund,  on  account  of  contributions  thereto  for 
pension  fund,  deposit  fund,  endowment  fund,  or  life  insurance  ex- 
pense. The  basis  of  contribution  to  pension  fund  is  1  per  cent,  upon 
the  amount  of  wages  enrolled  on  record  book  December  3 1  of  each 
year,  which  amounts  are  charged  by  each  department  respectively  to 
its  manufacturing  expense  account  for  that  year. 

"The  contribution  to  endowment  fund  is  made  by  each  depart- 
ment in  accordance  with  the  manufacturing  record  therein,  for  the 
benefit  of  entitled  employees  to  their  individual  credit  in  the  earnings 
division  account,  and  charged  by  the  several  departments  to  their 
manufacturing  labor  account. 

"  The  contribution  to  '  deposit  fund '  is  made  by  each  department 
for  the  benefit  of  entitled  employees  under  the  *  insurance '  provision, 
to  their  individual  credit  in  the  earnings  division  account  for  pay- 
ment at  maturity,  and  charged  to  its  manufacturing  expense  account 
for  the  year.  Life  insurance  policies  are  purchased  (twenty  payment 
life)  and  maintained  during  the  time  the  recipient  remains  in  the  em- 
ploy of  Alfred  Dolge  &  Son,  the  premiums  being  paid  by  each  depart- 
ment and  charged  to  manufacturing  expense  account.  The  insurance 
policies  are  in  possession  of,  and  remain  the  property  of,  the  recipients 
after  quitting  employ  of  the  firm,  the  holder  having  choice  of  a  paid- 
up  policy  of  as  many  twentieths  as  are  years  paid,  or  of  continuing  the 
payments  himself  to  maturity. 

"To  the  amount  of  each  of  the  several  funds  is  added  semi- 
annually interest  at  the  rate  of  six  per  cent,  per  annum,  to  the  credit 
of  the  pension  fund  at  large  and  the  individual  recipients  under  en- 
dowment and  deposit  accounts,  in  accordance  with  the  terms  respect- 
ing these  funds. 

"  The  benefits  accruing  to  employees  are  conditioned  upon  a  term 
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of  continuous  employment  by  Alfred  Dolge  &  Son.  In  case  of  volun- 
tarily quitting  employ,  or  of  having  been  discharged  and  re-entering 
the  employ  of  the  firm,  the  beginning  of  the  term  is  the  last  date  of  re- 
entry. The  twenty-first  birthday  of  minors  who  enter  the  employ  of 
the  firm  shall  be  deemed  the  date  of  entry  for  such  employee. 

"  All  and  every  one  of  the  provisions  under  which  benefits  are 
conferred  are  entirely  voluntary  on  the  part  of  Alfred  Dolge  &  Son, 
and  no  obligation  or  liability  is  created  in  favor  of  any  employee 
cither  at  law  or  equity. 

"Every  employee  on  the  roll  of  earnings  division  who  is  over 
twenty-one  and  not  over  fifty  years  of  age  on  the  day  of  entry  shall, 
after  a  continuous  service  of  ten  years,  be  provided,  in  case  of  partial 
or  total  inability  to  work,  caused  by  accident,  sickness,  or  old  age,  as 
long  as  such  inability  may  last,  the  following  proportion  of  the  wages 
earned  during  the  last  year  next  preceding  the  accident,  sickness  or 
■old  age  the  cause  of  inability. 

After  10  years'  continuous  service,  50  per  cent. 

After  13  years'  continuous  service,  60  percent. 

After  16  years'  continuous  service,  70  per  cent. 

After  19  years' continuous  service,      -     -      80  per  cent. 
After  22  years' continuous  service,      -     -      90  per  cent. 
After  25  years'  continuous  service,      -     -    100  per  cent. 
"  At  any  time  previous  to  the  completion  of  ten  years'  continuous 
service,  in  case  of  accident  while  on  duty  in  the  service  of  Alfred 
Dolge  &  Son,  or  of  sickness  contracted  through  the  performance  of 
such  duty,  such  employee  shall  be  entitled  to  receive  a  pension  equal 
to  fifty  per  cent,  of  the  wages  earned  by  him  during  the  year  pre- 
ceding such  accident  or  disability. 

"  Employees  who  draw  salary  or  earn  wages  to  the  amount  of  one 
thousand  dollars  or  more  per  year,  in  case  of  partial  or  total  inability 
to  work,  caused  by  accident,  sickness,  or  old  age,  as  long  as  such  in- 
ability may  last,  are  provided  for  as  follows  : 

After  13  to  16  years  of  service,  -  -  J6oo  per  year. 
From  16  to  19  years  of  service,  -  -  700  per  year. 
From  19  to  22  years  of  service,  -  -  800  per  year. 
From  22  to  25  years  of  service,  -  -  900  per  year. 
"  After  twenty-five  years  of  continuous  service  not  exceeding  $1,- 
000  per  year. 

"As  the  pension  is  an  equivalent  for  lost  wages,  the  benefit  is 
strictly  personal,  and  not  transferable  under  any  circumstances. 

*  *  In  case  of  partial  loss  of  wages,  where  earnings  are  not  cut  off 
entirely,  but  only  reduced,  the  pension  is  computed  on  the  difference  of 
wages  only,  representing  the  loss  actually  sustained. 
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44  Employees  of  Alfred  Dolge  &  Son  entering  the  services  thereof  at 
or  under  the  age  of  twenty-one  shall,  after  five  years  of  continuous 
service,  at  the  age  of  twenty-six,  receive  a  first  policy  of  life  insurance 
of  $1,000  ;  after  ten  years  of  continuous  service,  at  the  age  of  thirty- 
one,  a  second  policy  of  $1,000  ;  after  fifteen  years  of  continuous  ser- 
vice, at  the  age  of  thirty-six,  a  third  policy  of  $1,000. 

"  Entering  the  service  thereof  at  any  time  between  twenty- two 
and  twenty-five  years  of  age  inclusive,  shall,  after  five  years  of  con- 
tinuous service,  receive  a  first  policy  of  life  insurance  of  $1,000  ;  af- 
ter ten  years  of  continuous  service,  a  second  policy  of  $1,000  ;  after 
fifteen  years  of  continuous  service,  a  third  policy  of  $1,000. 

44  Entering  the  service  thereof  at  any  time  between  twenty- six  and 
thirty  years  of  age  inclusive,  shall,  after  five  years  of  continuous  ser- 
vice, receive  a  first  policy  of  life  insurance  for  $1,000  ;  after  ten  years 
of  continuous  service,  a  second  policy  of  $1,000. 

44  Entering  the  service  thereof  at  any  time  between  thirty-one  and 
thirty-five  years  of  age  inclusive,  shall,  after  five  years  of  continuous 
service,  receive  a  policy  of  life  insurance  for  $1,000. 

44  Every  employee  entering  the  service  thereof  at  the  age  of  thirty- 
six  years  or  over  that  age  shall  after  completing  five  years'  continu- 
ous service,  have  deposited,  invested,  or  set  aside  by  Alfred  Dolge  & 
Son,  annually  at  the  expiration  of  each  and  every  additional  year  of 
continuous  service  thereafter,  the  sum  of  $35  for  not  exceeding  twenty 
consecutive  years  of  additional  service.  The  aggregate  of  the  de- 
posit, including  the  interest  accumulating  thereon,  if  invested  on  in- 
terest, shall  not,  in  any  event,  however,  exceed  the  amount  of  81,000. 

44  Every  employee  entitled  to  policy  or  policies  of  life  insurance 
whose  application  to  the  life  insurance  company  for  such  insurance  is 
rejected  shall  have  deposited  or  set  aside  annually,  at  the  expiration 
of  each  additional  year  of  continuous  service  of  such  employee,  an 
amount  equal  to  the  annual  premium  upon  the  life  insurance  policy  or 
policies  with  which  he  would  have  been  provided  except  for  such  re- 
jection. The  aggregate  of  the  deposit  in  lieu  of  life  insurance,  in- 
cluding the  interest  accumulations  thereon,  if  invested  on  interest, 
shall  not  exceed  in  amount  the  face  value  of  the  policy  or  policies 
with  which  such  employee  would  have  been  provided. 

44  In  case  of  the  death  of  an  employee,  the  amount  so  deposited, 
invested,  or  set  aside  on  behalf  of  such  employee,  with  the  accumula- 
tions of  interest  thereon,  if  invested  on  interest,  shall,  within  sixty 
days  after  proof  of  death,  which  proof  of  death  shall  be  made  out 
upon  blanks,  in  the  form  and  by  the  persons  as  required  by  Alfred 
Dolge  &  Son,  be  paid  over  to  the  heirs  or  representatives  of  such 
employee.    The  interest  on  all  such  sums  so  deposited,  invested,  01 
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set  aside  shall  cease  from  the  day  on  which  such  employee  leaves  the 
employ  or  is  discharged  therefrom. 

44  Every  male  employee  of  Alfred  Dolge  &  Son  over  twenty-one 
years  of  age,  and  who  has  been  in  their  employ  for  five  consecutive 
years,  shall  be  entitled  to  an  Endowment  Account. 

"At  the  end  of  each  year  so  much  shall  be  credited  to  this  ac- 
count as,  according  to  the  manufacturing  record  kept  by  Alfred  Dolge 
&  Son,  is  demonstrated  he  has  produced  more  for  Alfred  Dolge  &  Son 
than  has  been  paid  to  him  in  the  form  of  wages.  If,  by  neglect  or 
carelessness,  he  has  caused  a  loss,  as  appears  from  the  manufacturing 
record,  the  same  is  charged  against  such  employee  on  this  same  ac- 
count. Upon  any  balance  in  his  favor  at  the  end  of  every  such  year  of 
service,  he  shall  be  entitled  to  interest  at  the  rate  of  six  per  cent,  per  an- 
num, interest  to  be  credited  at  the  end  of  each  year,  but  the  interest 
thereon  will  cease  from  the  day  he  leaves  the  employ  or  is  discharged. 

"  This  endowment  money  shall  be  payable  to  such  employee  only 
on  his  arriving  at  the  age  of  sixty  years,  or,  upon  his  death  before 
that  time,  to  his  legal  heirs  or  representatives. 

44  Nothing  in  any  of  the  provisions  for  benefit  under  the  earnings 
division  system  impairs  the  right  of  any  employee  to  quit  the  employ 
of  Alfred  Dolge  &  Son  at  any  time  and  for  any  cause  or  reason,  or 
the  right  of  Alfred  Dolge  &  Son  to  discharge  any  employee  at  any 
time  and  for  any  cause  or  reason. ' ' 

Tables  given  in  the  continuation  of  this  pamphlet  show  clearly 
that  one  per  cent,  of  wages  paid  will  more  than  cover  the  cost  of 
pension  and  life  insurance,  under  the  rules  and  limitations  adopted 
at  Dolgeville. 

The  "endowment"  is  a  gift,  pure  and  simple,  although  it  is 
based  on  a  system  of  careful  departmental  book-keeping,  but,  when, 
from  any  cause,  profits  decrease  below  a  certain  figure,  the  44  endow- 
ment "  is  suspended,  although  the  workman  is  in  no  way  responsible. 

At  the  44  Reunion  "  of  January,  1896,  Alfred  Dolge  said  : 

44  At  our  last  Reunion  I  stated  that  my  system  of  labor  pension 
and  insurance  had  passed  the  experimental  stage  ;  that  a  practical  test 
of  twenty  years  had  proved  the  correctness  of  the  theory  underlying 
the  system, — namely,  that  the  employer  not  only  could  well  afford  to 
pay  one  per  cent,  of  the  wage  fund  toward  labor  pension  and  insur- 
ance, just  as  he  pays  annually  from  five  to  ten  per  cent,  for  wear  and 
tear  of  his  machinery,  but  that  it  is  an  excellent  investment  from  a 
purely  business  point  of  view,  and  that  this  system  could  be  national- 
ized so  that  each  wage- earner  could  derive  the  benefit  of  the  same 
without  being  hampered  in  his  movements. 

4 4  England  gave  the  world  the  factory  system,  and  with  it  the  fac- 
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tory  slave.  America  should  give  the  world  the  emancipation  of  the 
toiler  from  the  wage  system  as  founded  by  the  Manchester  school  ;  in 
other  words,  the  highest  forms  of  corporations  founded  upon  co-oper- 
ation of  brain  and  brawn  in  a  mutually  satisfactory  relationship.  This 
can  be  accomplished  by  the  introduction  of  a  labor  pension  and  in- 
surance system,  and  by  no  other  means. ' ' 

The  Dolge  holdings  to  day  comprise  a  large  number  of  patents  on 
very  valuable  inventions ;  {he  extensive  Dolgeville  factories,  employ- 
ing, when  full,  about  1,200  hands;  45,000  acres  of  valuable  timber 
lands  in  Herkimer,  Fulton,  and  Hamilton  counties ;  and  almost  un- 
limited water  power.  The  firm  looks  forward  confidently  to  a  max- 
imum of  not  less  than  5,000  employees,  when  all  of  its  great  natural 
resources  shall  have  been  fully  developed. 

Despite  Alfred  Dolge's  earnest  repudiation  of  paternalism,  it  is 
difficult  to  see  where  his  treatment  of  labor  differs  in  results  from  that 
of  Whitinsville  or  South  Manchester.  Pure  air,  pure  water,  excellent 
drainage,  beautiful  surroundings,  fine  schools,  and  cheap  living, 
although  there  are  no  tenements  owned  by  the  firm  in  Dolgeville,  are 
potent  factors  in  the  success  of  the  three  places  alike.  The  life  insur- 
ance and  the  pensions  of  Dolgeville  cost  no  more,  perhaps,  per  work- 
man employed,  than  the  unrecorded  benefactions  of  the  Whitin  and 
Cheney  management.  It  is,  of  course,  a  far  more  independent  affair 
for  the  workman,  if  he  enters  service  under  a  general  system  of  estab- 
lished laws  than  if  he  depends  solely  on  the  final  good  will  of  his  em- 
ployer, but  it  matters  little  in  final  averaging  of  labor  cost,  whether 
the  superannuated  workman  be  pensioned,  or  kept  on  so  long  as  he 
can  crawl  to  the  scene  of  his  daily  efforts  for  a  lifetime  of  years.  At 
Mid  vale  the  death  of  a  workman  brings  his  heirs  $600  in  the  form  of 
a  50-cent  assessment  on  each  employee,  to  which  the  management 
adds  $250  in  case  of  five  years'  service  of  the  decedent ;  and  the 
workman  who  has  been  inside  the  gates  but  a  single  hour  is  insured 
for  $600,  while  at  Dolgeville  five  years  of  continuous  service  and  the 
age  of  26  years  are  conditions  preceding  life  insurance  benefits,  in  no 
case  exceeding  $1,000  on  one  risk. 

The  Dolgeville  "endowment"  is  as  purely  "paternal"  as  any 
gift  of  father  to  meritorious  son  could  be,  and  is  a  variable,  liable  to 
sink  to  zero  for  successive  years. 

Yet,  all  in  all,  the  Dolge  system  is  a  true  system,  inasmuch  as  it  is 
formulated,  and  has  proved  successful  in  practice  for  twenty-two 
years,  and,  although  each  year  does  not  end  the  liabilities,  which  are 
moral  obligations  on  the  management,  it  puts  the  relation  between  em-  « 
ployer  and  employed  more  nearly  on  a  footing  of  dollars  and  cents 
than  do  the  Whitin  and  Cheney  methods. 
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By  Charles  Sooy smith. 

IF  the  extreme  height  of  the  modern  office-buildings  awakens  our 
wonder  and  comment,  we  may  also  note  with  amazement  the 
distance  from  which  many  of  them  spring  from  beneath  the  sur- 
face. 

Indeed,  great  as  was  the  stride  upward  which  was  taken  when  the 
first  of  them  was  built  in  New  York  city,  the  proportional  increase  of 
depth  of  some  of  their  foundations  is  even  greater.  For  instance,  one 
of  the  buildings,— that  of  the  Washington  Life  Insurance  Company, 
soon  to  be  commenced  at  the  corner  of  Broadway  and  Liberty  street 
— will  rest  upon  rock  seventy-five  feet  below  the  street  surface. 

The  great  increase  in  the  height  of  buildings  came  very  quickly 
with  the  visible  possibilities  of  high  speed  elevators  and  steel-frame 
construction,  but  the  corresponding  and  necessary  change  in  the  char- 
acter of,  and  the  method  of  obtaining,  suitable  foundations  developed 
much  more  slowly.  Stories  were  added  to  the  height  because  they 
would  increase  revenue,  but  old  foundation  methods,  with  few  excep- 
tions, were  adhered  to  until  absolute  insecurity  threatened. 

Chicago  is  credited  with  being  the  birthplace  of  the  modern  office- 
building,  and  it  was  there  that  the  use  of  steel  beams  to  spread  the 
bearing  at  the  base  (the  first  material  departure  from  old  methods) 
first  came  into  use.  In  the  old  style  of  construction,  which,  for  a 
building  of  only  a  few  stories,  called  for  walls  thick  at  the  ground 
level,  it  was  easy  and  natural  to  get  the  area  of  lyase  necessary  to  re- 
duce the  pressure  on  the  soil  to  a  safe  amount  per  square  foot  by  simply 
widening  out  the  base  of  the  wall  by  off-sets,  making  them  of  brick, 
stone,  or  concrete.  In  Chicago  the  clay  on  which  the  city  is  built  is 
comparatively  hard  and  firm  above  the  level  of  the  water  in  the  lake, 
but  below  this  level  it  becomes  much  softer,  its  power  of  resistance  be- 
ing insufficient  to  prevent  it  from  yielding  continuously  under  loads 
of  three  or  four  tons  per  square  foot  or  even  less.  To  keep  the  load 
within  one  and  one-half  to  two  tons  per  square  foot, — which  has  been 
considered  safe  practice  there, — the  architects  commenced,  ten  or  fif- 
teen years  ago,  to  found  their  walls  and  columns  upon  bases  of  con- 
crete, strengthened  by  layers,  at  first  of  railroad  rails  and  later  of 
t"  I  "  beams,  employing  these  in  order  to  spread  the  base  without 
penetrating  the  softer  clay  below  the  hard  top,  thus,  as  it  is  now 
called,  floating  the  foundations  on  grillages  of  steel  beams. 

30 
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Just  as  the  architect  with  proper  artistic  feeling  studies  his  build- 
ing from  both  far  and  near,  its  roof  line  and  the  general  sky-line  about 
it,  so  there  are  many  points  of  view  from  which  the  engineer  must 
study  the  problem  of  proper  foundations  for  a  given  building.  He 
should  first  know  the  character  of  the  site, — that  is,  the  nature  of  the 
material  beneath  the  lot  to  be  occupied  by  the  building.  This  can  be 
readily  ascertained  by  borings  made  by  one  of  the  inexpensive  methods. 
In  some  important  cases  of  very  heavy  loading  it  may  be  wise  to  de- 
termine, by  one  or  more  borings  with  diamond  drills,  whether  sup- 
posed bed-rock  be  not  boulders  or  a  thin  stratum  underlaid  by  another 
of  dangerously  soft  character  ;  but  this  is  seldom  necessary.  The  nat- 
ural water-level  should  be  ascertained,  not  by  a  single  observation, 
but  by  one  or  more  pits  in  which  the  water  is  allowed  to  stand,  that 
its  level  may  be  measured  during  as  long  a  period  as  practicable,  and 
care  should  be  taken  that  there  be  no  temporary  local  circumstances, 
such  as  a  leaky  pipe  or  drain,  or  inflow  of  rain,  to  make  the  measured 
level  abnormally  high  or  low.  Often  excavations  in  the  vicinity,  or 
pumping  from  a  driven  well,  may.  for  the  time  being,  materially  lower 
the  water-level.  The  great  importance  of  knowing  what  can  be  relied 
upon  as  the  true  and  permanent  water-level  is  obvious  when  piles  or 
steel  beams  are  to  be  used  in  the  foundations,  for  piles  generally  begin 
to  decay  in  a  few  years,  unless  submerged,  and  it  is  a  difficult  thing, 
to  say  the  least,  to  so  protect  steel  beams  as  to  secure  them  against 
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FOUNDATION  WORK  FOR  THE  CATHEDRAL  OF  ST.  JOHN  THE  DIVINE. 
A  deep  rock  excavation,  with  rotten  over-lying  rock  removed. 


corrosion  when  submerged.  The  piles  should  never  be  used,  unless 
they  are  to  be  continuously  and  certainly  below  water-level,  and  steel 
beams  should  be  placed  only  where  they  will  or  may  be  submerged 
when  there  is  an  important  engineering  or  economical  reason  for  it. 
In  any  case  the  most  approved  methods  should  be  employed  to  pro- 
tect them  from  rust. 

If,  because  of  the  excessive  depth  of  an  unyielding  stratum,  or  for 
economical  reasons,  the  building  must  rest  upon  a  soft  material,  such 
as  mud  or  fine  wet  sand,  the  possibility  that  this  may  find  lateral  es- 
cajx?  from  the  load  above  it  must  be  considered  :  for  the  material 
settlement  of  a  building,  where  not  caused  by  compression  of  the  un- 
derlying earth,  is  to  l>e  explained  in  the  majority  of  cases  by  either  a 
general  disturlwnce  of  the  mobile  material  of  the  neighborhood,  or  a 
movement  in  response  to  lateral  relief  by  deep  excavation  carelessly 
done  near  by.  It  is  undoubtedly  true  that  in  such  cities  as  Chicago 
and  New  York  the  jars  from  heavy  trucks  passing  on  the  paving  blocks 
are  so  many  blows,  each  adding  its  infinitesimal  increment  to  the  re- 
.  adjustment  of.  particles  of  earth,  whenever  made  space  in  the  neighbor- 
hood rentiers  readjustment  possible.  The  potency  of  these  wheel- 
blows  t  an  hardly  be  tjuestioned,  when  one  notices  the  vibrations  they 
often  cause  in  the  highest  and  heaviest  buildings.  When  we  think  of 
the  glacial  movement  of  great  masses  of  solid  ice,  it  seems  reasonable 
to  look  for  a  somewhat  analogous,  though,  of  course,  slower,  general 
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movement  of  soft  material  when  unequally  loaded  and  subject  to 
changing  conditions  of  drainage,  loading,  and  shock.  There  are  parts 
of  some  cities  where  the  land  for  some  distance  back  from  river-banks 
has  a  movement  riverwards  measurable  even  in  a  short  period. 

The  foregoing  remarks  about  the  unrest  of  the  soft  strata  on  which 
many  of  our  cities  are  built  are  made  in  order  to  draw  attention  to 
general  conditions  that  frequently  exist  and  are  wholly  overlooked. 
They  may  be  ignored  in  light  and  inexpensive  structures.  For  eco- 
nomical reasons  they  cannot  be  guarded  against  in  the  majority  of  the 
larger  buildings.  But  in  the  extremely  heavy  and  costly  ones  they 
should  be  taken  into  account,  lest  a  foundation  otherwise  ample 
should  be  unsuitable  because  of  influences  affecting  the  earth  on  which 
it  rests.  In  fact,  the  chief  problem  to  solve  in  designing  foundations 
for  most  of  our  high  structures  in  lower  New  York  and  in  many  other 
places  is  not  to  get  a  sufficient  resistance  to  settlement  under  the  con- 
ditions existing,  but  to  so  build  that  extraneous  influences  from  other 
constructions  or  operations  shall  not  render  the  support  insecure. 

With  the  data  in  hand  as  to  water-level,  nature  of  strata  beneath 
the  site,  surrounding  conditions,  and  the  loads  to  be  carried,  the 
architect  or  engineer  can  proceed  to  the  design  of  his  foundations.  If 
there  is  a  firm  stratum  at  slight  depth,  it  is  necessary  only  to  excavate 
to  this  and  provide  a  base  for  the  columns  either  by  masonry  or  gril- 


PART  OF  THE  FOUNDATION,  CATHEDRAL  OF  ST.  JOHN  THE  DIVINE. 

Thii  concrete  base,  about  jo  ft.  thick,  will  carry  one  of  the  four  great  tower-piers.   The  sur- 
face as  shown  is  at  the  level  ol  the  crypt  floor. 
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lage  of  steel-beams  affording  sufficient  area  to  reduce  the  load  per 
square  foot  to  a  safe  amount.  This,  of  course,  will  depend  upon  the 
nature  of  the  material  beneath.  On  the  clay  of  Chicago  it  is  unwise 
to  have  the  load  exceed  one  and  a  half  or  at  most  two  tons,  and  even 
then  a  certain  amount  of  settlement  is  inevitable,  due  to  compression 
or  squeezing  out  of  the  water  in  the  clay  beneath  ;  the  architect  there 
thinks  that  a  great  deal  is  accomplished  when  the  ratio  of  load  of  each 
part  of  his  building  to  the  corresponding  support  is  such  that  all  parts 
of  the  structure  settle  uniformly,  and  the  uniformity  of  the  clay  in 
nature  and  depth  are  such  that  this  has  not  been  difficult.  Apart  from 
the  objectionable  cracks  that  would  come  with  unequal  settlement,  the 
arrangement  of  beams,  braces,  and  partitions  in  a  steel  frame  building 
might  easily  result  in  a  dangerous  concentration  of  strain  on  some 
members,  if  others  were  relieved  by  unequal  settlement. 

In  New  York  the  steel  grillages  are  sometimes  laid  directly  on 
rock,  in  order  to  avoid  occupying  valuable  cellar-space  with  large 
pedestals  of  masonry. 

Where  the  water-level  is  such  that  they  will  remain  submerged, 
and  when  it  is  practicable  to  drive  them  properly,  piles  make  a  most 
excellent  and  cheap  foundation  for  buildings  that  will  not  load  them, 
either  separately  or  collectively,  beyond  the  amounts  usual  in  good 
practice.  But  the  error  should  not  be  made — as  it  unfortunately  has 
been  in  some  conspicuous  instances — of  assuming  that  the  total  bear- 
ing-capacity of  a  large  number  of  piles  driven  closely  together  is  equal 
to  the  sum  of  their  individual  carrying- powers.  The  small  piles  often 
used  and  driven  closely  together  amount  in  many  cases  to  little  more 
than  replacing  so  much  earth  with  an  equal  volume  of  piles,  and  these 
very  often  broomed  up  on  the  bottom. 

When  the  underlying  strata  are  of  soft  or  comparatively  soft  ma- 
terial, such  as  prevails  in  Chicago,  or  of  fine  silt  and  sand,  like  that 
which  exists  for  from  forty  to  more  than  eighty  feet  beneath  the  sur- 
face in  lower  New  York,  the  architect  is  practically  limited  to  one  of 
three  plans  for  his  foundations :  either  to  float  them  on  a  steel  grill- 
age, or  to  put  them  on  piles,  or  to  sink  ihem,  by  means  of  cylinders 
or  caissons,  to  bed-rock  or  hard-pan. 

In  the  case  of  the  Manhattan  Life  Building  in  New  York, — the 
first  of  the  very  high  office-buildings  where  the  caisson  method  was 
resorted  to, — the  architects,  Messrs.  Kimball  &  Thompson,  found  that 
enough  piles  could  not  be  driven  in  the  lot  to  properly  support  the 
loads,  and  that  to  float  the  building  on  grillages  was  out  of  the  question, 
because  of  the  danger  that  the  soft  material  beneath  would  escape 
laterally  under  its  great  load.  To  make  open  excavations  to  the  bed 
rock,  some  fifty-four  feet  beneath  the  street  surface,  was  not  safe,  if 
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A  CAISSON  1>KLIVERED  COMPLETE,  READY  FOR  SINKING. 


The  one  shown,  used  in  the  Standard  Oil  Building,  weighed  about  38,000  lbs. 

possible,  because  of  the  danger  of  undermining  adjacent  buildings.  To 
obviate  all  this,  it  was  decided  to  sink  steel  caissons  by  the  pneumatic 
process,  as  is  done  in  obtaining  foundations  for  most  of  the  great 
bridges.  Thus  was  inaugurated,  four  years  ago,  the  caisson  method 
now  coming  into  extensive  use  for  buildings. 

A  pneumatic  caisson  is  simply  a  diving- bell,  on  top  of  which  the 
pier  or  foundation -structure  is  built.  It  consists  usually  of  a  rectangu- 
lar or  round  box  made  of  l>oiler-plate  steel.  It  is  seven  or  eight  feet 
high  and  without  l>ottom,  and  of  length  and  breadth  in  accordance 
with  the  size  of  foundation-pier  required.    After  being  set  in  position 
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CROSS-SECTION  OK  A  CAISSON. 


Showing  working  chamber,  air-lock,  and  method  of  "  blowing"  material. 

on  the  lot,  the  construction  of  the  brick  or  concrete  pier  upon  its  roof 
is  commenced.  A  passage  way  through  this  latter  and  the  roof  of  the 
caisson  is  provided  by  means  of  an  iron  tube,  usually  three  feet  in  di- 
ameter. This  is  closed  by  means  of  an  immense  double  valve,  or  air- 
lock. Men  enter  the  caisson  beneath  the  pier  and  commence  under- 
mining it,  the  material  being  hoisted  out  through  the  tube.  When  the 
water-level  is  reached  and  the  excavators  are  troubled  by  the  gradual 
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entrance  of  the  water  into  the  working-chamber  of  the  caisson,  air  is 
blown  in  through  a  pipe.  This  air  is  supplied  by  powerful  steam  air- 
pumps,  and  its  pressure  holds  the  water  down  to  a  level  with  the  bot- 
tom or  cutting-edge  of  the  caisson.  The  men  and  the  excavated  ma- 
terial can  pass  through  the  tube  without  relieving  the  air-pressure, 
because  the  air-lock  has  two  doors,  only  one  being  opened  at  a  time, 
and  the  pressure  between  them  being  regulated  slowly,  to  avoid  injury 
to  the  workman  by  the  sudden  transition  to  or  from  the  compressed 
air. 

The  operation  of  undermining  the  caisson  and  building  upon  it  is 
continued,  until  the  cutting-edge  reaches  bed  rock.  This  latter  is  then 
cleaned,  and,  if  sloping,  is  stepped  off ;  then  the  entire  chamber  is 
filled  solidly  with  concrete.  The  pier,  then,  consists,  first,  of  the  con- 
crete base  or  filling  of  the  caisson  surrounded  by  the  walls  of  the 
working-chamber ;  next,  above  this,  and  forming  part  of  the  perma- 
nent work,  the  metal  roof,  a  fraction  of  an  inch  thick,  of  the  caisson  ; 
and,  above  this,  the  pier  proper,  of  brick  or  concrete. 

The  speed  of  building  the  foundations  in  this  way  is  much  increased 
by  the  fact  that,  while  the  excavation  is  being  made,  the  pier  itself  is 
being  built,  so  that  it  is  actually  finished  within  a  few  hours  after  the 


CAISSON  BEFORE  ROOF- PLATES  ARE  ATTACHED,  SHOWING  POSITION  OF  BRACKETS. 

Brick-layers  at  work  on  another  caisson,  building  brick-work  preparatory  to  sinking. 

Manhattan  Life  Building. 


28         FOUNDATIONS  FOR  TALL  BUILDINGS. 


excavation  is  completed.  The  weight  of  the  masonry  and  metal, 
and  additional  temporary  load  when  needed,  force  the  caisson  down 
against  the  upward  pressure  of  the  air  against  its  roof,  and,  when  prop- 
erly conducted,  the  sinking  results  simply  in  pressing  an  immense  plug 
into  a  passage-way  cut  for  it  through  the  earth  to  the  bed-rock,  thus 
permitting  no  flow  of  material  into  the  excavation  to  endanger  the  sup- 
port of  the  adjacent  buildings. 

The  cellar-floors  of  the  new  buildings  are  almost  invariably  placed 
at  a  lower  level  than  the  foundations  of  the  older  buildings  adjoining, 
and  for  this  reason,  if  for  no  other,  it  has  been  the  custom  to  shore 
the  adjoining  building.  The  favorite  method  of  doing  this  now  is  to 
cut  notches  in  the  wall,  and  in  these  to  sink  pipes  built  up  of  sections 
screwed  on  as  sunk,  taking  the  weight  of  the  building  on  these  pipes. 
In  the  case  of  the  great  building  about  to  be  put  up  facing  Trinity 
Church  at  Broadway  and  Rector  street,  the  adjoining  building  is  being 
thus  supported  before  the  buildings  to  be  torn  down  are  removed. 
Some  very  valuable  time  will  be  saved  in  this  way.  The  work  is  done 
from  the  basement  of  the  building  to  be  removed,  without  disturbance 
to  anyone,  by  cutting  openings  through  the  walls  of  the  building  to  be 
removed  and  opposite  to  each  of  the  notches  in  which  pipes  are  being 
sunk  under  the  adjoining  building.    In  some  cases  it  may  prove  eco- 
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nomical  and  entirely  feasible  to  build  the  foundations  for  a  new  build- 
ing before  removing  the  old  buildings.  When  tenants  of  the  old 
building  cannot  be  induced  to  give  up  their  leases  on  reasonable  terms 
before  the  end  of  the  regular  term, — in  New  York  the  first  of  May, — 
such  a  procedure  might  enable  a  new  building  to  be  completed  by  the 
beginning  of  the  next  rental  year. 

The  time  required  now  to  build  the  foundations  for  a  large  build- 
ing by  the  caisson  method  is  from  two  to  three  months,  but  this  time 
will  doubtless  be  lessened  with  increased  experience. 

Cylinders,  within  which  to  build  foundation-piers  for  buildings, 
have  been  sunk  without  the  use  of  compressed  air,  by  simply  loading 
them  and  easing  up  the  friction  and  resistance  by  jets  of  water.  This 
method  has  very  great  limitations,  and,  because  of  the  liability  of  en- 
dangering near-by  buildings  by  disturbance  of  the  material,  and  of  the 
uncertainty  of  getting  the  cylinders  to  the  proper  position  and  depth, 
so  that  they  can  be  cleaned  out  and  the  foundation  well  built,  the 
method  seems  likely  to  l>e  used  only  when  the  conditions  are  particu- 
larly adapted  to  it. 

It  is  probable  that  in  some  cases,  rather  than  sink  isolated  caissons, 
or  rows  of  them,  it  would  be  better  to  sink  one  or  more  caissons  to 
cover  the  entire  lot,  not  filling  these  with  masonry,  but  using  them 
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merely  as  shells  or  coffer  dams,  by  which  the  exterior  walls  of  the 
building  and  its  columns  could  be  carried  downward  to  the  rock  and 
the  entire  space  utilized  for  stories  below  ground.  The  walls  of  the 
caissons  may  become  the  walls  of  the  building,  in  part  or  wholly,  and 
its  roof  may  be  one  of  the  floors.  With  ample  fresh  air  brought  by 
flues  from  the  roof  of  the  building ;  with  white  tile  finish  and  electric 
light  ;  with  absence  of  the  usual  basement  masses  of  masonry,  since  the 
columns  themselves  would  be  carried  down  ;  and  with  the  elevators 
running  down  to  them, — I  believe  that  for  safety-vaults,  restaurants, 
barber  shops,  etc.,  the  rental  of  such  stories  would,  on  the  most  val- 
uable sites,  pay  a  fair  return  on  the  cost  of  the  entire  foundations.  In 
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this  craze  for  high  building,  when  we  contemplate  the  possibilities  of 
having  ere  long  to  go  the  country  or  the  roof  to  find  out  if  the  sun 
shines,  is  it  not  time  to  make  this  plea  for  additional  depth  rather  than 
increased  height. 

It  is  the  great  misfortune  of  the  sub-structure  engineer  that  his 
work  is  not  in  evidence.  He  may  build  well,  but  he  must  bury  his 
work,  and,  unless  the  sjwce  be  utilized  as  just  suggested,  the  money  he 
spends  brings  no  apparent  revenue.  Hence,  doubtless,  the  hesitation  of 
many  owners  to  go  to  the  expense  of  supporting  their  buildings  on  a 
rigid  foundation  ;  and  yet  the  cost  of  this,  as  comj>ared  with  that  of 
the  cheapest  possible  foundation,  generally  would  not  exceed  it  by  5 
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per  cent.,  and  seldom,  if  ever,  by  10  per  cent.,  of  the  cost  of  the 
building.  To  offset  this  there  would  be  in  most  cases  reduced  cost  of 
repairs  from  cracking  of  plaster,  settlements,  etc.,  a  longer  life  of  the 
structure,  and  in  New  York  city  the  consequently  higher  rental  value. 
In  an  advertisement  of  the  highest  office-building  in  the  city  it  was 
lately  set  forth  in  large  type  that  the  building  stands  on  solid  bed-rock, 
whereas  in  reality  it  is  floated  on  fine  sand,  and  has  been  provided 
with  an  ingenious  arrangement  by  which  any  of  its  columns  can  be 
lifted  and  shimmed  up  by  means  of  hydraulic  jacks  inserted  in  the 
pedestals  beneath  the  columns. 

The  investor  who  builds  a  great  building  to-day  must  bear  in  mind 
that  we  cannot  expect  these  twenty-story  buildings  to  be  out-grown  in 
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a  few  years,  as  the  four-  or  five-story  buildings  have  been.  They 
should  be  built  to  last ;  the  steel  and  wood,  when  hidden,  should  be 
protected  from  decay  ;  and  the  metal  and  masonry  should  not  be  over- 
strained. He  should  also  remember  what  the  value  of  the  structure 
may  be  ten,  twenty,  or  thirty  years  hence,  and  what  its  reputation  is 
likely  to  be  in  the  light  of  that  day's  knowledge  of  high  buildings.  A 
structure  just  finished  may  have  defects  which  seem  of  little  commer- 
cial consequence  now,  because  serious  consequences  from  them  are 
twenty,  thirty,  or  forty  years  off.  Ten  or  twenty  years  hence  they 
may  be  visibly  impending.  As  yet  there  have  been  no  disasters  or  con- 
spicuous failures  of  any  of  the  finished  high  buildings  ;  doubtless  in  the 
main  they  have  been  too  well  built  for  us  to  anticipate  any  ;  and,  hap- 
pily for  static  conditions,  the  factors  of  safety  have  very  large  margins. 
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Yet  it  is  more  than  possible  that  some  one  or  few,  through  faulty  de- 
sign or  careless  or  dishonest  construction,  may  fail ;  and,  whether  the 
particular  imperfection  causing  the  failure  l>e  quick-sand  under  the 
building,  rust  or  over-strain  of  some  of  its  members,  or  something 
else,  the  value  of  every  structure  having  the  same  possibility  will  l>e 
materially  affected.  If  a  single  one  of  the  prominent  new  buildings 
on  a  floating  foundation  were  to  threaten  to  give  way,  the  selling 
value  of  every  large  structure  in  the  city  on  a  similar  foundation  would 
decrease  to  an  extent  far  greater  than  the  sum  it  would  have  cost 
originally  to  support  it  on  a  trustworthy  stratum. 

This  plea  for  the  building  of  the  best  foundations  is  made  to 
owners,  who  are  the  ones  who  need  to  be  reminded  of  their  interest 
in  them.  The  architect  will,  as  a  rule,  be  only  too  glad  to  have  them, 
but  he  is  generally  under  injunctions  of  economy,  and,  unless  encour- 
aged by  a  proper  attitude  on  the  part  of  the  owner,  will  often  hesitate 
to  urge  the  outlay  necessary  to  provide  foundations  in  keeping  with 
the  weight  and  cost  of  his  building. 

As  the  statutes  now  stand  in  New  York  city,  the  builder  of  a  new 
edifice  has  to  protect  from  settlement  the  adjoining  buildings,  when  the 
latter  have  foundations  more  than  ten  feet  below  the  street  level. 
This  has  been  fair  enough  in  the  past,  but  during  the  last  few  years 
many  very  heavy  buildings  have  been  erected  on  shallow  foundations 
with  fine  sand,  in  some  places  practically  quick-sand,  beneath  them. 
This  has  l>een  put  under  so  great  pressure,  and  under  such  a  tendency 
to  seek  lateral  escape,  that  the  owner  of  an  adjoining  lot,  when  he 
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wishes  to  build,  must  either  limit  himself  to  a  shallow  foundation, 
which  may  mean  a  permanent  improvement  inadequate  to  the  site,  or 
meet  the  risk  and  heavy  cost  of  protecting,  by  underpinning  or  other- 
wise, his  neighbor's  building.  The  law  should  be  amended ;  either 
the  excessive  over-loading  of  the  soil  at  slight  depths  should  be  pro- 
hibited, or  the  adjoining  owners  should  be  relieved  from  liability  for 
settlements  caused  in  carrying  out  with  reasonable  care  the  excavations 
necessary  in  improving  their  property. 

The  evolution  of  the  new  type  of  business  buildings  has  been 
startlingly  rapid.  Probably  the  further  advances  to  be  made  will  not 
be  in  the  direction  of  greater  height,  but  in  that  of  improved  struc- 
tural character  and  true  economy  of  design.  That  greater  attention  to 
the  matter  of  foundations  is  now  a  marked  feature  is  shown  by  the  fact 
that,  of  the  six  high  office-buildings  to  be  built  the  coming  season  in 
lower  Broadway,  four  are  to  have  caisson  foundations  sunk  to  the  rock 
by  the  pneumatic  process,  and  foundations  of  the  same  kind  are  to  be 
used  in  the  new  custom  house  in  Chicago. 

(The  illustrations  of  the  work  on  the  foundations  of  the  Cathedral  of  St.  John  the  Divine 
are  used  by  the  courtesy  of  the  architects,  Messrs.  Heins  &  La  Farge.) 
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By  J.  Stephen  Jeans. 
I.  THE  GROWTH  OF  THE  SYSTEM  OF  INTENSIFIED  PRODUCTION. 

IN  the  checkered  and  eventful  history  of  the  iron  industry,  there  is 
no  record  or  movement  of  greater  economic  importance  than 
that  which,  during  the  last  thirty  years,  has  in  most  cases  trebled, 
and  in  many  others  has  more  than  quadrupled,  the  output  of  blast-fur- 
nace plants  in  nearly  all  the  leading  metallurgical  countries  of  the  world. 
This  movement,  which  is  still  in  progress,  and  likely  to  lead  to  even 
more  remarkable  results  than  those  hitherto  recorded,  naturally  is 
occupying  the  minds  of  pig-iron  makers  in  all  countries  alike.  Indeed, 
it  may  truthfully  be  stated  that  no  subject  connected  with  that  industry 
is  at  present  more  in  the  thoughts  of  blast-furnace  owners  than  that  of 
how  far  they  should  proceed  in  the  direction  of  rivaling  the  great 
yields  that  have  been  achieved  by  a  few  of  the  leading  firms  in  the 
United  States,  and  by  a  smaller  number  in  Great  Britain  and  Ger- 
many. 

Before  proceeding  to  consider  the  conditions  under  which  the  rec- 
ord yields  of  the  United  States  and  European  countries  have  been 
achieved,  it  is  desirable  that  we  should  have  before  us  a  few  historical 
facts  relative  to  the  actual  results  hitherto  arrived  at  in  some  of  the 
European  countries  that  are  entitled  to  be  regarded  as  competitors  and 
rivals  of  each  other  and  of  the  United  States. 

Dealing  first  with  Great  Britain  as  one  of  the  oldest  and  most 
notable  of  iron-making  countries  in  the  past,  it  is  hardly  worth  while 
to  recall  the  conditions  that  prevailed  a  century  ago,  or,  indeed,  of 
any  period  prior  to  about  thirty-five  years  ago.  The  blast  furnaces  of 
an  earlier  date  were  generally  of  so  small  dimensions,  used  so  limited 
a  pressure  of  blast,  and  were  otherwise  so  at  variance  with  the  condi- 
tions that  have  given  us  the  enormous  yields  of  the  present  day,  that 
they  could  hardly  be  regarded  as  in  any  sense  the  same  sort  of  appa- 
ratus. Until  the  Cleveland  district  came  to  the  front,  about  1850,  the 
ironworks  of  Great  Britain,  mostly  located  in  Scotland,  Staffordshire, 
and  South  Wales,  had  made  but  little  progress  since  the  commence- 
ment of  the  century,  when  the  total  make  of  pig  iron  in  the  kingdom 
was  estimated  at  less  than  150,000  tons.  The  furnaces  as  a  rule,  were 
open-topped,  had  a  cubical  capacity  of  less  than  5,000  tons,  and  were 
considered  to  have  done  well,  if  they  produced  3,000  to  4,000  tons 
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per  annum.  The  introduction  of  the  hot-blast  by  Neilson  gave  a 
stimulus  to  the  pig-iron  industry  between  1840  and  1850,  more  espe- 
cially in  Scotland,  where  it  originated  ;  but  it  appears  to  have  operated 
rather  in  the  direction  of  reducing  the  previously  large  consumption 
of  fuel  than  in  that  of  bringing  about  better  blast-furnace  practice 
generally.  Furnaces  continued  to  be  of  small  dimensions,  the  height 
seldom  exceeding  40  feet,  with  a  bosh  ranging  from  12  to  15  feet,  and 
a  cubical  capacity  of  3,000  to  5,000  feet. 

While  the  older  iron-making  districts  of  Great  Britain  were  pro- 
ducing, between  1840  and  1850,  from  two  to  three  million  tons  of  pig 
iron  per  annum  in  this  sleepy  and  unprogressive  fashion,  the  Cleveland 
district  in  North  Yorkshire  came  to  the  front  as  an  active  competitor 
of  the  older  and  more  conservative  regions.  For  a  time  even  the  pio- 
neers of  the  Cleveland  iron  industry  had  to  move  cautiously,  and  it  is 
doubtful  whether  they  were  animated  with  any  sort  of  assurance  that 
they  could  do  better  than  their  competitors.  At  any  rate,  it  was  not 
until  1861  that  any  furnaces  were  built  exceeding  8,000  feet  in  cubi- 
cal capacity  or  1 7  feet  bosh.  In  that  year  Messrs.  W.  Whitwell  &  Co. , 
of  Thomaby,  constructed  three  furnaces  with  a  capacity  of  12,178 
cubic  feet,  a  height  of  sixty  feet,  and  a  bosh  of  20  feet.  This  plant  at 
once  gave  much  better  results  than  any  previously  recorded,  and,  with 
the  aid  of  the  Whitwell  hot-blast  fire-brick  stoves,  which  were  soon 
afterward  introduced  by  the  late  Mr.  Thomas  Whitwell  and  his  brother, 
Mr.  William  Whitwell,  these  yields  were  considerably  improved.  The 
next  most  important  departure  in  the  same  district  was  the  erection  in 
1864,  by  the  firm  of  Stevenson,  Jaques  &  Co.,  of  three  furnaces  with 
a  cubical  capacity  of  17,000  feet,  a  height  of  70  feet,  and  a  bosh  of  22 
feet.  Again  the  results  of  increased  dimensions  were  successful,  and 
hence,  in  1867,  the  Norton  Iron  Company,  near  Stockton-on-Tees,  was 
induced  to  build  a  plant  of  two  furnaces,  each  with  a  cubical  capacity 
of  26,000  cubic  feet,  a  height  of  95  feet,  and  a  bosh  of  25  feet.  The 
progress  here  was  rapid  enough  even  for  American  practice,  for  within 
seven  years  the  cubical  capacity  of  the  furnaces  had  been  more  than 
trebled,  the  height  had  been  increased  from  about  60  to  95  feet,  and 
the  bosh  had  been  increased  by  8  feet.  All  this,  of  course,  was  more 
or  less  experimental,  seeing  that  neither  the  Cleveland  district  or  any 
other  had  at  that  time  the  experience  required  to  give  absolute  proof 
that  the  experimenters  were  moving  in  the  right  direction  ;  and  natu- 
rally it  was  felt  that  there  was  a  limit  beyond  which  neither  height  or 
cubical  capacity  could  be  increased  with  advantage.  It  was  generally 
believed  that  that  limit  had  been  reached,  if  not  exceeded,  in  the 
case  of  the  new  furnaces  built  by  the  Norton  Iron  Company  in 
1867.    Nevertheless,  the  boldness  and  enterprise  of  the  ironmasters 


Digitized  by  Google 


36 


AMERICAN  AND  BRITISH 


of  Cleveland  did  not  stop  even  there.  Three  years  later,  the  firm  of 
Cochrane  &  Co.  constructed  two  furnaces,  each  with  a  bosh  of  30  feet, 
and  a  cubical  capacity  of  41,149  feet,  while  the  Rosedale&  Ferryhill 
Company  erected  two  furnaces  of  100  feet  in  height,  and  50,000  feet 
capacity,  being  more  than  ten  times  the  capacity  of  any  furnaces  built 
in  Great  Britain  up  to  1850. 

It  is  from  this  date  that  the  great  makes  of  the  blast  furnaces  both 
of  the  Cleveland  and  of  other  districts  may  be  said  to  originate.  Be- 
tween 1866  and  1896,  while  most  countries  and  most  other  districts 
were  still  lying  on  their  oars  and  taking  things  easy,  the  Cleveland 
district,  by  the  increased  productive  resources  of  each  new  plant 
added, — and  in  those  days  plants  were  run  up  quickly — was  enabled  to 
forge  ahead  of  all  others.  In  1866  the  average  annual  make  per  fur- 
nace in  that  district  was  9,751  tons.  In  1896  it  had  increased  to 
16,813  tons,  being  an  increase  of  more  than  seventy  per  cent,  over  the 
make  often  years  before,  and  in  later  years  the  make  has  risen  to  more 
than  30,000  tons  per  furnace,  without  any  further  increase  of  size. 
Indeed,  it  has  been  found,  of  recent  years,  that  the  exceptional  dimen- 
sions attempted  by  Cochrane  &  Co.,  the  Ferryhill  Iron  Company, 
and  one  or  two  other  firms  did  not  yield  any  corresponding  advan- 
tage, and  for  a  time  there  was  a  tendency  to  rather  diminish  than  in- 
crease the  size  of  the  new  blast  furnaces  built,  both  in  Cleveland  and 
in  other  districts.  So  far  as  the  United  Kingdom  is  concerned,  the 
experience  gained  in  Cleveland  was  applied  in  the  still  newer  district 
commonly  called  the  West  Coast  (which  embraces  North- West  Lan- 
cashire and  West  Cumberland),  where  the  height  of  the  furnaces 
seldom  exceeds  70  feet,  and  the  capacity  is  usually  under  30,000 
cubic  feet.  British  ironmasters  have  since  realized  what  was  discov- 
ered and  acted  upon  at  a  much  earlier  date  in  the  United  States, — 
namely,  that  it  is  not  mere  size  that  enables  large  yields  to  be  pro- 
duced, but  that  a  suitable  size  must  go  hand  in  hand  with  greater  blast 
pressures  and  other  conditions  that  constitute  what  is  known  in  Europe 
as  American  practice. 

It  was  on  the  West  Coast  that  the  furnaces  in  Great  Britain  first 
attained  an  average  of  more  than  25,006  tons  per  furnace  per  annum  ; 
but  this  result  was  mainly  owing  to  the  richer  ores  made  use  of.  Cum- 
berland ore,  at  that  time,  was  wholly  used  on  the  West  Coast ;  such 
ore  contains,  on  an  average,  more  than  fifty  per  cent,  of  metallic  iron, 
as  against  about  thirty  in  the  ores  of  Cleveland.  Even,  however, 
with  the  rich  ores  of  Cumberland,  the  West  Coast  furnaces  in  1866 
were  not  making  more  than  11,000  to  14,000  tons  per  furnace  per 
annum, — a  yield  which  ten  years  later  had  improved  to  between 
16,000  and  18,500  tons.     In  no  other  district  in  the  United  King- 
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dom  did  the  average  annual  yield  per  furnace  in  those  years  exceed 
12,000  tons,  and  in  most  of  the  older  districts — West  and  South 
Yorkshire,  South  Staffordshire,  and  Shropshire — the  annual  yield  did 
not  exceed  8,000  tons,  even  so  recently  as  twenty  years  ago.  At  that 
time  a  feature  of  the  British  iron  industry  was  the  manufacture  in 
South  Wales  of  anthracite  pig  iron,  which  has  since  then  been  entirely 
discontinued.  The  make  of  such  iron  was  never  large,  but  in  1866  it 
was  as  much  as  34,516  tons,  being  an  annual  average  of  only  3,138 
tons  per  furnace  in  blast.  About  1890  the  last  anthracite  furnace  in 
the  United  Kingdom  was  discontinued,  although  some  iron  makers 
are  sanguine  enough  that,  under  more  modern  conditions,  the  indus- 
try might  be  resumed  with  advantage.  It  may  here  be  added  that 
there  are  still  119  anthracite  blast  furnaces  in  the  United  States,  of 
which  40  were  in  blast  on  June  30,  1896,  as  compared  with  56  at  the 
end  of  December,  1895.  If  we  take  the  average  of  December  31, 
1895,  a°d  June  30,  1896,  as  representing  the  number  of  furnaces  in 
blast  during  the  intervening  period,*  it  appears  that  the  anthracite 
furnaces  were  making  during  that  time  at  the  rate  of  28,500  tons  per 
furnace  per  annum,  while  the  bituminous  coal  (coke)  furnaces  in 
operation  during  the  same  period  were  making  at  the  rate  of  about 
60,000  tons  per  furnace.  In  the  United  States,  therefore,  as  in  Great 
Britain,  the  anthracite  furnaces  are  far  behind  the  bituminous  standard, 
although,  of  course,  American  practice  is  far  ahead  of  British  in  both 
categories. 

The  considerably  larger  quantity  of  material  that  has  always  had  to 
be  passed  through  the  blast  furnaces  of  Great  Britain  has,  of  course, 
been  a  sufficient  explanation  of  the  lower  yields  of  the  blast  furnaces 
of  that  country,  compared  with  those  of  the  United  States,  and  in  all 
probability  always  will  be  so.  Of  the  total  consumption  of  iron  ores 
in  British  blast  furnaces  in  1895,  amounting  to  about  17,500,000  tons, 
about  7,000,000  tons  were  hematites  of  British  origin  or  imported. 
The  average  richness  of  this  latter  ore  does  not  exceed  fifty  per  cent., 
and  the  average  of  the  imported  hematite  is  rather  under  that  figure. 
On  the  other  hand,  the  British  blast  furnaces  have  to  consume  a  very 
considerable  body  of  ores  that  average  no  more  than  thirty  per  cent. 
Such  are  the  ores  of  Cleveland,  Northamptonshire,  Lincolnshire, 
Leicestershire,  and  North  Staffordshire,  amounting  to  an  aggregate,  in 
1895,  of  about  9,000,000  tons,  and  equal  to  the  production  of  about 
3,000,000  tons  of  pig  iron.  The  latter  give  conditions  more  nearly 
identical  with  those  of  Alabama  than  with  those  of  any  other  district 
in  the  United  States,  and  should,  therefore,  be  compared  with  the  re- 

•In  the  United  States  there  do  not  appear  to  be  any  official  statistics  of  the  average  num- 
ber of  furnaces  in  blast  during  a  period. 
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suits  of  blast-furnace  working  in  that  State,  if  compared  at  all.  Even 
so,  however,  American  practice  leaves  that  of  Great  Britain  far  behind.- 
The  average  output  of  the  furnaces  in  blast  in  Alabama  during  the 
first  half  of  1896  was  21,150  tons,  which  is  equal  to  an  annual  output 
of  42,300  tons  per  furnace.  In  the  Cleveland  district  of  Yorkshire, 
however,  the  average  annual  output  per  furnace  in  blast  in  1895  was 
only  32,400  tons,  although  in  this  case  the  local  ores  are  invariably 
calcined  so  as  to  produce  about  forty  per  cent,  of  iron  in  the  furnace, 
while  nearly  one -half  of  the  total  quantity  of  iron  now  made  in  the 
Cleveland  district  is  hematite,  Spanish  ores  containing,  on  an  average, 
almost  fifty  per  cent,  ol  iron.  When  we  compare  the  outputs  of  fur- 
naces using  hematite  ores  exclusively,  the  results  are  much  more  favor- 
able to  American  practice,  as  regards  yields.  The  bituminous  coal 
furnaces  of  Pennsylvania  yielded  in  the  first  half  of  1896  at  a  rate  of 
about  60,000  tons  a  year  per  furnace,  assuming  the  average  number  of 
furnaces  in  blast  in  the  half  year  to  be  the  mean  of  those  recorded  as 
blowing  at  each  end  of  the  period.  In  North-west  Lancashire  and 
Cumberland,  which  use  almost  exclusively  bessemer  ores,  containing, 
on  an  average,  more  than  fifty  per  cent,  of  iron,  the  average  output 
per  furnace  in  blast  during  the  same  half  year  indicated  a  rate  of 
32,000  tons  per  furnace  per  annum.  Neither  basis  of  comparison, 
therefore,  shows  the  United  Kingdom  in  a  favorable  aspect. 

Before  passing  from  this  point,  it  is  only  proper  to  remark  that 
some  of  the  blast-furnace  authorities  of  Great  Britain  have  been  in- 
clined to  dispute  whether  the  large  yields  characteristic  of  American 
practice  are,  on  the  whole,  an  advantage.  The  argument  is  that  hard 
driving  tends  to  shorten  the  life  of  the  furnace,  and  that  the  chief  aim 
to  be  kept  in  view  by  the  ironmaster  is  to  get  as  large  a  yield  as  pos- 
sible out  of  a  furnace  during  its  *•  campaign,"  whether  that  campaign 
be  long  or  short.  In  other  words,  it  is  argued  that,  if  a  furnace  pro- 
ducing, say,  60,000  tons  a  year,  can  give  a  total  output  of  only,  say, 
200,000  tons  before  being  relined,  it  is  a  more  costly  business  than  a 
furnace  which  gives,  say,  220,000  tons  in  its  life,  although  producing 
only  30,000  tons  a  year.  The  American  system  has  been  described  in 
England  as  "  a  short  life  and  a  merry  one."  The  English  system, 
ex  hypothesis  is  to  be  regarded  as  a  long  life  and  a  dull  one.  1  do  not 
here  lay  down  any  actual  rules  or  facts  ;  I  merely  state  the  drift  of  the 
argument.  Asa  matter  of  fact,  it  is  well  known  that  record  "cam- 
paigns "  have  been  got  under  both  systems,  and,  so  far  as  I  know,  the 
facts  do  not  justify  the  inference  that  a  furnace  producing  a  smaller 
annual  yield  will  show  a  larger  life's  work  than  a  furnace  producing  a 
greater  annual  yield,  despite  the  relevancy,  in  some  similar  cases,  of 
the  well  worn  aphorism,  festimi  lente  :    There  are  not  available,  within 
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my  knowledge,  a  sufficient  number  of  examples  to  justify  generaliza- 
tion on  the  point.  But  the  difference  from  this  point  of  view,  what- 
ever it  may  be,  is  not  usually  regarded  as  so  important  as  the  differ- 
ence of  joint  cost  of  installation  and  labor  costs.  Regarding  the 
former,  I  may  point  out  that,  in  the  United  Kingdom,  furnaces  of  the 
modern  type  known  in  the  United  States  are  few  and  far  between. 
Only  two  concerns  in  Great  Britain  have  hitherto  attempted  to  build 
furnaces  on  American  lines, — the  Dowlais  Iron  Company  in  South 
Wales,  and  the  Palmer's  Iron  and  Shipbuilding  Company  in  the  north 
of  England.  In  both  cases  the  cost  incurred  is  understood  to  have 
been  far  above  the  average.  Indeed,  in  most  of  the  older  districts  of 
Great  Britain  furnaces  rarely  cost  more  than  ^20,000,  although  in 
some  of  the  more  modern  plants  of  the  Cleveland  district  the  cost  ex- 
ceeded ^£30,000.  I  have  before  me  particulars  of  a  plant  recently 
•erected  at  the  Glengarnock  Ironworks  in  Ayrshire  (Scotland),  where 
two  furnaces  were  erected  by  Mr.  Edgar  Richards  (eldest  son  of  Mr. 
E.  Windsor  Richards,  the  respected  past -president  of  the  Iron  and 
Steel  Institute)  for  a  trifle  more  than  ^14,000 — this  figure  covering 
everything  except  the  blast  engines,  which  were  already  on  the 
ground.  I  believe  it  will  be  interesting  to  give  illustrations  of  these 
furnaces,  which  are  in  most  respects  the  most  modern  hitherto  adopted 
in  Scotland. 

The  question  of  the  cost  of  large  blast-furnace  yields  has  received 
a  new  impulse  from  the  enterprising  action  recently  taken  by  the  Car- 
negie Company,  in  building  at  Duquesne  four  furnaces,  costing,  it  is 
estimated,  ,£150,000  each.  These  Duquesne  furnaces  have  several 
unique  features,  as  might  be  expected  in  a  plant  of  such  proportions. 
A  friend  who  has  recently  examined  the  plant — which  was  not  suffi- 
ciently advanced  for  examination  when  I  was  in  the  United  States  last 
year — informs  me  that  each  is  100  feet  high,  and  has  a  20-foot  bosh, 
and  a  12-foot  well,  with  ten  tuyeres,  equipped  with  four  Cowper  stoves 
per  furnace,  while  the  distance  between  the  furnaces  is  not  less  than 
560  feet.  These  furnaces  were  designed  to  give  an  annual  output  of 
182,500  tons  each,  and  even  this  enormous  rate  of  output  has  occa- 
sionally been  exceeded.  With  this  output  a  blast  furnace  costing 
j£i  50,000  would  yield  1.2  tons  per  pound  of  first  cost  per  annum.  In 
England  a  furnace  costing  ,£30,000  will  seldom  yield  more  than  one 
ton  of  annual  product  per  pound  of  capital  expenditure,  although,  of 
course,  in  some  cases  they  show  better  results.  Up  to  this  point, 
then,  the  advantage  appears  to  be  on  the  side  of  the  higher-priced 
plant.  But  there  are  other  considerations  that  enter  into  a  calcula- 
tion. The  most  important  and  obvious  of  these  is  the  total  capital 
expenditure  incurred  relatively  to  the  total  yield  of  iron  obtained.  If 
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the  furnace  which  cost  50,000  is  to  give,  as  an  alternate  yield,  dur- 
ing its  complete  life,  five  times  the  quantity  of  iron  that  would  be  got 
from  a  furnace  costing  only  ^30,000,  the  two  would  appear  to  be 
quits.  If  the  more  costly  furnace  gives  less,  then,  measured  merely 
by  the  standard  of  ultimate  product,  it  would  not  be  so  economical. 
In  the  case  of  the  Duquesne  furnaces,  however,  as  is  generally  known, 
a  very  large  part  of  the  high  cost  is  incurred  in  providing  appliances 
and  means  for  economizing  labor,  and  to  such  a  point  has  this  object 
been  carried  that  both  fillers  and  chargers  are  entirely  dispensed  with. 
Outlay  thus  incurred  is,  of  course,  well  expended,  although,  at  first 
blush,  it  looks  so  serious  that  none  but  the  boldest  and  most  wealthy 
would  be  likely  to  face  it.  In  England,  as  in  all  pig-iron  making 
countries,  the  results  of  the  great  experiment  made  by  the  Carnegie 
Company  at  Duquesne  will  be  watched  with  interest,  and  it  is  quite  on 
the  cards  that  in  the  future  it  must  be  largely  followed,  if  pig-iron . 
makers  are  to  be  up-to-date. 

So  far  as  labor  costs  are  concerned,  I  do  not  hesitate  to  declare 
that  it  is  impossible  to  fix  the  proportions  in  which  the  expenditure 
for  labor  enters  into  the  final  cost  of  pig  iron  in  any  country  or  dis- 
trict, although,  of  course,  it  is  otherwise  with  individual  works.  I 
make  this  statement  unreservedly,  despite  the  attempts  made  by  many 
authorities  on  both  sides  of  the  Atlantic  to  compare  costs  in  the 
United  Kingdom  and  the  United  States.  I  do  not  know  of  any  two 
works  in  Great  Britain — and  I  am  acquainted  with  the  economic  con- 
ditions of  many —  where  the  labor  costs  are  the  same.  But  I  do  know 
that,  if — to  take  one  or  two  instances— the  labor  costs  of  the  Derwent 
Iron  Works  and  the  Moss  Bay  Works  in  West  Cumberland,  or  of  the 
Palmer  Works  on  the  Tyne  and  the  Tudhol  Works  on  the  Wear,  are 
compared,  there  will  be  material  differences.  I  propose,  however,  to 
enter  upon  this  important  subject  of  labor  costs  in  another  article, 
and  would,  therefore,  now  add  only  that,  while  in  the  United  King- 
dom these  costs  range  from  is.  1  id.  per  ton  to  4^. ,  and  in  the  United 
States  from  $1  to  $2.50,  it  is  practically  impossible  to  arrive  at  a  de- 
cision that  shall  be  entirely  free  from  attack  from  one  side  or  another. 
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By  G.  H.  Slockbridge. 
I.  VOLTA — ELECTRICITY  OF  TENSION  SUCCEEDED  BY  THAT  OF  MOTION. 

W HETHER  those  who  discovered  the  great  facts  of  science  or 
those  who  explained  the  facts  and  enunciated  their  pervad- 
ing meaning  in  set  laws  have  contributed  more  to  the  ad- 
vancement of  the  arts  that  send  men  to  softer  beds,  with  easier  muscles 
and  wiser  heads,  would  be  an  engrossing  subject  of  study  and  spec- 
ulation. One  understands  immediately  the  value  of  knowing  the 
how  and  the  wherefore.  Without  annulling  the  zest  of  inquiry,  it 
steadies,  fosters,  regulates  it  by  supplying  the  investigator  with  ra- 
tional expectations  of  reward  and  awakening  a  just  personal  pride  in 
success.  On  the  other  hand,  there  are  great  scientific  discoveries  or 
experiments  which  fire  the  brain  like  old  wine  or  a  noble  poem.  Such 
a  discovery,  associated  with  the  name  of  Professor  Rdntgen,  is  fresh  in 
the  minds  of  us  all.  It  set  the  whole  scientific  world  to  passing  rays 
of  light  through  substances  we  have  been  wont  to  call  opaque.  And 
not  in  play,  either ;  for  it  is  within  the  expectation  of  everyone  that 
most  beneficent  inventions  will  date  from  this  surprising  discovery. 

Such  an  event  is  to  science  like  the  discovery  of  the  new  world  to 
stagnating  Europe  ;  and  for  a  similar  reason.  For  this  new  domain, 
too,  is  likely  to  be  the  shore  of  a  new  continent,  or,  at  the  very  least, 
an  outlying  island,  or  the  far  and  unknown  side  of  the  familiar  Indies. 
In  either  case,  it  is  a  promise  of  work  or  adventure  for  those  who  wish 
them,  homes  for  contented  families,  and  fruitful  fields  for  genius  as  well 
as  for  honest  industry  and  capacity.  These  quickening  presentiments 
of  discovery,  before  science  has  begun  to  set  her  bounds  and  cordons, 
are  among  the  most  wonderful  manifestations  of  human  intuition  ;  yet 
they  generally  prove  to  have  been  rational,  and  wise  men  build  on 
them.  If  the  first  movement  of  the  needle  to  the  lodestone  stimulates 
to  wilder  dreaming  and  larger  prophecy  than  the  soap-bubble,  there  is 
sure  to  be  some  sound  and  subtle  reason  for  it.  The  Arabian  Nights 
tales  are,  after  all,  truer  than  Mr.  Howells's  realism.  In  the  broadest 
interpretation  of  science,  they  have  a  larger  place  and  a  completer 
justification.  But  the  instinctive  expectation  of  which  we  have  been 
speaking  regards  not  the  principle  of  action  in  the  thing  discovered, 
but  depends  on  the  mere  sentiment  of  science.  It  marks  the  poetic, 
the  Arabian  Nights  period.  The  strictly  intelligent  pursuit  of  the 
subject  begins  when  some  philosopher  has  formulated  the  laws. 

Lest  this  repeated  allusion  to  the  stories  of  Scheherazade  should 
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seem  somewhat  too  fantastical,  let~me  say  that  the  stories  were,  in  all 
probability,  written  at  a  period  (when  Arabia  had  newly  experienced 
the  awakening  coming  from  just  such  a  series  of  discoveries  through 
contact  with  more  advanced  civilizations.  The  author  simply  aban- 
dons himself  to  the  description  of  the  physical  possibilities  suggested 
by  his  new  knowledge.  But  it  is  fair  to  add  that  the  unequalled  interest 
which  men  have  hid  in  the  marvellous  accomplishments  of  those  beings 
who,  in  the  Thousand  and  One  [Nights,  stand  for  power  or  active  en- 
ergy under  human  control  is  due  to  the  fact  that  the  world  has  recog- 
nized itself  in  them.  Not  in  gratitude  to  one  who  relieves  an  irksome 
and  tedious  routine  by  picturing  a  pleasant  unreality  has  the  universal 
homage  been  paid  to  the  author  of  these  wonderful  tales  (we  should  be 
poor  fools,  indeed,  to  be  cheated  so  palpably),  but  in  loyalty  to  a 
spirit  that  had  faith  in  human  power,  deserving,  and  destiny, — a  spirit 
awakened,  be  it  remembered,  by  the  sudden  revelation  of  things  there- 
tofore beyond  its  ken. 

It  is  with  a  few  of  these  imagination-stirring  revelations  or  dis- 
coveries that  the  present  brief  series  of  papers  has  to  deal.  To  all 
but  the  special  student  they  may  appear  self-born,  without  progeni- 
tors, yet  they  have  their  own  laws.  One  is  sure  that  the  major  dis- 
coveries of  science  were  not  accidental.  They  were  made  by  men  on 
the  lookout  for  them. 

To  be  more  specific,  it  is  the  purpose  of  this  series  of  papers  to  call 
attention  to  three  of  the  epoch-making  discoveries  in  electricity  and 
magnetism,  and  particularly  to  the  literary  records  through  which  the 
knowledge  of  them  was  first  published  to  the  world.  Starting  with 
the  idea  of  going  back  to  the  sources,  as  the  Germans  say,  one  may 
thus  exhibit  the  science  in  its  growing  state ;  may  make  its  significant 
facts  and  its  real  problems  more  apparent,  and  their  true  solution  more 
clear,  by  showing  how  the  facts  appeared  to  their  discoverers,  and 
what  the  actual  solutions  of  the  problems  were,  as  worked  out  by 
those  who  first  succeeded.  In  general,  then,  in  this  series,  there  will 
be  coupled  with  the  disclosure  of  the  original  discovery  some  briefer 
or  longer  statement  of  the  work  of  those  who  developed  its  laws. 
Further,  it  seems  best  to  maintain,  so  far  as  possible,  a  certain  unity, 
and  this  consideration  leads  to  the  determination  to  start  with  Volta's 
experiments  with  the  "artificial  electric  organ"  in  the  form  of  a 
"  column  "  or  a  "  crown  of  cups,"  and  follow  with  Oersted's  discov- 
ery of  electro-magnetism  and  Arago's  experiments  with  his  rotating 
disk. 

The  first  published  disclosure  of  Alessandro  Volta's  marvellous  dis- 
covery of  current  electricity  was  a  letter,  originally  written  in  French, 
addressed  to  the  Right  Honorable  Sir  Joseph  Hanks,  president  of  the 
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Royal  Society,  read  before  the  Society  at  its  meeting  of  June  26,  1800, 
and  printed  in  the  Philosophical  Transactions  for  that  year.  Some 
ten  years  earlier  Volta,  who  was  professor  of  physics  at  Pavia,  had 
travelled  through  France,  Germany,  Holland,  and  England,  and  be- 
come personally  acquainted  with  their  principal  men  of  science.  It 
was  natural  enough  that  he  should  communicate  the  first  news  of  his 
great  discovery  to  the  British  Royal  Society,  through  its  president. 
This  disclosure  marks  the  passing  of  science  from  the  knowledge  of 
animal  electricity,  and  of  electricity  in  a  state  of  equilibrium  or  ten- 
sion, to  the  knowledge  of  those  phenomena  of  electricity  which  are  a 
consequence  of  its  motion,  when  the  equilibrium  has  been  destroyed. 
It  was  the  starting-point  of  about  all  that  we  admire  in  the  modern 
electrical  arts.  How  immensely  the  scope  of  electrical  adventure  was 
broadened  by  Volta's  work  could  be  foreseen  only  dimly  at  the  time. 
Volta  himself  simply  said  that  such  experiments  "  opened  a  wide  field 
for  speculation,  particularly  for  the  anatomist,  the  physiologist,  and 
the  practitioner."  To  one  who  arrived  at  his  success  through  the 
study  of  animal  electricity,  this  modest  expectation  was  the  natural  one. 
But  the  mode  of  his  progress  is  not  to  be  forgotten.  Volta  was  impelled 
to  his  own  investigations  by  Galvani's  earlier  work.  But,  while  Gal- 
vani  appears  to  have  regarded  the  nerves  and  muscles  of  the  frog's- 
leg  as  the  source  of  the  electrical  phenomena,  and  to  have  ended 
there,  Volta  finally  discarded  the  animal  tissues  altogether,  and  after 
having  examined  the  mutual  action  of  metals  and  salts,  he  produced 
a  genuine  "electromotive  apparatus,"  or  electric  generator,  the  fore- 
runner of  the  modern  electric  battery. 

The  first  form  of  his  apparatus  was  a  "column,"  which  he  de- 
scribes as  follows  : — "  I  provide  several  dozens  of  little  round  plates  or 
disks  of  copper,  brass,  or,  rather,  silver,  an  inch  in  diameter  more  or 
less  (coins,  for  example),  and  an  equal  number  of  plates  of  tin,  or, 
what  is  much  better,  of  zinc,  almost  of  the  same  shape  and  size.  I 
say  almost,  because  precision  is  not  necessary,  and,  in  general,  the 
size,  as  well  as  the  shape,  of  the  metallic  pieces  is  arbitrary.  The  only 
precaution  necessary  is  that  they  be  capable  of  being  arranged  con- 
veniently one  above  the  other  in  the  form  of  a  column.  I  prepare 
also  a  pretty  large  number  of  circular  pieces  of  pasteboard,  skin,  or 
some  other  spongy  matter  capable  of  absorbing  and  retaining  consider- 
able water  or  moisture,  with  which  they  must  be  well  saturated  in 
order  to  insure  the  success  of  the  experiments.  These  circular  pieces 
or  sections  of  pasteboard,  which  I  shall  call  moistened  disks,  1  make 
a  little  smaller  than  the  metallic  disks  or  plates,  so  that,  when  inter- 
posed between  them,  as  I  shall  hereafter  describe,  they  may  not  pro- 
ject beyond  them. 
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"Having all  these  pieces  at  hand  and  in  good  condition, — that  is 
to  say,  the  metallic  disks  very  clean  and  dry,  and  the  non-metallic 
ones  well  saturated  with  common  water,  or — what  is  much  better — 
with  salt  water,  and  wiped  a  little  so  that  the  moisture  may  not  drop 
off,  I  have  nothing  to  do  but  to  arrange  them  at  my  convenience, — 
and  this  is  a  very  simple  and  easy  matter. 

"To  be  explicit,  I  place  horizontally  on  a  table  or  other  support 
one  of  the  metallic  plates, — for  example,  one  of  silver, — and  over  the 
first  I  fit  a  second  of  zinc  ;  on  the  second  I  place  one  of  the  moistened 
disks,  then  another  plate  of  silver,  followed  by  another  of  zinc, — this 
succeeded  by  another  moistened  disk.  I  continue  in  this  manner, 
coupling  a  plate  of  silver  with  one  of  zinc,  and  always  in  the  same 
order, — that  is,  the  silver  always  below  and  the  zinc  above,  or  vice 
versa,  according  as  I  have  begun,  and  interposing  a  moistened  disk 
between  each  of  these  couples,  I  continue  to  form,  out  of  several  of 

these  stories,  a  column 
as  high  as  it  can  be 
made  without  danger 
of  falling  over." 

In  the  illustrations 
Figure  i  shows  two 
such  columns  coupled 
together  for  greater  ef- 
fect, and  constituting, 
either  singly  or  to- 
gether, what  is  com- 
monly known  as  the 
voltaic  pile.  Volta's 
"crown  of  cups,"  ty- 
pical somewhat  more  nearly  of  the  modern  battery,  is  shown  in 
Figure  2,  and  described  as  follows  in  Volta's  letter  to  Sir  Joseph 
Banks. 

"Take  a  row  of  several  cups  or  basins  of  any  material  except  the 
metals, — say,  wood,  shell,  earth,  or  preferably  glass  (small  drinking 
glasses  or  tumblers  are  the  most  suitable), — half  full  of  pure  water  or, 
preferably,  salt  water  or  lye.    Connect  them  all  by  forming  them  into 


fi«:.  1.    volta's  columns. 
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FIC.  2.    volta's  crown  ok  curs. 
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a  sort  of  chain  by  means  of  so  many  metallic  arches,  one  arm  of  which, 
Aa  (or,  at  least,  the  extremity,  A,  which  is  immersed  in  one  of  the 
tumblers),  is  of  copper  or  brass,  or,  preferably,  of  copper  plated  with 
silver,  while  the  other  arm,  Z,  which  is  immersed  in  the  next  tumbler, 
is  of  tin  or,  rather,  of  zinc.  I  will  remark,  in  passing,  that  lye  and 
other  alkaline  liquors  are  to  be  preferred  when  one  of  the  immersed 
metals  is  tin  ;  salt  water,  when  it  is  zinc.  The  two  metals  of  which 
each  arch  is  composed  are  soldered  together  at  some  point  above  the 
part  which  is  immersed  in  the  liquid,  and  which  part  ought  to  touch 
the  liquid  with  a  pretty  large  surface  of  contact.  It  is  sufficient  for 
this  purpose,  if  this  part  be  a  plate  an  inch  square  or  a  little  less.  The 
rest  of  the  arch  may  be  as  much  narrower  as  you  choose,  or  even  a 
simple  metallic  wire.  It  may  also  consist  of  a  third  metal,  different 
from  those  immersed  in  the  liquid  of  the  tumblers  ;  for  the  action  on 
the  electric  fluid  which  results  from  all  the  contacts  of  several  metals 
immediately  succeeding  each  other, — the  force  with  which  this  fluid 
is  ultimately  impelled  is  absolutely  the  same,  or  nearly  so,  as  that 
which  it  would  have  received  from  the  contact  of  the  first  metal  with 
the  last  without  any  intermediate  metals,  as  I  have  ascertained  by  di- 
rect experiments  of  which  I  shall  have  occasion  to  speak  elsewhere. 

"Now,  a  series  of  thirty,  forty,  or  sixty  of  these  tumblers  joined 
in  this  way,  and  arranged  either  in  a  straight  line  or  a  curve,  or  bent 
in  any  manner,  forms  all  there  is  of  this  new  apparatus,  which  essen- 
tially and  in  substance  is  the  same  as  the  column  described  above.  For 
the  essential  thing,  which  consists  in  the  immediate  communication  of 
the  different  metals  forming  each  couple,  and  the  intermediate  com- 
munication of  one  couple  with  another, — namely,  by  the  interposition 
of  a  humid  conductor, — is  characteristic  of  one  of  these  devices  no 
less  than  of  the  other. ' ' 

Such  was  the  simple — not  to  say  crude — apparatus  with  which  Volta 
demonstrated  that  artificial  electricity  could  be  made  to  act  continu- 
ously,— as  a  current, — and  not  merely  explosively  and  intermittently. 
This  device  was  the  first  generator  of  electricity  in  motion  ;  it  was  the 
real  beginning  of  the  science  of  electro-dynamics.  Volta  himself  gives 
a  remarkably  just  account  of  the  characteristics  of  his  new  invention, 
though  the  fundamental  explanation  of  the  action  eludes  him,  and  leads 
him  to  a  construction  of  his  column  not  only  crude,  but  essentially  false. 
He  attributes  the  effects  primarily  to  the  mere  contact  of  metals  or 
other  conductors  of  different  kinds,  and  he  does  not  seem  to  compre- 
hend the  true  action  of  the  moistened  disks ;  yet  he  is  in  the  main  im- 
pressed by  the  real,  and  not  the  fictitious,  wonders  of  his  apparatus. 
Over  the  contact  and  the  chemical  theories  of  the  battery — the  galvanic 
battery,  as  it  came  to  be  called — a  dispute  of  many  years  has  been 
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waged,  in  which  greater  men  than  Volta  have  been  involved.  But  the 
one  who  made  the  first  voltaic  cell  had  no  doubt,  it  seems,  that  the 
generation  was  brought  about  by  mere  contact.  He  tells  his  corre- 
spondent that  he  takes  pleasure  in  communicating  to  him — and  through 
him  to  the  Royal  Society — some  striking  results  which  he  has  obtained 
in  the  pursuit  of  his  experiments  on  electricity  excited  by  the  mere  mu- 
tual contact  of  different  kinds  of  metals,  and  also  on  electricity  excited 
by  the  contact  of  other  different  conductors,  whether  liquid  or  contain- 
ing some  moisture.  "  The  chief  of  these  results,"  he  writes,  "  which 
comprehends  nearly  all  the  rest,  is  the  construction  of  an  apparatus 
which,  in  its  effects, — that  is  to  say,  in  the  shocks  it  is  capable  of 
causing  in  the  arms,  etc., — resembles  the  Leyden  phial,  or,  rather,  a 
weakly-charged  electric  battery  which  acts  continuously,  or  whose 
charge  renews  itself  after  each  explosion.  In  a  word,  it  is  like  a  bat- 
tery having  an  inexhaustible  charge,  a  perpetual  action  or  impulsion 
on  the  electric  fluid.  Nevertheless,  it  differs  essentially  from  such  a 
battery,  by  virtue  of  this  characteristic  continuous  action,  and  be- 
cause, instead  of  consisting,  like  ordinary  electric  phials  and  batteries, 
of  one  or  more  insulating  plates  or  thin  layers  of  those  bodies  which 
alone  are  thought  to  be  electric,  armored  with  conductors  or  bodies 
called  non-electric ;  this  new  apparatus  is  formed  solely  of  several  of  the 
latter  bodies,  selected  from  among  the  better  conductors,  and  thus  as 
remote  as  possible,  according  to  what  has  always  been  believed,  from 
the  electric  nature.  Indeed,  the  apparatus  of  which  I  speak,  and 
which  will,  no  doubt,  astonish  you,  is  nothing  but  an  assemblage  of  a 
number  of  good  conductors  of  different  kinds,  arranged  in  a  certain 
manner. ' ' 

The  "  battery  "  of  which  Volta  here  speaks  is,  of  course,  a  group 
of  Leyden  jars  coupled  together.  That  his  "electro-motive  appara- 
ratus  " — for  so  Volta  in  one  passage  names  it  by  a  happy  inspiration 
— is  inferior  to  such  batteries,  when  highly  charged,  in  respect  to  the 
force  and  the  noise  of  the  explosions,  in  respect  to  the  spark,  and  in 
respect  to  the  distance  at  which  the  discharge  may  be  effected,  Volta 
freely  admits.  "It  equals,"  he  says,  "  only  the  effects  of  a  very  weakly- 
charged  battery,  though  having  immense  capacity.  But  in  other  re- 
spects,"  he  adds,  "it  infinitely  surpasses  the  virtue  and  power  of 
these  same  batteries,  as  it  has  no  need,  like  them,  of  being  charged  in 
advance  by  electricity  from  another  source,  and  as  it  is  capable  of  giv- 
ing a  shock  every  time  it  is  properly  touched,  no  matter  how  often." 

In  this  connection  Volta  enlarges  upon  the  likeness  of  the  "arti- 
ficial electric  organ  "  which  he  has  invented  to  the  "  natural  electric 
organ  ' '  of  the  torpedo  or  electric  eel.  By  the  former  name,  indeed, 
he  prefers  that  his  instrument  should  be  called.    For  is  it  not,  like  the 
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natural  electric  organ,  composed  entirely  of  conducting  bodies? 
Moreover,  is  it  not  active  of  itself,  without  any  previous  charge, 
without  the  aid  of  electricity  excited  by  any  of  the  means  hitherto 
known  ?  Does  it  not  act  incessantly  and  without  intermission  ?  And, 
finally,  is  it  not  capable  of  giving  at  any  moment  stronger  or  weaker 
shocks,  according  to  circumstances, — shocks  which  are  renewed  by 
each  new  touch,  and  which,  being  thus  frequently  repeated  or  con- 
tinued for  a  certain  period,  produce  the  same  torpor  in  the  limbs  as  is 
caused  by  the  torpedo  ? 

As  to  the  general  principles  of  action  of  the  new  source  of  elec- 
trical energy,  such  principles  are,  after  all,  deduced  from  experiment, 
and  Volta's  experiments  taught  some  things  in  the  rough  which  it 
became  the  province  of  the  later  science  to  develop  with  exactitude. 
For  example,  Volta  could  not  help  observing  that  the  force  of  the 
current  was  increased  by  the  multiplication  of  the  ' '  stories  ' '  of  his 
column  or  the  cups  of  his  crown.  And  he  also  notes  the  mutually- 
neutralizing  effect  of  groups  of  cells  having  the  elements  arranged  in 
opposition  to  each  other ;  so  that  Davy,  when  he  obtained  unheard  of 
results  by  the  use  of  his  battery  of  400  five-inch  plates,  and  his  other 
battery  of  40  plates  12  inches  across,  only  made  use  of  the  greater 
effects  which  Volta,  too,  knew  to  reside  in  the  larger  battery.  If  we 
owe  the  discovery  of  potassium  and  sodium  and  magnesium  and 
strontium  to  Davy,  we  can  at  least  see  how  Volta  set  the  first  guide  post. 

The  most  remarkable  feature  of  the  new  contrivance  from  a  purely 
characteristic  scientific  point  of  view  was  the  production  of  electricity 
through  the  medium  of  good  electrical  conductors.  The  substances 
originally  called  electric  were  amber,  glass,  silk,  and  the  like.  By  rub- 
bing them  one  could  get  an  electric  spark.  Volta  exhibits  great  surprise 
at  finding  that  he  can  obtain  electricity  from  good  conductors  or 
so-called  non-electric  bodies. 

Is  it  true,  then,  that  this  small  column  and  this  crown  of  cups, 
which,  by  their  inventor's  own  account,  were  weaker  in  their  effects 
than  a  highly-charged  battery  of  Leyden  jars, — is  it  true  that  this  ap- 
paratus affected  the  imagination  of  science,  and  aroused  hopes  of  some 
new  and  strange  development  in  the  world  of  industry  and  the  arts? 
Undoubtedly.  For,  while  the  dynamic  effects  were  no  greater  than 
what  had  long  been  known,  yet  some  of  the  effects  were  theretofore  com- 
pletely unknown  as  the  product  of  an  artificial  apparatus.  The 
molten,  flowing  element  had  more  of  promise  and  adaptability  in  it 
than  the  congealed  electricity  of  the  frictional  machine  and  the  Ley- 
den jar.  It  is  not  too  much  to  say  that  the  world  of  science  was  never 
more  thoroughly  awakened  than  it  was  by  the  publication  of  Volta's 
letter.    The  main  thing  therein  that  was  disclosed  by  Volta's  experi- 
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merit  was  that  electricity  could  be  set  and  maintained  in  motion  by  an 
artificial  appliance.  It  appears  that  Volta  looked  upon  his  generator 
as  inexhaustible,  subject  to  no  waste,  so  far  as  he  suggests.  It  re- 
mained for  later  investigators,  like  Ampere  and  Ohm,  to  fix  mathe- 
matically the  laws  of  flow  of  the  mysterious  voltaic  current.  That 
his  powers  were  not  adequate  to  this  particular  part  of  the  work  was 
frankly  and  characteristically  acknowledged  by  Volta,  who  waited  for 
others  to  do  what  he  could  not.  And  it  was  not  till  the  year  of  Volta's 
death  (1827)  that  Ohm,  in  his  "Galvanic  Circuit  Treated  Mathe- 
matically," finally  stated  the  fundamental  principle  of  electric  flow 
in  his  famous  law.  But  meanwhile  improvements  in  the  voltaic  bat- 
tery had  been  going  on  without  ceasing,  and  they  continued  to  do  so, 
the  chief  names  of  honor  being  Becquerel,  Davy,  Smee,  Wollaston, 
Daniell,  Grove,  Bunsen,  and  l^eclanche. 

In  connection  with  the  later  enunciation  of  the  laws  of  current 
flow  and  distribution,  the  following  passage  from  Volta's  letter  is  of 
more  than  ordinary  interest.  It  follows  the  description  of  the  crown 
of  cups  already  quoted. 

«4  It  might  occasion  surprise  that  in  this  circuit  the  electric  current, 
having  a  free  passage  through  a  continuous  mass  of  water  in  the  basin, 
should  quit  this  good  conductor  to  throw  itself  and  pursue  its  course 
through  the  body  of  the  person  who  holds  his  hands  immersed  in  this 
same  water,  thus  taking  a  longer  couise.  But  the  surprise  will  cease, 
if  one  reflects  that  living  and  warm  animal  substances  and,  above  all, 
their  humors  are,  in  general,  better  conductors  than  water.  Since  the 
body  of  the  person  whose  hands  are  immersed  in  the  water  offers  an 
easier  passage  to  the  electric  torrent,  the  latter  must  prefer  it,  though 
it  is  a  little  longer.  In  a  word,  the  electric  fluid,  when  it  has  to 
traverse  imperfect  conductors  in  quantity,  and  particularly  moist  con- 
ductors, likes  to  spread  in  a  larger  stream,  or  to  broaden  into  several, 
or  even  to  make  detours,  as  it  thus  finds  less  resistance  than  in  follow- 
ing a  single  course,  though  shorter." 

If  Volta  had  not  arrived  at  the  conception  that  the  current  from 
his  electric  source  divided  between  different  conducting  paths  in  the 
inverse  ratio  of  their  resistances,  he  was  very  close  to  it.  Such  a  con- 
ception presupposes  an  understanding  of  Ohm's  fundamental  law, 
and  yet  it  required  twenty-seven  years  to  evolve  the  clarified  mathe- 
matical statement  of  it  in  the  equation,  C-  E/R.  Yet  that,  again, 
was  a  masterpiece  of  scientific  deduction  from  which  no  fair-minded 
student  of  history  would  wish  in  any  way  to  detract.  Let  Ohm  enjoy 
the  glory  of  having  been  one  of  the  few  to  discover  and  to  enunciate 
a  true  natural  law  ;  only  let  us  not  overlook  the  fact  that  Volta  not 
merely  gave  us  an  epoch-making  discovery,  but  hinted  also  at  the 
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*ame  permeating  law  whose  later  authoritative  promulgation  by  Ohm 
has  powerfully  influenced  the  subsequent  development  of  the  theory 
and  applications  of  current  electricity. 

As  has  been  said,  Ohm's  chief  work  was  published  in  1827.  As 
early  as  1825,  however,  and  later  in  1826,  Volta  might  have  read  the 
preliminary  announcement  of  Ohm's  main  conclusions  in  the  German 
scientific  journals. 

It  would  be  instructive  to  analyze  Ohm's  treatment  of  the  prin- 
ciples of  electrical  distribution,  but,  owing  to  the  involved  and  far- 
leading  character  of  his  style,  citation  is  next  to  impossible.  I  think 
science  has  about  come  to  the  conclusion  that  what  it  owes  to  Ohm  is 
adequately  summarized  in  the  equation  above  cited,  known  as  Ohm's 
law.  Of  course,  other  laws  equally  true  and  authoritative  are  deducti- 
ble from  that  one,  or  follow  from  the  same  course  of  reasoning,  and 
such  laws  are  stated  in  Ohm's  thesis.  But  the  basis  of  Ohm's  contri- 
bution to  electrical  science  is,  after  all,  the  half  dozen  characters  of  a 
mathematical  equation.  For  the  rest,  it  is  enough  to  state  here  that 
Ohm  arrived  at  his  conclusions  through  the  analogy  of  heat  conduc- 
tion. It  has  been  said  of  Ohm  that  he  would  never  have  done  his 
work  but  for  the  antecedent  investigations  of  Fourier  on  the  subject  of 
heat.  But  whereas,  owing  to  the  nature  of  the  subjects  of  inquiry, 
Fourier's  theory  was  carried  only  to  the  point  of  probability,  Ohm's 
deductions  reached  the  point  of  absolute  proof,  so  that  they  have  been 
fortified  by  every  later  investigation  without  exception.  As  we  have 
*een,  Volta  himself  was  not  without  an  incipient  conception  of  the 
truth  of  the  matter.  Others,  with  the  same  phenomena  before  them, 
likewise  hovered  around  the  true  notion,  or  talked  loosely  of  the  func- 
tions of  the  electric  current,  each  with  his  own  terminology.  An- 
tiquarians even  declare  that  Cavendish,  in  1781,  made  an  equivalent 
mathematical  statement  of  the  law,  preceded  by  a  general  discussion, 
in  1775,  of  the  mode  of  electrical  distribution  between  conductors  of 
different  resistances.  It  was  a  part  of  Ohm's  service  that  he  insisted 
upon  separating  and  naming  the  different  functions,  and  proceeding 
by  the  methods  of  science.  That  his  term  electroscopic  force  and 
others  of  his  suggestion  have  passed  into  disuse  is  insignificant.  They 
served  the  greater  end  of  enforcing  definition,  no  matter  if  the  specific 
thing  defined  was  afterwards  thought  to  be  better  described  by  a  dif- 
ferent word  or  phrase.  Having  brought  scientific  men  to  book  by 
making  them  say  what  they  meant  by  "current  "  and  "  intensity" 
and  "quantity  "  and  so  on,  he  then  gave  them  the  law  which,  before 
that,  was  impossible  of  statement. 
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By  George  H.  Paine. 
II.   PRESENT  ACCEPTED  STANDARDS  IN  PERMANENT  WAY. 

IN  the  introductory  article  on  this  subject,  appearing  in  these  pages 
a  month  ago,  some  account  was  given  of  the  causes  which  have 
contributed  to  our  present  tendencies  and  best  practice.  The 
subject  was  attacked  in  a  general  and  retrospective  manner,  without 
any  attempt  at  drawing  definite  conclusions. 

Here,  however,  the  track  and  other  matters  will  be  treated  in  de- 
tail, and  an  effort  will  be  made  to  show  what  is  regarded  as  good  track 
and  in  what  direction  the  indicated  improvements  will  probably  take 
place. 

In  the  construction  of  the  embankments,  which  constitute  the 
foundation,  very  little  advance  seems  to  be  possible,  since  they  are  of 
the  simplest  form.  To  be  sure,  earthwork  is  so  obstinate  that,  no  matter 
how  beautifully  it  may  be  patted  and  smoothed,  if  it  be  not  sufficiently 
sloped  at  the  time  it  is  made,  it  will  soon,  with  the  never-failing  as- 
sistance of  frost  and  rain,  assume  its  natural  shape,  covering  the  rails 
through  the  cuts  and  leaving  the  ends  of  the  ties  unsupported  at  the 
fills.  Nevertheless  it  has  continued  to  be  the  practice  to  draw  up 
specifications  for  railroad  work  according  to  the  sections  shown  in 
Figs,  i  A  and  iC  although  it  has  been  clearly  recognized  that  the  earth 
will  not  retain  that  form  for  more  than  a  few  months. 

Two  years  ago  Mr.  D.  J  Whittemore  {Trans.  A.  S.  C.  Sep- 
tember, 1894)  asked  the  American  Society  of  Civil  Engineers  why 
such  a  method  should  prevail,  and  suggested  that  the  banks  and  slopes 
be  originally  made  to  take  the  form  which  it  is  known  that  they  will 
eventually  assume,  and  offered  the  sections  shown  in  Figs.  iB  and  iD 
as  a  substitute.  It  is  not  a  cause  for  wonder  that  substantially  the 
only  answer  to  his  question  was  the  Yankee  one  :  "  Why  not  ?  " 

As  a  subordinate  matter,  Mr.  Whittemore  proposed  that  the  slopes 
be  sodded,  and  the  ditches  paved  and  sub  drained  as  soon  as  possible 
after  construction,  leaving  time,  of  course,  for  the  embankments  to 
settle  before  covering  them.  This  also  seems  well,  and,  although  it 
would  involve  an  expense  not  to  be  lightly  assumed  by  a  new  or  an 
unprosperous  road,  there  is  little  doubt  that  there  would  be  an  ulti- 
mate saving  in  nearly  every  case. 

Even  a  slight  acquaintance  with  railroad  engineering  is  enough  to 
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convince  one 
that,  from  a 
maintenance 
standpoint,  good 
drainage  is  the 
most  important 
result  to  be  se- 
cured. Its  rami- 
fications are 
wonderful,  and 
the  different  con- 
ditions which  are 
affected  by  good 
or  bad  drainage 
make  it  appear 
as  the  one  thing 
which  must  be 
remembered, 
though  all  else 

   _^  be  forgotten. 

There  are 

FIG.  I.  PRESENT  AND  PROPOSED  SECTIONS  FOR  CUT  AND  FILL,    faree  problems 

to  confront  in  draining  a  railway :  first,  how  to  dispose  of  the  water 
which  flows  under  the  track  in  the  form  of  streams ;  second,  how  to 
protect  the  embankments  and  slopes  against  the  attacks  of  surface 
water ;  third,  how  to  carry  off  the  water  suspended  in  the  soil  under 
the  slopes  in  cuts  and  under  the  track  itself. 

It  is  evident  that  the  first  problem  is  to  be  solved  only  by  bridg- 
ing ;  it  resolves  itself  immediately  into  a  question  of  length.  After 
the  length  of  the  bridge  has  been  determined,  its  character  is  the  next 
consideration,  and  this  is  usually  decided  upon  a  basis  of  first  cost, 
expense  of  maintenance,  and  general  suitability.  In  the  first  quarter- 
century  of  railroad  building  but  two  materials  were  generally  available 
for  bridges, — wood  and  stone, — although  before  this  period  many  at- 
tempts at  iron-bridge  building  had  been  made.  There  is  not  oppor- 
tunity in  this  article  to  recount  the  different  forms  of  metal  bridges 
which  have  been  tried  ;  it  is  sufficient  to  say  that  mild  steel  is  the  al- 
most universal  material  in  present  use.  Timber  bridges  still  linger  in 
the  form  of  Howe  trusses  and  trestles  in  the  newer  and  less  settled 
portions  of  the  country,  but  renewals  are  being  made  in  steel,  more 
and  more  as  time  goes  on,  as  the  cost  of  timber  increases,  and  that  of 
steel  decreases. 

Nothing  will  ever  surpass  the  stone  arch  in  stability  or  the  appear- 
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ance  of  rugged  strength  ;  as  it  was  the  original  permanent  form  of 
bridge,  so  it  will  remain,  to  engineers  and  laymen  alike,  the  perfect 
embodiment  of  beauty  and  utility.  But  the  stone  arch  has  many  lim- 
itations from  an  economic  standpoint.  Its  first  cost  is  immense  as  com- 
pared with  that  of  metal  bridges,  and  is  not  adaptable  to  very  long  spans 
(the  Cabin  John  bridge  at  Washington,  220  feet  long,  is  the  greatest 
in  the  world)  or  to  situations  where  it  is  difficult  or  impossible  to  erect 
"  false  work," — that  is,  the  staging  on  which  the  arch  is  formed  and 
supported.  The  steel  arch,  however,  is  not  open  to  these  objections. 
Very  long  openings  have  been  and  will  be  spanned  by  it ;  witness  the 
beautiful  creation  called  the  Washington  Arch  over  the  Harlem  river 
in  New  York  city,  which  has  a  span  of  510  feet,  and  the  one  which  is 
to  supplant  the  Suspension  bridge  at  Niagara  Falls,  with  a  span  of  840 
feet.  It  is  a  matter  for  regret  that  no  attention  seems  to  have  been 
paid,  in  the  design  of  this  last  bridge,  to  those  elements  of  grace  which 
make  a  sight  of  the  Washington  bridge  an  unalloyed  pleasure. 

One  of  the  reasons  which  probably  operated,  until  within  a  short 
time,  to  maintain  the  stone  arch  in  the  high  regard  of  railroad  engi- 
neers was  the  ease  with  which  the  track  might  be  placed  on  it,  since 
it  is  evident  that  the  only  thing  to  do  is  to  carry  the  ballast  and  ties 
across  in  exactly  the  same  way  as  track  is  laid  on  an  ordinary  embank - 


conceived  that  this  method  of  track -laying  began  to  be  followed  on 
girder  and  truss  bridges,  where  it  has  since  been  applied  to  many 
spans,  some  of  them  of  considerable  length.  Sometimes  cross-ties  and 
ballast  are  used  in  the  sjiaces  marked  A  ;  at  other  times,  as  in  the 
recently-completed  Harlem  railroad  elevation,  the  rail  is  laid  directly 
on  the  buckle  plates  and  fastened  to  them  by  bolts  and  clips.  The 
reasons  which  incline  one  to  think  that  the  solid  floor  will  continue 
to  grow  in  favor  are  not  far  to  seek  :  first,  it  is  believed  to  distribute 
the  weight  of  the  moving  load  over  a  greater  area  than  is  possible 
with  the  usual  floor-beam  and  stringer  construction  ;  second,  it  pro- 
vides a  safer  path  for  a  derailed  car. 

Reverting  again  to  the  question  of  drainage,  the  statement  is  re- 
called that  the  second  problem  to  be  solved  is  how  to  best  protect  the 
slopes  from  the  attacks  of  surface  water.  This  has  already  been  touched 
upon  in  the  reference  to  Figs.  iB  and  il),  and  it  is  now  necessary  to 
say  only,  that  turf  is  both  the  most  convenient  material  and  the  best 


FIG.  2.  BUCKLE-PLATE  FLOOR. 


ment.  As  it  happens,  this  is  the 
best  thing  to  do  also,  but  it  was 
impossible,  or  practically  so,  on 
the  old  wooden  bridges,  and  it 
was  not  until  the  idea  of  the 
buckle  plate  floor,  Fig.  2,  was 
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that  has  ever  been  found  for  the  purpose,  while,  in  addition,  its  es- 
thetic features  must  be  recognized,— a  consideration  which,  unhappily, 
is  too  seldom  regarded  in  this  country. 

One  of  the  greatest  helps  to  the  railroad  engineer  is  the  tile  drain  ; 
it  is  not  possible  to  exaggerate  its  usefulness,  for  wherever  it  is  needed 
nothing  in  its  place  can  be  more  than  a  makeshift.  For  the  sub-drain- 
age of  wet  slopes, — to  carry  off  the  water  which  sinks  through  the  bal- 
last and  remains  suspended  under  the  track,  where  it  will  freeze  and, 
as  the  saying  is,  "heave"  the  track  in  winter, — the  tile  drain  is  inval- 
uable, and  will  be  used  increasingly  as  its  advantages  become  better 
known.  To  go  on  month  after  month,  year  after  year,  shoveling 
slime  from  the  track  and  ditches  in  a  wet  cut,  when  a  less  costly 
means  of  obviating  it  exists,  seems  rather  ridiculous,  if  viewed  in  the 
light  of  pure  reason  ;  but  it  has  been  the  common  practice,  and  it  is 
that,  among  other  things,  which  the  proper  and  free  use  of  the  tile 
drain  will  prevent. 

Where  good  stone  can  be  secured  at  a  moderate  cost, — say,  one 
dollar  per  cubic  yard, — it  is  in  almost  every  particular  the  best  mate- 
rial for  ballasting  the  main  track  of  a  busy  railroad.  Perhaps  the  only 
reason,  under  such  circumstances,  for  using  gravel  instead  of  stone  would 
be  the  possibility  of  securing  exceptionally  fine  gravel  at  a  very  small 
price.  But  exceptionally  fine  gTavel  is  a  rare  thing, — so  rare  that,  as 
a  rule,  the  first  statement  may  be  taken  as  an  established  truth  and  no 
longer  requiring  a  demonstration.  In  this  place,  however,  it  may  be 
well  to  state  a  few  of  the  reasons  for  the  belief. 

First:  even  passably  good  stone  ballast  provides  better  drainage 
than  the  best  gravel ;  since  this  is  the  most  important  object  to  be  se- 
cured by  ballast,  the  force  of  the  reason  is  evident.  Second  :  by  simply 
picking  stone  ballast  out  from  between  the  ties  and  handling  it  with  a 
fork  or  throwing  it  against  a  screen  it  may  be  cleaned  and  made  as  good 
as  new ;  there  is  no  generally  feasible  plan  for  cleaning  gravel  ballast. 
Third  :  greater  rigidity  of  track  follows  the  use  of  stone  than  is  possi- 
ble with  gravel,  and,  since  the  whole  effort  is  now  to  increase  the  im- 
movability of  the  track,  both  vertically  and  horizontally,  this  is  an 
important  consideration.  A  last  reason,  and  a  good  one  from  the 
passenger  department's  standpoint,  is  the  avoidance  of  dust  by  the  use 
of  stone  ballast. 

At  almost  any  time  within  the  past  ten  years,  it  would  not  have 
been  regarded  as  either  heretical  or  startling  if  the  statement  had  been 
made  that  the  metal  cross-tie  had  come  to  stay,  and  that  the  use  of 
wood  must  decline ;  but  it  would  not  have  been  true,  since  the 
use  of  metal  for  this  purpose  has  not  apparently  increased  much,  if 
any,  although  its  advantages  are  well  known.     Some  of  the  causes 
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for  this  failure  of  steel  to  make  its  way  in  a  place  where  it  is  entirely 
appropriate  (apparently  much  more  so  than  wood)  are  very  simple. 
The  cost  is  four  or  rive  times  that  of  a  timber  cross- tie,  and  there  is  a 
wide-spread  belief  that  thegreater  elasticity  of  track  supported  by  wood 
is  desirable.  The  last  reason  was  discussed  in  the  previous  article,  and 
need  not  be  further  treated  here. 

The  average  life  of  an  oak  cross-tie  is  about  eight  years, — seldom 
more  than  ten, — and  its  destruction  is  due  to  various  causes.  Of 
these  the  principal  one  is  ordinary  decay,  hastened  by  the  alternate 
wetting  and  drying  to  which  the  tie  is  exposed ;  next  in  importance  is 
the  destruction  of  the  fibres  directly  under  the  rail,  which  are  exposed 
to  the  blows  delivered  by  the  train  ;  lastly,  in  certain  localities  many 
ties  are  destroyed  through  frequent  re-spiking,  and  the  consequent 
multiplication  of  holes,  which  fill  with  water  and  add  to  the  tendency 
to  decay,  as,  for  that  matter,  the  second  cause  does  also  in  a  great  de- 
gree. Much  progress  is  now  being  made  in  the  treatment  of  ties  with 
different  preserving  compounds  intended  to  destroy  at  their  inception 
the  fungi  which  are  the  direct  cause  of  decay.  It  is  not  yet  possible 
to  say  which  of  these  preservatives  are  best,  or  whether  any  of  them 
have  reached  that  stage  of  perfection  which  will  ensure  a  long  continu- 
ance of  the  efficiency  that  undoubtedly  exists  during  the  first  few  years 
of  their  presence  in  a  piece  of  wood.  The  difficulty  seems  to  have 
been  in  the  finding  of  a  compound  which  shall  at  the  same  time  be  ef- 
fective, low  in  price,  and  not  soluble  in  water ;  the  immense  advance 
which  modern  chemistry  is  making  encourages  the  expectation  that  the 
problem  will  be  solved.  If  it  is,  the  question  of  metal  ties  will  be 
transported  into  a  dim  future,  since,  instead  of  having  to  renew  all  the 
ties  in  the  main  track  of  a  railroad  at  least  once  in  every  eight  years, 
the  period  may  be  extended  to  twenty  years,  or  even  more. 

Any  discussion  of  this  subject  would  be  incomplete  without  a  de- 
scription of  the  one  device  of  all  others  which,  taken  in  connection 
with  some  wood-preserving  process,  will  enable  our  railroads  to  post- 
pone indefinitely  the  use  of  metal  ties.  This  article  is  the  Servis  tie- 
plate,  a  thing  so  simple  in  form  and  idea  that  the  wonders  which  it 
works  are  incomprehensible  unless  the  conditions  are  understood.  It 
is  a  plate  of  steel  whose  long  edges  (A  B,  Fig.  3)  are  turned  down 
in  the  shape  of  ribs  and  sharpened  so  as  to  permit  them  to  enter 
the  tie  parallel  with,  and  without  destroying,  the  grain  of  the  wood  ; 
incidentally  other  ribs  may  be  placed  between  the  outside  ones, 
but  they  are  not  essential.  These  ribs  act  as  girders,  and  prevent 
the  plate  from  buckling  or  curling  up  at  the  ends  under  the  down- 
ward pressure  of  the  rail, — a  fault  which  must  exist  in  all  plates  not 
provided  with  them,  unless  these  other  plates  are  made  so  thick  as  to 
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destroy  their  usefulness  through  a  different  cause.  The  ribs  also  act 
as  a  lateral  support  to  the  rail  by  assisting  the  spikes  to  perform  their 
duty.  Until  this  means  of  protecting  the  tie  from  the  pounding  and 
crushing  by  the  rail  had  been  discovered,  only  the  harder  woods,  such 
as  white  oak,  were  available  ;  but  there  are  other  kinds  of  timber  that 
resist  decay  just  as  well  as  oak  (some  of  them  better),  which  are  too 
soft,  unless  protected,  and  these  are  already  coming  into  use  under 
the  fostering  care  of  the  tie-plate. 

Thus  it  is  seen  that  the  two  chief  enemies  of  the  wooden  tie,  decay 
and  abrasion,  are  likely  to  be  greatly  weakened,  while  the  supply  of 
new  material  is  immensely  increased  through  the  opportunity  of  using 
a  greater  variety. 

When  the  double-headed  rail,  which  is  still  the  standard  on  most 
British  lines,  disappeared  from  this  country,  there  went  with  it  the 
chair  which  must  always  be  used  to  fasten  it  to  its  support,  and  its 
place  was  taken  by  a  device  substantially  the  same  as  that  which  we 
are  using  to-day — the  rail  spike.  If  there  is  a  spot  in  our  track  which 
is  patently  weaker  than  others,  it  is  the  spike,  but  there  is  nevertheless 
a  good  reason  why  it  has  been  allowed  to  remain.  Of  all  the  horrors 
which  stare  a  maintenance-of-way  engineer  in  the  face,  "  shim- 
ming "  is  the  worst.  It  means,  first  of  all,  that  the  track  is  insuffi- 
ciently drained,  sometimes  from  lack  of  proper  ballast,  sometimes 
from  inadequate  ditches  ;  but,  whatever  the  cause,  bad  drainage  in 
our  latitudes  always  means  heaving  track  and  shims  for  four  months 
in  the  year.  Of  course  this  is  due  to  what  is  by  courtesy  called 
"  economy,"  and  for  real  ingenuity  is  on  a  parallel  with  the  act  of 
the  man  who  cut  off  his  dog's  tail,  made  a  soup  from  it,  and  gave  the 
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dog  the  bone  ;  whatever  it  may  be  called,  the  lack  of  drainage  is  the 
direct  cause  of  shims,  and  shims  apparently  are  the  reason  for  the 
spike  in  its  present  and  historic  form.  On  heaving  track  the  rail  fas- 
tenings must  be  removed  once  in  the  winter  and  once  in  the  spring, 
in  order  that  the  rail  may  be  either  raised  or  lowered  to  meet  the 
changing  elevations  caused  by  the  frost  swollen  earth,  and  the  most 
convenient  fastening  for  the  purpose  is  the  rail-spike. 

The  objection  to  the  common  spike  in  its  present  form,  as  already 
demonstrated,  is  not  confined  to  the  direct  harm  which  it  does ;  its 
inefficiency  is  proved  by  the  fact  that  it  has  to  be  re-driven.  The  tie 
plate  gives  it  a  much-needed  bracing  laterally,  but  nothing  apparently 
can  be  done  which  will  add  much  to  its  vertical  resistance.  Notch- 
ing it,  curving  it,  changing  its  angle  with  reference  to  the  rail,  and 
many  other  alterations  have  been  tried,  but  none  of  them  have  in- 
creased its  holding- power  to  the  degree  which  must  be  secured  in 
order  to  bring  this  detail  of  the  track  up  to  the  standard  of  modern 
requirements.  How  this  will  be  finally  accomplished  is  of  compara- 
tively little  moment  here,  but  it  is  appropriate  to  say  that  it  will 


vided  by  means  of  clips  (Fig.  4) ;  these  can  be  slightly  moved  with 
reference  to  their  distance  from  the  base  of  the  rail  by  tightening  or 
loosening  the  lag-screws  as  it  may  be  desired  to  shift  the  rail  in  one 
direction  or  the  other. 

Probably  the  most  uncertain  tendencies  in  the  permanent  way  of 
a  railroad  are  connected  with  the  question  of  rail  joints.  There  are 
plenty  of  radical  defects  in  the  angle  bar,  whether  it  be  the  four-hole 
or  six-hole  bar,  and  there  are  few  engineers  who  are  not  convinced 
that  some  particular  one  of  the  many  patented  devices  is  better  ;  but, 
on  the  other  hand,  few  of  these  engineers  seem  to  agree  as  to  which  of 
the  improvements  is  best,  so  that  to  indicate  a  general  preference  for  any 
individual  form  is  impossible.  If  there  is  a  tendency,  it  seems  to  lie 
in  the  direction  of  a  bridge  joint,  either  as  a  girder  (Fig.  5),  or  as  a 
truss  (Fig.  6),  and  in  nearly  every  case  toward  an  arrangement  which 
carries  the  weight  of  the  train  directly  to  the  base  of  the  rail  (instead 
of  largely  under  the  head,  as  with  the  angle  bar)  and  utilizes  two  ties 
as  a  support — in  other  words,  as  abutments — for  the  bridge  joint.  The 


KIG.  4.  COL.  KATTK'S  LAG  SCREW. 


probably  be  in  the  direction  of 
a  lag  screw,  possibly  somewhat 
after  the  fashion  suggested  by 
Col.  Katte,  chief  engineer  of 
the  New  York  Central  &  Hudson 
River  Railroad,  wherein  a  lim- 
ited lateral  movement  for  the 
adjustment  of  the  rail  is  pro- 
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KCTtOH  A  B  A  C  SECTION  C  0. 

FIG.  5.    BRIDGE  JOINT,  GIRDER  FORM. 


two  forms  illustrated,  it  will  be  seen,  provide  for  the  lateral  continuity 
of  the  rail  by  means  of  fish  plates  (some  are  in  the  form  of  angle  plates, 
some  are  plain  straps),  and  this  is  typical  of  all  modern  patterns. 

Recent  experiments  seem  to  show  that  the  expansive  force  of  steel, 
and  the  inclination  to  buckle,  if  confined  at  the  ends,  during  an  in- 
creasing temperature,  have  been  greatly  overrated  ;  and,  if  this  be  so, 
another  method  is  likely  to  step  in  and  settle  the  question  permanently 
by  entirely  eliminating  the  joints.  Until  within  a  short  time  it  has 
been  the  universal  practice,  and  is  still  almost  so,  to  lay  the  rails  with 
slight  spaces  between  their  adjoining  ends  to  permit  automatic  local 
adjustments  under  varying  temperatures,  but  on  some  electric  lines 
the  plan  of  **  butting  "  the  ends  has  been  tried  with  extremely  good 
results.  Mr.  Torrey,  chief  engineer  of  the  Michigan  Central  Railroad, 
has  also  tried  some  interesting  experiments  with  long  stretches  of  rig- 
idly-connected rails,  which  show,  as  before  stated,  that  the  behavior  of 
rails  under  considerable  changes  from  heat  to  cold  and  trice  versa  is 
different  from  what  might  have  been  expected.  Previous  to  Mr. 
Torrey's  investigations,  the  idea  had  been  patented  and  tried,  but  in 
an  unscientific  manner,  while  he  kept  bi -daily  records  of  the  tempera- 
ture of  the  atmosphere,  of  the  rails,  and  of  their  movements. 

Three  distinct  methods  have  been  practised  for  accomplishing  the 
union  between  the  ends  of  rails.  The  first,  which  consists  in  riveting 
the  angle-bars  together  and  to  the  rails,  must  be  little  better  than  a  tem- 
porary arrangement,  and  scarcely  superior  to  bolting  them  very  tightly, 
since  the  connection  can  never  be  so  intimate  and  permanent  as  where 
the  metal  is  actually  continuous.     The  second  method  is  to  cast  the 


FIG.  6.   BRIDGE- JOINT,  TRUSS  FORM. 
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ends  of  the  rails  together  by  means  of  movable  molds,  which  are 
placed  around  the  joint  and  poured  from  a  portable  furnace  ;  the  re- 
sults of  this  practice  are  said  to  be  good,  and  it  is  stated  that  the  tem- 
perature of  the  casting  metal  is  high  enough  to  soften  the  skin  of  the 
rail,  and  in  that  way  form  a  nearly,  if  not  quite,  perfect  union.  The 
third  plan  bears  with  it  an  assurance  of  reliability  which  is  not  shared 
by  the  others ;  here,  by  means  of  an  electric  current,  the  ends  of  the 
rails  are  welded  together,  so  as  to  form  a  continuous  and  nearly  homo- 
geneous line  of  metal. 

But,  whichever  plan  shall  prevail,  whether  it  be  in  the  way  of  new 
joint  appliances,  riveting,  casting,  or  welding  the  rails  together,  there 
is  little  doubt  that  the  future  individual  rails  will 
be  longer  than  those  of  the  present  day ;  rails  forty- 
five  feet  and  sixty  feet  long  are  already  common  in 
the  track,  while  almost  all  of  the  important  mills 
fig.  7.  nut  lock.  rou  jn  iengths  of  ninety  feet,  cutting  them  up  into 
lengths  of  thirty  feet  before  shipment. 

One  of  the  track  details  which  has  always  aroused  great  interest  is 
the  matter  of  nut  locks :  the  patent-office  records  show  hundreds  of  at- 
tempts and  devices  for  preventing  the  nuts  on  track  bolts  from  un- 
screwing. It  may  fairly  be  stated  that  none  of  these  has  been  in  any 
way  successful,  either  commercially  or  in  practice,  which  has  not  in  one 
way  or  another  resembled  the  Verona  nut  lock  (Fig.  7).  This  small, 
but  efficient,  device  acts  in  three  ways, — as  an  ordinary  washer,  as  a 
spring  forcing  the  threads  of  the  nut  and  bolt  together,  and  as  a  grip, 
since  the  ends  are  bent  and  form  cutting  edges  which  dig  into  the  an- 
gle bar  and  nut,  interfering  with  the  tendency  of  the  latter  to  revolve. 

The  double-headed  rail  was  abandoned  early  in  this  country,  and, 
after  coquetting  slightly  with  other  forms,  we  settled  down  upon  the 
T*  rail,  which  seems  to  be  the  shape  that  will  ultimately  prevail.  It 
has  taken  some  curious  forms,  and,  although  it  is  believed  that  the 
present  section  is  based  upon  a  correct  interpretation  of  experience, 
that  same  experience  most  assuredly  says  that  there  may  be  something 
better  coming. 

The  only  remaining  feature  of  the  rail  pattern  in  general  use  ten 
years  ago  is  its  separation  into  three  general  divisions, — the  head, 
the  web,  and  the  base,  which  constitute  the  T  pattern ;  even  the 
chemical  composition  has  been  changed,  for  the  carbon  has  crept  up 
from  less  than  .40  to  more  than  .60,  while  there  are  many  who  advo- 
cate a  still  further  advance  to  .75. 

A  comparison  of  two  patterns  will  be  instructive.  The  dotted 
lines  in  Fig.  8  shows  what  was  regarded  by  many  as  an  extremely  good 
section  in  1886,  and  for  several  years  after,  where  it  was  used.  The 
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full  line  in  Fig.  8,  shows  the  section  of  a  rail  that  was  first  laid  in 
1 888,  and  typifies  what  is  now  considered  the  best  form  ;  this,  with 
the  exception  of  one  or  two  unimportant  details,  has  been  recom- 
mended by  a  committee  of  the  American  Society  of  Civil  Engineers. 

It  will  be  seen  that  the  two  most  noticeable  changes  are  in  the  dimen- 
sions of  the  head  and  the  total  height,  while  lesser  alterations  involve 
the  amount  of  metal  in  the  base  and  web.  The  chief  faults  in  the  old  sec- 
tion were  the  internal  strains  caused  by  the  unequal  cooling  of  the  differ- 
ent parts  after  leaving  the  rolls ;  the  lack  of  surface  on  the  top  of  the 

  head,  which  allowed  the  metal  to 

»  be  actually  squeezed  off  by  the 

wheels  of  a  locomotive  or  car; 
and,  finally,  the  inadequate  verti- 
cal stiffness  of  the  rail  as  a  whole. 
By  the  change  in  form  shown  in 
the  figure  (for  there  is  the  same 
quantity  of  metal,  yard  for  yard, 
in  both  sections)  these  troubles 
have  been  largely  corrected ;  since 
the  rail  has  been  in  service  for 
many  years  and  continues  to  fulfil 
the  hopes  expressed  for  it  origi- 
nally, it  may  safely  be  considered 
that  one  which  will  be  most 
highly  regarded  for  many  years  to  come,  should  the  present  form  of 
track  be  continued. 

It  has  appeared  to  many  railroad  engineers  of  importance,  as  well 
as  to  others  of  lesser  reputation,  that  a  continuously-supported  track 
—that  is,  without  the  lateral  "sleepers"  commonly  called  "cross- 
ties" — would  offer  many  advantages  over  the  present  manner  of  con- 
struction, which,  since  the  rail  is  supported  only  at  intervals,  is  neces- 
sarily uneven.  Several  plans  have  been  proposed,  differing  so  much 
in  detail  that  it  is  impossible  to  describe  them  here ;  one  method, 
however,  combines  so  many  attractive  features  that  it  cannot  be  ignored. 
It  is  the  outcome  of  long-continued  experiments  by  two  Germans, 
Mr.  Haarmann  and  Dr.  Vietor,  who  exhibited  it  at  the  World's  Fair 
in  1893  (Fig  9.).  The  rail  has  a  width  of  base  and  a  height  of  about 
8  inches,  as  against  a  width  of  base  and  height  of  5  inches  in  the  rail 
illustrated  in  Fig.  8 :  by  means  of  the  peculiar  section,  it  is  possible 
to  cut  off  the  head  and  base  on  the  line  A-B  for  about  10  inches  back 
from  the  ends  of  the  rail  without  destroying  the  web  :  then,  by  over- 
lapping the  ends  and  bolting  them  together  with  six-hole  angle  bars, 
a  joint  is  made,  which  is  substantially  as  strong  vertically  as  the  rest  of 
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the  rail.  The  rails  on  opposite  sides 
of  the  track  are  tied  together  at  in- 
tervals by  the  bars,  T,  to  maintain 
the  gage.  This  rail  is  laid  directly 
in  the  ballast  without  the  interposi- 
tion of  sleepers,  a  thing  made  possi- 
ble by  the  great  width  of  the  base  ; 
and  from  long  use  it  has  been  proved 
to  furnish  not  only  a  remarkably 
smooth  track,  but  one  which  is  also 
very  cheap  in  repairs.  A  similar 
method,  it  is  said,  cost  for  mainte- 
nance but  twenty  dollars  per  mile  per 
year  for  a  period  of  ten  years  on  a 
busy  main  line.  In  cost  of  construc- 
tion this  plan  considerably  exceeds 
that  of  the  prevailing  one,  but,  in 
view  of  the  economies  claimed  for  it, 
the  original  expense  seems  to  be  of 
small  importance,  and  it  is,  therefore,  surprising  that  some  move  has 
not  been  made  toward  testing  it  on  at  least  one  of  our  long-established 
railroads. 

In  the  matter  of  switches  and  frogs  nothing  radical  need  be  ex- 
pected. The  split  switch  is  a  beautifully  simple  and  effective  device, 
and,  the  simpler  it  is,  the  more  effective.  It  has  an  honorable  record, 


FIG.  9.    HAARMAN- VIETOR  RAIL. 
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FIG.  IO.    A  SPLIT  SWITCH. 
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and,  of  the  different  forms,  the  one  which  seems  worthiest  of  descrip- 
tion is  that  which  consists  of  the  fewest  pit*s.  In  Fig.  10  a  form  is 
shown  which  does  not  contain  a  nut  to  unscrew  or  a  weld  to  break, 
while,  if  an  adjustment  is  desired,  it  can  be  provided  in  the  rod, 
which  joins  the  switch  to  the  switch-stand.  It  differs  radically  from 
the  ordinary  form  in  one  feature ;  it  has  only  one  rod,  whereas  the 
usual  switches  have  four  or  five.  Why  they  should  have  five  rods 
it  is  impossible  to  guess,  unless  it  be  for  the  same  reason  that  we  find 
ourselves  provided  with  a  vermiform  appendix ;  time  was  when  they 
all  served  a  purpose,  but,  now  that  their  usefulness  has  passed,  they 
stay  simply  because  they  will  not  drop  off  of  themselves,  and  no  one 
else  seems  inclined  to  interfere  with  them.  The  old  stub  switch  needed 
five  rods  to  hold  the  sliding  rails  together,  but  the  split  switch  rails,  be- 
ing braced  on  the  outside,  require  no  such  assistance. 

Without  doubt,  opinion  is  now  fixed  in  a  manner  favorable  to 
the  spring-rail  frog,  which,  however,  differs  from  the  split  switch  in 
that  it  moves  automatically  within  itself,  and  therefore  can  never  lie  so 


HG.  II.    A  SPRING-RAIL  FROG. 


simple  in  construction  as  the  switch.  Experience,  nevertheless,  has 
developed  its  weak  points,  which  have  been  fully  corrected,  and  it  may 
be  now  taken  as  the  standard  for  high-speed  main-track  work.  It  is 
built  in  so  many  different  ways  that  any  but  a  very  general  description 
is  impossible.  Briefly,  its  purpose  is  to  provide  a  continuous  rail  for 
wheels  passing  over  the  fast  track.  The  particular  form  illustrated  in 
Tig.  ii  is  modern  in  design,  and  represents  much  that  is  desirable,  but 
not  contained  in  the  ordinary  spring  rail  frog.  Its  main  claim  to  at- 
tention lies  in  the  hinging  of  the  spring  rail  at  X,  instead  of  having 
the  rail  from  X  to  Y  free  to  move,  as  in  the  most  common  form. 

A  recapitulation  of  the  tendencies  in  maintenance-of-way  work  re- 
solves itself  into  two  clear  propositions. 

First,  a  better  understanding  and  appreciation  of  the  immense  im- 
portance of  the  drainage  question,  which  implies  a  freer  use  of  subsoil 
tile  drains  and  much  more  attention  paid  to  the  quality  and  quantity  of 
the  lallast  used. 

Second,  increased  efforts  to  secure  an  immovable  track. 
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IKE  many  kinds  of  business,  the  logging  industry  encounters 


varying  conditions  in  different  sections  of  the  country,  and 


must  adapt  itself  to  the  requirements  of  the  locality  in  which 
it  is  carried  on.  Even  the  seasons  of  activity  are  by  no  means  identi- 
cal in  different  sections  of  the  country,  as,  in  the  pineries  of  Michi- 
gan and  Wisconsin,  the  snow  of  winter  is  generally  considered  a  ne- 
cessary factor  in  logging  operations,  while,  in  the  forest  camps  of  Ore- 
gon and  Washington,  the  bulk  of  the  labor  is  done  during  the  sum- 
mer, and  the  approach  of  winter  is  the  signal  for  the  close  of  the 
year's  work,  when  the  men  repair  to  the  town. 

The  cause  of  the  great  difference  in  the  manner  of  logging  is  to 
be  found  in  the  climatic  conditions,  the  topography  of  the  country, 
and  the  peculiarities  of  the  timber  to  be  handled.  Manifestly,  a 
method  eminently  suited  to  the  cypress  swamps  of  the  south  would  be 
out  of  place  in  some  mountainous  locality  of  the  Pacific  northwest, 
and  one  well  adapted  to  handle  the  small  eastern  timber  would  be  use- 
less among  the  giant  redwoods  of  California. 

A  description  of  the  latest  and  most  improved  system  of  logging, 
as  carried  on  in  Oregon  and  Washington,  may  be  of  interest  to  the 
general  reader  who  enjoys  a  glimpse  into  the  workings  of  an  unfamil- 
iar industry,  as  well  as  to  the  lumberman  and  those  connected  with 
some  branch  of  this  vast  lumbering  business,  which,  in  point  of  capi- 
tal invested  and  number  of  men  employed,  is  the  greatest  manufactur- 
ing industry  in  our  country. 

Until  recent  years,  logging  in  this  section  was  carried  on  in  a 
rather  primitive  way,  the  entire  work  being  done  by  hand,  with  the 
help  of  oxen.  The  competition  of  an  increasing  number,  as  well  as 
the  necessity  of  going  farther  away  from  the  large  waterways  for  tim- 
ber, brought  about  the  use  of  steam  in  logging  operations,  and  led  to 
the  adoption  of  many  devices  for  reducing  the  cost  of  transportation 
and  handling  to  the  lowest  possible  figure.  The  use  of  chutes,  rail- 
roads, and  donkey  engines  was  the  logical  outcome  of  these  condi- 
tions, and,  in  recent  years,  there  has  been  added  what  is  known  as 
the  bull  donkey, — a  machine  previously  used  somewhat  in  California, 
but  also  adapted  to  this  section.  A  logger  of  the  old  school  would  be 
amazed  at  the  ease  with  which  one  of  these  equipments  will  perform 
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in  a  day  what  would  have  required  weeks  of  work  from  his  team 
of  oxen. 

It  should  be  noted  that,  in  handling  the  timber  of  these  States, 
the  most  important  considerations  are  its  large  size,  the  rough  nat- 
ure of  the  country,  and  the  necessity  of  doing  the  work  in  summer. 

While  far  below  the  redwood  in  size,  the  fir  and  spruce  of  this  sec- 
tion grow  to  very  large  dimensions.  The  mill  man  considers  nothing 
a  log  that  is  not  at  least  sixteen  feet  long  and  sixteen  inches  in  diame- 
ter at  the  small  end,  and  the  average  log  will  cut  from  1,000  feet  to 
1,500  feet  of  lumber,  according  to  the  locality.  A  spruce  log  that 
cut  over  15,000  feet  is  on  record,  and  frequently  the  specifications  for 
foreign  shipments  call  for  fir  timbers  24  X  *4  and  100  feet  long. 

The  topography  of  the  country  differs  greatly  from  that  of  the 
eastern  timber  States.  The  Cascade  and  Coast  Mountains  extend 
through  the  entire  section,  making  what  the  Michigan  timber  cruiser 
would  consider  a  very  rough  country.  Hill  and  valley  succeed  each 
other  so  continuously  that  there  is  no  level  land,  with  the  exception 
of  that  found  on  benches,  or  small  plateaus  at  varying  elevations. 

The  rainy  season,  which  sets  in  about  November  and  lasts  through- 
out the  winter,  makes  work  in  the  woods  very  trying  for  man  and 
beast,  and  restricts  most  of  the  activity  to  the  fine  weather  of  sum- 
mer. In  some  low  sections  the  timber  is  felled  in  summer,  and  lies  in 
the  woods  till  it  can  be  brought  out  by  the  help  of  the  spring  freshet 
on  some  small  stream ;  but  this  is  an  uncertain  and  unpopular  method 
of  logging. 

The  first  step  in  all  operations  in  the  woods  is  to  fell  the  timber, — 
an  operation  which  is  unlikely  to  undergo  modification.  The  timber 
fellers  work  in  pairs.  After  selecting  a  suitable  tree,  they  each  cut  a 
notch  in  its  side,  into  which  a  spring  board  about  four  feet  long  is  in- 
serted. Standing  on  this,  they  cut  a  second  notch  higher  up,  and 
perhaps  a  third,  thus  reaching  the  point  at  which  it  is  desired  to  cut 
the  tree.  This  is  done  in  order  to  avoid  the  bulge  and  accumulated 
pitch  of  the  butt.  Standing  on  this  apparently  insecure  perch,  they 
use  the  axe  and  long  double-handled  saw,  the  latter  being  most  in  evi- 
dence. They  become  very  expert,  and  drop  a  tree  between  two 
stumps,  or  at  any  desired  point,  in  a  way  that  amazes  the  novice. 
When  leaning  heavily  in  one  direction,  a  tree  can  be  made  to  fall  in 
exactly  the  opposite  by  the  use  of  wedges. 

Close  upon  the  fellers  come  the  cross-cut  sawyers,  who  cut  the 
trunk  into  logs  of  convenient  length,  and  the  barkers,  who,  with  axe 
or  spud, — an  iron  bar  with  flattened  end, — clean  the  log  down  to  the 
white  wood. 

The  next  step  is  to  gather  the  logs  from  their  isolated  positions  to 
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a  central  point, — yarding  them  out,  the  process  is  called, — and  this,  in 
times  past,  was  always  performed  by  oxen,  which  extricated  them  from 
even  the  most  difficult  positions  with  great  skill.  In  the  modern  camp 
there  is  a  donkey  engine  of  from  25  to  50  h.  p.  for  this  purpose.  A  ca- 
ble is  run  from  the  donkey  to  the  log  to  be  pulled  out,  and  a  dog,  or 
iron  hook,  in  the  end  is  driven  deep  into  the  wood.  At  a  signal  from 
the  hook  tender,  the  log  is  pulled  through  all  obstructions  to  the  puff- 
ing engine.  By  means  of  blocks  a  pull  in  almost  any  direction  can 
be  made.  The  donkey  is  mounted  on  a  sled,  and  can  easily  be 
changed  in  position  by  attaching  the  cable,  which  is  from  200  to  500 
feet  long,  to  some  secure  stump,  whereupon  it  will  pull  itself  over  the 
ground. 

In  many  places,  after  being  yarded  out,  the  logs  are  formed  into 
trains  by  being  hitched  end  to  end,  and  taken  away  by  a  long  team  of 
oxen  under  the  direction  of  the  "bull  puncher,"  who,  during  the 
operation,  makes  free  use  of  a  picturesque  vocabulary. 

Wherever  logs  are  hauled  through  the  woods,  skid  roads  are  found, 
the  road-beds  so  substantial  in  construction  that  they  stand  an  im- 
mense amount  of  travel  and,  long  after  the  departure  of  the  logger, 
form  a  monument  to  his  industry.  Though  much  can  be  said  in  fa- 
vor of  their  permanence  and  usefulness,  they  can  hardly  be  considered 
good  roads  for  pleasure-vehicles,  as,  at  every  five  or  six  feet,  a  skid  or 
log,  ranging  from  a  foot  in  diameter  upward,  according  to  location, 
stretches  over  the  surface.  The  train  of  logs  slides  on  the  well  greased 
face  of  these  skids  with  the  least  possible  friction.  The  skid  roads  ramify 
through  the  woods  in  all  directions,  up  hill  and  down,  curving  around 
or  cutting  through  obstructions,  often  crossing  little  streams  on  log 
bridges  as  strong  as  they  are  rough.  The  skill  of  the  civil  engineer 
is  required  in  those  who  lay  out  these  roads,  as  a  false  direction,  a  too 
sharp  curve,  or  an  abrupt  descent  means  trouble  and  additional  ex- 
pense. 

When  the  timber  near  the  mills  and  waterways  began  to  be  ex- 
hausted, and  operations  were  carried  on  at  a  greater  distance,  neces- 
sitating a  long  and  expensive  haul  by  cattle  on  a  skid  road,  logging 
railroads  began  to  be  introduced.  These  are  found  of  both  narrow 
and  broad  gage,  and,  with  engines  built  for  power  rather  than  speed, 
they  can  handle  an  immense  number  of  logs.  The  logs  are  loaded 
usually  on  very  heavy  trucks,  the  engine,  by  means  of  a  cable,  furnish- 
ing the  power  to  roll  them  into  position.  The  latest  addition  to  log- 
ging appliances  has  been  what  is  known  as  a  bull  donkey,  which  fur- 
nishes tremendous  power  for  transporting  logs,  and  combines  with  it 
the  desirable  feature  of  working  a  considerable  area  of  country. 

Equipments  vary  in  detail  in  different  localities,  but  a  description 
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KILLING  Willi  THE  SAW. 


of  one,  located  on  the  side  of  Larch  mountain  in  Oregon  near  the  far- 
famed  Columbia  river,  will  give  an  excellent  idea  of  the  typical  log- 
ging camp  of  Oregon  and  Washington,  with  all  the  modern  and  pro- 
gressive methods  in  operation,  and  will  also  bring  out  some  unique 
features  that  are  found  in  no  other  logging- plant  in  the  country. 

After  being  cut  and  yarded  in  the  usual  way,  the  logs  are  trans- 
ported successively  by  a  bull- donkey,  a  chute,  and  a  railroad.  The 
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first  is  located  farthest  out  in  the  woods,  and  is  an  immensely  power- 
ful machine,  with  two  drums  loaded  with  cable.  Some  idea  of  its  size 
may  be  gained  by  considering  that  the  larger  drum,  which  is  30  inches 
in  diameter  and  5  feet  between  flanges,  with  its  gear  wheel,  weighs 
five  tons.  A  battery  of  two  boilers  supplies  steam  to  the  cylinders, 
one  on  each  side,  10  inches  by  16  inches  in  size.  From  the  smaller 
drum,  a  light  cable  extends  along  a  skid  road  to  some  point  within  a 
mile  and  a  half  of  the  donkey,  where  it  passes  over  an  idler  and,  re- 
turning to  the  large  drum,  is  fastened  to  its  cable,  three- fourths  of  an 
inch  in  diameter,  thus  forming  the  means  of  drawing  the  latter  out 
into  the  woods.    Here  it  is  attached  to  a  train  of  logs,  and,  on  being 


THE  HULL  DONKEY. 


rewound  on  the  spool  of  the  donkey,  easily  pulls  its  heavy  load  over 
the  skids  to  the  engine.  The  power  is  so  applied  that  30,000  feet  of 
logs  can  be  moved  at  one  time,  a  load  weighing  about  1 20,000  pounds. 
L'p  to  this  point,  the  power  is  applied  in  the  same  manner  as  with  the 
small  yarding  donkey,  the  only  difference  being  the  increased  load  and 
distance  ;  but  here  the  method  becomes  novel. 

From  the  power  house  runs  a  chute  for  three  quarters  of  a  mile, 
the  greater  part  on  a  six  per  cent,  grade  and  with  a  steep  descent  at 
the  lower  end.  Chutes,  for  bringing  logs  down  from  a  hill,  are  of 
frequent  occurrence,  and  are  formed  usually  of  three  continuous  logs, 
making  a  kind  of  trough,  one  at  the  bottom  and  the  other  two  elevated 
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Till  LOG  CHl'TE,  LOOKING  FROM  THE  BI  LL  DONKEY. 


to  form  the  sides.  These  are  sufficiently  steep  for  gravity  to  furnish 
the  motive  power.  The  chute  in  question,  however,  is  very  different, 
as  the  logs  will  not  move  of  themselves  for  the  greater  part  of  the  way. 
So  far  as  the  builders  know,  there  is  nothing  just  like  it  in  the  country. 
Elevated  for  the  entire  distance  above  the  ground,  it  is  supported  on 
a  trestle  much  like  that  used  in  railroad-building.  There  are  no  ties 
on  the  stringers,  the  latter  l>eing  planked  over  to  form  a  continuous 
surface  for  the  logs  to  slide  upon,  with  a  light  guard-rail  on  either  side 
to  prevent  them  from  rolling  off.    An  endless  cable  extends  from  the 
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donkey  to  the  crest  of  the  hill,  half  moving  on  the  surface  of  the  chute, 
the  returning  portion  being  below.  At  the  donkey  it  makes  four  turns 
around  two  grooved  wheels,  one  attached  to  the  main  shaft  and  the 
second  a  snub  wheel.  This  is  done  in  order  to  apply  the  power  to  the 
cable  without  slipping.  A  reproduction,  on  a  small  scale,  is  thus 
made  of  the  great  cable  car  systems  of  San  Francisco  and  Chicago. 
Instead  of  pulling  cars  through  the  crowded  streets  of  a  metropolis, 
this  cable  transports  trains  of  logs  through  the  solitary  depths  of  the 
forest.  Unlike  most  places  where  a  cable  is  used,  the  hold  is  taken  at 
the  rear  end  of  the  last  log,  which  pushes  the  others  ahead  of  it. 
When  the  logs  run  faster  than  the  cable,  the  grip  automatically  loosens, 
only  to  take  a  fresh  hold  on  overtaking  the  train.  Thus  they  move 
onward,  till  the  top  of  the  hill  is  reached.  The  chute  terminates  in 
a  large  pond,  formed  by  damming  the  carton  at  this  point.  As  the 
logs  come  upon  the  steep  decline,  they  start  forward,  gaining  headway 
as  they  advance,  till  a  terrific  speed  is  attained  before  they  reach  the 
pond,  where  they  bury  themselves  in  the  water  and  throw  a  cloud  of 
spray  to  a  great  height.  The  drop  in  1,200  feet  is  about  300  feet.  As 
the  water  at  the  end  of  the  chute  is  too  shallow  to  prevent  the  logs 
from  being  injured  by  digging  into  the  sand  and  rocks  beneath,  the 
accomplishment  of  such  prevention  was  a  problem.  A  gradual  upward 
curve  in  the  end  of  the  chute  keeps  the  logs  from  sinking  too  far,  but 
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LOG  RAILROAD,  CHI  TE,  AND  POND. 


it  was  difficult  to  make  a  termination  that  would  resist  the  tremendous 
pressure.  Heavy  timbers  were  moved  and  broken  like  straws.  The 
solution  arrived  at  was  the  placing  of  a  heavy  log  to  receive  the  im- 
pact. This  is  more  than  a  hundred  feet  long,  eml>edded  in  the  bottom 
of  the  pond  under  water,  with  the  upper  face  hewed  slightly  concave 
to  receive  the  descending  log,  and  so  fastened  with  cross  beams,  rail- 
road iron,  and  rocks  that  it  seems  as  if  an  earthquake  would  fail  to 
move  it. 

The  bull  donkey  and  cable  system  form  a  most  satisfactory  and 
economical  means  of  handling  logs.  As  can  be  readily  seen,  the  di- 
rection of  the  cable  extending  from  the  power-house  can  be  easily 
changed  to  reach  any  point  in  a  radius  of  a  mile  and  a  half.  A. 
small  donkey  is  used  to  draw  logs  within  reach  of  the  cable.  It  is  es- 
timated that  over  fifty  million  feet  of  logs  are  directly  obtainable  in 
the  territory  tributary  to  this  chute. 

The  method  employed  in  carrying  the  logs  onward  from  the  point 
which  they  have  now  reached  is  by  a  railroad  several  miles  in  length. 
It  follows  closely  the  course  of  a  little  mountain  stream  boiling  down 
the  cafion,  crossing  it  many  times  on  bridges,  and  with  a  plentiful 
supply  of  curves,  one  of  them  an  exact  horse  shoe  in  shaj>e.  In  con- 
struction it  closely  resembles  that  of  any  mountain  railroad.  The 
grade  is  so  steep,  being  6  per  cent,  on  the  average  and  with  one  short 


LOGGING  IN  THE  NORTHWESTERN  STATES.  71 


■stretch  of  12  per  cent.,  that  means  had  to  be  devised  to  prevent  the 
locomotive  from  running  away  with  a  loaded  train.  The  means  con- 
sists in  covering  the  ties  between  the  rails  with  boards  running  length- 
wise, and  on  this  surface,  rendered  slippery  by  the  application  of 
grease  and  water,  having  the  engine  pull  a  train  of  logs,  hitched  end 
to  end,  exactly  as  is  done  by  the  oxen  on  the  skid  road.  It  is  the  only 
place  in  the  country  where  logs  are  pulled  by  a  locomotive  in  this 
manner,  and,  at  first  thought,  it  seems  that  the  high  rate  of  speed  and 
numerous  curves  would  cause  dire  mishaps  ;  but  several  years  of  suc- 
cessful operation  have  proved  that  the  slight  elevation  of  the  rails  forms 
a  sufficient  guard  to  keep  the  logs  in  the  track.  A  train  under  way 
appears  exactly  like  a  huge  snake  winding  down  the  caflon.  From 
five  to  ten  thousand  feet  of  logs  constitute  a  load,  and  an  average 
speed  of  fifteen  miles  an  hour  can  be  maintained  by  the  eighteen- ton 
locomotive.  This  logging  equipment  belongs  the  Bridal  Veil  Lum- 
bering Company,  and  supplies  logs  to  their  mills. 

In  the  majority  of  cases  in  Oregon  and  Washington,  logs  are  put 
into  some  tributary  of  one  of  the  large  waterways,  like  the  Columbia 
river  or  Puget  sound,  and  are  towed  in  rafts  to  the  mill  where  they 
are  to  be  converted  into  lumber.  The  vast  belt  of  timber  tapped  by 
the  above-mentioned  logging  plant  could  never  have  been  brought  to 
market  in  that  way,  as  the  rugged  mountains  skirting  the  Columbia 
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prevented  the  getting  of  logs  to  the  water.  Years  ago,  representa- 
tives of  large  mill  companies  examined  the  timber,  and,  though  the 
quality  was  pronounced  excellent,  declared  that  it  was  practically  val- 
ueless, on  account  of  its  inaccessibility.  It  remained  for  later  comers 
to  demonstrate  that  new  conditions  can  always  be  successfully  met  by 
new  methods. 

Their  plan  was  to  place  the  saw-mill  back  in  the  mountains, 
where  logs  could  be  brought  to  it,  and  carry  the  lumber  from  the 
mill  to  a  point  where  it  could  be  shipped  by  a  flume.  Wise  heads  of 
the  lumber  business  declared  that  timbers  would  never  stay  in  a  flume 
that  had  to  be  built  with  a  fall  of  eight  hundred  feet  to  the  mile, 
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but  trial  disproved  this,  and  lumber  of  all  dimensions,  up  to  16* 
X  16'  and  60  feet  long,  has  been  successfully  handled.  The  flume 
is  Y-shaped,  and  carries  a  stream  of  water,  diverted  from  the  creek, 
which  serves  to  keep  the  lumber  from  being  marred  by  contact  with 
the  sides,  and  also  forms  a  medium  that  prevents  the  speed  of  the  des- 
cending timbers  from  being  accelerated  beyond  a  certain  point.  Lum- 
ber is  thus  successfully  carried  a  mile  and  a  half  in  this  flume  in  four 
minutes. 

At  present,  there  are  few  mills  so  located  that  their  product  must 
be  brought  out  in  this  way,  but  there  are  many  places  where  such  a 
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method  of  transportation  is  the  only  feasible  one.  As  timber  becomes 
more  valuable  with  the  passage  of  time,  the  sound  of  the  logger's  axe 
will  be  heard  in  many  a  belt  of  fine  growth  now  considered  very  re- 
mote. 

Logging  is  being  followed  in  a  less  haphazard  manner  than  in  pre- 
vious years,  and  the  study  of  earnest  and  thoughtful  men  is  reducing  it 
to  a  more  exact  science  than  it  was  in  the  days  when  the  construction 
of  the  transcontinental  railroads,  and  the  consequent  rush  of  settlers, 
caused  such  a  demand  for  lumber  that  almost  anything  sawed  out  of  a 
log  could  pass  by  that  name. 

The  recent  years  of  depression  in  the  lumber  industry,  of  course, 
reacted  directly  on  the  loggers,  and  demonstrated  anew  "the  survival 
of  the  fittest,"  but  the  final  result  will  doubtless  be  beneficial  in  caus- 
ing closer  attention  than  ever  to  be  paid  to  ways  and  means,  and  in 
evolving  the  best  possible  methods  of  handling  that  most  valuable  gift 
of  nature,  the  timber  of  her  forests. 
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THE  CURE  FOR  CORROSION  AND  SCALE 
FROM  BOILER  WATERS. 


By  Albert  A.  Cary. 
II. 

T  T  AVING  considered  the  troubles  resulting  from  the  use  of  cer- 
I    I     tain  boiler  waters  containing  corrosive  agents,  we  now  may 
turn  our  attention  to  the  impurities  causing  the  formation  of 
scale  or  incrustations. 

Scale-making  matter  may  be  held  in  water  in  two  different  ways ; 
in  mechanical  suspension,  as  small  floating  particles,  or  in  chemical 
solution.  The  earthy  or  organic  matter  in  suspension  may  be  removed 
by  settling  or  by  filtration ;  but  dissolved  impurity  requires  treatment 
either  by  chemicals  or  by  heat,  the  result  being  that  precipitation  takes 
place,  whereupon  we  have  the  condition  first  named, — matter  in  me- 
chanical suspension  which  must  be  cared  for  in  some  efficient  manner 
before  our  treatment  can  be  considered  successful  or  complete. 

When  "  muddy  "  water  is  used  for  boilers,  too  much  care  cannot 
be  exercised  to  remove  the  earthy  impurities.  These  frequently  con- 
sist of  clay,  which,  when  mixed  with  the  average  precipitated  matter 
in  boilers,  forms  a  hard,  resisting  scale,  not  unlike  Portland  cement. 
Finely-divided  vegetable  matter,  which  occurs  suspended  in  the  water 
of  running  streams,  is  sometimes  beneficial  when  introduced  into 
boilers  along  with  untreated  water ;  it  often  prevents  the  formation  of 
a  hard  scale.  Nevertheless,  it  is  not  always  safe  to  allow  these 
minute,  solid  organic  particles  to  remain,  for  Lefevre  proved  con- 
clusively that  a  rapid  pustular  corrosion  sometimes  found  in  boilers 
using  such  water  is  due  to  the  oxidation  of  these  particles,  developing 
pectic  acid. 

One  of  the  most  important  groups  of  salts  described  in  our  chem- 
istries is  the  carbonates.  They  are  most  widely  distributed,  being 
found  in  considerable  quantities  in  nearly  every  section  of  the  globe. 
Thus  carbonate  of  lime  is  found  as  limestone,  marble,  chalk,  mollusk 
shells,  and  coral  deposits.  Carbonate  of  magnesium  occurs  frequently 
as  magnesite,  and,  in  combination  with  carbonate  of  lime,  as  dolomite, 
forming  huge  mountain  masses. 

Carbonate  of  iron  exists  in  nature  as  siderite,  or  spathic  iron. 
The  ' 1  clay  ironstone  "  is  abundant  in  coal  measures.  Spathic  iron 
also  occurs  in  considerable  quantities  in  gneiss  and  mica  schist. 

All  of  the  carbonates  are  formed  by  the  union  of  carbonic  acid 
(C02)  with  some  one  of  the  metallic  oxids,  such  as  calcium  oxid 
(Ca  O),  magnesium  oxid  (Mg  O),  iron  oxid  (Fe  O),  etc.    The  me- 
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tallic  oxids  just  named,  in  combination  with  carbonic  acid,  form  re- 
spectively carbonate  of  calcium,  or,  as  it  is  frequently  termed,  carbon- 
ate of  lime  (Ca  CO,)  ;  carbonate  of  magnesium  (Mg  COs)  ;  and  car- 
bonate of  iron  (Fe  COs). 

Generally  speaking,  of  all  the  scale-formers  precipitated  from 
boiler  waters,  none  occurs  so  frequently  or  in  so  large  proportions 
as  carbonate  of  calcium  ;  second  to  this  comes  carbonate  of  magne- 
sium ;  while  carbonate  of  iron  occurs  much  less  frequently  than  either 
of  these,  and  never  in  large  proportion. 

These  carbonates  are  but  slightly  soluble  in  water.  For  instance, 
carbonate  of  calcium  seldom  exists  in  water  in  greater  quantity  than 
one  grain  per  Unite  1  States  gallon,  although,  under  conditions  occa- 
sionally found,  a  gallon  may  dissolve  somewhat  more  than  two  grains. 
Carbonate  of  calcium  is  more  soluble  in  cold  water  than  in  hot,  and 
the  presence  of  salt  (chlorid  of  sodium)  dissolved  in  the  water  in- 
creases its  solubility  somewhat.  The  same  statement  practically  ap- 
plies to  carbonate  of  magnesium,  but,  when  both  are  present,  the  total 
held  in  solution  never  exceeds  the  maximum  quantity  of  either  which 
an  equal  volume  of  water  is  capable  of  dissolving.  Carbonate  of  iron 
is  practically  insoluble  in  water. 

How  is  it,  then,  that  these  carbonates  are  found  in  large  quanti- 
ties in  chemical  solution  in  boiler  waters  ?  The  explanation  is  to  be 
found  in  the  fact  that  gases  are  very  soluble  in  water  and,  when  pres- 
ent, aid  it  in  dissolving  the  salts  in  question.  Wanklyn  states,  in  his 
"Water  Analysis,"  that  "in  many  natural  waters  there  is  more  car- 
bonic acid,  in  one  shape  or  another,  than  any  other  single  foreign 
material."  This  acid  alone,  under  ordinary  pressures  and  tempera- 
tures, exists  in  the  form  of  a  gas.  It  is  very  widely  distributed  in  nat- 
ure, forming  a  constant  and  essential  constituent  of  the  atmosphere, 
and  is  also  contained  in  the  soil,  being  one  of  the  chief  products  of 
organic  decay.  Some  is  absorbed  by  the  falling  rain,  and  a  very 
much  larger  quantity  is  dissolved  as  the  rain-water  passes  through  the 
soil.  The  wide  and  enormous  distribution  of  the  various  carbonates, 
such  as  limestone,  dolomite,  and  spathic  iron,  has  already  been  noted. 
Now,  although  the  carbonates  are  practically  insoluble  in  pure  water, 
they  are  very  soluble  in  water  containing  carbonic  acid.  The  solu- 
tion does  not  take  place,  however,  until  some  of  the  carbonic 
acid  has  been  appropriated  by  the  carbonate  (a  quantity  equal  to  that 
already  existing  there),  thus  forming  what  is  termed  a  bi  carbonate 
(or  double  carbonate).  Thus  carbonate  of  calcium  becomes  bicar- 
bonate of  calcium,  which  may  be  held  in  solution  in  the  ratio  of 
51  grains  to  the  gallon.  Bicarbonate  of  magnesium  is  even  more  sol- 
uble, 362  grains  per  gallon  being  a  possible  solution. 
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Although  91  grains  of  bicarbonate  of  iron  per  gallon  maybe  dis- 
solved, natural  waters  generally  contain  but  little  of  it. 

The  rain,  then,  generally  reaching  the  earth  charged  with  carbonic 
acid,  and  picking  up  and  dissolving  still  more  carbonic  acid  as  it  af- 
terward passes  through  the  soil,  seldom  escapes  contact  with  some  of 
the  carbonate  rocks,  which  dissolve  in  it  as  a  lump  of  sugar  dissolves 
in  tea.  Immense  quantities  of  rock  have  thus  l>een  gradually  dis- 
solved ;  indeed,  it  was  in  this  way  that  the  Mammoth  Cave  in  Ken- 
tucky and  the  Luray  Caverns  in  Virginia  were  formed. 

After  passing  over  these  rocks  and  forming  new  solutions,  these 
waters  reach  the  surface  again,  forming  the  constant  supply  of  our 
rivers,  lakes,  and  wells,  from  which  we  get  our  boiler  feed-waters. 
The  bicarbonates  are  very  unstable,  and  are  known  to  exist  in  water 
only  in  the  solutions  just  described.  They  are  very  much  more  solu- 
ble in  cold  water  than  in  hot,  because  a  rise  in  temperature  drives  off 
the  excess  of  carbonic  acid  and  leaves  behind  the  insoluble  monocar- 
bonates  (or  single  carbonates).  When  a  temperature  of  1800  F.  is 
reached,  a  large  percentage  of  the  bicarbonates  is  precipitated  as  insol- 
uble monocarbonates,  and  at  2900  (the  temperature  of  steam  under  43 
pounds,  gage  pressure)  the  precipitation  is  complete.  This  readily  ac- 
counts for  the  large  deposits  in  boilers  where  these  salts  are  present  in 
the  water.  As  will  be  seen  later,  various  apparatus  have  been  con- 
structed in  which  the  feed-water  is  heated  before  passing  to  the  boiler, 
and  thus  made  to  deposit  most  of  its  carbonates  in  the  apjmatus  in- 
stead of  precipitating  them  in  the  boiler. 

The  chemical  treatment  of  these  carbonates  requires  separate  con- 
sideration. Let  us  take  first  bicarbonate  of  calcium.  The  removal  of 
the  salts  of  lime,  magnesium,  and  iron  is  sometimes  called  the  soften- 
ing of  water.  The  art  of  softening  water  for  washing  appears  to  have 
been  known  since  the  remotest  period  of  antiquity,  but  not  until  1841 
was  it  successfully  practised  on  a  large  scale.  In  that  year  the  late  Dr. 
Thomas  Clark,  of  Al)erdeen,  Scotland,  took  out  a  patent  for  his  well- 
known  and  beautiful  process  of  softening  water,  and  this  has  been  the 
basis  on  which  most  of  the  more  recent  processes  have  depended. 

The  Clark  process  depends  upon  a  very  simple  chemical  reaction. 
One  pound  of  carbonate  of  calcium  is  composed  of  nine  ounces  of  lime 
and  seven  ounces  of  carbonic  acid.  By  burning  this  one  pound  (in  the 
form  of  chalk,  marble,  or  limestone)  in  a  lime-kiln,  the  seven  ounces 
of  carbonic  acid  may  be  expelled,  leaving  behind  the  nine  ounces  of 
lime,  which  is  known  as  building  lime,  or  quicklime.  Although 
carbonate  of  calcium  is  scarcely  soluble  in  water,  the  new  product 
(nine  ounces  of  lime)  may  be  completely  dissolved  in  forty  gallons  of 
pure  water. 
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Now,  taking  another  pound  of  carbonate  of  lime,  we  may  make 
this  soluble  in  water  in  another  way  by  adding  to  it  a  second  seven 
ounces  of  carbonic  acid. 

In  order  to  precipitate  the  bicarbonate  thus  formed,  by  the  Clark 
process,  we  have  but  to  add  to  this  solution  the  nine  ounces  of  lime 
which  we  obtained  from  the  lime-kiln,  and  the  free  lime  will  combine 
with  the  second  portion  of  carbonic  acid  in  the  bicarbonate  of  lime, 
giving  two  pounds  of  the  simple  monocarbonate  of  lime,  which,  being 
insoluble  in  water,  is  precipitated  at  once  in  a  floury  form,  leaving, 
when  settled,  a  practically  clear  water.  True,  it  will  still  contain 
monocarbonate  of  lime  in  the  ratio  of  a  little  more  than  two  grains  to 
the  gallon,  but  this  small  quantity  is  not  noticeable  in  a  boiler  water. 

When  treating  water  by  this  process,  care  must  be  exercised  not  to 
introduce  too  much  lime,  as  this  will  produce  bad  results ;  on  the 
other  hand,  enough  lime  must  be  used  to  act  on  the  entire  bicarbon- 
ate. When  using  quicklime  for  softening,  it  should  first  be  slacked, 
by  pouring  water  upon  it  until  it  ceases  to  disappear  by  union  with 
the  quicklime.  This  forms  hydrate  of  lime,  and  a  further  addition  of 
about  three  times  this  quantity  will  form  lime  water,  which  is  most 
desirable  for  this  purpose.  Dr.  Clark  recommended,  to  determine 
the  results  obtained  in  the  treated  water,  a  test  with  nitrate  of  silver. 
A  more  delicate  test  consists  in  using  a  solution  of  cochineal,  whose 
natural  yellowish  red  color  turns  violet  in  the  presence  of  alkalies. 
Other  agents  are  also  used  to  show,  by  color  or  its  absence,  whether 
there  is  an  excess  of  lime  in  the  softened  water. 

The  lime  process  of  softening  water  is  extensively  used  in  England, 
Germany,  France,  Austria,  and  Belgium,  but,  as  Americans  have  been 
very  backward  in  the  matter  of  treating  properly  their  boiler  waters, 
its  use  in  this  country  is  very  limited.  The  purest  obtainable  quality 
of  quicklime  should  be  used.  Much  of  the  ordinary  "building  lime  " 
contains  impurities  such  as  flint,  stone,  burnt  clay,  etc. 

This  process  is  expressed  chemically  as  follows : 

Hydrate  of  Carbonate 

Bicarbonate  of  Calcium     and     Lime    form      of  Calcium     and  Water. 

Ca  H8  (C03)8  -j-  CaH,Os  =  2  (Ca  COs)  +  2  HgO 
Notwithstanding  the  apparent  simplicity  of  this  process,  it  requires 
great  care  to  conduct  it  successfully.  Should  an  excess  of  lime  be 
added,  it  certainly  will  form  a  scale  as  troublesome  as  that  which  it  is 
the  purpose  of  the  process  to  prevent, — in  some  cases,  indeed,  a  harder 
and  worse  one. 

The  use  of  soda  for  the  purification  of  water  is  called  the  soda  pro- 
cess ;  either  caustic  soda  (hydrate  of  soda)  or  carbonate  of  soda  may 
be  used,  and  separately  or  together. 
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In  the  treatment  of  water  containing  simply  bicarbonate  of  lime, 
caustic  soda  alone  should  be  used,  but  this  treatment  is  not  as  desira- 
ble as  the  lime  process  already  described,  being  neither  as  cheap  or  as 
efficient,  and  not  as  easily  handled.  Caustic  soda,  on  being  exposed 
to  the  air,  rapidly  absorbs  moisture,  becoming  a  soft  slush,  and,  when 
it  comes  in  contact  with  the  hand,  it  dissolves  the  skin  by  its  caustic 
power,  causing  painful  sores.  Notwithstanding  these  drawbacks,  it  is 
very  useful  in  water  purification  when  other  impurities  appear. 

The  reaction  which  takes  place  when  a  solution  of  bicarbonate  of 
calcium  is  treated  with  caustic  soda  is  shown  thus  : 
Bicarbonate  of  Lime  and  ^  fern,    C-bjgj,  and  Oufcn-J.  and  Watcr. 

Ca  H8  (COa)2  -f  2(NaOH)  =  Ca  COs  -f  NafCOs  -}-  2H80 
In  other  words,  the  carbonate  of  calcium  is  precipitated,  while  the 
carbonate  of  soda  remains  in  solution  ;  very  little  of  the  latter  will 
be  precipitated  at  ordinary  boiler  temperatures,  provided  the  boiler  is 
"  blown  off"  occasionally  to  prevent  the  solution  from  becoming  too 
dense  by  concentration.  This  solution  of  carbonate  of  soda  is  very 
useful  in  water  holding  any  of  the  sulphates.  Great  care  must  be  ob- 
served in  using  caustic  soda.  If  used  in  excess,  it  causes  a  boiler  to 
foam  badly,  and  also  readily  attacks  the  fittings. 

Next  let  us  consider  the  carbonate  of  magnesium  or,  more  prop 
erly  speaking,  the  solution  of  bicarbonate  of  magnesium  found  so  fre- 
quently in  Ijoiler  waters.    The  methods  of  its  removal  are  practically 
identical  with  those  of  removing  bicarbonate  of  calcium,  but  this 
salt  is  not  generally  turned  into  the  monocarbonate  of  magnesium 
(Mg  CO,)   when   chemically  treated,  but  into  the  hydrated  oxid 
(Mg  Hs  08).    When  water  containing  bicartonate  of  magnesium 
is  heated  to  1800  F. ,  the  greater  part  is  precipitated  as  a  monocar- 
bonate, and  at  a  temperature  of  2900  there  remains  in  solution  in  the 
water  only  a  fraction  more  than  two  grains  of  monocarbonate  of  mag- 
nesium to  the  gallon,  and  a  part  of  even  this  small  quantity  may  dis 
appear  in  the  presence  of  carbonate  of  lime.    This  decomposition  fre 
quently  proceeds  even  further,  more  carbonic  acid  l>eing  expelled, 
leaving  behind  magnesium  hydrate.    This  acts  in  the  scale  as  a  power- 
ful cement,  especially  when  sulphate  of  lime  is  present. 

The  reaction  that  occurs  when  bicarbonate  of  magnesium  is  treated 
by  the  lime  process  is  expressed  by  the  following  formula : 
Bicarbonate  of  Magnesium  and  Hydrate  of  Calcium  form  Carl»nale  of  Magnesium 
Mg  Ht  (C03)s    H-  Ca  H?0?  =  Mg  COs 

and  Carlxmate  of  Calcium  and  Water, 
f        CaCOs        -i-  2  Hs() 
The  precipitate,  then,  consists  of  carbonate  of  magnesium  and 
carbonate  of  calcium.  Both  hydrate  of  magnesium  and  hydrate  of  cal- 
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cium  may  be  formed,  if  their  respective  carbonates  are  deposited  on 
such  parts  of  the  boiler  as  are  presented  to  the  higher  temperatures. 
In  such  cases  these  salts  lose  their  carbonic  acid,  thus  leaving  the  oxids, 
which  soon  unite  with  water  and  form  the  hydrates. 

It  is  not  advisable  to  treat  bicarbonate  of  magnesium  with  the  soda 
process,  unless  sulphate  of  calcium  or  of  magnesium  is  also  present. 

We  now  come  to  the  consideration  of  bicarbonate  of  iron.  This, 
practically  speaking,  is  the  only  form  in  which  we  find  iron  in  natural 
waters.  The  solution  is  not  a  stable  one  ;  it  decomposes  rapidly  on 
boiling,  and  slowly  when  exposed  to  the  air,  giving  a  reddish  precipi- 
tate of  h  yd  rated  oxid  of  iron  (or  iron  rust).  This  salt  is  sometimes 
largely  removed  by  splashing  the  water  over  rocks  or  twigs  in  such  a 
way  that  the  air  comes  in  contact  with  the  largest  possible  surface, 
thus  hastening  this  process  of  oxidation  and  rapid  deposit  of  iron. 

Bicarbonate  of  iron  can  be  treated  by  the  lime  process,  but,  if  so 
treated,  it  easily  yields  up  all  its  carbonic  acid,  and  eventually  is  pre- 
cipitated as  hydrous  oxid  of  iron,  coloring  the  entire  precipitate  yel- 
low.   This  hydrous  oxid  is  very  insoluble  in  water. 

Next  to  the  carbonates,  sulphates  occur  most  frequently  in  boiler 
waters,  chief  among  them  being  sulphate  of  calcium.  Probably  no 
scale  has  proved  more  destructive  or  troublesome  in  steam  boilers  than 
that  resulting  from  the  precipitation  of  this  salt. 

The  sulphates  are  formed  when  sulphuric  acid  acts  on  the  metallic 
oxids,  which  it  readily  does.  Most  of  them  are  very  soluble  in  wa- 
ter. In  nature  we  find  sulphate  of  calcium  widely  distributed,  either 
occasionally  in  the  anhydrous  state. — /'.  t.,  uncombined  chemically 
with  water, — as  the  mineral  anhydrite,  or,  more  commonly,  hydrated, 
as  gypsum.  Gypsum  is  sometimes  known  under  other  names,  accord- 
ing to  its  crystalline  structure, — selenite,  satinspar,  alabaster.  When 
gypsum  is  heated  to  a  point  between  23o°and  2500  F.,  it  loses  three- 
quarters  of  its  water  rather  quickly,  and  becomes  the  well  known  plas- 
ter of  Paris.  The  anhydrous  sulphate  is  nearly  insoluble,  but  the  hy- 
drated, with  water  at  950  F.,  dissolves  in  the  ratio  of  148  grains  to  the 
gallon.  Its  solubility  in  water  at  other  temperatures  is  shown  below. 


At 

3*° 

F. 

120 

grains  per  gallon 

<< 

68° 

141 

it 

a 

«« 

122° 

i< 

147 

i  t 

<< 

.< 

«. 

158° 

«i 

142 

it 

«« 

<t 

212° 

<« 

127 

it 

<< 

tt 

<  < 

240° 

<< 

10.5 

tt 

«i 

14 

<  • 

250° 

.< 

9 

i  i 

1 1 

<  < 

from 

248 

0  to 

302°  it 

is  practical! 

When  the  temperature  of  the  water  is  raised  above  302 0  F.  (corre- 
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sponding  with  55  pounds'  gage  pressure  of  steam),  practically  all  of 
the  sulphate  of  calcium  will  be  precipitated. 

The  hydrous  sulphate  of  lime  is  dissolved  in  water  by  the  solvent 
power  of  the  water  itself,  and  not  through  the  agency  of  carbonic  acid 
or  any  other  gas,  and  thus  mere  boiling  at  atmospheric  pressure  is  not 
sufficient  to  cause  it  to  be  precipitated.  For  this  reason  it  gives  what 
is  known  as  permanent  hardness  to  water. 

When  the  hydrous  sulphate  of  calcium  is  precipitated,  it  loses  one 
half  of  its  water  of  crystallization,  and,  on  reaching  the  heated  boiler 
plate,  it  loses  the  other  half.  Thus  it  becomes  anhydrite,  and  it  is 
this  change  in  crystalline  form  which  binds  the  deposits  previously 
precipitated  into  hard,  compact  masses. 

Owing  to  the  great  solubility  of  sulphates,  they  occur  very  fre- 
quently in  water  that  has  made  a  passage  through  the  earth.  If  we 
could  trace  all  our  solutions  of  sulphate  of  calcium  to  this  direct  source 
of  supply,  we  doubtless  would  be  troubled  little,  comparatively  speak- 
ing, by  this  salt.  Sulphuric  acid  is  frequently  present,  in  the  free 
state,  in  rain  and  other  natural  waters,  as  has  already  been  explained. 
This  acid  not  only  acts  readily  on  the  metallic  oxids  (converting  them 
into  sulphates),  but  also  decomposes  carbonates  with  the  greatest  ease, 
expelling  the  carbonic  acid  with  effervescence  ;  thus,  when  acting  up- 
on carbonate  of  calcium,  it  transforms  it  into  sulphate  of  calcium. 

When  water  containing  free  sulphuric  acid  passes  through  lime- 
stone districts,  either  subterranean  or  on  the  surface,  sulphate  of  lime 
is  thus  formed  by  the  mere  splashing  against  the  limestone  rocks. 

Sulphate  of  lime  is  also  formed  when  waters  containing  free  sul- 
phuric acid  are  mingled  with  waters  containing  solutions  of  bicarbon- 
ate of  lime,  an  exchange  of  the  carbonic  acid  for  sulphuric  acid  tak- 
ing place.  This  sometimes  happens  in  boilers  when  certain  chemicals 
are  introduced. 

In  treating  water  containing  sulphate  of  calcium,  the  first  step 
must  be  the  conversion  of  the  salt  into  the  insoluble  carbonate  of  cal- 
cium. The  lime  process  is  in  no  way  applicable  to  the  treatment  of 
sulphate  of  calcium.  Here  the  soda  process  is  most  applicable  ;  either 
caustic  soda  or  carbonate  of  soda  may  be  used,  and  separately  or  to- 
gether. When  carbonate  of  soda  is  used  alone,  there  should  be  no 
free  carbonic  acid  or  bicarbonates  present,  as  these  would  furnish  the 
carbonic  acid  necessary  to  form  the  soluble  bicarbonate  the  moment 
the  insoluble  monocarbonate  of  calcium  appeared.  This  trouble  is 
avoided  by  adding  sufficient  lime  water  to  absorb  the  excess  of  car- 
bonic acid  gas. 

The  reaction  taking  place  when  the  carbonate  of  soda  is  used  is 
shown  in  the  following  formula  : 
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Sulphate  of  Calcium  and  Carbonate  of  Soda  form  Carbonate  of  Calcium  and 

Ca  SG4       -f      Nas  COs        =       Ca  COs  -f 

Sulphate  of  Soda. 
Na8  SO, 

The  carbonate  of  calcium,  being  insoluble,  is  precipitated,  while  the 
very  soluble  sulphate  of  soda  remains  in  solution  at  all  temperatures 
reached  in  boiler  practice.  It  can  be  precipitated  only  by  concentra- 
tion, but  an  occasional  opening  of  the  blow-off  cock  will  prevent 
this.  This  reaction  is  somewhat  sluegish  ;  for  rapid  precipitation  it 
needs  the  assistance  of  heat.  This  use  of  carbonate  of  soda  is  not  as 
satisfactory  as  the  use  of  caustic  soda,  which  is  more  energetic,  ren- 
dering heat  less  necessary  to  the  production  of  good  results.  In  using 
caustic  soda,  great  care  should  be  observed  to  avoid  an  excess,  as  it 
will  cause  no  little  trouble  from  foaming,  and,  when  concentrated, 
will  attack  the  brass  and  copper  fittings  of  the  boiler. 

Soda,  as  well  as  a  few  of  the  other  very  soluble  salts,  has  a  strange 
way  of  passing  through  the  seams  and  joints  of  boilers,  notwithstand- 
ing the  fact  that  these  are  made  absolutely  tight  for  steam  and  water. 
This  is  especially  true  when  these  salts  are  somewhat  concentrated.  I 
have  seen  large  deposits  of  these  salts  collected  around  cover  joints, 
and  in  one  case  recently,  actual  stalactites  had  been  formed,  hanging 
like  icicles  from  the  joints  through  which  this  solution  had  oozed. 

In  nature  we  find  magnesium  sulphate  (Mg  S04)  occurring  in  the 
minerals  kieserite  (Mg  S04H80)and  epsomite  [MgS04-(~7  (H80)]. 
Kieserite  is  found  in  the  Stassfurt  salt  beds,  and  epsomite  in  many  of 
the  limestone  caves  in  minute  crystals  mingled  with  the  earth ;  in 
the  Mammoth  Cave,  Ky. ,  it  adheres  to  the  roof  in  loose  masses,  like 
snow- balls.  It  has  also  been  found  as  a  coating  on  the  walls  of  gyp- 
sum quarries.  Kieserite  is  not  easily  soluble,  and,  as  it  occurs  so  sel- 
dom, it  is  scarcely  worth  attention.  Epsomite  is  very  soluble.  It  is 
identical  with  the  well-known  cathartic,  epsom  salt. 

The  supply  of  sulphate  of  magnesia  directly  from  the  mineral  is  very 
limited,  the  greater  part  of  the  solutions  found  in  natural  waters  being 
formed  by  the  contact  of  sulphuric  acid  with  magnesium  oxid  or  with 
carbonate  of  magnesium  in  a  manner  closely  analogous  to  the  forma- 
tion of  sulphate  of  calcium. 

It  occurs,  however,  in  boiler  waters  far  less  frequently  than  any  of 
the  impurities  we  have  thus  far  discussed,  and  its  behavior  is  very 
different  from  that  of  sulphate  of  calcium,  largely  on  account  of  its 
much  greater  solubility  at  all  temperatures,  and  especially  of  the  rate 
of  increase  in  its  solubility  as  the  temperature  is  raised.  Sulphate  of 
magnesium  is  not  corrosive  or  injurious  to  the  boiler  parts,  and  does 
not  cause  foaming;  therefore,  by  itself,  it  cannot  be  considered  very 
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objectionable ;  but,  when  present  with  lime  salts,  it  is  often  trouble- 
some, hindering  their  removal.  To  illustrate  this,  let  us  suppose  that 
we  have  a  solution  of  both  sulphate  of  magnesium  and  bicarbonate  of 
calcium.  To  precipitate  the  latter,  we  introduce  a  solution  of  hy- 
drated  oxid  of  calcium  (lime  water).  This  acts  on  the  sulphate  of 
magnesium  as  well,  as  shown  in  the  following  formula : 
Sulphate  of  Magnesium  and  Hydrate  of  Calcium  form  Hydrated  Oxid  of  Magnesium. 

MgS04     +        CaH808       =  Mg  H2  08 

and  Sulphate  of  Calcium. 
+        Ca  S04 

Thus  is  produced  the  very  objectionable  sulphate  of  lime,  and  with 
it  is  precipitated  the  hydrated  oxid  of  .  magnesium,  which  will  make 
much  harder  scale  than  the  original  water  would  have  made. 

Soda  certainly  should  have  been  used  in  this  case,  in  preference  to 
lime.  Carbonate  of  soda  occasions  the  following  reaction  in  cold  water : 
Sulphate  of  Magnesium  and  Carbonate  of  Soda  and  Water  form  Carbonate  of  Magnesium 

5  (MgS04)  +  5  (Na8  C03,  +  to  (Ht  O)  =    4  (Mg  CO,), 
and  Hydrated  Oxid  of  Magnesium  and  Sulphate  of  Soda  and  Carbonic  Acid  and  Water. 
Mg  H8  Oe  +  5(Na8-S04)  +  CO,   +  9(H*0) 

As  the  sulphate  of  soda  and  carbonic  acid  remain  in  solution  in  the 
water,  the  precipitate  will  be  4  (Mg  COs),  Mg  HtO,  -f  (H80). 

In  treatment  with  carbonate  of  soda,  enough  lime  water  should  be 
added  to  combine,  not  only  with  the  carbonic  acid,  but  also  with  the 
carbonic  acid  in  the  carbonate  of  soda,  thus  partially  producing  a  caustic 
soda.  This  treatment,  however,  is  inferior  to  the  treatment  with  caus- 
tic soda.  Where  the  steam  pressure  in  boilers  exceeds  225  pounds,  a 
new  complication  may  be  looked  for  when  sulphate  of  magnesium  and 
bicarbonate  of  calcium  are  present  together,  as,  according  to  Collet, 
these  salts  react  upon  each  other  at  a  temperature  of  39  2 0  F.,  carbonate 
of  magnesium  and  sulphate  of  calcium  being  precipitated. 

In  boiler  waters  we  frequently  find  one  or  more  of  the  metallic 
chlorids  present,  such  as  chlorid  of  sodium  (Na  CI),  chlorid  of  mag- 
nesium (Mg  Cl8),  chlorid  of  calcium  (Ca  Cl2),  and  chlorid  of  potas- 
sium. Chlorid  of  sodium  is  simply  common  salt,  such  as  is  used  in  fla- 
voring food.  It  is  very  soluble  at  all  temperatures,  increasing  slightly 
as  the  temperature  is  raised,  as  may  be  seen  by  the  following  table  : 
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Chlorid  of  sodium  is  frequently  found  in  boiler  waters,  though 
seldom  in  large  quantities.  Its  source  of  supply  is  very  great.  Im- 
mense deposits  are  found  in  many  parts  of  the  world,  in  the  form  of 
rock  salt.  It  also  occurs  very  widely  distributed  in  smaller  quanti  - 
ties,  mixed  in  shales  and  marls,  and  frequently  associated  with  gyp- 
sum, anhydrite,  clays,  and  sandstone. 

It  is  the  principal  solid  constituent  of  sea-water,  and  many  boilers 
located  near  the  coast  find  in  their  water-supply  chlorid  of  sodium 
coming  from  wells,  inlets,  rivers,  etc. 

Owing  to  the  great  solubility  of  "salt"  in  water,  it,  theoretic- 
ally, will  not  be  precipitated  to  form  a  scale  until  after  it  has  been  so 
concentrated  that  more  salt  will  be  found  in  each  gallon  than  that 
contained  in  the  saturated  solution  (as  shown  in  the  table).  Practi- 
cally, more  or  less  salt  is  usually  found  (in  small  quantities)  in  nearly 
all  scale  where  salt  is  contained  in  the  water,  even  though  a  saturated 
solution  is  not  approached. 

Salt  solution,  like  soda,  has  a  persistent  way  of  working  through 
joints.  I  have  seen  this  "leakage"  continue  until  considerable 
deposits  of  salt  had  formed  on  the  outside  of  the  boiler. 

Salt  water  for  boilers  has  not  been  treated  chemically  by  any 
practical  methods.  It  can  be  used  safely  in  a  boiler  with  frequent  use 
of  the  blow-cock,  by  which  its  density  can  be  kept  well  above  the 
point  of  precipitation.  It  is  necessary  to  watch  the  density  of  such 
water  in  the  boiler  very  carefully  by  use  of  a  special  hydrometer. 
This  system,  unfortunately,  causes  more  or  less  waste  of  fuel,  on  ac- 
count of  the  considerable  quantity  of  hot  water  necessarily  wasted  in 
the  blowing-off  process,  and  this  has  led  to  the  putting-in  of  condens- 
ing apparatus  in  such  steam  plants,  by  which  all  the  steam  that  can  be 
collected,  after  use,  is  condensed,  the  condensed  water  being  then 
used  in  the  boiler.  An  apparatus  known  as  an  evaporator  is  some- 
times used,  in  which  the  salt  water  is  heated  by  the  use  of  steam  from 
the  boiler,  and  the  fresh  water  distilled  off  is  carried  to  the  boiler. 
The  salt  and  other  solid  matter  that  may  be  left  behind  in  the  evapo- 
rator is  easily  removed  periodically.  This  apparatus  is  generally  used 
to  furnish  "make  up"  water,  in  connection  with  the  condensing 
plant.    The  steam  which  is  lost  by  waste,  etc.,  is  thus  replaced. 

Unfortunately,  exhaust  steam  from  engines,  pumps,  etc.,  frequently 
carries  oil  with  it,  which  is  apt  to  accompany  the  condensed  steam 
(or  water)  into  the  boiler,  where  it  is  a  source  of  much  trouble. 

A  solution  of  the  chlorid  of  magnesium  is  frequently  found  in 
boiler  waters.  Of  all  scale-making  substances,  there  is  probably  none 
so  productive  of  corrosion  as  this  one.  The  affinity  of  the  mag- 
nesium and  chlorine  being  very  weak,  these  elements  are  separated  at 
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nearly  all  boiler  temperatures  and  pressures,  hydrochloric  acid  being 
given  off  and  magnesium  hydrate  remaining  behind.  Magnesium  hy- 
drate is  very  frequently  found  in  boiler-scale,  partly  formed  by  the  ac- 
tion just  described,  and  partly  from  the  precipitation  of  magnesium 
carbonate,  which  then  loses  its  carbonic  acid  and  forms  the  hydrate. 

The  formula  showing  the  decomposition  of  the  chlorid  of  mag- 
nesium and  the  description  of  the  following  corrosive  action  was  given 
in  the  first  article  on  this  topic.  Chlorid  of  magnesium  is  always 
present  in  sea-water,  and  in  the  inland  seas  and  salt  lakes.  Water 
from  brine  springs  almost  invariably  contains  magnesium  chlorid  in 
solution.    It  occurs  in  the  water  of  other  springs. 

When  magnesium  oxid,  or  carbonate  of  magnesium,  is  dissolved  in 
hydrochloric  acid,  magnesium  chlorid  is  produced,  and  doubtless  this 
action  takes  place  in  nature,  and  is  responsible  for  at  least  a  portion 
of  this  supply. 

Magnesium  chlorid  is  very  soluble  in  water  :  thus 

At    320  F.    30,470  grains  Mg  Cl8  dissolved  per  gallon. 
"    6o°  '«    75,882    "  "       "  " 

44    212°    "    213,645      "  "  "  "  " 

If  this  were  a  more  stable  salt  under  boiler  temperatures,  it  would 
give  but  very  little  trouble,  owing  to  its  great  solubility.  When 
present  with  a  solution  of  chlorid  of  sodium,  it  is  much  less  liable  to 
decomposition,  and  for  this  reason  it  has  been  suggested  that  salt  be 
added  to  water  containing  magnesium  chlorid.  Fortunately  many 
waters  contain  sufficient  carbonate  of  calcium  to  neutralize  the  hydro- 
chloric acid  by  their  alkalinity,  and  by  this  means  corrosion  is  often 
avoided. 

Collet  recommends  the  treatment  of  chlorid  of  magnesium  in  the 
same  manner  as  sulphate  of  magnesium.  He  states  that  lime  will  pre- 
cipitate the  hydrated  oxid  of  magnesia,  and  leave  the  chlorid  of  cal- 
cium in  solution.  "  Provided  that  there  is  no  sulphate  of  magnesia 
remaining  in  the  water  so  treated,  the  chlorid  of  calcium  will  not  give 
rise  to  scale  or  deposit,  and  is  not  objectionable. "  "  There  are,  how- 
ever, very  few  cases  where  chlorid  of  magnesium  can  usefully  be  treated 
with  lime  alone,  and,  practically,  only  soda  is  used  for  this  purpose." 

Chlorid  of  calcium,  besides  occurring  along  with  chlorid  of  mag- 
nesium, the  mineral  tachhydrite  ( Ca  Cl2  -f  Mg  Cls  —  1 2H ,,0),  is  much 
more  widely  distributed  in  the  mineral  apatite  [3  Ca3(l>04)s  -:-  Ca 
CI  2] .  Analysis  of  boiler  waters  very  seldom  shows  any  large  quantities 
of  this  salt,  three  or  four  grains  per  gallon  being  a  maximum,  while 
smaller  quantities  are  more  frequently  found.  It  is  generally  present 
in  the  waters  of  springs  and  rivers,  and  consequently  in  sea-water. 
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The  chlorid  of  calcium  is  yery  soluble :  thus 

At  320  Fahr.  29,186  grains  Ca  Cl8  dissolved  per  gallon. 

"    6o°    "     38,525      "       /  "       44  " 

"  212°      "       90,475        "  ««  "  "  " 

"  356°      «*  189,713 

No  scaling  trouble  will  result  from  the  presence  of  this  salt  in  boiler 
water  (due  to  the  solubility  increasing  with  the  temperature),  provided 
the  solution  is  not  allowed  to  become  too  greatly  concentrated.  It  is, 
however,  unfortunate  that,  when  the  chlorid  of  calcium  becomes  con- 
centrated at  a  high  temperature,  its  contact  with  the  iron  causes  de- 
composition, and  the  chlorine  attacks  the  shell.  When  this  salt  is 
present  with  sulphate  of  magnesium,  a  reaction  is  liable  to  take  place, 
the  sulphuric  acid  (in  the  sulphate  of  magnesium)  replacing  thechlor- 
ine  (in  the  calcium  chlorid),  and  forming  the  corrosive  chlorid  of 
magnesium  and  the  scale- making  sulphate  of  calcium. 

The  treatment  of  the  chlorid  of  calcium  should  be  the  same  as 
that  of  sulphate  of  calcium,  the  reaction,  when  carbonate  of  soda  is 
used,  being  : 

Chlotid  of  Calcium  and  Carbonate  of  Soda  form  Carbonate  of  Calcium  and 
Ca  CI,       +       Na,  CO,     =  Ca  CO,  + 

Chlorid  of  Sodium 
2  (Na  CI) 

Chlorid  of  potassium  occurs  in  boiler  waters  even  less  frequently 
than  chlorid  of  calcium,  and  generally  in  less  quantity.  It  occurs  in 
a  number  of  the  mineral  springs,  and  a  small  amount  is  found  in  sea- 
water.  It  is  very  soluble  at  all  boiler  temperatures,  and  no  scale  will 
be  precipitated,  unless  the  solution  is  greatly  concentrated. 

The  nitrates  in  boiler  waters  are  seldom  a  source  of  trouble.  They 
are  simply  salts  of  nitric  acid,  and  include  nitrate  of  calcium  Ca 
(NOs)2,  nitrate  of  magnesium  Mg  (N03)2,  nitrate  of  sodium  (also 
called  Chili  saltpeter,  Na  NO,),  and  nitrate  of  potassium  (also  called 
saltpeter,  or  niter,  KNO,).  These  are  seldom  present  in  greater 
quantities  than  3  grains  per  gallon  ;  more  frequently  the  quantity  is 
less  than  1  grain.  All  nitrates  are  easily  soluble  in  water.  They 
often  are  formed  by  neutralizing  nitric  acid  with  an  oxid  or  carbon- 
ate, and  nearly  all  nitrates  may  be  formed  by  dissolving  the  metal  in 
nitric  acid. 

The  nitrates  of  calcium  and  magnesium  occur  so  seldom  and  in  so 
small  quantities  in  boiler  waters  that  they  may  generally  be  consid- 
ered of  little  consequence.  Owing  to  their  great  solubility,  they  cause, 
directly,  but  little  scale  or  corrosion. 

The  nitrates  of  sodium  and  potassium  are  even  more  soluble,  and, 
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in  this  country,  it  is  but  rarely  that  we  find  them  producing  injurious- 
effects.    In  large  quantities,  their  action  on  the  plates  of  a  boiler  is 
very  corrosive,  particularly  when  a  nitrite  is  also  present,  as,  by  con- 
tinued boiling,  nitrous  acid  is  given  off,  and  caustic  soda  formed, 
rapidly  attacking  the  fittings. 

Silica  is  sometimes  found  in  solution  in  boiling  waters,  though  in 
very  small  quantities,  seldom  reaching  i  grain  per  gallon.  Quartz 
and  flint  are  well  known  forms  of  silica,  and  most  of  the  sands  are 
composed  of  it.  It  is  practically  insoluble  by  itself,  but  the  presence 
of  soda  or  potash  in  the  water  (especially  if  the  water  is  hot)  causes  it 
to  dissolve  in  small  quantities.  Ordinarily,  on  account  of  the  small 
amount  held  in  solution,  it  is  deposited  only  in  small  grains  in  the 
other  scale,  but,  where  present  in  any  considerable  quantity,  or  where, 
from  long  use  of  the  boiler  without  cleaning,  it  forms  any  appreciable 
percentage  of  the  scale,  it  makes  it  hard,  resisting,  and  troublesome. 

In  some  of  our  western  States,  in  certain  localities,  the  only  avail- 
able  waters  for  boiler  use  are  found  to  contain  strong  solutions  of  alka- 
lies and  borax.  The  action  that  follows  their  use  in  boilers  is  so  de- 
structive that  it  is  advisable  to  condense  all  the  available  steam  in 
surface  condensers,  and  thus  use  this  water  over  and  over  again.  In 
such  localities  the  use  of  evaporators  is  strongly  to  be  commended. 

Some  of  this  troublesome  water  will  yield  to  chemical  treatment, 
and,  in  case  no  other  water  is  available,  it  will  generally  pay  the  user 
well  to  seek  the  advice  of  an  expert,  who  may  be  able  to  reduce  the 
resulting  troubles  very  materially. 

A  comparison  of  analyses,  showing  the  salts  dissolved  in  various 
waters,  is  the  best  method  of  studying  their  relative  values  for  boiler 
use.  For  this  purpose  I  select  three  analyses  made  by  Vivian  B. 
Lewes,  each  of  which  represents  an  average  of  the  waters  of  its  class. 
They  give  the  salts  found  in  springs,  rivers,  and  sea-waters,  in  grains 
per  gallon. 

Spring.        River.  Sea. 

Carbonate  of  calcium   I3  S3  8.96  2.76 

Carbonate  of  magnesium   1. 1 1  1.04  trace. 

Sulphate  of  calcium   4.46  2.49  77.36 

Sulphate  of  magnesium   0.77  0.00  120.03 

Chlorid  of  sodium   2.19  1.49       1536.  II 

Chlorid  of  magnesium   0.56  3.49  183.06 

Silica,  alumina,  &c   0.I9  0.22  trace. 

Of  all  salts  found  in  sea-waters  none  give  greater  trouble  in  boilers 
than  the  sulphate  of  lime.  It  is  much  more  soluble  in  a  saline  solution, 
such  as  sea- water,  than  in  fresh  water,  but,  when  such  a  solution  is  con- 
centrated, or  when  its  temperature  and  pressure  are  raised,  its  solubility 
decreases  very  rapidly. 
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As  has  been  stated,  this  salt  becomes  totally  insoluble  between  the 
temperatures  248 0  and  302 0  F.,  either  in  salt  or  fresh  waters. 

Owing  to  this  unfortunate  fact,  sea-water  should  never  be  used  in 
modern  high-pressure  boilers,  as,  with  steam  at  55  pounds'  gage  press- 
ure, the  temperature  of  the  water  in  the  boiler  is  302 °,  and  of  course 
this  is  increased  as  the  pressure  rises.  It  is  plain,  then,  that  the  sul- 
phate of  lime  will  be  precipitated  as  soon  as  it  enters  the  boiler. 

It  may  be  well  to  give  at  this  point  two  analyses  of  scale  formed  from 
sea- water,  made  by  Prof.  Lewes. 


No.  1.  No.  2. 

Carbonate  oflime                                                     nil.  0.97 

Carbonate  of  copper                                                1.11  nil. 

Sulphate  oflime  ,90.84  85.53 

Chlorid  of  sodium                                                   1.41  2.79 

Hydrate  of  magnesium                                            0.75  3.39 

Silica                                                               0.85  1. 10 

Oxids  of  iron  and  alumina                                         0.24  0.32 

Organic  matter                                                      2.96  nil. 

Moisture                                                               1. 84  5.90 


100.00  100.00 

Prof.  Lewes  has  (in  his  "Service  Chemistry")  considered  the 
effect  of  concentration  of  the  saline  solution  of  sea-water  as  follows  : 
"  If  ordinary  sea- water  be  concentrated,  three  distinct  stages  of  de- 
composition may  be  traced  : 

"  ( 1)  Deposition  of  basic  carbonate  of  magnesium. 

"  (2)  Deposition  of  carbonate  of  calcium  with  remaining  traces  of 
the  basic  carbonate  and  hydrate  of  magnesium  ;  and,  finally, 

"  (3)  Deposition  of  sulphate  of  calcium. 

"  Whilst  the  variation  in  the  saline  constituents  of  the  remaining 
liquid  may  be  seen  from  the  following  table  : 


SALINE  CONSTITUENTS  PER  CENT. 


Density  

1.029 

I.05 

1.09 

I.225 

2.6521 

4.4201 

7.9563 

23.8689 

.  0.1305 

0.2175 

0.39I5 

none 

Carbonate  of  lime  

.  0.0103 

0.0171 

none 

none 

Carbonate  of  magnesium . 

0.0065 

0.0032 

none 

none 

Chlorid  of  magnesium. . 

0.2320 

0.3865 

0.6960 

2.0880 

Sulphate  of  magnesium. 

0.1890 

0.3150 

0.5670 

17.0100 

Water   

.  96  7796 

946406 

90.3882 

57-033» 

100.0000 

100.0000 

100.0000 

100.0000 

"If  the  sea- water  be  heated  and  concentrated  above  a  density  of 
1.225,  the  salt  commences  to  crystallize  out." 

Sulphate  of  calcium,  although  more  soluble  in  a  dilute  solution  of 
salt  than  in  fresh  water,  yet  "  reaches  its  maximum  solubility  at  a 
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density  of  1.033,  and,  after  this  point,  concentration  of  the  saline  solu- 
tion diminishes  the  amount  which  can  be  held  in  solution,  and  the 
sulphate  of  calcium  is  perfectly  insoluble  in  a  saturated  brine." 

The  treatment  of  sea- water  by  chemical  methods  is  not  at  all  prac- 
tical. The  great  space  required  by  purifying  apparatus  and  the  large 
amounts  of  caustic  soda  and  carbonate  of  soda  required  would  make 
it  too  expensive  and  inconvenient  a  process,  and,  even  after  treatment, 
thorough  boiling  would  be  necessary. 

As  the  use  of  untreated  sea-water  is  unquestionably  bad  in  high- 
pressure  boilers,  we  must  resort  to  the  use  of  surface  condensers  and 
the  evaporator,  to  supplement  the  unavoidable  waste  of  steam.  Chem- 
icals may  often  be  used  to  assist  in  the  work  done  in  the  evaporator. 
Many  engineers,  finding  that  deposits  of  oil  in  boilers  are  far  less 
liable  to  occur  in  water  having  a  density  greater  than  that  of  fresh 
water,  are  inclined  to  use  sea-water  in  connection  with  water  from  the 
condensers  and  evaporators.    This  is  not  good  practice. 

Brackish  water,  although  not  as  bad  for  boiler  use  as  sea-water, 
gives  a  great  deal  of  trouble,  and  for  similar  reasons ;  therefore  it 
should  not  be  used  in  boilers.  The  character  of  its  deposits  may  best 
be  shown  comparatively,  by  the  following  analyses  by  Prof.  Lewes  : 


River. 

Hrackish. 

Sea. 

Carbonate  of  calcium  

  75-85 

43- 65 

0.97 

Sulphate  of  calcium  

  3-68 

34.78 

85-53 

  2.56 

434 

3-39 

Chlorid  of  sodium  

0.56 

2.79 

7.52 

1. 10 

3-44 

0.32 

1-55 

trace 

4.16 

5.90 

100.00 

100.00 

100.00 

It  is  dangerous  to  feed  a  boiler  with  one  of  these  waters  after  the 
other.  This  generally  produces  violent  foaming,  or  else  the  sudden 
breaking-up  of  one  kind  of  scale  previous  to  the  formation  of  another. 

This  broken  scale  often  falls  in  comparatively  large  pieces  on  the 
sheet  immediately  over  the  fire  and  causes  overheating  ;  sometimes  it 
falls  between  tubes,  interfering  seriously  with  the  circulating  currents. 
This  action  nearly  always  occurs  when  pure  water  from  the  condenser 
is  fed  into  a  boiler  previously  containing  scale,  and  is  termed  among 
engineers  "  rotting  out  scale." 

Brackish  waters  are  often  found  a  number  of  miles  back  from  the 
mouth  of  a  river,  and  may  then  yield  readily  to  treatment  with  chemi- 
cals, but  in  such  cases  all  the  water  needed  should  be  obtained  during 
the  ebb  tide. 
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HE  amount  of  coal  produced  in  the  United  States  in  1895  was 
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999.337  tons  were  Pennsylvania  anthracite,  valued  at  $82,- 
•019,272.  This  shows  a  production  of  bituminous  coal  of  135,118,- 
193  tons,  with  a  value  of  $115,779,771  on  the  cars  at  the  mines. 

About  15,000,000  tons  of  this  bituminous  coal  was  undercut,  or 
mined  by  machinery,  the  mining,  on  a  conservative  estimate,  costing 
the  coal  companies  ten  cents  per  ton  less  than  that  of  the  coal  mined 
by  hand, — a  net  saving  of  $1,500,000. 

From  these  figures  we  may  safely  conclude  that  mining  machines 
not  only  are  established,  but  are  an  excellent  investment.  Many  man- 
ufacturers of  mining  machinery  advertise  that  a  saving  of  from  eight- 
teen  to  twenty  cents  per  ton  can  be  effected  by  mining  coal  with  their 
machines.  This  statement  is  incorrect,'  because  incomplete,  as  can 
be  readily  shown.  Pittsburg  is  undoubtedly  the  largest  bituminous- 
coal  center  in  the  country,  and,  for  illustration,  the  rates  and  prices 
obtaining  there  will  serve  our  purpose.  The  mining  rates  agreed 
upon  sometime  ago  between  the  coal  operators  and  miners  were  as  fol- 
lows ;  for  pick  mining,  hand,  75  cents  per  ton,  for  which  sum  the  miner 
undercuts  the  coal,  drills  and  shoots  it,  and  loads  it  into  the  mine  car 
at  the  face,  ready  for  the  driver  to  take  away  to  the  tipple ;  where  ma- 
chines are  used,  38  cents  per  ton  is  paid  for  drilling,  shooting,  and 
loading,  15  cents  per  ton  for  undermining  the  coal  with  the  pick  type 
of  machine,  and  9'^  cents  when  the  undercutting  is  done  with  the 
' '  breast ' '  machine.  Therefore  we  have  a  cost  of  5  3  cents  per  ton 
for  loaded  pick-machine  coal,  or  an  apparent  saving  of  22  cents  per 
ton,  while,  with  the  breast  type  of  machine,  the  apparent  saving  is 
21l/2  cents  per  ton.  If  this  saving  could  be  realized  by  substituting 
machinery  for  hand  labor,  we  should  expect  to  witness  the  closing  of 
mines  that  cannot  afford  to  put  in  machinery  ;  but,  as  fifty  per  cent, 
of  the  apparent  saving  is  practically  consumed  in  operating  expenses, 
and  as  thirty-five  per  cent,  of  the  balance  must  be  credited  to  interest 
and  depreciation,  the  net  saving  is  reduced  nearly  to  10  cents  per 
ton,  which  in  itself  makes  a  good  return  on  the  investment.  There- 
fore every  coal  operator  would  introduce  power  mining  machinery, 
were  it  not  for  the  fact  that  in  many  mines  adverse  conditions  are 
•encountered  with  which  no  machinery  yet  invented  can  cope. 
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"BREAST"  MACHINE  WITH  DIRECT-CURRENT  MOTOR. 


While,  under  specially  favorable  conditions,  no  other  type  of  coal- 
cutting  machine  that  has  been  built  up  to  the  present  time  can  com- 
pete with  the  "  breast"  machine,  it  must  be  acknowledged  that  the 
pick  machine — or  M  iron  man,"  as  it  is  sometimes  called — is  suited  to 
a  much  larger  number  of  mines  and  greater  variety  of  conditions. 
To  offset  this  advantage,  there  are  a  number  of  features  that  at  pres- 
ent militate  against  the  extensive  use  of  this  type  of  machine,  such  as 
a  smaller  saving  in  the  cost  of  mining,  the  necessity  of  powerful  and 
skilled  men  to  operate  the  machines,  and  the  fact  that,  up  to  the  pres- 
ent time,  no  really  satisfactory  machine  of  this  class  operated  by  an 
electric  motor  has  been  placed  on  the  market. 

At  this  point  it  is  well  to  touch  briefly  on  the  subject  of  power 

■ 
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transmission  in  mines.  This  branch  has  been  very  fairly  and  thor- 
oughly covered  in  the  series  of  papers  written  by  Mr.  Rankin  Ken- 
nedy, reviewed  in  the  December  (1896)  issue  of  The  Engineering 
Magazine,  and,  in  the  writer's  opinion,  the  principles  laid  down, 
although  peculiar  to  English  operations,  may  serve  as  a  guide  for 
general  equipments  in  this  country.  Mr.  Kennedy's  paper  agrees 
with  one  presented  by  me  at  the  joint  meeting  of  the  Western  Penn- 
sylvania Central  Mining  Institute  and  the  Ohio  Institute  of  Mining 
Engineers,  held  at  Pittsburg  in  Juns,  1896,  in  concluding  that  the 
electrical  system  is  superior,  as  a  whole,  to  any  other  system  of  trans- 
mitting power.    Affording  as  it  does  a  maximum  of  flexibility  and 
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simplicity,  and  rendering  it  possible  to  use  successfully  one  generat- 
ing plant  for  furnishing  power  to  all  parts  of  the  mines  and  for  all 
purposes,  such  as  coal  cutting,  drilling,  lighting,  pumping,  hoisting, 
haulage,  fans,  screens,  conveyors,  etc. ,  the  advantages  of  such  a  sys- 
tem, with  its  consequent  reduction  in  the  cost  of  operating  the  plant, 
must  be  apparent  at  once  to  the  mind  of  any  business  man.  That 
this  is  the  case  is  shown  by  the  large  number  of  mines  in  this  country 
operated  throughout  by  electrical  machinery. 

As  in  other  branches  of  the  electrical  industry,  a  great  deal  more 
work  has  been  done  in  this  country  than  abroad  in  the  application 
of  electricity  to  mine  work.    Although  I  have  not  the  statistics  at 


Digitized  by  Google 


92 


MODERN  MINING  MACHINERY. 


hand,  I  may  state  with  approximate  accuracy  that,  out  of  the  212,000,- 
000  tons  of  coal  mined  in  Great  Britain  in  1895,  not  more  than 
750,000  tons  were  mined  by  machinery.  Probably  it  would  surprise 
Mr.  Kennedy  to  learn  that  during  the  past  year  over  $1,000,000 
worth  of  electrical  machinery  has  been  installed  in  coal  mines 
alone  in  the  United  States,  and  that  fully  ninety  per  cent,  of  this 
was  for  coal  cutting,  and  at  least  $400,000  worth  of  compressed-air 
machinery  has  been  furnished  for  coal  cutting,  and  the  coming  year 
promises  to  see  still  a  larger  business.  Among  the  reasons  for  this  is 
the  fact  that  for  some  years  past  the  mining  of  bituminous  coal  in 
the  United  States  has  not,  as  a  whole,  been  a  lucrative  business. 
Carefully-prepared  statistics  of  the  coal  industry  of  1895  show  that, 
on  an  actually  invested  capital  of  $320,000,000,  not  more  than  3^ 
per  cent,  was  cleared,  and  it  is  not  surprising  to  note  the  active  inter- 
est being  taken  in  methods  and  machinery  that  will  increase  the  re- 
turns on  the  enormous  investment.  Unfortunately  for  a  number  of 
coal  operators,  particularly  the  smaller  ones,  the  conditions  in  their 
mines  practically  prohibit  the  successful  use  of  such  machinery  as  is 
at  present  on  the  market,  and  the  introduction  of  machinery  by  their 
more  fortunate  competitors  can  naturally  be  followed  by  one  result 
only, — the  wiping  out  of  the  small  profit  that  they  are  at  pres- 
ent obtaining, — unless  some  one  in  the  meantime  come  to  their  res- 
cue with  a  machine  that  will  cope  successfully  with  the  conditions. 

In  this  paper  prominence  is  given  to  the  mining  machine,  or  coal 
cutter,  as  it  is  the  agent  which,  if  properly  used,  effects  the  greatest 
single  saving.  Other  electrical  machinery,  though  effective  in  reduc- 
ing the  expense,  is  by  no  means  as  effective  as  this.  In  the  majority  of 
mines  it  would  not  pay  to  install  an  electrical  plant  for  haulage  alone. 
The  apparent  saving  might,  in  some  cases,  reach  three  or  four  cents 
per  ton,  but,  as  the  depreciation  which  has  to  be  written  off  every 
year  in  mining  plants  is  great,  this  saving  is  generally  offset. 

It  is  unfortunate  that  the  consulting  engineer  is  not  used  more  by 
coal  companies  considering  the  installation  of  a  plant,  to  technically 
advise  as  to  the  purchase.  As  a  rule,  the  officers  of  a  mining  com- 
pany are  not  mechanical  or  electrical  experts,  and  have  only  a  general 
knowledge  of  the  appliances  on  the  market.  At  present  the  engineer- 
ing work  for  these  plants  is  done  by  the  representatives  of  the  various 
manufacturing  companies,  and,  as  each  is  desirous  of  securing  the  or- 
der, there  is  a  great  temptation  to  recommend  a  plant  made  up  of  the 
smallest  possible  units  for  the  work.  This  is  particularly  noticeable 
in  regard  to  the  conductors  or  pipes  for  transmitting  the  power.  The 
writer  frequently  has  been  astonished  to  find  his  competitor  for  a  plant 
proposing  a  ( onductor  of  about  one  half  the  carrying-capacity  re- 
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quired,  stating  to  the  coal  company  that  it  was  very  foolish  on  the  ! 
part  of  anyone  to  aim  at  high  efficiency  in  a  coal-mining  power-trans- 
mission plant,  as  coal  was  cheap  at  a  coal  mine.  It  is  not  the  coal 
alone  in  this  case  that  should  be  considered,  but  the  increase  in  the 
size  of  the  generating  plant  made  necessary  by  the  proposed  excess- 
ive loss  of  power  in  transmission.  In  my  experience,  the  average 
dealer  in  this  class  of  machinery  never  thinks  of  compensating  for  the 
great  loss  in  the  line  by  increasing  the  size  of  the  generating  plant ; 
consequently  he  is  able  to  offer  a  cheaper  all-round  plant,  and,  if  he 
gives  a  strong  enough  guarantee,  he  oftentimes  succeeds  in  capturing 
the  contract.  When  the  plant  is  installed,  it  starts  under  a  strain, 
and  in  many  cases  fails  to  do  the  work  guaranteed  ;  delays,  bad  feel- 
ing, and  generally  a  compromise  result,  the  purchaser  having  probably 
lost  twice  as  much  by  the  delay  as  the  services  of  a  competent  engi- 
neer would  have  cost  him,  besides  not  having  a  plant  adequate  for 
his  present  requirements,  let  alone  the  future.  These  troubles  are 
noised  abroad,  and  the  blame  is  placed,  not  in  the  correct  quarter, 
but  on  mining  machinery  in  general,  consequently  rendering  it  almost 
impossible  to  secure  another  order  in  the  district  for  some  time — gen- 
erally not  until  the  plant  in  question  has  been  rebuilt  in  many  re- 
spects. When  it  is  considered  that  the  average  mining  plant,  for  a 
mine  producing  one  thousand  tons  of  screened  coal  per  day  of  ten 
hours,  costs  approximately  520,000,  this  figure  covering  coal  cutting, 
haulage,  and  drilling,  it  seems  that  the  purchaser,  for  his  own  protec- 
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tion,  ought  to  secure  the  services  of  a  competent  engineer  first  to  deter- 
mine the  requirements  from  the  conditions  in  the  mine,  and  later  to 
superintend  the  installation  of  the  plant. 

A  few  facts  concerning  the  machinery  illustrated  in  this  paper  are 
of  interest.  Two  of  the  coal-mining  machines  illustrated  are  of  the 
type  known  as  breast  machine  ;  the  third  as  the  pick  machine,  or 
"iron  man."  Another  cut  shows  the  breast  machine  at  work  in  a 
room  in  the  mine,  and  very  clearly  illustrates  the  method  of  operation. 
An  average  day's  work  of  ten  hours,  for  a  machine  of  this  type,  is 
one  hundred  feet,  lineal  face,  under  cut  from  five  to  six  feet  ;  this 
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average  cannot  be  obtained,  except  with  clean  coal,  even  and  regular 
horizontal  formation  of  the  vein,  and,  above  all,  good  roof.  This  last 
condition  is  essential  to  the  successful  working  of  the  breast  machine, 
as  will  be  readily  observed  from  the  illustration  of  the  machine  at 
work.  If  the  nature  of  the  roof  is  such  that  the  timbers,  or  proj>s, 
must  be  placed  close  to  the  face,  the  efficiency  of  the  machine  will  be 
greatly  reduced,  and,  in  many  mines,  where  the  roof  is  very  faulty, 
they  cannot  be  used  at  all  :  so  that  it  becomes  necessary  to  resort  to 
the  pick  machine,  which,  being  much  lighter  and  of  a  purely  portable 
construction,  enables  the  miner  to  work  between  and  around  the  posts, 
in  about  the  same  manner  that  he  would  with  a  hand-pick.    With  the 
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pick  machine  an  average  man  will  undercut  from  60  to  75  lineal  feet 
face  of  coal  from  3'<  to  5  feet  under,  per  day  of  ten  hours.  He  will, 
however,  in  doing  this,  make  from  three  to  four  times  as  much  fine 
coal  as  the  breast  machine,  due  to  the  difference  in  the  shape  of  the 
cut,  it  being  necessary  for  the  pick  machine  to  make  a  wedge-shaped 
mining,  tapering  from  a  height  of  twelve  to  sixteen  inches  at  the 
front,  or  face,  to  a  height  of  about  ten  inches  at  the  back  of  the  cut. 
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Peculiar  as  it  may  seem,  the  breaking  up  of  so  much  coal  by  the  pick 
machine  is  a  decided  advantage  to  the  coal  company  in  districts  where 
the  mining  rates  are  based  on  screened  coal,  as  the  coal  cuttings  go- 
ing through  the  screens  represent  a  clear  gain  of  mined  fine  coal  to 
the  company.  The  coal  miner,  however,  is  partly  compensated  by 
the  increased  price  paid  for  mining  with  this  type  of  machine. 

The  coal  drill  illustrated,  which  was  designed  by  the  writer,  has 
come  into  extensive  use  in  connection  with  the  mining  machines  of 
both  types,  particularly  in  Ohio,  Illinois,  and  West  Virginia.  One  of 
these  machines  in  the  hands  of  a  man  and  boy  will  drill  a  sufficient 
number  of  holes  to  shoot  down  600  tons  of  six-feet  coal  per  day  of 
ten  hours  ;  and,  as  the  saving  is  about  one  cent  per  ton,  the  purchase 
of  a  drill  makes  a  very  excellent  investment.  Even  in  mines  where 
the  coal  is  very  soft,  such  as  the  Pocahontas,  this  saving  can  be  real- 
ized, and  the  system  of  having  all  the  coal  drilled  by  one  man  re- 
sults in  a  much  better  grade  of  coal,  as  the  driller  becomes  expert  in 
placing  the  holes  to  best  advantage  for  shooting  the  coal  with  the  least 
amount  of  powder. 

I  have  chosen  three  types  of  electric  mine  locomotives  as  illustrat- 
ing the  present  practice.  The  first  two  shown  were  designed  by 
me  for  the  Jeffrey  Manufacturing  Company  and  the  General  Elec- 
tric Company,  and  the  other  is  the  product  of  the  Baldwin  Locomo- 
tive Works.  The  Jeffrey  and  the  General  Electric  locomotives,  al- 
though much  alike,  have  distinct  differences  in  the  arrangement  of 
the  parts.  The  General  has  the  operating  platform  on  one  end,  while 
the  Jeffrey  has  it  in  the  center  ;  the  former  has  the  advantage  of  plac- 
ing the  motorraan  within  easy  reach  of  the  coupling- pin,  when  going 
in  one  direction,  and,  if  the  switches  are  properly  arranged,  the  effi- 
ciency of  the  locomotive  is  materially  increased ;  while  the  latter 
gains  in  having  the  man  better  protected  in  case  of  a  collision  or  run- 
away, and  in  a  more  even  distribution  of  weight  on  the  drivers,  as 
well  as  a  shorter  machine.  This  latter  feature  is  a  very  decided  ad- 
vantage in  mines  where  the  curves  are  of  short  radii  and  the  entries 
narrow. 

Both  locomotives  are  equipped  in  other  respects  in  about  the  same 
manner  as  an  ordinary  electric  street-car  truck,  having  one  motor  on 
each  axle,  with  single  reduction  spur  gearing.  This  construction  has 
both  advantages  and  disadvantages;  among  the  former  may  be  in- 
cluded simplicity,  low  first  cost,  small  number  and  interchangeability 
of  parts,  and  chilled  cast-iron  drivers  ;  among  the  latter  is  inability 
to  obtain  the  same  tractive  power  from  both  axles,  it  being  practically 
impossible  for  two  electric  series  motors  to  divide  a  load  equally  be- 
tween them,  connected  as  they  necessarily  are  on  a  machine  of  this 
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type.  This  trouble  is  largely  overcome  in  the  Baldwin  locomotive  by 
coupling  the  drivers,  but,  in  securing  this  advantage,  the  excellent  fea 
tures  of  the  first  type  are  lost.  Mining  camps  are  the  last  places  in 
the  world  in  which  to  install  complicated  machinery,  if  it  can  be 
avoided,  and,  in  designing  machines  for  mine  service,  it  is  necessary 
to  sacrifice  many  features  otherwise  highly  desirable,  in  order  to 
obtain  simplicity.  One  of  the  principal  reasons  causing  me  to 
adopt  the  construction  that  obviates  the  necessity  of  coupling  the 
drivers  was  the  great  difficulty  in  getting  the  drivers  turned  down  at 
the  mine  when  it  became  necessary.  Besides  lack  of  proper  facili- 
ties, there  is  another  serious  trouble,  common  to  all  locomotives  oper- 
ated with  an  overhead  trolley  and  track  return, — namely,  the  spark- 
ing between  the  rail  and  the  face  of  the  drivers,  which  has  the  effect 
of  hardening  the  faces  of  the  wheels,  so  that,  after  a  few  weeks  of 
service,  they  become  so  hard  that  it  is  practically  impossible  to  turn 
them  with  a  tool,  making  it  necessary  to  grind  them  down, — an  expen- 
sive and  very  troublesome  operation.  Another  reason  was  that  at  the 
majority  of  mines  there  are  but  poor  facilities  for  lifting  quickly  the 
heavy  weights  that  have  to  be  handled,  whenever  the  drivers  are  re- 
placed. A  locomotive  so  constructed  that  this  is  not  necessary  has  a 
decided  advantage. 

To  determine  the  size  of  locomotive  required,  the  only  safe  way 
is  to  make  a  number  of  tests,  with  a  dynamometer,  of  the  drawbar- 
pull  required  to  haul  the  cars  in  the  mine  where  the  locomotive  is  to 
be  used,  there  being  so  wide  a  difference  in  the  track  and  car  con- 
struction in  different  mines  that,  in  the  writer's  experience,  he  has 
never  found  it  safe  to  more  than  approximate  the  size  required  before 
making  the  test.  He  has  found  the  required  drawbar-pull  to  vary  all 
the  way  from  twenty  pounds  per  ton  to  fifty  and,  in  extreme  cases,  as 
much  as  seventy-five.  The  rules  laid  down  for  surface  railroad  prac- 
tice will  not  apply  in  mine  service.  On  the  average  surface  road  there 
is  a  comparatively  clean  rail,  while  in  a  mine  the  rails  generally  have 
a  coating  of  moist  coal  dust,  which  is  an  excellent  lubricant,  so  that 
in  mine  practice  it  has  been  found  necessary  to  use  a  factor  of  eight 
for  determining  the  weight  required  on  the  drivers  from  the  drawbar- 
pull,  instead  of  five,  which  has  been  found  sufficient  for  surface  work. 
Some  of  the  worst  failures  in  electric  mine  haulage  have  been  caused 
by  neglecting  to  have  sufficient  weight  on  the  drivers. 

Other  illustrations  accompanying  this  paper — of  pumps,  hoists, 
and  blowers — serve  to  show  the  great  variety  of  uses  to  which  electric 
motors  are  put,  in  and  about  a  mining  operation. 
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STREET-CLEANING  IN  PARIS  AND  BERLIN. 

By  Robert  Grimshaw. 

IT  was  remarked  at  a  recent  public  meeting  in  New  York  that  the 
citizens,  having  once  tasted  the  advantages  and  conveniences  of 
clean  and  unobstructed  streets,  would  never  consent  to  a  return 
to  the  old  order  of  things,  where  filth  and  all  manner  of  obstructions 
were  allowed  to  encumber  the  public  ways.  For  years  the  one  un- 
pleasant feature  of  the  American's  return  from  abroad  was  the  sudden 
contrast  offered  by  the  streets  of  his  native  cities  to  those  which  he 
had  just  left  on  the  continent.  So  the  same  feeling  that  New  Yorkers 
are  beginning  to  cultivate,  in  taking  it  as  a  matter  of  course  that  the 
streets  should  be  kept  clean,  has  become  an  ingrained  public  senti- 
ment in  the  cities  of  Europe,  and  especially  is  this  the  case  in  Paris 
and  Berlin,  the  method  of  the  cleaning  of  whose  streets  should  be  of 
moment  to  all  who  are  interested  in  municipal  affairs. 

Here  are  two  cities,  one  with  a  population  of  1,800,000  and  the 
other  with  a  population  of  3,000,000,  where  the  two  things  that  make 
the  first  and  strongest  impression  upon  the  visitor  are  the  immense 
street  traffic  and  the  extreme  cleanliness  of  the  road  surfaces.  The 
blinding  dust  that  we  have  regarded  as  an  unavoidable  nuisance  is  un- 
known in  Paris,  despite  the  fact  that  its  streets  are  so  constantly 
crowded  with  surging  humanity  and  the  horses  and  vehicles  necessary 
to  administer  to  its  business  and  pleasure.  Yet  so  efficiently  and 
unobtrusively  is  the  cleaning  of  the  Paris  streets  accomplished  that  one 
forgets  the  existence  of  the  corps  of  workers,  and  comes  to  look  upon 
the  city  as  resembling  those  homes  that  are  always  in  order. 

The  work  of  maintaining  this  order  and  cleanliness  of  the  streets 
was  formerly  under  the  control  of  the  prefect  of  police,  but  in  1859  it 
was  transferred  to  the  prefecture  of  the  Seine  and  placed  in  charge  of 
the  engineers  of  public  streets, — a  change  of  great  importance  when 
regarded  from  a  financial  standpoint,  inasmuch  as  it  lowered  the 
annual  expenses  from  $885,510  to  $734«944>  tne  latter  being  the 
figure  in  1872.  These  expenses  have  risen  since,  however,  reaching 
$1,250,290  in  1889. 

The  street  cleaning  department  may  be  said  to  work  with  four  sub- 
divisions: the  first  has  to  do  with  the  purchasing  and  maintenance  of 
materials  ;  the  second,  with  the  employees  ;  the  third,  with  sprinkling  ; 
the  fourth,  with  the  removal  of  offal  and  rubbish. 

Of  the  first  little  need  be  said.  Its  function  is  to  buy  tools  and 
distribute  them  to  the  several  sections,  and,  when  anything  is  in 
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need  of  repairs,  to  replace  it  at  once  by  a  duplicate  in  good  condition. 
At  the  present  time  the  annual  outlay  of  this  division  amounts  to 
something  more  than  $65,000. 

It  is  with  the  second  division  that  the  public  interest  in  the  work 
begins,  and,  if  we  wish  to  watch  it  from  the  first  stroke  done  in  the 
day,  we  must  be  up  betimes,  for  the  work  starts,  year  in  and  year  out, 
at  4  a.m. 

The  first  sweeping  and  scrubbing  of  the  morning  is  done  at  the 
expense  of  the  owners  or  tenants  of  the  adjacent  properties  at  the  rate 
of  about  six  cents  per  square  yard,  while  the  day  cleaning  is  paid  for 
by  the  city.  The  whole  area  cleaned  amounts  to  18,674,400  square 
yards,  and  the  total  tax  is  about  $660,000 

Both  men  and  women  are  employed  in  the  street-cleaning  corps, 
which  is  divided  into  149  brigades.  In  the  heart  of  the  city  one  of 
these  brigades  usually  consists  of  a  chief,  one  assistant,  and  twenty- five 
laborers  who  may  be  men  or  women.  Of  these  the  major  portion  work 
only  in  the  morning.  During  the  second  half  of  the  day  "  canton- 
niers"  are  employed,  whose  duty  it  is  to  clean  the  streets,  urinals, 
police  stations,  markets,  and  cab-stands.  In  the  outlying  sections 
each  brigade  consists  of  a  chief,  four  cantonniers,  and  from  fifteen  to 
twenty  sweepers,  the  latter  being  employed  in  the  afternoon  only,  ex- 
cept in  bad  weather.  The  pay  of  these  employees,  of  whom  there  are 
about  3,200,  varies  with  their  efficiency,  and  is  placed  at  the  follow- 
ing rates  per  hour : 

Strong  men   6\4  to  7^  cents. 

Old    6  cents. 

Women   cents. 

Children   5  cents. 

A  chief  of  the  first  rank  of  cantonniers  receives  about  $25  per  month, 
and  the  rank  and  file  about  $21,  out  of  which  each  pays  $1  into  the 
savings  bank,  which  is  repaid  with  interest  when  he  leaves  the  service. 
All  employees  are  also  compelled  to  maintain  a  specified  accident  in- 
surance. 

In  the  performance  of  the  actual  labor  both  the  hand -broom  and 
the  sweeping- machine  are  in  use.  The  latter  finds  its  especial  applica- 
tion upon  stone-paved  streets  and  in  times  of  snow-fall,  while  the  for- 
mer is  in  use  upon  the  asphalt  and  wooden  paving. 

The  sweeping  machines  are  heavy  and  of  two  kinds, — the  Sohy 
and  the  Blot.  The  former  has  a  cylindrical  brush  75  inches  long,  and 
sweeps  a  strip  72  inches  wide  on  the  first  trip,  after  which  the  parallel 
strips  run  from  48  inches  to  64  inches  in  width.  Thus,  at  a  rate  of 
travel  of  about  240  feet  per  minute,  each  machine  will  sweep  7,200 
square  yards  hourly.    The  Blot  machine  has  a  shorter  brush,  not  so 
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obliquely  placed,  so  that  it  does  not  throw  the  material  out  as  well  as 
its  rival,  though  the  ground  covered  is  practically  the  same.  It  is 
drawn  by  one  horse. 

It  is  on  the  asphalt  streets  that  the  great  interest  centers,  on 
account  of  the  thoroughness  with  which  the  work  is  done.  The  hand- 
brooms  are  of  the  "piassava,"  a  tough  South  American  palm  fibre, 
whose  botanical  name  is  Attalia  funifera.  These  brooms  are  about  16 
inches  long  and  4  inches  wide,  and  are  built  up  of  five  rows  of  from 
fifteen  to  eighteen  meshes,  each  8  inches  long.  In  addition  to  the 
brooms,  the  laborer  has  a  rubber  squeegee  32  inches  long.  In  the 
early  morning  the  hydrants  are  opened,  and  the  asphalt  is  flooded, — 
flooded  not  merely  by  allowing  the  water  to  fill  the  gutters,  but  by 
throwing  water  from  large  wooden  scoops  over  the  whole  surface  of 
the  street,  until  everything  is  loosened  and  ready  to  flow.  Then  the 
brooms  and  squeegees  are  brought  into  action,  and  the  whole  surface 
brought  to  a  condition  of  almost  absolute  cleanliness.  This  is  the 
main  cleaning  of  the  day,  after  which  the  work  is  light.  Sprinkling 
or  wetting  down  is  always  done  by  hose,  watering-carts,  scoops,  or 
pots  before  the  sweeping  ;  in  rainy  weather  the  sweeping-machines 
may  be  used,  and  these  are  always  followed  by  the  hand-broom  to 
bring  the  rows  of  refuse  into  heaps  for  loading  into  carts.  Of  course, 
in  freezing  weather  the  washing  is  omitted  ;  then  the  work  is  done  by 
a  sweeping-machine  in  the  afternoon.  Gutter-cleaning  follows  each 
sweeping  ;  the  gutters  are  usually  washed  twice  each  day. 

For  the  past  few  years  the  street-sprinkling  has  been  done,  in  the 
main  thoroughfares,  by  the  cantonniers  with  a  hose.  Still,  the  water- 
ing-cart is  extensively  used,  and  there  are  370  in  service,  drawn  by 
horses,  beside  a  number  propelled  by  hand.  The  carts  are  the  prop- 
erty of  the  city,  a  contractor  furnishing  the  horse  and  driver  at  $68 
per  month.  The  sprinkling  period  begins  between  March  15  and 
April  15,  and  extends  to  the  middle  of  September  or  October,  accord- 
ing to  the  season  and  the  kind  of  pavement,  the  total  sprinkled  area 
being  6,556,800  square  yards. 

As  I  have  said,  work  begins  at  4  a.  m.,  and  between  that  and  6:30 
the  sidewalks  and  streets  are  cleaned  and  sprinkled,  sand  is  strewn  on 
the  asphalt,  and  the  cab-stands  are  washed  and  disinfected.  Then 
the  sweepings  are  taken  away,  and  cleaning  resumed.  Between  8:30 
and  11  the  streets  are  sprinkled  with  hose  or  watering-pot  and  re- 
cleaned,  the  public  urinals  are  cleaned,  and  then  comes  the  rest  for 
breakfast,  lasting  till  1  o'clock.  From  1  to  4  there  are  machine- 
sweeping,  squeegeeing,  and  hand  work  ;  at  4  the  work  is  ended,  unless 
the  weather  requires  overtime — to  5,  6,  or  even  7  o'clock. 

The  removal  of  the  sweepings,  which  is  quite  as  much  of  a  task  as 
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the  sweeping  itself,  takes  place,  in  summer,  between  6:30  and  8:30  in 
the  morning ;  in  winter,  between  7  and  9.  About  an  hour  before  the 
arrival  of  the  wagons,  householders  are  obliged  to  deposit  their  refuse 
material  in  strong  receptacles  placed  in  the  corridors,  and  these  must 
be  kept  clean  and  in  good  condition,  and  must  not  exceed  a  specified 
weight.  The  removal  of  the  sweepings  costs  about  $400,000  per  year. 

The  removal  of  street  and  house  sweepings,  fallen  leaves,  and  veg- 
etable and  animal  refuse  from  the  markets  is  done  by  contract,  not  in- 
cluding, however,  the  removal  of  decayed  vegetable  and  animal  mat- 
ter, dead  animals,  and  offal  and  excrement,  from  the  slaughter- houses. 
The  contractor  is  at  liberty  to  choose  his  own  dumping-ground,  sub- 
ject, of  course,  to  approval  by  the  city  authorities.  The  material  is 
the  property  of  the  contractor,  and  what  he  cannot  utilize  he  ships  to 
a  point  about  ten  miles  out  of  the  city.  Attempts  to  utilize  as  manure 
such  animal  matter  as  the  intestines  of  chickens  and  rabbits,  spoiled 
fish,  etc.,  have  not  proved  successful.  The  cost  of  removing  this  refuse 
can  only  be  approximated,  and  is  placed  at  from  57  to  63  cents  per  day 
per  thousand  inhabitants. 

Many  experiments  have  been  made  in  disposition  of  faecal  matter. 
It  has  been  used  for  agricultural  purposes,  and  it  has  been  cremated. 
To  carry  it  away  in  boats  involves  the  difficulties  of  low  water  in  sum- 
mer and  ice-blockades  in  winter  ;  for  rail  transportation  the  regula- 
tions are  so  strict  and  the  freight  charges  are  so  high  that  seventy -five 
miles  becomes  a  prohibitive  distance,  rendering  its  utilization  in  the 
barren  places  of  Tarifen,  Champagne,  or  Sologne  impossible. 

Cremation  is  expensive,  as  the  English  have  shown,  since  the 
mere  erection  of  the  suitable  plants  in  Paris  would  cost  at  least 
Si, 200,000,  and  even  then  some  provision  would  have  to  l>e  made  for 
the  removal  of  the  ashes  ;  the  carting  could  go  on  for  only  two  hours 
a  day,  while  the  kilns  would  have  to  be  kept  red-hot  continuously. 

Paris  is  not  often  visited  with  a  heavy  snow  storm,  and  up  to  the 
winter  of  1880  the  snow  was  removed  from  sidewalks  and  courtyards 
by  the  householders,  while  the  administration  managed  to  get  rid  of 
the  snow  by  means  of  carts  obtained  from  the  omnibus  company,  the 
garbage  contractors,  and  other  sources  of  supply.  But  a  heavy  fall 
of  snow  in  1879  brought  out  an  ordinance  that  went  into  effect  in 
October,  1880,  under  which  every  able-bodied  laborer  can,  at  the  be- 
ginning of  the  winter,  register  himself  as  a  snow-cleaner,  whereupon 
he  will  be  assigned  to  some  specified  place  at  which  he  is  to  report  at 
every  snow-fall. 

The  streets  are  classified  according  to  the  urgency  existing  for  the 
removal  of  the  snow.  First,  the  wide  streets,  in  which  the  snow  is 
heaped  into  rows,  with  a  clear  space  of  from  16  to  24  feet  in  the  mid- 
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die.  These  piles,  as  the  weather  permits,  are  removed,  made  into 
one,  or  strewn  over  the  roadway.  Second,  the  narrow  streets  with  a 
heavy  traffic,  where  the  snow  must  be  entirely  removed.  Third, 
streets  where  the  snow  can  be  thrown  into  a  single  row,  and  allowed 
to  remain  until  a  thaw. 

The  best  machine  for  snow-cleaning  has  been  found  to  be  the  rotary 
sweeper,  having  a  row  of  steel  "  bristles"  between  each  two  rows  of 
piassava.  Snow-ploughs  have  been  used,  but,  though  drawn  by  four 
horses  and  manned  by  two  men,  they  have  not  fulfilled  the  expectations 
of  the  authorities.  They  are  too  heavy,  and  cannot  be  used  in  the 
heavy-traffic  streets.    Still,  there  are  eighty-eight  of  them  in  use. 

Salt  was  first  used  in  1880,  and  is  said  to  give  no  trouble.  One  man 
takes  it  from  the  wagon,  and  it  is  spread  about  by  means  of  a  funnel  in 
the  hands  of  another.  There  are  also  some  salt-strewing  machines,  but 
they  have  shown  no  advantages  over  hand-work.  For  a  snow-fall  of 
two  inches  about  half  an  ounce  of  salt  is  required  per  square  yard. 
The  quality  used  is  the  coarse  eastern,  which  costs  about  six  dollars 
per  gross  ton. 

The  snow  that  is  carted  away  from  the  ten  wards  bordering  the  Seine 
is  dumped  into  that  river,  where  there  are  forty-two  dumping- places. 
Those  wards  which  do  not  lie  along  the  river  use  the  gutters  and  sew- 
ers for  snow-dumping,  both  hot  and  cold  water  being  used  to  assist  in 
rapidly  carrying  it  away.  As  the  removal  of  snow,  even  by  the  means 
described,  would  occupy  too  much  time,  a  portion  of  the  work  is  done 
by  private  contractors,  the  streets  being  divided  into  twenty-eight  con- 
tract districts,  each  having  a  dumping-place  in  the  Seine,  the  sewers, 
or  elsewhere.  So,  when  a  specially  heavy  fall  of  snow  occurs,  all  avail- 
able municipal  means  are  employed,  and  the  contractors  are  set  at  work, 
their  pay  being  based  on  the  number  of  cubic  yards  removed,  with  re- 
sults highly  satisfactory. 

The  omnibus  company  is  pledged  to  set  fifty  carts  at  work,  and  to 
haul  something  more  than  five  thousand  yards  of  sand  to  various  parts 
of  the  city. 

When  the  snow  falls  during  the  day,  the  cantonniers  and  extra 
laborers  commence  the  cleaning  of  the  city's  sidewalks  and  roadways ; 
the  householders  do  the  same  before  their  houses  ;  and  every  effort  is 
brought  to  bear  on  those  streets  needing  immediate  attention.  If  it 
comes  down  at  night,  the  snow  ploughs  first  clear  a  space  of  16  feet 
or  20  feet  in  width,  and  are  followed  by  the  sweeping-machines.  When 
these  are  insufficient  to  remove  the  trodden  snow,  sand  or  salt  is  used, 
giving  a  partial  relief  to  the  traffic,  after  which  the  removal  of  the  snow 
begins,  and  is  pushed  as  rapidly  as  possible.  When  the  greater  portion 
of  this  work  has  been  done,  the  streets  of  the  second  class  are  under- 
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taken,  and  then  the  third,  unless  a  thaw  has  set  in  to  render  it  un- 
necessary, in  which  case  transportation  is  stopped,  the  hydrants  are 
opened,  and  the  snow  is  swept  into  the  gutters  by  machines. 

As  for  the  total  expenses  of  the  Paris  department,  the  latest  figures 
available  are  those  for  1891,  when  they  amounted  to  about  5660,000, 
— figures  that  are  interesting  from  the  fact  that  they  represent  work 
thoroughly,  promptly,  and  constantly  done,  under  all  conditions  of 
temperature  and  weather.  No  excuses  are  offered,  and  none  will  be 
accepted,  for  work  imperfectly  or  intermittently  performed.  The 
merchants  recognize  the  fact  that  clean  streets  represent  profit,  and  dirty 
ones  loss,  and  they  would  rebel  in  a  week  if  the  work  of  street-cleaning 
was  in  the  least  slighted. 

Turning  to  Berlin,  we  have  a  city  of  about  the  same  population  as 
Chicago,  but  with  what  a  difference  in  the  appearance  of  the  streets  ! 
In  one  cleanliness  is  assumed  as  the  normal  and  only  permissible  con- 
dition ;  in  the  other — well,  perhaps  the  less  said  the  better. 

In  Berlin  the  work  of  cleaning  the  streets  is  done  "direct"  by 
the  municipal  government  acting  through  a  department,  created  nearly 
twenty  years  ago,  that  has  charge  of  the  cleaning  of  streets  and 
squares,  the  removal  of  sweepings  and  other  refuse  as  well  as  snow, 
and  the  sprinkling  and  maintenance  of  streets,  public  urinals,  and 
closets.  The  area  under  its  care  amounts  to  about  8,000,000  square 
yards,  of  which  about  35  per  cent,  is  paved  with  stone  and  15  per 
cent  with  asphalt.  The  personnel  of  the  force  consists  of  a  director  at 
a  salary  of  $2,500  per  year,  6  inspectors,  1  depot  master,  22  district 
inspectors,  84  foremen,  450  first-class  workmen,  70  second-class 
workmen,  90  helpers,  and  28  stone-breakers,  besides  a  tailor  and  car- 
penter, making  722  employees  in  all.  The  inspectors  and  depot- 
master  receive  from  $600  to  $700  a  year,  the  laborers  from  40  to  80 
cents  a  day,  and  the  foremen  94  cents.  The  laborers  are  supplied 
with  uniforms  free  of  charge,  and  in  almost  every  instance  the  depart- 
ment pays  half  of  their  insurance  against  illness  ;  they  are  not  obliged 
to  furnish  their  own  tools,  as  most  other  laborers  are,  and  are  paid  for 
Sundays  and  holidays.  When  they  grow  unfit  for  work,  they  receive 
a  yearly  pension  based  upon  their  length  of  service,  ranging  from 
$100  to  $150. 

The  area  to  be  cleaned  is  divided  into  six  districts,  and  the  work, 
without  exception,  is  done  by  machines,  of  which  there  are  forty-two. 
The  manning,  hauling,  and  maintenance  of  the  machines  are  let  to  a 
contractor,  who  receives  $1.50  per  machine  per  working  day.  In 
addition  to  the  forty-two  regular  machines,  the  contractor  has  nine 
extra  machines,  held  in  reserve  for  emergencies.  The  duty  demanded 
of  the  machines  is  not  stipulated,  as  it  depends  upon  circumstances, 
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but  it  may  be  taken  to  range  from  6,600  to  10,500  square  yards  per 
hour.  The  reason  given  for  the  use  of  the  machines  is  that  they  do 
the  work  more  economically  than  it  can  be  done  by  hand. 

The  removal  of  the  sweepings  is  also  let  to  a  contractor  on  a  six- 
year  agreement,  at  about  $94,540  per  year,  which  does  not  include 
the  removal  of  snow.  This  latter  is  paid  for  by  the  load,  but  from 
the  amount  is  deducted  that  which  would  be  paid  for  the  removal  of 
the  sweepings  during  the  same  length  of  time.  The  prices  paid  are  54 
and  60  cents  per  load. 

The  carting  of  the  street  manure  and  sweepings,  as  well  as  the 
snow,  is  at  the  contractor's  expense,  and  he  provides  his  own  dump- 
ing ground,  being  free  to  utilize  or  dispose  of  the  materials.  Removal 
of  snow  by  melting  has  been  unsuccessfully  tried.  The  utilization  01 
the  street  manure  and  sweepings  is  not  as  complete  as  might  be  de- 
sired ;  still,  more  than  half  is  shipped  by  water  from  Berlin,  and  the 
contractor  is  supposed  to  realize  a  profit  of  about  25  cents  a  load. 

It  is  well  known  that  asphalt  paving  is  more  easily  cleaned 
than  any  other,  but  it  demands  special  treatment,  because  it  is 
smoother  and  requires  constant  and  uninterrupted  attention  in  order 
to  prevent  accidents  to  horses  and  vehicles.  Horse  manure  is  espe- 
cially dangerous,  so  that  particular  care  has  been  directed  to  its 
prompt  removal,  thus  reducing  complaints  to  a  minimum. 

As  Berlin  has  a  larger  percentage  of  asphalt  paving  than  any  other 
great  city,  especial  attention  has  been  paid,  in  considering  street- 
cleaning  there,  to  the  best  method  of  work  with  this  type  of  road  sur- 
face. In  general,  all  streets  regularly  cleaned  are  sprinkled  twice  a 
day,  but  those  that  are  particularly  dirty  are  sprinkled  three  or  even 
four  times  daily.  An  exception  is  made,  however,  in  the  case  of  the 
asphalt  streets  ;  these  are  not  merely  sprinkled,  but  regularly  washed, 
every  day,  the  pavement  being  first  liberally  sprinkled  to  soften  the 
coating  of  dirt  and  then  squeegeed,  which  dispenses  with  the  necessity 
of  a  second  washing  on  the  same  day.  In  view  of  the  great  extent  of 
the  asphalt,  a  considerable  saving  is  thus  effected.  Mere  sprinkling 
would  not  answer,  as  the  layer  of  dirt  would  only  be  made  more  slip- 
pery and  unsafe  for  horses.  The  sprinkling  season  extends  from  April 
1  to  October  1,  costs  about  $56,000  a  year,  and  uses  about  215,000,- 
000  gallons  of  water. 

As  I  have  said,  the  sweeping  is  done  exclusively  by  machines 
with  piassava  brushes.  These,  as  well  as  all  other  supplies  for  the  de- 
partment, are  bought  in  the  open  market,  and  at  an  expense  of  about 
$15,000  a  year,  the  wear  and  tear  depending  upon  the  season,  being 
naturally  greatest  in  winter.  The  total  annual  expenses  of  the  de- 
partment are  about  $405,000,  from  which  must  be  deducted  various 
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incidental  receipts,  amounting  to  about  S3 1,000,  leaving  a  total  net 
expenditure  of  about  $374,000. 

A  portion  of  the  receipts  is  due  to  the  obligation  of  the  railroad 
companies  to  clean  and  sprinkle  all  streets  in  which  they  have  their 
rails.  Double  track  streets  must  be  cleaned  for  a  width  of  i8j^  feet, 
and  single-track  streets  to  half  that  width.  The  department,  how- 
ever, does  this,  the  railway  company  paying  three-fifths  of  the  actual 
cost. 

The  sweeping-machines  are  mounted  upon  four  wheels,  with  the 
brush  between  the  two  rear  wheels  and  rotated  from  the  axle.  This 
rotation  may  be  stopped  without  stopping  the  machine,  and  the 
brushes  may  also  be  lifted  clear  of  the  ground.  The  bevel  wheels 
are  protected  by  sheet-iron  casing  ;  the  oil  boxes  have  special  dust 
covers  ;  and  the  oil  is  carried  to  the  journal  bearings  by  wicks.  The 
driver's  seat  is  on  springs  ;  the  lamps  are  hung  on  spiral  springs.  A 
brush  lasts  225  hours,  new  "bristles"  costing  as  much  as  a  new 
brush. 

The  sprinkling  cart  barrels  are  of  sheet  iron,  .16  of  an  inch  thick. 
They  are  cylindrical,  and  provided  with  two  wrought-iron  bands,  and 
are  carried  on  a  wrought  iron  frame.  The  filling  is  done  through  a 
full-sized  man-hole,  so  that  inspection,  cleaning,  and  painting  are 
easy.  This  man  hole  is  closed  by  a  plate  with  a  felt  gasket.  The 
cart  is  usually  drawn  by  one  horse,  but  may  be  fitted  with  a  pole.  The 
rear  wheels  carry  the  greater  portion  of  the  weight,  thus  facilitating 
the  turning.  The  sprinkling  valve  is  opened  by  a  foot-lever,  the  tube 
being  of  wrought  iron.  It  is  easily  cleaned,  and  the  holes  in  it  are 
carefully  bored,  so  as  to  insure  an  equal  distribution  of  the  water, 
which  is  thrown  over  a  strip  about  14  feet  wide.  The  maximum 
speed  of  hauling  is  about  380  feet  per  minute. 

On  all  of  the  asphalt  streets  there  are  cast-iron  receptacles  for  the 
sweepings.  These  are  about  5  feet  10  inches  high,  20  inches  wide, 
and  14  inches  deep.  At  the  upper  end  they  have  a  semi  circular  slid- 
ing cover,  and  a  door  at  the  bottom.  The  contents  are  removed  in 
wheel -barrows,  the  latter  being  of  iron  with  wooden  wheels  and  hold- 
ing about  7  cubic  feet. 

Thus  we  see  that,  in  the  two  greatest  cities  of  continental  Europe, 
the  details  of  the  practice  of  cleaning  the  streets  are  widely  different, 
and  yet  the  results  obtained  are  practically  the  same,— clean  streets  at 
a  reasonable  expense. 
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Bridge  Accidents  in  United  States  and 
Canada  in  1896. 
A  compilation  of  statistics  of  bridge 
accidents  for  the  past  year  in  the  United 
States  and  Canada  has  been  compiled  by 
Mr.  Charles  F.  Stowell,  and  presented  in 
Engineering  News  (Feb.  11)  in  tabular 
form,  with  comments.  The  lists  do  not 
include  wooden  bridges  burned  with  no 
accompanying  casualty.  Neither  do  they 
include  "an  extremely  long  list  of  bridges 
carried  away  by  floods,  or  bridges  blown 
down  without  other  damage  to  person  or 
property."  The  accidents  are  named  in 
three  schedules,— those  on  electric  rail- 
ways, those  on  steam  railroads,  and  those 
on  highways.  Thirty-seven  are  recorded  as 
occurring  on  thirty-three  different  steam 
railroads,  and  as  causing  the  death  of  fifty- 
seven  people,  and  injuries  to  eighty-six 
more.  On  the  electric  railways,  six  bridge 
accidents  are  recorded  as  occurring  on  five 
roads,  killing  forty-six  people,  and  injur- 
ing nine  more.  The  proportion  of  deaths 
to  the  total  number  of  bridge  accidents  on 
electric  roads  is,  therefore,  very  much 
greater  than  that  in  the  list  for  steam  rail- 
roads. Whether  this  is  a  mere  coinci- 
dence for  the  year,  or  whether  it  results 
from  some  cause  peculiar  to  electric  rail- 
ways, is  not  made  clear.  A  curious  infer- 
ence drawn  by  the  author— to  wit,  that 
July  is  the  most  dangerous  month  in  the 
year  wherein  to  cross  bridges,  while  June 
is  the  safest — rests  on  no  better  foundation 
than  the  events  of  a  single  year;  and,  if 
the  observations  of  a  single  year  were 
enough,  it  is  not  wholly  clear  from  an  in- 
spection of  the  tables  how  this  conclusion 
can  be  legitimately  derived  from  the  facts 
there  noted.  "  Of  the  structures  involved  " 
(on  the  steam  railroads)  "eight  were 
wooden  trestles,  seven  iron  or  steel  bridges, 
nine  wooden  bridges,  and  thirteen  of  un- 
known construction.  On  theelectric  roads 
one  only  of  the  bridges  was  a  wooden 
trestle,  one  a  stone  arch,  and  there  were 
four  iron  or  steel  trusses."    On  the  steam 


railroads  the  accidents  are  classified  as 
"five  square  falls,  six  destroyed  by  fire, 
five  by  freshets  .  .  .  three  unknown.  In 
one  case  the  bridge  was  a  Howe  truss 
draw-span,  which  gave  away  in  conse- 
quence of  the  breaking  of  the  wire-lifting 
cables.  The  worst  accident  was  at  the 
Cahaba  bridge  in  Alabama,  where  the  rails 
had  been  removed  by  train-wreckers,  caus- 
ing a  derailment  which  resulted  in  the 
destruction  of  the  bridge."  In  this  acci- 
dent twenty-four  people  were  killed  and 
eleven  others  injured.  The  number  of  ac- 
cidents with  highway  bridges  was  fifty- 
nine;  the  number  of  lives  lost  in  these 
accidents  was  fourteen,  while  the  number 
of  people  injured  was  fifty. 


Clay  as  a  Modern  Building  Material. 
That  a  sort  of  revolution  has  been  go- 
ing on  in  the  brick,  tile,  and  terra  cotta 
industries,  during  the  past  twenty  years, 
has  been  obvious  to  observers  of  progress, 
but  the  extent  of  the  change  is  hardly  yet 
appreciated,  even  by  builders.  Architects, 
however,  realize  that  the  increased  use  of 
iron  and  steel  in  building  construction  has 
very  materially  affected  the  use  of  brick, 
tiles,  and  terra  cotta,  and  they  are,  per- 
haps, outside  of  the  manufacturers  of  these 
articles,  the  only  ones  who  have  an  ade- 
quate idea  of  the  nature  and  extent  of  the 
changes  that  have  been  quietly  going  on. 
Formerly,  when  bricks  were  used  for  the 
weight-bearing  and  floor-supporting  parts 
of  large  structures,  they  were  required  to 
have  great  strength  and  solidity.  Except 
for  fronts,  beauty  was  a  thing  hardly 
thought  of.  Now,  as  is  pointed  out  by 
Mr.  Henry  R.  Griffen  in  Brick  for  Febru- 
ary, "  lightness,  durability,  and  beauty  are 
the  primary  essentials."  The  only  quality 
which  the  modern  product  is  required  to 
retain  out  of  the  former  requisites  and  in 
an  equal  degree  is  durability.  "In  former 
days  the  clay  work  was  the  building ;  now 
it  is  the  shell,  the  beautifying  agent,  and 
the  protector  of  the  metal  frame.  To-day 
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as  many  or  even  more  brick  may  be  sold 
for  building  construction  as  in  the  past, 
but  they  are  sold  under  different  condi- 
tions ;  the  old  contracts  for  brick  by  the 
millions  for  single  buildings  are  rare,  but, 
on  the  contrary,  the  demand  for  hollow 
building  material  has  wonderfully  in- 
creased, and,  in  fact,  has  grown  from  noth- 
ing into  an  enormous  business  within  a 
few  years."  One  of  the  clearest  indica- 
tions of  the  increased  part  ornamental 
clay  work  is  to  play  in  the  future  is  the 
great  extension  in  the  output  of  clay- 
working  machinery.  No  statistics  of  the 
growth  in  this  line  of  machine-manufac- 
turing are  at  hand,  but  it  is  safe  enough  to 
say  that  the  growth  has  been  remarkable 
and  significant.  "  A  few  years  ago  the 
manufacture  of  enameled  and  glazed  brick 
was  in  its  infancy  in  this  country,  and  there 
was  some  doubt  as  to  its  continued  exis- 
tence. To-day  this  manufacture  is  carried 
on  successfully  by  several  concerns,  and 
the  business  is  firmly  established."  One 
of  the  problems  now  engaging  earnest  at- 
tention is  the  production  of  glazed  and  en- 
ameled terra  cotta,  for  which,  Mr.  Griffen 
tells  us,  there  is  already  a  demand.  The 
demand  existing,  all  precedent  warrants 
the  belief  that  the  desired  product  will  be 
forthcoming,  especially  as  there  appears  to 
be  no  insurmountable  difficulties  in  the 
way.  Another  article  of  modern  origin  and 
now  in  demand  is  the  thin  hollow  block, 
glazed  on  both  sides,  for  partition  walls. 
So  far  the  demand  has  not  been  satisfac- 
torily met,  but  Mr.  Griffen  predicts  a  large 
business  in  this  line  when  a  product  satis- 
factory in  quality  and  quantity  shall  have 
been  reached.  The  author  does  not  at- 
tempt to  outline  the  effects  of  these 
changes  upon  the  lumber  and  other  build- 
ing-material trades  upon  which  clay  prod- 
ucts are  more  or  less  encroaching  ;  but  he 
foreshadows  some  of  these  effects,  when  he 
speaks  of  a  clay  product  in  the  future  of 
such  finish  that  coatings  of  plaster  or  ce- 
ment will  no  longer  be  needed.  The 
perusal  of  Mr.  Griffen as  paper  presents  to 
the  mind  of  the  observer  of  current  events 
an  active,  energetic,  aggressive  industry, 
so  much  removed  from  the  character  of 
the  brick  manufacture  of  two  decades  ago 


as  to  fully  justify  the  assertion  that  clay 
working  in  the  manufacture  of  building 
materials  has  been  revolutionized  within 
the  period  named. 


Shortage  of  Water-Supply  in  Brooklyn. 

A  very  suggestive  article  by  Mr.  George 
E.  Waring,  Jr.,  in  Harper's  Weekly,  upon 
"  The  Water  Famine  in  Brooklyn,"  depre- 
cates the  prevalent  tendency  among  water- 
works engineers  to  meet  an  impending 
shortage  by  resort  to  greater  reaches  and 
more  distant  supplies.  The  chances  are  ten 
to  one,  in  most  cases,  that  the  impending 
shortage  is  the  result  of  needless  and  even 
wanton  waste,  and  that  the  existing  supply 
is  more  than  double  that  actually  needed 
for  necessary  uses.  No  doubt  houses  and 
flats  in  Brooklyn  could  be  found  which' 
every  twenty-fours,  waste  four  gallons  for 
every  gallon  necessarily  used.  We  are  not 
at  all  sure  that  instances  of  this  kind  would 
be  comparatively  few,  and  we  are  certain 
that  instances  of  even  more  exaggerated 
waste  are  not  infrequent.  We  have  known 
of  a  case  where  constant  flow  through  a 
flush-trap  out  of  repair  was  allowed  to  go 
on  for  over  a  month,  the  stream  thus  going 
to  waste  being  a  large  fraction  of  the  full 
discharge  capacity.  This  was  in  a  row  of 
flat  buildings,  and  there  is  not  the  slightest 
doubt  that  this  stream  alone,  running  night 
and  day,  discharged  more  water  into  the 
drain-pipes  than  was  necessary  for  the 
actual  needs  of  the  whole  row.  Therefore 
we  can  subscribe  without  any  reservation 
to  Mr.  Waring's protest  against  this  weak 
yielding  to  a  great  public  vice — the  careless 
and  wanton  waste  of  water. 

"Water,"  says  Mr.  Waring,  "must  be 
•  as  free  as  air,'  and  the  people  must  be  al- 
lowed to  use  it  and  to  waste  it  at  their  own 
sweet  will,  no  matter  what  it  costs  to  sup- 
ply them.  Every  attempt  to  check  this 
tendency  is  frowned  down,  often  by  the 
very  men  who  should  be  the  first  and  most 
zealous  in  regulating  use  and  in  prevent- 
ing waste."  What  he  says  further  with 
reference  to  the  present  water-supply  in 
Brooklyn  is  equally  applicable  to  a  hun- 
dred cities  in  the  United  States  where 
people  are  clamoring  for  increased  sup- 
ply. "The  simple  truth  is  that  Brook- 
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lyn  has,  in  the  works  on  which  it  is  now 
depending,  water  enough  to  last  it  for 
every  possible  proper  use  for  so  many 
years  to  come  that  there  is  now  no  need 
even  to  consider  a  further  source  of  sup- 
ply. The  millions  it  is  proposed  to  spend 
to  get  more  water  may  be  saved  by  a 
proper  application  of  relatively  insignifi- 
cant thousands  for  the  prevention  of 
waste."  The  principle  here  enunciated 
may  be  paraphrased  mathematically  by 
saying  that  the  cost  of  rendering  present 
supply  adequate  for  all  reasonable  wants 
is  to  the  cost  for  obtaining  a  supply  for 
unreasonable  demand  and  for  wanton 
waste  as  thousands  to  millions.  Thus 
stated,  the  principle  is  applicable  to  most 
North  American  municipal  water-supplies. 
"  It  has  come  to  be  the  prevalent  notion," 
adds  Mr.  Waring,  "  that  no  town  is  safe— 
in  this  country,  at  all  events— unless  it 
has  at  least  one  hundred  gallons  per  day 
for  each  person  of  its  population.   It  is  a 
fact,  well-known  to  those  who  have  made 
a  study  of  the  matter,  that  less  than  one- 
third  of  this  amount  would  suffice  for  the 
roost  liberal  needs  of  any  community. 
This  opinion  is  fully  supported  by  English 
experience."  The  English  are  a  people 
noted  for  their  cleanly  personal  habits, 
and  would  be  intolerant  of  any  restriction 
in  the  right  use  of  water;  notwithstanding 
this,  the   daily  water-consumption  of 
Liverpool  was  twenty-three  imperial  gal- 
lons per  head  in  1881 ;  and  Mr.  Waring 
quotes  Mr.  J.  Parry,  the  Liverpool  water- 
works engineer,  as  saying:  "There  is 
probably  no  modern  city  in  which  the 
legitimate  demand  for  water  and  the  facili- 
ties for  using  it  are  greater  than  in  Liver- 
pool.  Water-closets  are  general,  and  it 
has  long  been  a  practice  to  supply  baths 
in  all  houses  of  more  than  ninety  dollars' 
annual  rental."   A  diagram  showing  aver- 
age rate  of  flow  for  the  twenty-four  hours 
of  the  day  proves  clearly  that  much  of  the 
waste  goes  on  without  the  knowledge  of 
the  consumer.    It  shows  that  the  flow 
continues  at  hours  when  the  needed  use 
of  water  is  at  a  minimum,  and  at  a  rate 
which  is  clearly  far  beyond  any  demand 
that  the  population  is  making  at  such 
hoars.  In  fact,  the   evidence  that  in 


American  cities  generally  more  water  is 
wasted  than  is  consumed  is  beyond  all 
serious  question.  If  influential  engineers 
generally  would  take  the  same  firm  stand 
on  this  question  that  Mr.  Waring  has, 
there  might  be  hope  of  reformation.  The 
remedy  is  in  a  good  system  of  inspection 
and  the  use  of  meters  which  register  water 
wasted  as  well  as  that  used.  These  means 
have  time  and  again  converted  want  into 
plenty,  without  any  enlargement  of  supply. 


Thermal  and  Mechanical  Cut-Outs. 

One  of  the  commonest  of  electrical  de- 
vices is  the  fuse  ;  yet  Prof.  W.  M.  Stine,  in 
a  paper  read  before  the  Northwestern 
Electrical  Association  at  Milwaukee  Jan- 
uary 21  (reported  in  Western  Electrician, 
Feb.  20),  says  that  some  thought  and  study 
may  yet  be  profitably  devoted  to  it.  He 
will  hardly  be  contradicted  in  the  state- 
ment that  "  the  rational  way  of  regarding 
a  fuse  in  circuit,  and  of  obtaining  a  just 
estimate  of  its  protective  value,"  is  to  con- 
sider each  element  of  the  circuit  as  a  ther- 
mal cut-out  to  a  certain  extent,  capable  of 
fusion  by  the  heat  of  the  current  provided 
this  be  pushed  beyond  the  heat-resisting 
power  of  the  element,  and  the  fuse  as  a 
metallic  element  purposely  introduced  into 
the  general  circuit,  and  so  related  to  all 
the  other  parts  as  to  make  it,  as  regards  its 
heat-resisting  power,  the  weakest  part  of 
the  entire  circuit,"  its  weakness  being  so 
adjusted  that  it  shall  yield  before  the  other 
circuit  elements  arc  harmed."  The  final 
consideration  in  the  proper  adjustment  of 
a  fuse  in  a  circuit  must  be  given  to  that 
element  of  the  circuit  which,  without  the 
fuse,  is  the  weakest.  The  fuse  must  be 
weaker  than  that  weakest  part,  yet  not  so 
weak  as  to  incommode  by  its  too  ready 
fusion.  "Beginning  with  the  generator, 
its  armature  has  a  known  carrying-capa- 
city, and  one  which  does  not  admit  of  a 
great  margin.  This  is  also  true  of  the 
motor  armature.  In  the  leads  the  need  for 
thermal  protection  is  slight ;  in  branch 
and  tap  circuits  it  assumes  a  grave  impor- 
tance, increased  by  the  uncertainty  of  joints 
and  local  corrosion.  The  transformer, 
again,  offers  much  the  same  problem  as  the 
generator  and  motor."   Mr.  Stine  notes 
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that,  although  so  extensive  and  common 
use  of  the  fuse  wire  was  made,  its  "  vagar- 
ies and  uncertainties,"  up  to  a  recent  date, 
"  became  almost  a  by-word."  .  .  The  man- 
ufacturer of  fuse  blocks,  beyond  a  change  of 
material,— wood  to  porcelain, — had  shown 
no  satisfactory  progress.  The  fuse  wire 
had  been  investigated  in  a  few  laboratories, 
tout  in  rather  a  casual  and  incomplete 
manner,  and  the  results  were  confusing 
rather  than  instructive.  In  view  of  this 
•unsatisfactory  state  of  knowledge  upon  the 
subject,  Prof.  Stine  commenced  a  series  of 
tests  about  two  years  ago,  the  object  being 
to  obtain  data  and  formulate  "precise 
•directions  for  the  use  and  rating  of  fuse 
wires."  Several  thousand  determinations 
were  made,  the  principal  points  investi- 
gated being  "the  time  element  and  unifor- 
mity of  fusing,  the  carrying-capacity  as 
influenced  by  length,  diameter,  and  enclo- 
sure, the  effect  of  use,  and  the  influence  of 
the  receptacle."  As  the  value  of  the  time 
element  may  not  be  at  once  apparent,  the 
author  occupies  a  little  space  in  its  con- 
sideration. Uniformity  of  the  fusing-point, 
-also  of  great  importance,  is  considered  at 
some  length.  This  part  of  the  discussion 
is  summed  up  in  the  following  conclusions. 
(a)  "Covered  fuses  are  more  sensitive,  and 
have  a  lower  carrying- capacity,  than  ex- 
posed ones."  (6)  "  Fuse  wire  should  be 
rated  for  its  varying  capacity  for  the  lengths 
ordinarily  employed."  (c)  "  Fuse  blocks 
should  be  made  with  greater  distances  be- 
tween the  terminals."  (d)  "  Fuses  should 
be  removed  from  time  to  time,  as  they  be- 
come coated  or  fouled."  (e)  "The  time 
element  should  be  considered  when  pro- 
tecting parts  which  are  liable  to  burn  out." 
(/)  "  Fuses  up  to  five  amperes  should  be 
at  least  i#  inches  in  length;  one-half  an 
inch  should  be  added  to  the  length  for  each 
increment  of  five  amperes."  (e)  "  Except 
for  smaller  sizes,  flat  fuses  are  more  reliable 
than  round  wires."  (A)  "  Round  fuse-wire 
should  not  be  applied  in  excess  of  thirty 
amperes'  capacity.  For  higher  currents 
flat  ribbons  exceeding  four  inches  in  length 
should  be  employed."  The  ordinary  man- 
ner of  making  fuse  wire  is  criticised  as  en- 
tirely inadequate.  "  Each  spool  of  wire 
should  be  accompanied  by  a  curve,  or 


table,  clearly  setting  forth  the  carrying- 
capacity  for  varying  lengths."  Prof.  Stine 
goes  still  further,  and  recommends  the  dis- 
continuance of  the  use  of  fuse  wire,  and  the 
substitution  therefor  of  "fuses  already 
mounted  to  copper  terminals,  and  plainly 
marked  with  their  normal  rating,  which 
should  be  at  8o  or  90  per  cent,  of  their 
fusing  currents."  As  compared  with  the 
action  of  mechanical  cut-outs,  the  action 
of  the  fuse  is  extremely  slow.  The  choice 
between  these  devices  must,  of  course,  de- 
pend more  or  less  upon  the  conditions  of 
service.  For  protecting  motors,  except  in 
the  smaller  sizes,  circuit  breakers  are  pre- 
ferable, fuses  not  being  reliable.  Simplicity 
should  characterize  all  mechanical  cut- 
outs. "The  electro-magnet  should  con- 
tain but  little  iron,  and  the  mechanism  for 
opening  the  circuit  should  be  powerful 
enough  to  secure  prompt  and  regular 
action."  In  the  tests  of  mechanical  cut- 
outs the  liability  of  the  mechanical  parts 
to  fail  through  sticking  has  been  found  so 
small  as  to  be  negligible. 


Pulleys  Made  of  Paper. 

The  less  weight  a  shaft  has  to  carry,  the 
less  will  be  the  power  it  consumes  in  fric- 
tion. The  pulleys  mounted  upon  shafts 
often  form  a  considerable  part  of  the 
weight  the  shaft  bearings  are  required  to 
support.  If  any  part  carried  by  these 
bearings  be  out  of  line,  or  out  of  running 
balance,  the  result  of  such  defects  upon 
the  waste  of  power  will  increase  with  the 
increase  of  weight  in  the  defective  por- 
tion. In  most  cases  it  would  be  desirable 
to  run  shafting  as  light  as  is  consistent 
with  required  rigidity,  and  pulleys  as  light 
as  is  consistent  with  the  service  they  are 
needed  to  perform.  The  use  of  any  ma- 
terial that  could  give  an  increase  of  cohe- 
sion, or,  in  the  case  of  friction  pulleys,  an 
increase  of  adhesion,  would  be  a  distinct 
advantage,  if  this  gain  could  be  made  with- 
out sacrifice  of  other  essentials.  From 
this  point  of  view  experiments  made  by 
Mr.  Geo.  D.  Rice,  with  paper  as  a  material 
for  pulleys,  the  results  of  which  he  com- 
municated to  The  Iron  Age  (Feb.  1 1),  are 
not  without  interest,  and  may  prove  of 
importance  to  the  mechanical  world.  The 
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pulleys  experimented  with  were  of  two 
kinds,  one  of  paper  pulp  compressed  be- 
tween metallic  flanges,  and  the  other  made 
up  on  the  lag  principle.  In  the  first-named 
kind  the  flanges  have  hubs,  which  may  be 
attached  to  the  shaft  by  set- screws  or  key- 
ways,  and  the  paper  filling  between  the 
flanges  is  attached  to  the  latter  by  a  series 
of  through-bolts  inserted  at  a  uniform  dis- 
tance from  and  parallel  with  the  axis  of 
rotation  of  the  pulley.    In  this  form  the 
paper  filling  between  the  flanges  is  an  in- 
tegral disk  with  a  hole  in  the  center ;  in 
the  second  the  lags  are  of  the  form  which 
would  be  obtained  by  cutting  the  above- 
described  paper  disk  into  two  semi-cylin- 
drical parts  by  a  plane  passed  through  the 
axis  of  rotation.   The  clamping  between 
the  flanges  is  done  in  the  same  way  for 
both  forms  of  pulleys.     Two  different 
kinds  of  paper  stock  were  used,  one  kind 
for  the  first  form  of  pulley,  and  another  for 
the  second  form ;  but  we  do  not  gather 
that  this  is  required  as  a  consequence  of 
the  different  construction  of  the  pulleys, 
and  suppose,  rather,  that  the  modification 
was  merely  for  experimented  purposes.  It 
seems  that  the  stock  found  best  for  one 
form  would  also  be  best  for  the  other. 
"  The  stock  for  the  disks  was  made  from 
ordinary  straw  boards,  which,  after  being 
compressed,  was  cut  into  disks,  cemented 
with  a  special  glutinous  mixture,  clamped 
in  the  flanges,  turned  down,  treated  to  a 
coating  of  wax  and  tallow,  smoothed,  and 
polished.    The  stock  for  the  lags  was 
made  from  a  combination  of  book  and  rag 
material,  received  in  pulp  form  and  pressed 
into  molds."   The  reduction  in  bulk  by 
compression  (shown  by  a  diagram  accom- 
panying the  article)  appears  to  be  nearly 
two-thirds  of  the  mass  put  in  the  mold. 
Repeated  applications  of  pressure  were  re- 
quired to  condense  the  paper  to  a  degree 
that  qualified  it  for  use  in  drive-wheels. 
After  compression,  the  lags  were  heated 
to  2io°  F.  in  an  oven,  and  kept  at  this 
temperature  for  fifteen  hours.    The  re- 
sidual moisture  was  thus  dried  out.  The 
lags  were  next  bolted  to  the  flanges,  turned 
in  a  lathe,  and  treated  with  the  dressing 
made  of  wax  and  tallow,  above  mentioned. 
Sand-papering  and  polishing  finished  the 


wheels.   A  special  machine  was  made  to 
test  these  wheels.  This  machine  and  its  ap- 
plication are  illustrated  and  described  in 
Mr.  Rice's  article.   We  note  here  a  few  of 
the  results.   The  two  types  of  construc- 
tion produced  wheels  capable  of  withstand- 
ing about  equal  pressure  (550  pounds  per 
square  inch),  without  yielding.   At  775 
pounds'  pressure  per  square  inch  one  of 
the  wheels  was  crushed.  Under  a  pressure 
of  165  pounds  per  square  inch  an  increase 
of  resistance  to  slipping  of  twelve  per 
cent,  in  the  paper  as  compared  with 
leather  surfaces  was  shown.  "  Over  one  sur- 
face iron, one  wood  and  the  other  paper, one 
raw  hide  and  the  other  leather,  there  was 
an  increase  in  favor  of  paper  each  time.  In 
another  experiment  a  6-inch  leather  belt 
was  run  on  20-inch  pulleys  at  a  speed  of 
900  feet  per  minute,  developing  10  horse- 
power with  a  slip  of  6  feet  per  minute 
when  subjected  to  sprays  of  steam  from 
jets  . .  .  which  was  done  to  find  out  the  ac- 
tion of  the  paper  surfaces  under  the  influ- 
ence of  steam."   A  flanged  rim  and  spoke 
pulley  with  paper  lagging  between  the 
rim-flanges  gave,  it  is  said,  good  service. 

The  construction  of  this  pulley  is  pecu- 
liar. The  rim  and  also  the  spokes  down 
to  about  half  the  radius  are  split  in  a 
plane  at  right  angles  with  the  axis  of  rota- 
tion. Through- bolts  pass  through  holes 
in  the  spokes.  When  the  nuts  of  these 
bolts  are  screwed  tightly  down,  the  two 
divided  parts  of  the  rim  are  forced  to- 
ward each  other,  thus  clamping  the  paper 
lagging  between  them.  We  incline  to  the 
belief  that  there  may  be  a  future  for  these 
wheels.  We  have  no  means  of  comparing 
their  cost  with  that  of  iron  pulleys,  but 
can  not  see  that  they  can  be  materially 
cheaper;  we  should  judge,  on  the  con- 
trary, that  their  cost  might  exceed  that  of 
metal  pulleys. 


Strength  of  Timber. 
The  continued  acquisition  of  data  on 
this  subject  was  noted  in  the  remarks  of 
Mr.  Walter  G.  Berg  in  the  course  of  a  dis- 
cussion at  the  sixth  annual  convention  of 
the  Association  of  Railway  Superintend- 
ents of  Bridges  and  Buildings,  held  in 
Chicago  in  October,  and  printed  in  the 
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report  of  the  proceedings  of  the  conven- 
tion issued  duringthe  past  month.*  Those 
desirous  of  obtaining  references  to  the 
latest  literature  and  data  of  the  strength 
of  timber  will  be  aided  by  Mr.  Berg's  re- 
marks. After  noticing  the  wide  and  favor- 
able attention  given  by  the  technical  press 
to  the  previous  year's  report  of  the  com- 
mittee of  the  association  upon  "Strength 
of  Bridge  and  Trestle  Timbers,"  he  names 
additional  data  which  have  become  avail- 
able since  the  publication  of  that  report. 
These  are  as  follows :  Bulletins  No.  10  and 
No.  12  of  the  United  States  department  of 
agriculture,  division  of  forestry,  the  first 
entitled  ••Timber."  the  second  entitled 
"  Economical  Designing  of  Timber  Trestle 
Bridges."  The  latter  contains  the  1895 
report  of  the  committee,  above  referred 
to.  The  "  Mechanical  and  Physical  Prop- 
erties of  Southern  Pine"  are  treated  in 
Circular  No.  12  of  the  department  of  ag- 
riculture, and  a  bulletin  on  the  "  Principles 
and  Practice  of  Dry  Kilns  "  is  announced 
as  in  preparation.  In  Engineering  News, 
June  25,  1896.  are  published  extensive  data 
of  tests  carried  out  by  Mr.  William  Hood, 
chief  engineer  of  the  Southern  Pacific 
Railway.  Extensive  tests  of  Pacific  coast 
timbers  have  been  in  progress  during  the 
past  year  in  the  department  of  civil  engi- 
neering of  the  University  of  California. 
Republished  from  the  Technological  Quar- 
terly in  pamphlet  form,  are  now  available 
the  "  Results  of  Tests  Made  in  the  Engi- 
neering Laboratories  of  the  Massachu- 
setts Institute  of  Technology."  Results 
of  tests  of  Washington  fir  and  eastern 
white  oak  made  by  Mr.  O.  D.  Colvin  for 
the  Northern  Pacific  railroad  are  con- 
tained in  the  Railway  Review,  March  7, 
1896.  Notes  on  white  pine  timber  are 
also  to  be  found  in  the  issue  of  that 
journal  for  March  28,  1896.  The  In- 
land Architect  for  August,  1896,  con- 
tained an  article  by  F.  E.  Kidder  on 
"  The  Proper  Unit  Stresses  for  Timber," 
which  was  republished  in  the  Railway  Re- 
view in  its  issue  of  October  3,  1896.  The 
proceedings  of  the  twenty-ninth  annual 

•  "  Strength  of  Various  Kiodt  of  Timber  Used  in 
Trestles  and  Bridges,  Especially  with  Reference  to 
Southern  Yellow  Pine,  White  Pine,  Fir.  and  Oak." 


convention  of  the  American  Institute  of 
Architects  (held  last  summer  at  St.  Louis) 
comprise  notes  on  the  strength  of  timber 
by  Mr.  George  W.  Bui  lard  of  Tacoma, 
Washington,  and  by  Prof.  J.  B.Johnson 
of  Washington  University,  St.  Louis. 
Lastly,  Mr.  Berg  presents  a  straight-line 
formula  adopted  by  Mr.  J.  E.  Greiner,  a 
member  of  the  association,  for  the  new 
1896  issue  of  the  "General  Specifications 
for  Bridges  and  Buildings  of  the  Balti- 
more &  Ohio  Railroad,"  to  which  he 
adds  a  diagram  showing  various  formulae 
for  yellow  pine  columns  in  comparison 
with  actual,  full-size  tests,  which  diagram 
embodies  data  comprised  in  a  similar  dia- 
gram published  in  the  proceedings  of  the 
American  Society  of  Civil  Engineers.  For 
Mr.  Greiner 's  formula  and  his  reasons  for 
its  adoption,  the  printed  proceedings  of 
the  convention  above  named  may  be  re- 
ferred to.  Mr.  Berg  has  done  a  public 
service  in  thus  collating  the  references  to 
the  more  recent  data,  at  a  time  when  en- 
gineers are  so  actively  engaged  in  investi- 
gation of  the  subject. 

Municipal  Plants. 

The  issue  of  The  Electrical  Engineer, 
for  February  17,  is  largely  devoted  to  an 
exposition  of  the  views  of  electrical  en- 
gineers upon,  and  a  broad  review  of,  the 
subject  of  the  municipal  control  of  electric- 
lighting  plants,  in  which  it  takes  the  po- 
sition hitherto  maintained  by  The  En- 
gineering Magazine  that  neither  expe- 
rience or  logic  warrant  the  belief  that  the 
public  would  get  better  service  by  an  ex- 
tension of  the  system  of  municipal  control. 
It  holds  that  a  general  adoption  of  muni- 
cipal control  and  operation  of  electric- 
lighting  plants  would  be  adverse  to  the  in- 
terests of  the  public.  The  data  presented 
in  confirmation  of  this  view  are  extensive, 
and,  we  think,  ought  to  be  convincing. 
The  candor  and  willingness  of  our  con- 
temporary to  give  both  sides  a  show  is 
manifested  by  the  presentation  of  what  is 
perhaps  one  of  the  ablest  efforts  on  the 
side  of  the  partisans  of  municipal  plants, 
a  report  of  Commissioner  A.  E.  Winches- 
ter of  South  Norwalk,  Conn.,  who  has  col- 
lected data  from  some  three  hundred  rau- 
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nicipal  undertakings.   Mr.  Winchester  is 
very  highly  complimented  for  his  ability 
as  a  municipal  officer  and  his  skill  and 
acquirements  as  an  electrical  engineer. 
Notwithstanding,  his  report  is  not  con- 
vincing.  "  In  most  instances  the  balance- 
sheet  is  decidedly  unfavorable,  and  in  many 
cases  there  appears  to  be  no  knowledge 
that  such  a  vital  factor  as  depreciation 
must  be  taken  into  account.    Even  Mr. 
Winchester,  stanch  champion  as  he  is  of 
municipal  plants,  is  slow  to  approve  of 
them  for  large  cities."    He  appears  to 
think  there  is  a  higher  standard  of  official 
morals  in  country  towns  than  in  the 
greater  commercial  centers,  which  may  be 
the  fact ;  but,  if  it  be  desirable  to  maintain 
this  standard,  the  surest  and  quickest  way 
to  destroy  it  is  to  multiply  opportunities 
and  temptations  to  wrongdoing  by  exten- 
sion of  the  system  of  municipal  operation. 
We  hardly  intended  this  notice  to  do  any- 
thing more  than  direct  public  attention 
more  strongly  to  the  good  work  of  our 
contemporary,  an  adequate  review  of  which 
could  not  be  made  in  the  space  at  our 
command.  The  editorial  and  other  matter 
relating  to  the  subject  in  the  issue  named 
should  be  itself  consulted  to  gain  a  broad 
idea  of  the  present  attitude  and  arguments 
of  those  favoring,  as  well  as  of  those  op- 
posing, what  is  fitly  styled  "the  municipal- 
plant  craze." 

The  Copper  Mines  of  Arizona. 

Prof.  Arthur  Lakes,  in  The  Colliery 
Engineer  and  Metal  Miner  for  February, 
has  an  interesting  description  of  the 
mineral  resources  of  Arizona,  dwelling 
more  particularly  upon  the  deposits  of 
copper,  which  he  declares  to  be  "the 
largest  and  finest  we  know  of  in  the  west," 
adding  that  "  Arizona  is  a  country  not  too 
well  known,  nor  over-advertised  for  its 
mineral  wealth."  Attention  is  directed  to 
the  large  increase  in  the  output  of  precious 
metals  in  Arizona.  The  yield  of  gold 
from  her  mines  was  $4,260,000  in  1895,  or 
quadruple  the  output  for  1893.  Mr.  Lakes 
predicts  that  at  the  end  of  the  next  fiscal 
year  the  production  of  gold  in  Arizona 
will  have  reached  $10,000,000,"  basing  this 
prediction  upon  "the  large  number  of 


new  gold  discoveries,  the  rich  develop- 
ments being  made,  and  the  number  of  re- 
duction works  being  erected,  as  well  as 
the  enthusiasm  displayed  among  pros- 
pectors and  the  eagerness  of  capitalists  in 
gold  mining."  What  is  true  of  the  progress 
in  the  mining  of  gold  and  silver  is  true  of 
the  copper  output.  A  field  of  great 
promise  has  been  opened  within  forty 
miles  cf  Tucson.  Large  deposits  of  sul- 
phid  of  copper  exist  "  in  the  region  of  the 
Grand  Canon  .  .  .  which  only  await 
the  advent  of  transportation  facilities  to 
become  large  producers."  A  copper  mine 
which,  it  is  predicted,  will  yield  copper 
bullion  for  a  century  to  come  is  located  at 
Bisbee,  Cochise  county.  "These  mines 
and  smelters  are  worked  night  and  day, 
and  employ  1,000  men.  The  average  daily 
output  is  37,000  pounds.  Large  copper 
deposits  and  mining  industries  exist  also 
in  Gila  and  Maricopa  counties;  but  the 
most  phenomenal  mine  of  Arizona,  as  well 
as  of  the  west,  in  its  way,  is  that  of  the 
United  Verde  (gold,  copper,  and  silver), 
producing  150  tons  daily.  A  letter  from  a 
prospector  is  quoted  as  saying  that,  with 
the  big  machinery.— 1 50  tons*  capacity,— 
there  is  ore  in  sight  in  this  mine  for  1 50 
years.  The  output  in  1894  is  stated  to 
have  been  $1,500,000  in  gold,  $7,500,000  in 
silver,  and  11,000,000  pounds  of  copper. 
Strange  as  it  may  seem,  this  rich  mine  is 
very  little  known  to  the  outside  world. 
The  prospector  quoted,  who  signs  himself 
C.  A.  R.,  asserts  that  people  not  more  than 
twenty  miles  distant  from  the  mines  know 
only  that  there  is  a  mine  located  there 
and  being  worked,  but  have  no  idea  of  the 
great  wealth  of  the  deposit.  He  makes 
some  astonishing  statements  as  to  profits, 
which  we  prefer  not  to  reprint,  as  we 
do  not  know  how  far  they  are  warranted 
by  facts. 

Fast  Long-Distance  Run— A  New  Record. 

The  possibilities  for  higher  speeds  on 
railways  have  found  another  demonstra- 
tion in  afspecial  run  made  on  February  15 
over  the  Chicago,  Burlington  A  Quincy 
and  the  Burlington  &  Missouri  railroads, 
from  Chicago  to  Denver.  A  detailed  de- 
scription of  this  run,  with  editorial  com- 
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mentg,  is  given  in  The  Railroad  Gazette 
Feb.  26).  The  special  train  consisted  of 
an  engine  and  a  private  car,  chartered  by 
a  gentleman  who  was  very  anxious  to 
reach  Denver  before  the  death  of  a  son 
lying  dangerously  ill  in  that  city.  The 
train  left  Chicago  at  10  a.  m.  For  this 
special  service  one  dollar  per  mile  was 
paid,  the  distance  being  1,025  miles.  No 
guarantee  for  the  time  in  which  the  run 
should  be  made  was  given.  It  is  said  that 
the  intention  was  to  run  about  as  fast  as 
the  fast  mail  trains.  Only  after  the  train 
was  well  on  into  Iowa  was  a  record  run 
decided  upon.  Orders  to  run  as  fast  as 
consistent  with  safety  were  then  given. 
Twenty-one  station  stops  were  made  be- 
tween Chicago  and  Denver,  these  stops,  in 
the  aggregate,  consuming  sixty-four  min- 
utes. 

Deducting  this  aggregate  from  the 
total  time  between  the  two  points,  the 
actual  running  time  was  17  hours  and  49 
minutes,  the  average  speed  being  54.27 
miles  per  hour.  There  are,  as  our  con- 
temporary points  out,  some  very  significant 
features  in  this  performance.  No  special 
preparation  was  made,  or  even  thought  of, 
in  connection  with  it.  "  Generally,  in 
preparing  for  a  special  fast  run,  a  season  of 
the  year  is  chosen  when  suitable  weather 
is  assured,  and  the  track  is  in  the  best  con. 
dition.  The  locomotives  are  carefully 
chosen  and  put  in  good  order,  special  ar- 
rangements are  made  that  the  track  shall 
be  clear  far  in  advance  of  the  train,  and 
ail  officers  and  employees  are  notified  to 
be  in  their  proper  places.  Often  watch- 
men are  stationed  at  grade  crossings  along 
the  line,  .  .  and  main  track  switches 
spiked.  Everything  which  could  cause 
delay  is  anticipated."  The  remarkable 
performance  above  noted  is  characterized 
by  the  entire  absence  of  special  prepara- 
tion. The  train  started  in  a  snow-storm, 
hauled  by  an  engine  that  had  been  fifteen 
years  in  use  and  was  recently  employed  in 
the  freight  service."  In  view  of  all  the 
facts,  The  Railroad  Gazette  is  right  in  styl- 
ing the  feat  "a  triumph  of  discipline." 
Only  careful  organization  and  training 
throughout  all  departments  could  have 
rendered  it  possible. 


Continuous  Records  of  Marine  Engine 
Performance. 

In  no  department  of  engineering  are 
exact  data  more  necessary  than  in  tests  of 
marine-engine  performance.  After  every 
trial  of  a  new  steamship,  a  mass  of  data 
are  recorded,  and,  if  the  ship  be  one  of 
importance,  these  data  are  generally 
printed  in  the  technical  journals  in  con- 
nection with  a  more  or  less  detailed  de- 
scription of  the  engines.  In  this  form 
they  are  generally  looked  upon  as  of  suffi- 
cient accuracy  to  indicate  what  may  be 
expected  in  continuous  running.  Prof. 
W.  F.  Durand,  in  Journal  of  the  American 
Society  of  Naval  Engineers  for  February, 
asserts  that  such  data  are  far  from  furnish- 
ing information  from  which  a  "  continu- 
ous record  of  performance  can  be  de- 
duced." The  indicator  cards  are  not  taken 
with  sufficient  frequency.  Ten- to  fifteen- 
minute  intervals  are  too  long,  giving  too 
much  room  for  variation  in  mean  ef- 
fective pressure,  and  the  counting  of  revo- 
lutions for  one  minute  out  of  fifteen  can 
not  give  a  very  close  approximation  to  the 
mean  number  of  revolutions.  The  margin 
of  possible  error  in  a  single  minute's 
counting  always  involves  a  fraction  of  one 
turn,  and,  unless  experience  and  care  are 
applied  to  the  counting,  it  may  reach  a 
still  larger  figure.  Prof.  Durand,  there- 
fore, advocates  a  reform  in  the  method  of 
conducting  tests.  He  shows— satisfac- 
torily, we  think — that  indicator  cards 
must  be  taken  at  five-minute  intervals  to 
insure  that  the  error  shall  be  not  greater 
than  one  percent.,  and  that  this  degree  of 
accuracy  can  be  relied  upon  by  the  use  of 
methods  of  procedure  which  he  prescribes. 
We  cannot  attempt  to  give  these  methods 
in  detail  here,  but  shall  note  their  general 
character.  In  dealing  with  mean  effective 
pressure,  an'  experimental  determination 
of  a  general  relation  connecting  the  mean 
effective  pressure  with  the  initial  pressure 
and  vacuum  is  first  made ;  next,  a  con- 
tinuous record  of  the  vacuum ;  and  from 
this  record  and  the  previously-determined 
relation  a  continuous  record  of  the  mean 
effective  pressure  may  be  determined. 
The  continuous  record  of  the  vacuum  and 
the  initial  pressure  is  easily  secured  by  the 
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use  of  recording  gages.  Prof.  Durand 
says  that  "  the  relation  sought  must  be 
determined  by  experiment,  and  consists, 
in  fact,  of  a  calibration  or  standardizing 
trial,  in  which  the  steam  pressure  and 
vacuum  will  be  determinately  varied,  and 
indicator  cards  will  be  taken."  He  illus- 
trates this  by  an  example  which  shows  it 
to  be  easily  practicable.  The  method  of 
interpolation  enables  the  record  to  be  com- 
pleted for  all  values  of  initial  pressure  and 
vacuum  between  the  limits  of  the  obser- 
vations. In  the  absence  of  recording 
gages,  gage  readings  each  quarter  of  a 
minute  will  enable  a  close  approxima- 
tion of  initial  pressure  and  vacuum  to 
be  made.  The  continuous  record)  of 
revolutions  may  be  made  by  a  record- 
ing tachometer.  "In  default  of  such 
instruments,  we  may,  instead,  read  the 
counter  every  quarter  or  half  minute, 
patting  down  the  numbers  in  succession, 
bat  making  no  attempts  at  subtraction  to 
find  the  differences."  Now,  in  these  pro- 
cedures and  operations  Prof.  Durand  shows 
that  absolute  accuracy  is  not  so  important 
and  desirable  as  "relative  correctness  of 
value.  With  correct  relative  values  and 
the  true  total  integration  of  the  revolu- 
tions, as  given  by  the  counter  ...  the 
record  derived  may  be  made  correct,  both 
relatively  and  absolutely,"  and,"  this  being 
done,  we  shall  have  continuous  records  of 
both  mean  effective  pressures  and  revolu- 
tions, and  hence,  by  their  combination,  a 
continuous  record  of  the  work  and  power 
in  each  end  of  each  cylinder,  and  hence, 
by  summation,  a  continuous  record  for  the 
power  as  a  whole."  The  exposition  of  the 
method  is  followed  by  an  account  of  its 
application  to  a  trial  of  the  engine  power 
of  the  steam  yacht  Clara  on  Cayuga  Lake. 
The  yacht  has  a  length  of  91  feet,  a  beam 
of  1 1.9  feet,  a  draught  of  3  feet  5  inches, 
and  a  displacement  of  40  tons.  The  en- 
gine is  compound,  having  cylinders  10 
inches  and  19  inches  in  diameter,  and  a  12- 
inch  stroke.  The  record  of  this  trial  is  an 
interesting  study.  The  value  of  the  mean 
power  was  found  to  be  105.23.  A  com- 
parison of  this  with  results  obtained  by 
cards  taken  off  at  intervals  in  the  usual  way 
shows  not  only  wide  differences  depending 


on  the  time  interval  between  cards,  but  also 
wide  differences  between  the  results  of  the 
tests  made  at  the  different  time  intervals. 
Out  of  a  number  of  examples  we  cull  two 
striking  ones.  "  With  intervals  of  fifteen 
minutes,  the  first  card  being  taken  at  seven 
and  one-half  minutes  from  the  beginning  of 
the  run,  we  have  1 1 5.3  as  the  mean  power. 
With  intervals  of  fifteen  minutes,  the  first 
card  being  taken  at  the  beginning  of  the 
run,  we  have  the  value  95.7.  There  is  a 
difference  here  of  19.6  between  the  results 
of  the  two  tests ;  while,  as  compared  with 
the  result  obtained  by  the  continuous-rec- 
ord method,  the  first  of  the  two  tests  gives 
a  result  10.07  too  large,  and  the  second 
gives  a  result  10.16  too  small.  Only  when 
cards  were  taken  at  intervals  of  not  more 
than  from  three  to  four  minutes  was  the 
error  reduced  to  less  than  one  per  cent. 
During  the  trial  the  fluctuations  of  condi- 
tions were  such  as  would  not  ordinarily 
be  met  with."  The  author  admits  that  this 
makes  the  range  of  error  in  the  trial  of  the 
Clara  more  than  usually  wide.  The  paper 
concludes  with  a  consideration  of  changes 
of  condition  most  likely  to  occur  between 
the  calibration  and  actual  trial.  Plottings 
of  results  are  given  upon  infolding  plates. 

Principles  of  Design. 
Much  that  is  written  upon  the  subject 
of  architectural  design  must  appear  mere 
rubbish  to  professional  as  well  as  lay  read* 
ers.  Given  a  certain  familiarity  with  the 
technology  of  art,  a  facility  acquired  by 
practice  in  what  we  may  style  the  cant  of 
art  literature  (for  there  is  such  a  thing  as 
cant  in  art  talk  as  well  as  in  religious  and 
moral  discourse),  and  a  vivid  imagination, 
trained  or  otherwise,  and  it  is  easy  to  dash 
off  something  almost  or  quite  worthless, 
which  nevertheless  may  impress  the  shal- 
low reader  as  profound.  It  is  pleasant  to 
say  that  a  paper  on  "  The  Principles  of 
Design  "  by  W.  A.  Langton,  in  The  Cana~ 
dian  Architect  and  Builder  for  February, 
is  not  of  this  superficial  character.  The 
author  has  something  to  say  that  is  really 
helpful,  and  says  it  tersely,  clearly,  and 
without  affectation.  He  first  alludes  to 
those  principles  in  design— as,  for  exam- 
ple, "honest  construction  and  truth  to 
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material " — which,  as  he  forcibly  expresses 
it,  "approach to  moral  qualities "  ;  but  he 
immediately  dismisses  this  as  a  trite 
topic,  and  turns  to  the  "  details  of  hand- 
ling in  search  of  rules  or  principles  which 
may  be  guides  to  help  the  eye  in  matters 
of  taste,  just  as  an  elementary  knowledge 
of  perspective  is  often  a  guide  to  the  eye 
in  drawing  an  object,  when  it  is  difficult 
to  decide  by  the  eye  alone  whether  a  line 
is  horizontal  or  sloping,  or  which  way  it 
slopes." 

Thus  it  is  possible  to  discover  a  law 
of  fitness(  for  example,  in  the  propor- 
tion between  capitals  and  columns,  or  be- 
tween capitals  and  piers)  which  will  prove 
at  least  a  rough  guide  to  design.  This 
idea  is  elaborated  and  illustrated  by  re- 
produced drawings  which  exemplify  the 
principle  of  fitness  as  applied  to  the  de- 
sign of  a  capital  and  base ;  showing  that, 
in  the  effort  to  produce  such  a  design, 
thought  is  directed  to  the  expression  of 
the  use  of  a  capital  in  a  beautiful  manner 
rather  than  to  emphasis  upon  its  structural 
usefulness  and  the  way  in  which  it  is  use- 
ful,— to  wit,  as  a  means  for  concentrating 
a  large  load  upon  a  small  shaft.  How- 
ever, a  design  proceeding  in  this  manner 
does  emphasize  the  structural  facts,  but 
this  appears  as  a  concomitant  result 
rather  than  a  principal  purpose.  "  Where 
there  is  small  superincumbent  weight,  it  is 
more  pleasing  to  have  the  column  small 
and  even  fantastic.  For  instance,  in  the 
Lombardic  fronts  of  Pisa  and  Lucca, 
where  the  columns  stand  over  one  an- 
other for  ornament  and  support  nothing, 
it  would  cease  to  be  ornamental,  and  be 
merely  dull,  if  they  were  sober,  business- 
like columns,  instead  of  being  what  they 
are, — small  inlaid,  twisted,  knotted,  com- 
posed of  a  pile  of  animal  forms,  or  even 
with  the  upper  and  lower  parts  looped  to- 
gether, as  if  for  tension."  The  capital 
not  being  strong  transversely,  the  deep 
bell  form  becomes  essential  for  small  col- 
umns, etc.  Heavy  caps  on  piers,  having 
no  expression,  are  condemned  as  a  mis. 
take  in  design.  With  reference  to  round 
and  flat  arches  also  the  author  discourses 
intelligibly  and  sensibly,  illustrating  this 


part  of  the  paper  with  drawings  and  dia- 
grams, and  bringing  out,  among  other 
principles,  that,  "as  a  rule,  in  masonry 
what  looks  strong  enough  has  an  excess 
of  strength,  so  that,  if  we  are  to  make  an 
arch  look  right,  we  must  go  beyond  the 
consideration  of  statical  needs,  and  give 
some  consideration  to  artifices  by  which  the 
curved  lines  of  the  arch  (the  chief  indica- 
tors of  its  restlessness)  may  be  composed. 
One  of  these  is  uniformity  in  the  spring* 
ing  line.  This  is  a  point  often  disregarded 
when  the  arches,  though  visible  together, 
are  not  close  together.  When  the  open- 
ings form  a  regular  arcade,  the  need  of 
making  the  arches  spring  from  the  same 
line  is  clear ;  but  it  does  not  seem  to  be 
so  clear  that  there  should  be  a  springing 
line  for  each  story,  just  as  definite  as  lines 
of  strings  and  cornices  which  indicate  the 
floor  and  ceiling  levels.  It  is  not  a  ques- 
tion of  real  stability,  but  one  of  repose, 
gained  by  the  composition  of  lines,  and, 
though  ample  piers  may  be  between  them, 
arched  windows  which  spring  from  below 
the  heads  of  square-headed  windows  in 
the  same  story  can  never  be  as  pleasing  as 
those  which  spring  from  the  level  of  these 
heads."  This  fault  is  as  objectionable  in 
interior  as  in  exterior  design,  and  the  old 
colonial  style  is  named  as  presenting 
many  good  examples  of  the  right  treat- 
ment of  round  and  square- headed  open- 
ings. As  the  author  puts  it,  "the  differ- 
ence between  simple  expression  and  ar- 
tistic expression  is  that  one  lays  the  facts 
before  us,  leaving  us  to  find  out  for  our- 
selves what  they  are,"  while  the  other 
"  puts  them  in  such  a  way  that  they  strike 
at  once,  without  one  s  having  the  trouble 
to  think  at  all.  That  is  what  makes  the 
artist.  He  is  not  content  until  he  has  ex- 
pressed the  matter  so  that  it  will  impress 
some  one  else."  The  means  at  the  dis- 
posal of  the  architect  for  this  end  are  re- 
viewed, and  useful  hints  relating  to  their 
proper  treatment  are  presented.  While 
there  is  always  something  to  expiess, 
there  is  not  often  much,  and  "in  all 
cases  minor  things  must  be  subordi- 
nated, and  the  principal  expression  given 
to  those  which  are  important." 
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The  Promise  of  the  American  Iron  Trade. 

One  of  the  most  significant  recent  move- 
menu,  of  joint  interest  to  the  metallurgical, 
mechanical,  and  commercial  world,  is  the 
promised  development  of  an  American  ex- 
port iron-trade. 

It  is  not  unnatural  that  theexpectation  on 
this  side  of  the  water  should  be  often  over- 
enthusiastic,  nor,  on  the  other  hand,  that 
British  comment  should  show  a  tendency 
toward  undue  slighting  of  the  importance 
of  the  matter.  It  is,  therefore,  of  particu- 
lar interest  to  notice  the  thoughtful  and 
dispassionate  reviewof  the  situation  which 
is  afforded  by  so  eminent  an  authority  as 
J.  Stephen  Jeans,  in  an  editorial  entitled 
"The  Lights  in  the  Window,"  published  in  a 
recent  issue  of  the  Iron  and  Coal  Trades 
Review. 

Mr.  Jeans  briefly  reviews  the  "  consid- 
erable amount  of  talk,  and  probably  not  a 
little  alarm,"  which  has  been  occasioned  in 
some  quarters  of  Great  Britain  by  the 
threatened  success  of  American  iron  and 
machinery  firms  in  securing  control  of 
large  European  orders.  "  Some  of  the  daily 
newspapers."  he  continues, "  have  deemed 
it  worth  while  to  give  an  unusual  amount 
of  attention  to  the  subject,  and  one  of 
them  at  least  has  spoken  of  the  American 
imports  of  iron  and  steel  as  causing  a  scare 
in  iron- making  circles  here.  There  is 
hardly  sufficient  truth  in  this  exaggerated 
manner  of  putting  the  case.  We  do  not 
believe  that  many  of  those  who  really  know 
the  facts  are  apprehensive  that  we  shall 
suffer  much  harm  from  the  threatened 
deluge  of  American  iron  and  steel.  We 
may,  however,  experience  periodical  visi- 
tations of  the  same  sort  of  panic.  We  did 
so  upwards  of  a  hundred  years  ago,  when 
attempts  were  made  to  induce  parliament 
to  stop  the  importation  of  iron  from  our 
American  colonies.  American  competition 
loomed  largely  in  the  mental  horizon  of 
Richard  Cobden  when  he  wrote,  more 
than  fifty  years  ago,  that  it  was  to  the  in- 
dustry, the  economy,  and  the  peaceful 
policy  of  America,  and  not  to  the  growth 
of  Russia,  that  politicians  and  statemens  of 


whatever  creed  ought  to  direct  their  anx- 
ious study,  for  it  was,  be  said,  by  these,  and 
not  by  the  efforts  of  barbarian  force,  that 
the  power  and  greatness  of  England  were 
in  danger  of  being  superseded.  The  danger 
which  Cobden  then  foresaw,  with  a  rare 
prescience,  is,  no  doubt,  more  imminent 
to-day  than  it  has  ever  been  before,  but  it 
is  not.  for  that  reason,  irresistible." 

But  yet,  Mr.  Jeans  admits,  "  the  Good 
Ship  'British  Industry'"  is  in  some 
danger,  and  watchfulness  is  needed  to 
keep  her  off  the  "rocks  of  apathy  and 
inadequate  preparation  for  meeting  new 
conditions.  There  is  no  gainsaying  the 
fact  that  certain  American  firms,  and 
more  especially  the  Carnegie  Steel  Com- 
pany, have,  by  recent  business  deals,  become 
the  masters  of  enormous  stores  of  cheap 
raw  materials,  as  well  as  of  cheap  trans- 
port. By  great  engineering  talent  and 
unique  administrative  capacity,  the  same 
concern  has  succeeded  in  blotting  out  the 
differences  in  the  cost  of  labor  that  previ- 
ously hindered  American  manufacturers 
from  hoping  to  land  American  products 
on  European  soil.  The  only  difficulty  now 
standing  in  their  way  is  that  of  space. 
Situated  nearly  four  thousand  miles  from 
the  markets  they  aim  to  conquer,  it  would 
appear,  on  the  first  blush,  utterly  impossi- 
ble that  they  could  ever  hope  to  compete 
with  English  manufacturers  on  their  own 
soil.  But  the  seemingly  impossible  has 
become  a  stern  reality.  To  what  extent 
the  passing  reality  of  the  present  may  be- 
come the  permanent  reality  of  the  future, 
no  one  can  prophesy  with  confidence.  If 
England  had  the  same  cheap  transport,  and 
the  same  perfect  economical  appliances  and 
systems  that  are  found  in  the  U nited  States, 
the  latter  country,  despite  its  rich  ores 
and  its  cheap  fuel,  could  not  compete  with 
us  for  a  moment.  What  is,  then,  to  be 
done  ?  We  must  clearly  prepare  ourselves 
to  wage  the  warfare  that  is  imposed  upon 
us  by  our  economic  conditions.  Let  us 
get  well  to  the  front,  and  keep  there.  Let 
us  cheapen  our  ores,  reduce  the  cost  of 
our  fuel,  improve  the  character  and  cheap- 
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en  the  cost  of  our  transport,  secure  a 
higher  range  of  technical  skill,  demand 
more  competent  and  better  distributed  la- 
bor— in  short,  fight  our  American  rivals 
with  the  weapons  that  they  have  them- 
selves made  use  of." 

Mr.  Jeans,  however,  is  perhaps  disposed 
to  attach  too  little  importance  to  the  per- 
manent character  of  the  movement,  and 
unduly  magnify  the  influence  of  temporary 
and  fortuitous  combinations  of  conditions. 
To  quote  his  own  words :  "  In  other 
words,  we  believe  that,  when  the  next  re- 
vival of  American  industry  comes  about, 
— as  it  is  generally  expected  to  do  before 
long, — prices  will  rife  to  such  a  level  that 
we  are  hardly  likely,  for  a  time  at  least,  to 
hear  much  more  of  American  competition. 
Nor  is  it  probable  that  the  extraordinary 
combination  of  favorable  conditions  ar- 
ranged for  by  the  Carnegie  Company  can 
be  permanent.  It  is  of  such  a  unique 
character  that  itis  a  greater  menace  to  rival 
manufacturers  in  the  United  States  than 
it  is  to  competitors  in  Europe.  It  is  al- 
most one  firm  against  the  world,  and  the 
world,  in  the  long  run,  is  bound  to  win." 

From  this  view  of  the  case  we  are  bound 
to  dissent,  in  spite  of  our  profound  re- 
spect for  its  distinguished  author.  We 
can  not  believe  that  the  special  circum- 
stances and  temporary  conditions  have 
done  anything  more  than  hasten  the  at- 
tainment of  a  mastery  which  in  itself  is 
ultimately  dependent  upon  deeper-lying, 
permanent,  and  intrinsic  qualifications. 
The  same  preeminent  ability  which  has 
blotted  out  differences  in  labor-cost  will 
win  further  victories,  sufficient  to  overcome 
the  "difficulty  .  .  of  space." 

It  is  such  concerns  as  the  Carnegie 
Steel  Company  that  lead  the  world.  It  is 
our  prediction  that,  when  the  world  has 
caught  up  to  the  present  Carnegie  stand- 
ard, the  continued  and  expanding  exer- 
cise of  the  "great  engineering  talent  and 
unique  administrative  capacity  "  will  have 
placed  the  Carnegie  Company  as  far  in 
advance  of  the  pursuing  world  as  they  are 
now  in  advance  of  their  yet  backward  com- 
petitors. Our  reading  of  history  is  that 
the  leaders,  and  not  the  world,  are,  "  in 
the  long  run,  bound  to  win." 


Education  of  German  Mechanics. 
In  these  days  of  rapid  change,  when  ma- 
chinery has  already  supplanted  much  of 
the  hand  labor  of  former  times  and  is  still 
lessening  the  amount  of  labor  needed  for  a 
given  output,  the  question  of  the  training 
of  mechanics  for  the  positions  they  are  des- 
tined to  fill  in  the  world  of  industry  has 
been  considered  and  reconsidered,  and 
methods  which  until  very  recent  times 
were  unknown  have  been  adopted.  One 
of  these  is  the  modern  trade  school.  The 
system  of  apprenticeship,  though  not  so 
far  abandoned  as  many  have  supposed,  is, 
however,  no  longer  a  school  to  which  al- 
most any  intelligent  boy  of  good  family 
and  habits  can  apply  with  almost  the  cer- 
tainty of  admission.  There  are  yet  masters 
and  apprentices,  but,  in  proportion  to  the 
numbers  employed  in  the  various  trades, 
the  proportion  of  apprentices  is  relatively 
much  smaller  than  it  used  to  be.  We  do 
not  class  as  apprentices  youths  employed 
to  operate  a  single  machine  and  who  re- 
ceive no  other  instruction  than  what  is 
necessary  in  order  to  do  that  special 
work. 

Of  these  there  are  many  more  than  in  the 
old  days,  when  apprenticeship  was  a  rule 
of  every  shop.  Pertinent  to  the  consider- 
ation of  this  subject  is  an  article  in  En- 
gineering (Feb.  12)  on  the  "  Education  of 
German  Mechanics,"  in  which  the  claim  is 
made  that  England  can  learn  much  from 
German  methods.  If  this  be  so,  it  may  be 
that  these  methods  contain  something 
worth  considering  by  American  educators 
also.  German  elementary  schools  are  free, 
and  children  from  the  ages  of  six  to  four- 
teen are  compelled  to  attend  them.  Com- 
pulsory attendance  has  been  adopted  in 
some  parts  of  the  United  States,  but,  as  in 
some  cities  where  the  system  is  legally  re- 
quired, the  school  buildings  cannot  accom- 
modate the  existing  number  of  pupils* 
compulsory  attendance  has  not  been  uni- 
formly enforced,  and  its  effects  have  not 
been  fairly  demonstrated.  The  course  of 
study  in  German  elementary  schools  does 
not  differ  materially  from  that  usually 
taught  in  American  schools  to  pupils 
under  fourteen  years  of  age.  The  next 
grade  is  the  Mittelsckulen,  where  French 
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and  mathematics  are  added  to  the  studies 
of  the  elementary  grade.  Then  comes  the 
Realsckulen,  or  high  school,  in  which  to  a 
more  extended  course  in  mathematics  the 
study  of  English  is  added.  It  is  thus  seen 
that  a  youth  who  has  passed  through  the 
three  grades  will  know  not  only  his  native 
language,  but  also  something  of  the  two 
other  important  languages  spoken  by 
civilized  races.  In  the  highest  grade  of 
the  Realschulen,  Latin  and  Greek  are  in- 
cluded. The  children  of  the  poorer  classes 
generally  go  no  further  than  the  Mittel- 
schulen,  which  they  usually  leave  at  the 
age  of  fourteen ;  but  in  nearly  every  small 
town  in  Germany  is  an  evening  school, — 
continuation  school  (Handwerker-Fortbil- 
dung  Schulen),— which  boys  of  the  work- 
ing class  are  compelled  to  attend.  These 
schools  are  mostly  free.  At  some  a  small 
fee  is  charged,  in  which  case  it  is  paid  by 
the  masters  of  working  apprentices,  or  the 
commercial  firms  that  employ  the  youths 
who  attend  the  schools.  In  these  schools 
mathematics,  drawing,  English,  French, 
book-keeping,  etc.,  are  taught.  It  is  noted 
that  German  youths  are  thus  kept  under 
school  discipline  till  they  reach  an  age  at 
which  the  value  of  education  is  generally 
appreciated.  When  a  student  enters  a 
German  technical  school,  he  not  only  must 
have  passed  the  elementary  grammar 
schools,  but  also  must  have  been  for  some 
time  a  practical  worker  in  some  trade. 
Attendance  upon  these  schools  is  not  com- 
pulsory ;  the  fees  are  high,  the  examina- 
tions for  admission  are  severe,  and,  as  a 
consequence,  the  technical  schools  are 
611ed  with  a  good  class  of  students.  Those 
who  desire  an  epitome  of  the  German  sys- 
tem of  education  and  a  comparison  of  it 
with  that  which  prevails  in  England  may 
find  both  in  the  very  readable  article  we 
have  named,  in  which  the  conclusion  is 
reached  that,  while  the  German  system  has 
not  made  German  artisans  better  workmen 
than  the  English,  it  has  greatly  promoted 
German  trade  and  commerce  "by  equip- 
ping the  manager,  the  salesman,  and  the 
commercial  traveller  with  a  stock  of 
knowledge  which  would  put  men  of  the 
same  class  in  England  [perhaps,  also. 
America]  to  shame." 


The  Goldfields  of  Western  Australia. 

It  is  affirmed  with  great  positivenessby 
Mr.  Harry  C.  Rhys  Jones,  editor  of  the 
Perth  Mining  Journal,  that  the  future  of 
the  great  colony  of  Western  Australia  has 
been  placed  beyond  the  shadow  of  a 
doubt,  and  that  it  will  be  a  brilliant  future. 
He  contributes  an  article  to  The  Austra- 
lian Mining  Standard (Jan.  14),  in  which 
he  makes  this  statement,  following  it  up 
with  a  glowing  description  of  the  country 
and  its  resources :  "  Western  Australia  is 
a  country  of  greatness.  It  is  great  in  ex- 
tent, great  in  its  known  wealth,  and  great 
in  the  vast  possibilities  which  are  opening 
before  it,  and  it  threatens  to  fulfil  the 
declarations  of  some  of  the  most  sanguine 
of  our  mining  men ;  who  regard  it  as  bound 
to  become,  in  a  short  while,  the  greatest 
gold  field  the  world  has  ever  known." 
Language  so  strong  as  this,  were  it  not 
supported,  at  least  partially,  by  known 
facts,  would  sound  rather  too  much  like 
that  of  a  mine  boomer  whose  interest  it  is 
to  magnify  to  the  utmost  the  possible  and 
probable  resources  of  a  region  in  which  he 
owns  claims ;  but  there  are  some  facts 
which  seem  to  justify  the  enthusiasm  of 
Mr.  Jones.  As  compared  with  the  gold 
fields  of  Victoria,  the  gold-bearing  areas 
in  western  Australia  are  enormous,  ex- 
tending over  hundreds  of  miles.  Judging 
by  the  small  proportion  of  disappoint- 
ments, it  is  claimed  that  the  country  de- 
serves the  best  that  has  been  said  of  it. 
Delay  in  results  in  the  majority  of  cases 
has  been  caused  "  by  adherence  to  the  rules 
of  scientific  mining."  Meanwhile  the  de- 
velopment of  the  mines  has  progressed. 
"The  development  ...  is  not  occu- 
pying a  longer  time  than  would  be  the 
case  elsewhere  if  the  conditions  as  to  dis- 
tance and  transport  were  the  same."  It  is 
asserted  that  this  delay,  which  has  thrown 
some  doubt  upon  the  value  of  the  gold 
properties  will,  not  much  longer  continue, 
and  that  in  less  than  six  months  the  num- 
ber of  batteries  in  operation  will  be  quad- 
rupled. The  statement  made  in  some 
quarters  that  sixty  or  seventy  millions  of 
money  have  been  sunk  in  the  colony  is 
denied,  the  truth  being  that  probably  not 
more  than  five  millions  have  been  ex- 
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pended  on  the  gold  fields.  The  scat  city 
of  water  for  mining  purposes  even  in  the 
driest  gold  fields  is  also  denied,  though 
this  has  been  widely  asserted,  to  the  dis- 
credit of  the  mining  districts.  "The  cost 
of  labor  and  the  strange  mining  laws  "  are 
much  more  serious  disabilities  than  lack 
of  water.  Skilled  miners  are  badly  needed. 
The  ores  are  said  to  be  "so  rich  that  the 
loss  of  gold  in  treating  them  is  not  a  mat- 
ter of  such  importance  as  it  would  be  to 
some  other  countries."  On  the  whole,  Mr. 
Jones's  article  would  not  be  less  impres- 
sive, were  it  a  little  less  enthusiastic 
There  is  a  sense  of  extravagance  and  ex- 
aggeration in  it,  to  readers  at  a  distance, 
which  does  not  strengthen  its  effect. 


A  Possible  Pacific  Cable. 

An  interview  which  a  representative  of 
the  Pall  Mall  Gatette  had  recently  with 
Prof.  Sylvanus  Thompson  was  made  the 
basis  of  an  article  in  that  paper  under  the 
title :  "  The  Pacific  Cable  Made  Possible." 
The  substance  of  what  Prof.  Thompson 
said  to  the  Pall  Mall  Gawette,  as  reported 
therein,  is  reprinted  in  The  Electrical  Re- 
view (Jan.  29)  with  comments.  It  outlines 
a  method  of  overcoming  retardation  in  a 
cable,  which,  it  is  said,  has  not  been  pre- 
viously published,  though  known  to  some 
electricians.  Prof.  Thompson  is  reported 
to  have  said : 

"  My  cable  has  two  separate  conductors, 
each  perfectly  insulated  and  inclosed  in 
the  same  armor.  At  intervals  of  every  one 
hundred  or  one  hundred  and  fifty  miles  I 
introduce  stretches  of  cable  with  three 
separate  conductors,  the  third  being  a 
wire  of  high  resistance  acting  simply  as  a 
leak.  One  end  of  it  is  connected  to  the 
positive  conductor,  the  other  to  the  nega- 
tive. In  this  way  the  static  charge  on  the 
positive  conductor  simply  neutralizes  that 
on  the  negative,  and,  by  introducing  a  suf- 
ficient number  of  such  leaks,  the  retarda- 
tion can  be  entirely  got  rid  of."  The 
Electrical  Rei>icw  points  out  the  similarity 
of  this  principle  to  that  explained  in  Eng- 
lish patent  No.  22.304  issued  to  Prof. 
Thompson  in  1891.  This  patent  describes 
compensators  consisting  of  wires  of  high 
resistance  coiled  round  a  core  of  well- 


laminated  iron  joining  the  two  conductors. 
The  patent  specification  further  says  that 
"  the  coil  is  covered  with  insulating  mate- 
rial, and  its  choking  or  its  self-inducing 
action,  if  it  consist  of  a  sufficient  number 
of  turns  of  fine  wire  coiled  near  together, 
will  cause  sufficient  resistance  to  prevent 
all  but  an  insignificant  quantity  of  the 
working  charge  to  short  circuit.  In  elec- 
tric cables  the  induction  coils  must  be  fur- 
ther arranged  so  as  not  to  form  unwieldy 
enlargements  of  the  cable,  and  are,  prefer- 
ably, long  and  narrow,  and  with  the  axis 
parallel  with  that  of  the  cable."  The  new 
arrangement  described  by  Prof.  Thomp- 
son appears  to  be  intended  to  supersede 
that  described  in  the  patent  of  1892,  and, 
in  its  editorial  review  of  the  proposed 
scheme.  The  Electrical  Review  admits  that 
it  would  greatly  increase  the  speed  of  sig- 
naling. It  doubts,  however,  that  speeds  as 
great  as  appear  to  be  expected  would  be 
realized.  If  the  "  resistance  acting  simply 
as  a  leak  "  be  very  high,  "  the  retardation 
of  signals  due  to  static  charge "  will  be 
considerable,  "  while  the  conductor  resist- 
ance will  be  double  that  of  a  single  core." 
An  increase  of  E.  M.  F.  of  the  signalling 
battery  will  be  necessitated,  probably  de- 
veloping a  weak  point  near  the  end  where 
the  majority  of  faults  occur.  It  is  claimed 
that  the  change  would  involve  no  increase 
in  the  difficulty  of  repairing  such  a  cable, 
but  this,  it  is  thought,  must  "depend  on 
what  the  so-called  stretches  of  cable  with 
three  separate  conductors  may  mean.  If 
several  miles  in  length,  and  the  repair  en- 
tails cutting  into  one  of  these  stretches, 
the  whole  stretch  will  probably  have  to  be 
recovered,  in  order  that  the  new  cable 
spliced  in  may  give  approximately  the 
same  leak  resistance  as  the  cable  requires 
at  this  point."  Conditions  of  weather, 
depth  of  submergence,  and  the  mechanical 
condition  of  the  cable  might  conceivably 
make  additions  to  the  expense  of  repair 
that  would  not  be  necessary  with  a  cable 
uniform  throughout  its  length.  It  is  fur- 
ther indicated  that  the  difficulty  of  local- 
izing faults  in  so  complex  a  system  would 
be  greater  than  in  an  ordinary  cable.  In 
these  and  other  criticisms  any  wish  to 
minimize  Prof.  Thompson's  claims  for  his 
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"  rapid  cable  "  is  disavowed,  the  object 
being  to  make  as  clear  a  comparison  be- 
tween the  old  and  the  proposed  new  style 
of  cable  as  present  imperfect  information 
of  Prof.  Thompson  s  system  permits. 


Modern  Diving  Apparatus. 

It  is  said  that  there  are  no  unexpired 
patents  on  diving  apparatus.  We  are  cer- 
tain that  the  apparatus  now  in  general  use 
differs  in  no  essential  point  from  that  used 
nearly  half  a  century  ago,  however  much 
advance  intheway  of  design,  workmanship, 
and  material  may  be  shown.  But  now,  as 
then,  this  kind  of  apparatus  forms  an  es- 
sential part  of  an  out6t  for  the  recovery  of 
sunken  vessels,  and  of  property,  from  the 
bottom  of  the  sea.  Many  interesting 
details  of  the  construction  and  use  of 
diving  apparatus,  as  made  by  an  Eng- 
lish firm,  are  presented  in  an  unsigned  ar- 
ticle in  Transport  (Feb.  12). 

The  first  and  paramount  consideration 
in  diving  apparatus  is  that  of  safety.  All 
considerations  of  convenience  in  use,  stor- 
age, or  conveyance  must  be  subordinated 
to  this,  which  is  all  the  more  imperative 
because  experienced  divers  can  not  al- 
ways be  obtained,  and  unskilled  laborers 
may  be  the  only  help  available  in  some  in- 
stances.  The  apparatus,  therefore,  in  its 
construction,    appearance,    and  record, 
should  be  such  as  will  inspire  confidence 
in  the  minds  of  those  unaccustomed  to  its 
use.   The  English  firm  alluded  to  is  cred- 
ited with  making  an  apparatus  so  simple 
and  easily  understood  that  it  may  be  read- 
ily and  successfully  operated  by  laboring 
men  who  have  never  before  used  it.  The 
advances  of  forty  years  have  been  in  the 
direction  of  simplicity,  utility,  and  dura- 
bility.  The  exterior  bars  which  were  for- 
merly  employed  to  protect  the  three 
glasses  of  the  helmet,  and  which  more  or 
less  obstructed  vision,  are  no  longer  used. 
The  glasses  are  now  made  five-eighths  of 
an  inch  thick,  which  gives  sufficient 
strength.   The  front  glass  of  the  helmet 
does  not  unscrew  and  screw  in  as  for- 
merly, but  opens  on  a  hinged  joint,  like 
the  scuttle  joint  of  a  ship ;  the  diver,  on 
coming  to  the  surface,  may  open  and  shut 
this  glass  himself,  without  the  risk  of 


dropping  it.  The  helmet,  moreover,  is  sup- 
plied with  an  air  valve  that  may  be  opened 
or  closed  by  pressure  of  the  diver's  finger, 
but  which,  left  to  itself,  closes  automati- 
cally and  remains  closed.  The  valve,  un- 
der ordinary  conditions,  is  self-acting.  It 
is  placed  at  the  side  of  the  helmet,  so  that 
the  escaping  bubbles  of  the  air  do  not 
impede  vision.  The  dress  is  made  with 
sufficient  air-capacity  to  permit  time  for 
signaling  and  drawing  up  in  case  of  an  ac- 
cidental stoppage  of  supply.  If  breakage 
of  the  air-supply  tube  occur,  an  automatic 
valve  prevents  the  entrance  of  water 
through  the  tube.  The  attachment  of  the 
weights  permits  their  instant  removal  when 
the  diver  reaches  the  surface.  The  air  tube 
itself  is  a  great  advance  from  that  once  em- 
ployed. It  is  composed  of  three  layers  of 
canvas  with  alternate  layers  of  rubber,  and 
an  imbedded  wire  coil.  The  pumps  em- 
ployed are  an  interesting  part  of  the  ap- 
paratus. They  are  of  three  kinds :  (1)  a 
three-barrelled  single-acting  pump  is  used 
in  pearl,  coral,  and  sponge  diving ;  (2)  a 
two-barrelled  double-acting  pump  is  used 
on  occasions  where  the  services  of  two 
divers  are  required  below  at  the  same 
time,  as  is  sometimes  the  case ;  (3)  a  one- 
barrelled  double-acting  pump  is  used  in 
harbor  or  dock  work,  in  depths  up  to 
eighty  or  ninety  feet.  The  two-barrelled 
double-acting  pump  is  also  used  by  a  single 
diver  for  deep-sea  diving.  For  very  shallow 
water,  and  such  work  as  repairing  leaks  in 
ships,  the  one-barrelled  single-acting 
pump  is  preferred.  A  great  deal  of  care 
is  bestowed  upon  the  construction  of  these 
as  well  as  all  other  parts  of  the  air-circu- 
lating system  of  devices.  The  material  of 
which  the  dresses  are  made  is  a  strong 
twill,  first  made  water- proof  and  then  cov- 
ered with  a  layer  of  pure  rubber.  Parts 
liable  to  more  rapid  wear  than  others,  as 
the  knees,  elbows,  etc.,  may  be  reinforced. 
Two  thicknesses  of  the  rubber-faced  twill 
are  placed  with  the  rubber  faces  together, 
and  pressed  into  a  single  sheet,  which  is 
then  made  up  into  the  dresses.  The  boots 
are  made  of  thick,  soft  calf-skin.  From  the 
air  supplied  to  the  divers  the  heat  ac- 
quired during  compression  is  removed  by 
passage  through  a  copper  cooling  cistern. 
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Suction  Draft  for  Marine  Boilers. 

The  still  unsettled  state  of  opinion  upon 
the  merits  of  what  are  respectively  and 
technically  known  as  forced  and  suction 
draft  applied  to  marine  boilers  was  alluded 
to  in  the  introductory  paragraphs  of  a  paper 
read  before  the  Institution  of  Engineers 
and  Shipbuilders  in  Scotland  at  Glasgow, 
January  26,  by  Mr.  Matthew  Paul.  For  the 
information  of  laymen  it  may  be  said  that 
forced  draft  is  brought  about  by  continu- 
ously pressing  air  into  a  stoke- hold  made 
practically  air-tight,  except  for  the  draft 
passages  of  the  furnaces  through  which 
the  air  passes,  under  the  combined  action 
of  exterior  atmospheric  pressure  and  the 
mechanical  means  (usually  a  fan  blower) 
employed  to  increase  this  pressure.  Suc- 
tion draft,  on  the  contrary,  aims  by  me- 
chanical means  to  increase  the  flow  of  air 
through  the  furnace  by  lessening  the  at- 
mospheric pressure  opposing  the  escape 
of  gases  from  the  uptake  and  smoke-pipe. 
In  the  forced-draft  system  the  cool  outside 
air  at  its  normal  density  has  to  be  passed 
along  by  the  action  of  the  fan-blower 
with  a  slight  increase  of  density ;  in  the 
suction  draft  the  gases  of  combustion, 
added  to  the  normal  volume  of  air  needed 
for  combustion,  both  expanded  by  heat, 
must  be  handled.  To  most  people,  we 
should  think,  the  forced-draft  system 
would  appear  the  more  simple  and  prac- 
ticable; notwithstanding  this,  an  argu- 
ment of  considerable  force  can  be  made 
for  the  suction  system,  and  such  an  argu- 
ment is  made  in  the  paper  referred  to 
for  suction  draft  broadly,  and  especially 
for  a  patented  system  known  as  Patter- 
son's, exemplified  by  experiments  made  at 
the  works  of  Messrs.  M.  Paul  &  Sons 
at  Dumbarton.  First  it  was  maintained 
by  Mr.  Paul  "that,  until  the  advent  of 
some  more  commercially  successful  type 
of  water- tube  boiler  than  has  yet  been 
produced."  the  majority  of  ships  will  use 
mechanical  draft.  The  merits  and  de- 
merits of  the  plenum  system  as  related  to 
the  life  and  safety  of  the  boiler,  the  rates 
of  combustion  and  evaporation,  etc.,  were 
briefly  mentioned,  and  were  made  the  sub- 
ject of  comparison  with  the  suction-draft 
system.  Proceeding,  the  author  (as  report- 


ed in  The  Engineer,  Feb.  5)  asserted  that 
with  forced  draft  a  plenum  of  three  inches 
was  required  for  a  consumption  of  sixty 
pounds  of  coal,  per  hour,  per  square  foot 
of  grate,  and  that  a  consumption  of  one 
hundred  and  eight  pounds  per  square  foot 
of  grate,  per  hour,  requires  a  plenum  of 
nine  inches.  He  asserted  it  to  be  "  a  mat- 
ter of  common  knowledge  that  endless 
trouble  was  experienced  when  an  ordinary 
tubular  boiler  was  worked  under  forced 
draught  at  rates  considerably  less  than 
those  named,  and  that  no  attempt  to 
attain  them  in  ordinary  sea-going  work, 
over  lengthened  periods,  had  yet  been 
successful.  Even  for  short  trials,  ex- 
tending over  a  period  of  four  to  eight 
hours,  the  boilers  had  failed  repeatedly, 
with  air  pressures  as  low  as  2  to  1% 
inches,  when  burning  forty- five  to  fifty 
pounds  of  coal  per  square  foot  of  grate  per 
hour,  and  the  result  was  that  the  boilers 
were  increased  sufficiently  to  do  the  re- 
quired work  at  greatly  reduced  rates" 
Mr.  Paul  declared,  however,  that  with  suc- 
tion draft  the  case  was  entirely  different, 
and  sustained  this  proposition  by  refer- 
ence to  satisfactory  results  of  admiralty 
trials  on  various  ships  of  the  British  navy, 
and  to  trials  of  suction  draft  under  what 
is  called  the  Ellis  and  Eaves  system,  made 
by  Messrs.  John  Brown  &  Co.  at  Sheffield, 
which  showed  a  coal  consumption  of  from 
forty  to  sixty  pounds,  with  high  efficiency 
and  without  any  trouble  with  the  furnace 
bars,  even  when  hot  air  was  supplied  be- 
neath them.  Mr.  Paul  described  Patter- 
son's system  as  being  Martin's  system 
with  a  water  spray  discharged  radially 
from  the  center  of  the  fan  to  keep  the  lat- 
ter cool  and  prevent  its  being  injured  by 
the  heat  of  the  discharged  gases.  The 
author  admitted  that  no  satisfactory  rea- 
son for  the  greater  immunity  of  boilers 
with  suction  draft  at  an  equal  rate  of  fuel 
consumption,  as  compared  with  boilers 
employing  forced  draft,  has  yet  been 
given  ;  but  he  held  that  the  fact  asserted 
has  been  amply  substantiated  by  experi- 
mental proof.  In  conclusion,  it  was  main- 
tained that  suction  draft  has  distinct  ad- 
vantages over  forced  draft  sufficient  to 
counterbalance  increased  size  and  cost. 
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Car  Ferries  of  the  Great  Lakes. 

An  illustrated  description  of  craft  used 
for  transporting  cars  as  variously  con- 
structed is  an  interesting  feature  of  The 
Enginter  (London,  Feb.  5)  which  intro- 
duces the  subject  with  remarks  upon  the 
development  and  present  extent  of  the 
system.  The  boats  are  "constructed  to 
accommodate  a  train  of  cars,  and  not  only 
to  cross  the  lakes  with  these  in  the  sum- 
mer time,  but  to  cross  in  winter  also,  when 
they  have  to  cut  their  own  way  through 
the  heavy  ice.  At  first  car  ferries  were 
used  only  at  few  points,  where  the  waters 
were  narrow  and  .  .  .  bridging  was  not 
permitted.  But  now  Lake  Michigan  is 
crossed  at  several  places,  and  one  line 
runs  up  and  down  almost  the  entire  length 
of  the  lake  parallel  to  the  shore.  In  the 
latter  case  the  ferry  line  is  much  longer 
than  the  railway  which  it  serves.  When 
it  is  remembered  that  a  car  ferry  has  to 
carry  a  greater  weight  of  cars  than  of 
goods  (less  than  half  the  cargo  pays,  and 
the  remainder  is  dead  weight),  and  that 
the  largest  car-ferry  boat  carries  less  cargo 
than  would  be  taken  by  a  smaller  and  less 
expensive  steamer,  it  seems  that  there 
must  be  little  profit  in  operating  them  in 
places  where  they  are  not  an  absolute  ne- 
cessity ;  .  .  .  but  the  car  ferry  is  to  all  ap- 
pearance a  success.  A  great  deal  of  money 
has  been  invested  in  these  lines  by  shrewd 
business  men,  and  several  new  routes  are 
being  considered,  so  that  the  car  ferry 
may  be  said  to  have  passed  the  experi- 
mental stage  and  become  one  of  the  fixed 
institutions  of  the  lake."  The  heavy  ter- 
minal and  transfer  charges  at  Chicago  are 
assigned  as  causes  of  the  growth  of  the 
car-  ferry  system.  The  boats  carry  through 
freights  only,  and,  as  the  competition  on 
through  freight  is  sharp,  it  is  all  the  more 
remarkable  that  they  can  do  a  paying 
business.  As  for  a  time  in  winter  these 
boats  are  the  only  ones  navigating  the 
lakes,  it  may  be  that  they  are  able  to  reap 
an  advantage  from  this  ciicumstance.  The 
beginning  of  the  extension  of  the  car-ferry 
system  to  longer  distances  than  the  width 
of  the  St.  Clair  and  Detroit  rivers  dates 
back  to  "the  building  of  the  screw  steamer 
Algomah,  in  1881,  by  the  Detroit  Dry  Dock 


Company."  The  boat  was  built  for  the 
Mackinac  Transportation  Company,  which 
included  the  Michigan  Central,  Grand 
Rapids,  and  Indiana  and  South  Shore 
Railways ;  and  the  boat  "  was  intended  to 
serve  as  a  connecting  link  at  the  Straits 
of  Mackinac."  Though  not  intended  to 
carry  cars,  and  although  a  failure  for  win- 
ter navigation,  this  boat  demonstrated 
possibilities  which  have  been  realized  in 
subsequent  car- ferry  boats.  The  winter 
navigation  of  the  straits  of  Mackinac  pre- 
sents extreme  difficulties.  "The  straits 
form  a  storm  center,  and  are  assaulted  in 
all  directions.  During  the  late  autumn  and 
early  winter  the  winds  make  a  foot- ball  of 
the  rapidly-forming  ice.  First  it  is  driven 
in  from  Lake  Michigan,  piled  up  by  the 
surf  along  the  shore,  and  hurled  crashing 
against  the  frozen  surface  of  Lake  Huron. 
A  change  of  wind  then  sets  the  latter  in 
motion,  and  the  aggressor  is  forced  back, 
grinding  and  thundering.  The  fields  of 
ice  collide  and  break,  and  all  along  the 
meeting  edges  the  smaller  pieces  arc 
thrown  above  or  forced  under  the  larger 
ones.  With  mortar  made  of  seething 
spray  and  driving  snow  the  contending 
fragments  are  cemented  into  shapeless 
masses,  which  drift  against  each  other, 
forced  this  way  and  that  by  winds  and 
changing  currents,  until,  in  the  ever- 
increasing  cold,  the  passage  is  finally 
blocked.  The  surging  mass  of  hills  and 
valleys,  of  sharp  peaks  and  deep  depres- 
sions, becomes  quiet  and  rigid.  Day  after 
day  the  frost  makes  more  firm  the  bonds 
by  which  this  irregular  surface  is  held  to- 
gether, and  the  straits  of  Mackinac  are 
closed  for  the  winter.  At  places  the  ice 
extends  twenty  feet  above  and  twenty  feet 
below  the  usual  water  surface,  and  along 
the  shores  it  is  often  frozen  to  the  bottom 
at  that  depth.  Great  windrows  extend 
up  and  down,  and  across,  like  miniature 
mountain  ranges,  marking  the  meeting 
places  of  fields  of  ice."  The  encounter 
with  ice  of  this  character  was  far  too 
much  for  the  Algomah,  although  she  had 
the  spoon-shaped  bow  of  the  more  recent 
car- ferry  boats,  and  was  fitted  with  a  pow- 
erful engine;  but  she  served  to  indicate 
what  was  still  lacking  for  a  successful  win- 
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ter  boat,— to  wit,  greater  weight,  greater 
power,  and  means  at  the  bow  for  breaking 
up  the  windrows  and  working  through 
the  broken  ice.  The  steamer  Ignace,  de- 
signed by  Frank  E.  Kirby,  was  then  built 
by  the  Detroit  Dry  Dock  Company  for 
the  same  owners,  and  she  proved,  with 
her  1,199  tons'  measurement,  and  her 
heavy  propeller  at  the  spoon-shaped  bow, 
operated  by  an  independent  engine,  to  be 
a  grand  success.  She  set  the  pace  for  all 
the  boats  of  this  type  that  have  been  since 
constructed.  Twelve  freight  cars  can  be 
carried  at  once  on  this  boat.  Subsequently- 
constructed  boats  are  described,  and  the 
routes  which  have  been  established  are 
indicated  on  a  chart  of  the  American  lake 
system  which  accompanies  the  article. 

Insulation  Resistance  of  an  Electric  Instal- 
lation. 

"  When  the  wiring  of  a  building  is  com- 
pleted," says  The  Builder  (London,  Feb. 
so),  "  it  has  to  pass  certain  tests  before  the 
public  supply  company  will  switch  on  the 
current.  What  these  tests  are  can  only  be 
vaguely  guessed  at,  as  the  supply  com- 
panies talk  learnedly  in  their  rules  about 
insulation  resistance,  and  yet,  when  the 
consumer  tries  to  find  out  what  electricians 
mean  by  the  insulation  resistance  of  the 
wiring  of  a  building,  he  will  find  out  that 
it  is  a  vague  expression  used  in  different 
senses  by  different  people.  He  will  prob- 
ably be  told  by  the  consulting  electrician 
that  it  is  a  measure  of  the  leakage-flow  be- 
tween the  house  mains ;  this  is  the  favorite 
definition,  and,  being  the  simplest,  is 
strongly  adhered  to  by  youthful  elec- 
tricians, who  think  they  understand  it. 
How  this  is  measured  is  clearly  described 
in  a  well-known  work  on  electrical  engi- 
neering, published  recently  and  .  .  . 
most  favorably  reviewed  by  the  electrical 
press:  'All  that  is  necessary.' says  this 
book, '  in  testing  the  insulation  of  any  cir- 
cuit, is  to  connect  the  +  and  —  mains 
(the  insulation  between  which  is  to  be 
measured)  to  the  terminals,  turn  the 
handle,  and  the  needle  at  once  points 
to  the  resistance.'"  This  quotation  is 
cited  to  show  that  it  is  little  to  be  won- 
dered at  that  apprentices  and  wiremen 


imagine  that  they  know  all  about  so  sim- 
ple a  matter.  If,  however,  observation  be 
directed  to  the  inspector  of  the  supply 
company,  he  will  be  found  measuring  the 
resistance  between  each  house  main  and 
the  earth,  and,  if  this  does  not  come  up  to 
his  views, "  he  will  refuse  to  switch  on  the 
current."  Insurance  inspectors  follow  in 
the  same  line.  "All  this  time  the  intelligent 
consumer  is  guessing,  as  he  is  unable  to  get 
any  definite  information  from  the  secre- 
tary of  the  supply  company,  and  electrical 
books  are  hopelessly  contradictory.  He 
may  think  he  has  found  it  at  last  in  a  new 
copy  of  fire-office  rules,  but,  on  turning 
up  this,  he  finds  that  the  insulation  resist- 
ance has  to  be  measured  when  all  current- 
consuming  and  current-producing  devices 
are  turned  off;  and  so  he  gives  up  the 
hunt  for  a  definition,  and  regards  elec- 
tricians as  a  slippery  and  unsatisfactory 
kind  of  people."  The  difficulty  lies  not 
in  the  theory  of  insulation-testing,  but  in 
the  interpretation  of  what  is  meant  by  it 
in  specifications.  It  is  shown  that  accurate 
values  of  insulation  resistance — contrary 
to  the  opinion  of  many— are  worth  more 
than  the  slight  extra  labor  of  calculating 
them  according  to  a  method  explained  in 
the  article  by  formulae  and  diagrams.  The 
numbers  ordinarily  given  may  vary  widely 
from  the  truth.  A  numerical  example 
used  to  illustrate  this  point  shows  that  an 
error  of  from  two  hundred  to  three  hun- 
dred per  cent,  is  possible  in  the  ordinary 
way, — "  a  matter  of  great  importance  when 
current  is  taken  from  a  company  supply- 
ing on  the  three-wire  system  " ;  and  the 
method  for  easy  and  accurate  testing  of 
insulation  resistance  by  architects  and 
consumers  with  the  assistance  of  a  wire- 
man,  as  given,  will,  if  studied,  clear  up  the 
whole  matter. 


Difficulties  Pertaining  to  Deep  Rock 
Boring. 

On  this  subject  The  Colliery  Guardian 
has  recently  given  some  interesting  infor- 
mation, partly  abstracted  by  J.  W.  Pearse 
from  a  paper  read  by  Mr.  Charles  Zundel 
before  the  Soci6te  Industrielle  de  Mul- 
house.  The  difficulties  encountered  some- 
times compel  the  abandonment  of  a  bor- 
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ing  after  a  large  sum  has  been  expended. 
Mr.  Pearse  says  that  the  deepest  bore-hole 
yet  put  down  is  at  Paruschowitz  in  Upper 
Silesia,  which  work  "was  undertaken  for 
establishing  the  government  rights  to  cer- 
tain coal  deposits."  The  depth  of  the  bore 
thus  made  is  2.003.34  meters.  The  bore 
passed  through  eighty-three  coal  seams, 
the  aggregate  thickness  of  which  is  89.5 
meters.  "  Begun  with  a  diameter  of  32 
centimeters  (12  inches),  with  lining  tubes 
10  millimeters  {\\  inch)  thick,  the  hole  was 
put  down  to  a  depth  of  70  meters  (38 
fathoms),  from  which  point  to  107  meters 
(58  fathoms)  the  diameter  was  reduced  to 
27  centimeters  (10  inches).  At  this  depth 
the  blue  marls  were  so  compact  that  it  was 
found  necessary  to  resort  to  diamond  bor- 
ing. Moreover,  under  the  action  of  the 
water  injected  into  the  hole,  the  marl 
swelled,  and  subjected  the  lining  tubes  to 
such  compression  that  it  was  found  neces- 
sary to  gradually  reduce  their  diameter." 
Shifting  sand  was  encountered  at  a  depth 
of  200  meters  (109  fathoms),  and  much  re- 
tarded progress.  The  weight  of  the  boring 
rods  in  these  deep  holes  is  the  greatest 
difficulty  which  engineers  have  to  meet  in 
this  kind  of  work.  It  was  this  that  ended 
the  Paruschowitz  boring.  Notwithstand- 
ing the  substitution  of  steel  for  iron,  the 
total  weight  reached  13.707  tons.  A  break- 
age occurred  ;  the  lower  part  of  the  rods 
"became  so  jammed  in  a  yet  untubed  part 
of  the  boring  that  it  was  impossible  to 
raise  them.  The  cost  of  this  boring  is 
stated  to  have  been  37.60  marks  per  meter. 
The  temperature  at  the  total  depth  reached 
was  found  to  be  69.30  Cent. 


Water  Gages  for  High-Pressure  Steam 
Boilers. 

In  a  former  number  of  this  magazine, 
while  discussing  the  practical  limitations 
of  steam  pressure  for  power  purposes,  the 
frequent  breaking  of  the  glass  tubes  of 
water  gages  at  high  pressures  and  temper- 
atures was  named  as  one  of  the  minor  dif- 
ficulties which,  up  to  a  recent  period,  has 
formed  one  of  these  limitations.  The  em- 
ployment of  talc  or  mica  gages  has  in 
some  measure  removed  this  disability.  It 
is  scarcely  necessary  to  specify  the  incon- 


veniences or  (especially  with  rapid  steam- 
ing boilers  having  a  comparatively  small 
water  capacity)  even  the  dangers  that  may 
follow  the  breaking  of  glass  gages.  An 
article  on  this  subject  by  Mr.  T.  C.  Bille- 
top  in  The  Colliery  Guardian  enumerates 
some  of  the  ways  by  which  it  has  been 
sought  to  remove  or  lessen  this  difficulty, 
the  talc  gage  being  the  latest  device  for 
the  purpose.  It  seems,  however,  that  the 
glass  gage  is  not  yet  by  any  means  shelved, 
the  talc  gage  being  held  in  reserve  for  use 
in  case  of  the  breakage  of  the  glass  gage. 
The  risks  in  the  use  of  the  glass  gages  have 
been  lessened  by  the  following  devices. 
"Cocks  have  been  made  with  automati- 
cally-closing ball-valves,  which,  however, 
have  never  become  favorites  wijh  en- 
gineers, who  wisely  keep  clear  of  compli- 
cations in  such  important  fittings.  Hand 
gears  have  been  commonly  introduced  for 
shutting  off.  Guards  of  plate  glass  or  of 
wire  have  been  fitted  round  the  gage. 
Special  makes  of  glasses  have  been  tried. 
Glasses  have  been  annealed  or  coated  in- 
ternally with  different  kinds  of  varnish,, 
but,  with  it  all,  the  same  uncertainty  exists. 
One  glass  might  last  a  week  or  a  month,, 
another  one  minute.  The  causes  of  these 
failures  cannot  always  be  defined;  for, 
while  bad  workmanship,  clumsy  or  careless 
handling,  or  unusually  trying  conditions 
can  easily  be  traced,  it  is  very  often  im- 
possible to  state  reasons  why  the  glasses 
break.  Various  theories  have  been  ad- 
vanced, such  as  the  special  condition  of 
new  glass  tubes,  the  cutting  action  of  the 
steam  at  the  top  of  the  glass,  damage  due 
to  condensation,  etc."  Want  of  homo- 
geneity in  the  glass,  even  in  glass  of  the 
same  make,  is  also  a  probable  cause.  It  is 
certain  that  under  high  temperatures  and 
pressures  glass  will  succumb  to  shocks 
and  strains  which  it  will  endure  at  less 
pressures  and  temperatures.  To  obviate 
sudden  changes  various  protective  de- 
vices have  been  resorted  to.  Some  steam- 
light  glass  guards,  so  arranged  that,  in 
case  of  the  breakage  of  the  glass,  the 
guards  form  a  substitute  for  it.  have  not 
proved  very  effective ;  the  sudden  break- 
age of  the  inner  tube  is  often  sufficient 
to  cause  the  breakage  of  the  thicker 
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guard.  Talc  is  a  material  which,  while 
transparent,  is  also  strong  enough  to 
withstand  the  pressure ;  it  is,  moreover, 
not  liable  to  crack  under  changes  of  tem- 
perature. But  this  substance,  answering 
excellently  well  at  first,  rapidly  loses  its 
transparency  when  in  use,  and  after  a  time 
becomes  useless  from  this  cause.  This 
opacity  takes  place  near  the  water  line. 
It  appears  that,  while  it  will  remain  trans- 
parent when  brought  into  contact  with 
dry  steam  only,  the  heated  water,  on  the 
contrary,  produces  some  molecular  effect 
upon  mica  which  renders  it  thus  opaque. 
It  has,  therefore,  become  the  practice  to 
fit  boilers  carrying  high  pressures  with 
two  gages,  one  of  talc  and  one  of  glass. 
The  glass  gage  is  the  one  regularly  em- 
ployed. In  case  of  the  breakage  of  the 
glass  gage,  the  mica  gage  can  be  immedi- 
ately put  :nto  action,  and  used  till  the  glass 
gage  can  be  effectively  repaired.  Em- 
ployed in  this  way,  the  talc  gage  can  be 
made  to  last  for  a  considerable  period.  It  is 
now  proposed  to  surround  the  'glass  tube 
by  a  gun-metal  case  fitted  with  mica  plates 
into  which  steam  enters  at  full  boiler  press- 
ure, and  out  of  which  the  small  amount 
of  water  condensed  in  the  jacket  con- 
stantly drains.  The  glass  tube  thus  would 
be  kept  at  the  same  interior  and  exterior 
pressure  and  temperature,— a  condition 
which  greatly  conduces  to  its  durability. 
The  mica  will  probably  last  much  longer 
used  in  this  way,  but  it  is  not  quite  evident 
that  it  can  escape  deterioration,  as  more  or 
less  water  of  condensation  must  come  in 
contact  with  it.  The  free  loss  of  heat 
from  the  exterior  of  this  compound  metal 
and  mica  case  cannot  be  presented,  unless 
covering  it  by  glass  is  practicable.  Even 
this  would  not  entirely  prevent  escape  of 
heat.  If  heat  escape,  condensation  must 
ensue,  and  the  condition  of  dryness  in  the 
steam  essential  to  the  preservation  of  the 
mica  will  more  or  less  fail  to  be  estab- 
lished. 


The  Brazil  State  Railways. 

Anent  the  proposed  leasing  of  these 
railways  to  foreign  capitalists  Transport 
(Feb.  12)  enters  a  protest  against  the  brev- 
ity of  the  time  (three  months)  allowed  for 
the  receipt  of  tenders.  The  condition  of 
the  roads  is  very  bad,  and,  before  making 
contracts  or  executing  leases  for  property 
certain  to  require  large  outlays  before  it 
can  be  made  remunerative  (possibly  to  re- 
main unremunerative  for  years),  the  capi- 
talists who  might  invest  in  these  proper- 
ties will  very  carefully  investigate  the  con- 
ditions and  count  the  cost  of  putting  the 
roads  in  working  order.  Transport  thinks 
twelve  months  none  too  long  a  time  for 
such  examination  and  estimate,  and  pre- 
dicts that  capitalists  are  not  likely  to  fall 
over  each  other  in  their  haste  to  get  con- 
trol of  the  Brazilian  railroads  under  the 
terms  fixed  upon  by  the  Brazilian  govern- 
ment, which  has  made  a  miserable  failure 
in  its  attempted  management  of  the  rail- 
way lines.  "  It  may  be  that  the  govern- 
ment will  elect  to  accept  the  offer  of  any 
syndicate  of  speculators  who  intend  to 
tranfer  the  property  to  a  subsequently-or- 
ganized syndicate.  .  .  The  government 
may,  in  that  case,  be  able  to  realize  on  the 
lease  sooner,  but  the  syndicate  will  find  it 
impossible  to  place  the  property  with  ex- 
perienced railway  men  until  a  thorough 
examination  and  report  have  been  made 
by  trustworthy  and  competent  men.  The 
condition  to  which  the  between  four  and 
five  thousand  miles  of  railway  which  it  is 
now  proposed  to  lease  have  been  brought 
by  the  grossest  mismanagement  is  ex- 
emplified by  the  Central  railway,  which,  it 
is  estimated,  would  require  an  outlay  by 
the  lessees  of  ^10,000,000  sterling.  Such 
an  amount  as  this  will  not  be  forthcoming 
in  haste. 

The  term  of  the  leases  is  sixty  years,  at 
the  end  of  which  the  roads  are  to  be  re- 
turned in  good  condition  and  without  in- 
demnification." 
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Protestant  Church  Architecture. 

The  February  issue  of  the  Oesterr.  Mo- 
matscher.  f.  d.  Oeffent.  Baudienst  contains  a 
long  illustrated  article  by  Herr  F.  Meldahl, 
in  discussion  of  the  question  whether  there 
has  yet  been  evolved  a  definite  style  of 
Protestant  church  architecture. 

Starting  with  the  distinction  between 
the  Protestant  and  Catholic  services,  the 
former  being  based  upon  the  hearing  of  a 
discourse  and  the  latter  upon  the  offering 
of  the  mass,  he  proceeds  to  illustrate  the 
development  of  church  buildings  since  the 
time  of  the  reformation.  Many  of  the 
earlier  Protestant  places  of  worship  in  Ger- 
man were  chapels  in  the  palaces  of  Protes- 
tant princes,  and,  in  accordance  with  the 
decadent  taste  of  the  seventeenth  c  ;ntury, 
the  gaudy  rococo  school  is  very  much  in 
evidence  in  the  illustrations  of  such  chap- 
els. The  auditorium  arrangement  of  seats, 
which  has  of  late  years  come  into  vogue 
in  some  Protestant  churches  in  this  coun- 
try, appeared  in  many  of  the  Lutheran 
churches  of  the  seventeenth  century,  al- 
though the  cruciform  ground  plan,  with 
the  pulpit  at  the  intersection  of  the  nave 
and  transepts,  was  a  favorite  form.  The 
fact  that  the  Calvin  ist  form  of  Protest- 
antism in  France  and  Switzerland  spread 
chiefly  among  the  poorer  classes  until 
more  recent  times  accounts  for  the  meager 
development  of  church  architecture  in 
those  countries.  English  church  architec- 
ture is  shown  only  by  one  example  of 
Wren.  S.  Stephen's  Walbrook,  and  one  by 
Hawksmoor,  S.  Mary  Woolnoth,  so  that 
what  is  probably  one  of  the  most  influen- 
tial forces  in  the  development  of  a  Pro- 
testant style  of  architecture  is  but  slightly 
considered. 

The  article,  however,  is  of  interest  and 
value  in  so  far  as  it  relates  to  the  develop- 
ment of  the  subject  in  Germany  during 
the  seventeenth  and  eighteenth  centuries. 


Pier  Foundations  on  Slopes. 
In  the  construction  of  the  approaches  to 
the  new  Kornhaus  bridge  at  Berne,  to 
which  reference  has  already  been  made  in 
these  pages,  some  special  details  of  the 
pier  foundations  are  of  sufficient  impor- 
tance to  warrant  special  mention,  and  Herr 
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Simon,  whose  plans  for  this  portion  of  the 
work  were  adopted,  contributes  to  the 
Schweizerische Bauzeitung  (Feb.  6)  an  illus- 
trated account  of  the  method  of  procedure. 
The  bridge  is  to  cross  the  Aar  at  a  high 
level,  spanning  the  stream  with  a  single 
great  arch,  while  the  nature  of  the  banks 
requires  that  the  piers  must  be  built  in  the 
steep  slope  of  the  bank.  This  means  that 
they  must  be  carried  down  through  more 
than  fifty  feet  of  packed  earth,  and  then 
through  about  twenty-five  feet  of  clayey 
loam,  to  a  bed  of  gravel.  The  character 
of  the  work  makes  it  most  important  that 
there  shall  be  no  movement  to  either  of  the 
piers,  since  the  presence  of  the  wedge  of 
loam  under  the  main  bank  of  earth  might 
cause  the  whole  hillside  to  slip,  were  it 
once  set  in  motion.  Bearing  this  point  in 
mind,  it  was  decided  to  carry  down  founda- 
tions of  such  weight  and  stability  as  to 
render  this  action  impossible. 

Each  pier  foundation  consists  of  two 
elliptical  brick  caissons,  so  to  speak,  the 
method  of  construction  adopted  being 
somewhat  like  that  used  for  sinking  well 
linings  in  India.  Instead,  however,  of 
building  upon  the  caisson  from  above,  and 
permitting  it  to  sink  by  its  weight  as  the 
earth  was  excavated  beneath,  the  brick- 
work was  laid  in  sections  from  beneath,  a 
shaft  being  sunk  in  the  center,  and  then 
portions  of  the  space  under  the  masonry 
were  successively  dug  out  and  replaced 
with  brickwork,  until  the  whole  periphery 
had  been  completed.  In  this  way  the  brick 
shafts  have  been  carried  down  to  the 
gravel-bed  practically  as  a  whole,  without 
previously  requiring  the  dangerous  opera- 
tion of  excavating  in  the  earth  and  clay 
slope. 

The  dimensions  of  each  shaft  are  20  feet 
by  11,  and  there  are  two  shafts  to  each 
pier;  the  completed  shafts  are  filled  with 
concrete,  and  form  each  a  solid  mass  of 
masonry. 

It  is  apparent  that  this  method  requires 
that  time  must  be  given  for  the  mortar  of 
one  course  to  harden  before  under-cutting 
for  the  next,  and.  in  fact,  forty-eight  hours 
were  found  sufficient  for  this  purpose, 
spaces  of  three  to  four  feet  being  left  un- 
supported underneath,  while  the  brick- 
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work  was  being  filled  in.  The  maximum 
settling  observed  was  in  the  east  shaft,  and 
was  only  about  one  inch,  which  shows  that 
the  method  was  most  carefully  executed. 

A  sheet  of  details  accompanies  the  arti- 
cle, which  is  well  worthy  of  perusal  by 
engineers  in  this  country. 

Boiler  Incrustations. 

In  connection  with  the  thorough  treat- 
ment of  the  subject  of  corrosion  and  scale 
from  boiler-waters  in  Mr.  Cary's  articles 
appearing  in  The  Engineering  Maga- 
zine for  March  and  April,  it  is  interesting 
to  note  some  phases  of  European  experi- 
ence and  practice,  as  reviewed  by  M. 
Dibos.  in  La  Revue  Technique  (Jan.  25). 
After  referring  to  the  experiments  of 
Hirsch  as  to  the  increase  in  temperature 
of  the  plates  caused  by  deposits  of  scale  of 
various  thicknesses,  he  discusses  the  dan- 
ger of  explosion  due  to  the  formation  of 
scale,  distinguishing  between  the  powdery 
deposit  of  carbonate  of  lime  and  the  hard, 
crystalline  aggregation  of  sulphate  of  lime. 

According  to  analyses,  which  are  given  in 
full,  more  than  75  per  cent,  of  scale  depos- 
ited from  river-water  is  carbonate  of  lime, 
and  only  about  3  per  cent,  sulphate,  while, 
for  brackish  water,  the  proportions  of  car- 
bonate and  sulphate  are  nearly  equal,  be- 
ing about  40  per  cent.  each.  For  sea- 
water  the  other  extreme  is  reached ;  there 
is  more  than  85  per  cent,  of  sulphate  and 
less  than  1  per  cent,  of  carbonate.  The 
quantity  of  hydrate  of  magnesia  in  none  of 
these  cases  rises  above  4  per  cent.,  but  its 
presence  causes  the  incrustations  to  be- 
come harder  and  more  resistant  than  they 
otherwise  would  be. 

M.  Dibos  describes  a  remarkable  case  of 
strong  corrosive  action  upon  the  metal 
underneath  the  coating  of  scale,  recently 
investigated  at  Brest  in  the  boilers  of  the 
Oriolle.  According  to  Benin,  this  action 
is  caused  by  a  reaction  between  the 
chlorid  of  sodium  and  silicic  hydrate,  pro- 
ducing silicate  of  soda  and  hydrochloric 
acid,  and  also  by  a  reaction  between  the 
chlorid  of  sodium  and  the  silicate  of  mag- 
nesia, giving  a  silicate  of  soda  and  chlorid 
of  magnesium,  decomposed  in  turn  by  the 
heat. 


Referring  to  the  innumerable  remedies 
which  have  been  proposed,  that  of  heating 
the  feed-water  to  150°  C.  (282°  F.)  and 
separating  the  precipitated  sulphate  of 
lime  is  mentioned,  as  well  as  Dulac's  sys- 
tem of  precipitating  the  impurities  chem- 
ically and  separating  the  solid  matter  be- 
fore the  water  is  permitted  to  enter  the 
boiler.  Various  materials  that  may  be  in- 
troduced into  the  boiler  to  separate  the 
scale-forming  constituents  are  named  ;  the 
evils  of  this  method  are  found  in  the  un- 
equal manner  in  which  such  reagents  act. 
The  portion  of  scale  in  immediate  contact 
with  the  plates  is  not  acted  upon,  and  the 
softening  of  a  portion  only  renders  fre- 
quent cleaning  necessary  to  prevent  the 
loosened  scale  from  collecting  elsewhere. 

The  too  common  practice  of  testing  a 
boiler  by  hydrostatic  pressure  and  assum- 
ing it  safe  without  a  thorough  interior  ex- 
amination is  condemned,  and  a  careful  in- 
spection every  ten  or  twelve  months  is 
recommended. 

In  concluding,  M.  Dibos  refers  to  the  so- 
called  "  antitartrate  "  solution  of  Lieut- 
Bretel,  which  appears  to  be  an  alkaline 
tannate  that  has  been  used  with  success  in 
the  boilers  of  the  Afessageries  mart  times, 
as  well  as  in  vessels  belonging  to  the  well- 
known  firm  of  Cockerill,  of  Seraing. 

The  Creep  of  Rails. 

A  valuable  paper  upon  the  above  sub- 
ject was  presented  recently  before  the  rail- 
way section  of  the  Austrian  Society  of 
Engineers,  by  Inspector  von  Engerth,  and 
is  now  printed  in  full,  with  diagrams,  in 
the  Zeitsckr.  d.  Oesierr.  Ing.  u.  ArcA.  Ver- 
eines  for  January  22  and  29.  The  fact  that 
rails  do  creep  has  long  been  observed,  but 
this  shifting  of  position  appears  to  be  a 
final  resultant  of  so  many  different  causes 
that  its  full  investigation  is  voluminous. 
Inspector  v.  Engerth  has  collected  data 
from  a  number  of  the  continental  rail- 
ways, and  from  these  he  studies  the  prob- 
lem. Especially  is  he  indebted  to  M. 
Coiiard  of  the  Paris-Lyons-Mediterranee 
railway,  and  to  the  report  of  Herr  Ast 
upon  Austrian  railways. 

In  most  of  the  roads  investigated,  the 
creep  was  in  the  direction  of  the  travel  of 
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trains,  and  also  down  the  grades,  as  might 
be  expected.  The  greatest  creep  observed 
was  that  on  the  Kaiser  Ferdinands-Nord- 
babn,  where  the  maximum  was  260  milli- 
meters in  one  year,  but  this  was  excep- 
tional, as  on  the  same  road  the  total  creep 
for  seven  years  was  420  millimeters.  The 
creep,  however,  takes  place  on  straight, 
level  sections  of  road,  and,  furthermore,  is 
not  alike  for  both  rails,  the  left  rail  almost 
to  variably  showing  the  greater  creep. 

Careful  measurements  were  made  upon 
about  500  miles  of  the  Austro- Hungarian 
State  railways,  of  which  more  than  300 
miles  are  double-track,  and  data  were  ob- 
tained upon  the  following  points :  nature 
of  ballasting,  relative  level  of  rails,  width 
of  embankments,  character  of  rail-fasten- 
ings, length  of  time  in  which  no  creep 
occurred,  and  other  special  points  that 
presented  themselves. 

M.  CoOard,  in  his  investigations,  found 
that  in  double-track  roads  the  creep  was 
in  the  direction  of  train  motion,  and  ex- 
plains this  action  as  follows  : 

When  the  engine  wheels  approach  the 
end  of  a  rail,  the  weight  of  the  engine 
causes  the  rail  to  spring  down  a  little 
lower  than  the  end  of  the  next  rail,  which 
has  as  yet  none  of  the  weight  upon  it. 
This  causes  the  wheel  to  strike  a  blow 
upon  the  end  of  the  rail  which  is  being  ap- 
proached, and  the  horizontal  component 
of  this  blow  acts  to  drive  the  rail  along  in 
the  direction  of  the  motion  of  the  engine. 
The  greater  creep  of  the  left  rail  he  ex- 
plains by  the  fact  that  on  the  Paris- Lyons- 
Mediterranee  road,  on  which  the  trains 
keep  to  the  left,  the  outer  rail,  being 
further  away  from  the  center  of  the  road- 
bed, is  not  so  well  supported  as  the  inner 
rail,  and  hence  suffers  greater  deflection. 
For  single-track  sections,  the  creep  ap- 
pears to  be  in  the  direction  of  the  swiftest 
trains  or  the  heaviest  loads,  thus  bearing 
out  the  same  theory. 

The  investigations  in  Austria,  however, 
did  not  altogether  support  this  view.  Hen- 
Spitz,  who  assisted  in  making  the  ex- 
aminations, found  that  the  greater  creep 
of  the  left  rail  also  appeared  on  the  Hun- 
garian roads,  on  which  the  trains  keep  to 
the  right,  the  left  rail  being  in  the  middle 


portion  of  the  road-bed,  showing  that 
some  other  cause  must  be  found  to  ex- 
plain the  inequality.  Local  conditions, 
such  as  difference  in  ramming  the  ballast, 
unequal  depth,  etc.,  were  found  to  cause 
unequal  creep,  and  in  some  instances  the 
creep  was  less  down  steep  grades  than  on 
portions  more  nearly  level. 

Herr  Spitz,  to  whom  the  credit  for  the 
second  portion  of  the  paper  is  due,  thinks 
that  the  true  cause  of  the  unequal  creep  of 
the  rails  is  the  action  of  the  forces  in  the 
engines  ;  he  contributes  an  elaborate  dis- 
cussion of  the  successive  impulses  tending 
to  produce  blows  upon  the  rails.  Taking 
each  side  separately,  he  plotted  the  suc- 
cessive phases,  and  then,  combining  them 
into  one  diagram,  showed  the  resultant  to 
be  in  accordance  with  the  observed  facts. 

It  would  be  interesting  to  apply  the 
same  analysis  to  the  observations  made  in 
this  country,  and  thus  obtain  a  confirma- 
tion or  refutation  of  this  result. 


The  Development  of  Telephony. 
The  issues  of  the  Elektrotechnische  Zeit- 
schrift  for  February  4  and  11  contain  a 
paper  read  before  the  Electrotechnic  So- 
ciety of  Berlin  by  Herr  West,  upon  the 
future  development  of  the  telephone,  re- 
ferring principally  to  Germany,  although 
many  of  his  points  are  of  value  and  inter- 
est elsewhere.  After  referring  to  the  im- 
portance of  increased  facilities  for  com- 
munication, the  author  takes  up  the  sub- 
ject of  long-distance  telephony,  and  shows 
how  its  use  might  be  greatly  extended  by 
a  different  system  of  operation.  He  sug- 
gests that  the  whole  country  should  be 
divided  into  sections,  each  with  its  own 
central  station  or  exchange  in  its  largest 
city,  and  that  then  a  system  of  long-dis- 
tance connections  should  be  arranged  be- 
tween these  centers,  so  that  any  subscriber 
in  any  section  could  be  placed  in  connec- 
tion directly  with  the  exchange  of  any 
other  section  and  call  up  any  subscriber 
therein.  In  this  connection  he  refers  to 
the  very  great  development  of  telephony 
in  Sweden  and  in  Switzerland,  there  being 
in  the  former  country  one  instrument  to 
every  133  inhabitants  in  1894,  and  in  the 
latter  one  telephone  to  every  154  inhabit- 


Digitized  by  Google 


REVIEW  OF  LEADING  ARTICLES 


ants,  later  figures  for  1895  bringing  Swit- 
zerland up  to  one  instrument  for  every  132 
person*. 

Great  stress  is  laid  upon  the  necessity 
of  doing  away  with  all  ground  connections 
and  the  introduction  of  metallic  circuits. 
In  connection  with  the  subject  of  under- 
ground conduits,  illustrations  are  given  of 
the  clay  conduits  used  in  Christiana  and 
Copenhagen,  these  being  shaped  like  iron 
channel  beams,  built  up  horizontally  upon 
each  other. 

In  the  discussion  which  followed  the  in- 
teresting point  was  brought  out  that  those 
countries  in  which  the  telephone  is  most 
widely  used  are  those  in  which  postal  fa- 
cilities are  least  developed,  and  the  infer- 
ence cannot  be  resisted  that  possibly  a 
wider  extension  of  telephone  facilities 
might  cause  a  corresponding  diminution 
in  postal  receipts,  and  possibly  modify  al- 
together existing  postal  systems,  especially 
if  recording-telephony,  which  was  also  dis- 
cussed, be  brought  to  a  practical  state. 

The  Action  of  Stones  in  Streams. 

Herr  Ferdinand  Wang,  professor  at 
the  Agricultural  High  School  in  Vienna, 
and  royal  forest  commissioner,  has  con- 
tributed to  the  Oesterr.  Monatsckr.  f.  d. 
Oeffentlichen  Baudienst  for  February  a 
valuable  article  upon  the  laws  which 
govern  the  relations  of  the  water  in  swift 
streams  to  the  rocks  and  stones  carried 
along  by  the  current.  This  matter  is  a 
very  important  one  in  the  mountain  tor- 
rents of  Switzerland  and  the  Tirol,  and,  as 
a  mathematical  investigation  of  some  of 
the  problems  connected  with  geological 
erosion,  the  paper  referred  to  is  of  signifi- 
cance. 

The  author  considers  successively  the 
influence  of  the  presence  of  loose  stones 
upon  the  velocity  of  the  water;  the  im- 
pact of  the  water  against  the  stones,  and 
the  resistance  of  the  latter;  the  limits  of 
the  velocity  and  carrying- power  of  the 
water ;  and  the  laws  which  govern  erosion, 
and  consequent  modification  of  the  profile 
of  the  stream. 

Although  it  is  not  to  be  expected  that 
rigid  laws  can  be  deduced  governing  a 
problem  in  which  there  are  so  many  vari- 


ables, yet  there  are  certain  general  con- 
siderations which  are  of  importance. 

According  to  the  formula  deduced  for 
the  velocity  of  clean  water  carrying  loose 
stones,  it  appears  that,  when  the  volume 
of  water  and  stones  are  equal,  the  mean 
velocity  is  reduced  to  less  than  one- half 
its  normal  value.  The  velocity,  however,  is 
modified,  not  only  by  the  mass,  but  also  by 
the  shape  of  the  stones  and  the  manner  of 
their  motion,  whether  singly  or  in  groups. 
Formulas  are  given  for  the  impact  and  re- 
sistance of  the  stones,  and  from  these  it  is- 
shown  that  the  density  of  water  has  a 
very  great  influence  upon  its  action  in  this 
respect,  water  saturated  with  mud,  for  in- 
stance, being  much  more  powerful  in  it* 
action  than  pure  water. 

Water  may  become  saturated,  so  to 
speak,  with  stones  and  detritus,  this 
saturation  depending  upon  its  velocity, 
much  in  the  same  manner  as  its  carrying- 
power  for  mud.  From  this  portion  of  his 
investigation  Herr  Wang  deduces  formulas- 
and  laws  for  the  eroding  and  carrying- 
power  of  streams  which  are  of  importance 
in  connection  with  the  question  of  the 
correction  and  control  of  torrents. 

Variations  in  the  width  of  the  stream 
change  its  velocity,  and  the  material 
eroded  from  one  place  is  deposited  in 
another  only  to  change  the  velocity  again 
and  cause  new  modifications;  but  for  this 
portion  of  the  subject  we  must  refer  the 
reader  to  the  formulas  of  the  original.  An 
interesting  example  of  the  action  of  the 
water  upon  solid  bodies  is  given.  During 
the  construction  of  the  Birsig  viaduct  at 
Basle  a  scaffold  was  overturned,  and, 
among  other  things,  a  pillow  block,  or 
journal  bearing,  was  lost  in  the  river,  and 
could  not  be  found.  Several  years  after- 
ward it  was  discovered  in  excavating  for 
some  foundations,  more  than  a  thousand 
feet  farther  down  the  stream,  buried  under 
ten  feet  of  pebbles ! 


Improvements  in  Gas  Engines. 

At  a  recent  meeting  of  the  society  of 
German  engineers,  Herr  Petreano  gave  an 
account  of  his  improvements  in  gas  en- 
gines, by  means  of  which  a  practically  in- 
stantaneous explosion  is  obtained.  An 
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illustrated  report  is  given  in  the  Z»7- 
ichrift  dts  Vereines  deutschtr  Ingenieure 
(Feb.  6),  from  which  the  following  is  ab- 
stracted. 

It  has  been  demonstrated  experiment- 
ally that  the  explosion  in  gas  engines  of 
the  Otto  type  is  not  instantaneous,  but 
continues  during  the  greater  portion  of  the 
stroke,  and  that,  in  fact,  unburned  gas  is 
discharged  with  the  exhaust.  This  results 
in  a  reduced  initial  pressure  and  conse- 
quent reduced  efficiency,  as  well  as  an  un- 
necessary heating  of  the  cylinder,  requir- 
ing excessive  cooling.  The  coefficients  of 
diffusion  of  various  gases  have  been  deter- 
mined by  Guglielmo,  Obermayer,  Stefan, 
Loschmidt,  and  Waiz,  and  their  results 
confirmed  by  Herr  Petreano's  own  ex- 
periments, and  these  show,  for  example, 
that  i  liter  of  marsh  gas  requires  6  sec- 
onds to  become  fully  diffused  in  i  liter  of 
air,  and  that  I  liter  of  gas  compressed 
with  5  liters  of  air  requires  10  to  12  seconds 
for  diffusion.  When,  therefore,  the  time 
of  a  single  revolution  of  a  gas  engine  is 
considered,  it  will  be  seen  that  the  mixture 
cannot  become  sufficiently  intimate  to 
permit  proper  instaneous  explosion. 

The  apparatus  of  Herr  Petreano  pro- 
vides for  the  mixture  of  the  air  and  gas 
before  they  enter  the  cylinder,  and  con- 
sists of  a  cylindrical  chamber  through 
which  passes  longitudinally  a  central  tube; 
through  this  tube  the  exhaust  gases  pass, 
thus  heating  it  to  a  high  temperature. 
The  tube  is  covered  with  a  wicking  of  as- 
bestos fiber,  and  a  series  of  diaphragms 
are  fitted  in  the  annular  space  between 
the  outside  of  the  central  tube  and  the  in- 
side o  the  chamber.  The  incoming  gas 
and  air  pass  through  this  mixing  and  heat- 
ing chamber,  and  are  thus  thoroughly 
diffused  before  they  enter  the  cylinder  for 
compression,  and  the  result,  as  shown  by 
indicator  diagrams,  is  a  greatly-increased 
rapidity  of  combustion,  and  an  increase, 
not  only  in  the  initial,  but  also  in  the  mean 
effective,  pressure. 

According  to  experiments  made  at  the 
Technical  High  School  at  Charlottenburg, 
it  is  also  possible  to  avoid  altogether  the 
use  of  circulating  water  in  the  jacket,  it 
being  only  necessary  to  keep  the  jacket 


filled  with  water,  and  supply  the  loss  by 
evaporation.  After  a  ten  hours'  run  under 
these  conditions,  the  cylinder  remained 
clean,  the  temperature  of  the  water  in  the 
jacket  not  having  exceeded  8o°  0.(176°  F.) 
The  pressure  shown  by  indicator  cards  for 
the  explosion  with  the  usual  construction 
is  only  about  2.7  times  the  pressure  of 
compression,  while  with  the  new  arrange- 
ment the  pressure  of  explosion  is  shown  to 
be  3.7  times  the  pressure  of  compression. 


Photographing  Rail  Deflections. 

In  an  article  about  the  technical  appli- 
cations of  photography  by  Herr  Wilhelm 
M tiller,  in  the  Zeitschr.  dts  Oesterr.  Ing.  u. 
Arch.  Vtreints  for  February  5,  an  arrange- 
ment is  shown  for  enabling  the  deflections 
of  rails,  bridges,  etc.,  under  moving  loads, 
to  be  photographically  recorded.  Briefly, 
the  apparatus  consists  of  a  camera  of 
which  the  plate-holder  is  fitted  to  slide 
across  the  back  by  clockwork,  so  that  a 
series  of  successive  images  may  be  taken 
upon  one  and  the  same  plate  at  uniform 
intervals  of  time.  The  rail  or  beam  to  be 
observed  has  attached  to  it  a  brilliantly- 
polished  bead,  which  is  photographed  as  a 
point  of  light,  and  the  successive  images 
of  this  point  show  the  deflections.  A  sec- 
ond lens  causes  the  images  of  a  similar 
stationary  point  to  be  photographed  upon 
the  same  plate  in  a  line  just  below,  thus 
furnishing  a  baseline  for  comparison.  The 
images  are  so  close  together  that  they 
practically  form  a  continuous  line,  the  de- 
flection images  giving  an  irregular  curve 
showing  the  movements  of  the  rail,  while 
the  spacing  of  the  points  upon  the  base 
line  are  clearly  enough  defined  to  enable 
the  intervals  of  time  to  be  noted. 

It  is,  of  course,  essential  that  such  an 
apparatus  should  be  mounted  upon  a  very 
solid  foundation,  as  the  least  vibration  of 
the  camera  would  be  fatal  to  the  accuracy 
of  the  record ;  and  the  objective  used 
must  have  great  light-gathering  power, 
owing  to  the  feebleness  of  the  illumina- 
tion. The  apparatus  as  installed  in  the 
Nordbahnhofe  in  Vienna  is  fixed  upon  a 
masonry  pier,  is  fitted  with  a  Zeiss  anas- 
tigmat  objective,  and  has  given  excellent 
results  in  practice. 
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Central  Condensing  Apparatus. 

In  large  establishments,  where  there  are 
many  engines,  pumps,  compressors,  and 
other  steam  motors,  the  idea  of  installing 
one  central  condensing  plant  has  been  ad- 
vocated, all  the  engines  exhausting  into 
one  condenser  with  its  independent  air 
and  water  pumps. 

An  illustrated  description  of  such  a  cen- 
tral condensation  plant  is  given  by  Hen- 
Carl  Habermann,  in  the  Zeitschri/t  des 
Oes/err.  Ing.  u.  Arch.  Vercines  (January 
22),  and  the  details  are  of  sufficient  inter- 
est to  warrant  presentation  here. 

The  particular  plant  under  consideration 
is  that  of  the  "  Ewald  "  mine,  at  Herten, 
where  there  is  a  total  of  over  2.300 h.  p.  of 
steam  motors,  including  the  large  winding 
engine,  air  compressors,  pumps,  etc.  The 
condenser  here  used  is  arranged  in  a  sep- 
arate building  from  the  main  engine  room, 
and  consists  of  a  system  of  brass  tubes 
connected  by  return  bends,  forming  a  large 
box-coil  standing  in  a  room.  These  tubes 
are  cooled  by  water  dripping  upon  them 
from  above,  while  a  current  of  air  enters 
from  below  and  passes  out  above  into  a 
sheet-iron  stack,  thus  carrying  away  the 
vapor  from  the  room  and  increasing  the 
rapidity  of  the  evaporation  from  the  out- 
side of  the  tubes.  The  water  which  drips 
from  the  tubes  falls  upon  a  series  of  in- 
clined surfaces  exposed  to  the  incoming 
air,  and  is  thus  cooled  enough  to  be  used 
again  and  again,  being  drawn  from  the 
collecting  chamber  below  by  a  rotary 
pump  and  delivered  above  to  the  con- 
denser. 

The  exhaust  pipes  from  the  various 
steam  engines  all  deliver  into  one  large 
shell,  which  is  connected  to  the  condenser, 
and  in  this  shell  a  vacuum  is  maintained 
of  about  85  per  cent,  of  the  atmospheric 
pressure,  or,  with  the  barometer  at  30*, 
about  12.5  pounds. 

The  air  pump  is  operated  by  an  inde- 
pendent engine,  which  also  drives  the  cir- 
culating pump, and  the  speed  is  controlled 
by  a  regulator  operated  by  the  vacuum, thus 
keeping  the  latter  quite  uniform. 

This  installation  has  been  in  operation 
for  about  a  year,  and  has  thus  far  shown 
an  economy  of  about  seventeen  per  cent. 


in  fuel,  enabling  two  boilers  to  be  dis- 
pensed with,  besides  furnishing  pure  feed- 
water  and  avoiding  the  formation  of  scale 
in  the  boilers. 

The  particular  apparatus  described  in 
the  above  case  is  that  of  Messrs.  Balcke 
&  Co.,  of  Boon  urn  ;  but  there  are  several 
other  makers  in  Germany,  and  a  list  of 
eleven  installations  is  given,  aggregating 
32.000  h.  p.,  of  which  5,500  h.  p.  is  at 
Krupp's  works  at  Essen,  and  4,000  at  the 
Mannesmann  works  at  Komotau. 


The  Mining  of  the  Rarer  Earths. 

The  invention  of  the  Welsbach  incan- 
descent light  has  stimulated  a  search  for 
the  materials  of  which  the  mantle  is  com- 
posed, and  La  Revue  Technique  calls  at- 
tention to  the  limited  supply  of  some  of 
the  materials.  At  present  nearly  all  the 
supply  of  thorite  and  orangite  comes  from 
Norway,  and,  as  a  consequence,  a  mining 
center  has  sprung  up  there.  The  most 
active  element  in  the  production  of  the 
incandescent  mantle  is  the  rare  metal, 
thorium,  which  is  found  in  thorite  and 
orangite  to  the  extent  of  50  to  70  per 
cent.,  and,  as  these  minerals  are  not  found 
to  any  extent  elsewhere,  Norway  has  the 
monopoly.  Thorium  is  also  found  in  mon- 
azite,  although  in  a  much  smaller  propor- 
tion, and.  as  this  mineral  is  found  not  only 
in  Norway,  but  also  in  Siberia,  Brazil,  and 
North  and  South  Carolina,  it  forms  a  sec- 
ondary source  of  supply.  Since  monazite 
contains  the  phosphates  of  cerium,  lan- 
thanum, and  didymium.as  well  as  thorium, 
it  has  been  sought  to  utilize  these  remain- 
ing elements  as  by-products,  in  order  to 
reduce  the  net  cost  of  the  thorium. 

Up  to  the  present  time  only  the  cerium 
has  been  used,  in  the  form  of  oxid,  as  a 
coloring  material  for  glass,  producing  a 
fine  yellow  tint.  Attempts  to  use  it  for 
coloring  ceramics  and  textile  products 
have  not  been  so  successful,  but  experi- 
ments are  being  continued  in  the  labora- 
tory of  the  technical  high  school  at  Char- 
lottenburg. 

So  far  no  practical  applications  of  the 
didymium  and  lanthanum  have  been 
made,  and  this  field  is  yet  open  for  the  in- 
vestigation of  the  technical  chemist. 
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Rapid  Transit  in  Vienna. 

The  issues  of  the  Zeitschrift  d.  Oesterr. 
Ing.  u.  Arch.  Vereines  for  January  1  and  8 
contain  a  very  full  account  of  the  new 
Vienna  local  railway  system  from  the  pen 
of  its  director,  Herrvon  Klammstein,  with 
many  illustrations  of  the  work. 

For  a  number  of  years  Vienna,  like  most 
other  large  cities,  has  been  seeking  rapid 
transit,  but  the  execution  of  the  work  was 
delayed  from  various  causes,  until  the 
present  plans  were  authorized  by  the  en- 
actments of  1892.  The  system  is  divided 
into  a  main  belt  line  of  about  8#  miles  in 
length,  encircling  the  built-up  portion  of 
the  city,  together  with  local  lines  connect- 
ing this  belt  line  with  the  various  railways 
approaching  the  city.  A  careful  study  was 
made  of  the  London  underground  railway, 
as  well  as  of  the  elevated  roads  in  Liver- 
pool, New  York,  and  Chicago,  and.  as  a 
result,  the  Vienna  road  is  a  combination 
of  both  underground  and  elevated  sys- 
tems. As  the  road  is  intended  to  be 
operated  in  connection  with  the  main  rail- 
ways' systems  for  suburban  travel  and  for 
summer  excursions,  the  connections  with 
the  terminal  stations  are  made  at  the  sta- 
tion level,  after  which  the  belt  line  climbs 
first  to  an  elevation  above  the  street  level, 
and  subsequently  passes  into  a  cutting 
and  runs  underground,  the  elevated  por- 
tion, however,  being  the  most  extensive- 

The  overhead  work  is  much  more  sub- 
stantial than  that  to  which  New  Yorkers 
are  accustomed,  much  of  the  road  run- 
ning upon  a  handsome  masonry  structure, 
while  wide  streets  are  spanned  by  single 
arches  of  steel  or  masonry,  of  artistic  de- 
sign and  ornamental  construction. 

The  road  is  planned  at  present  to  be 
operated  by  steam,  although  the  subject 
of  converting  it  ultimately  to  an  electric 
system  has  been  taken  into  consideration 
in  its  construction.  Two  forms  of  cars  are 
used,  one  being  the  orthodox  European 
compartment  "carriage,"  and  the  other 
the  American  corridor  pattern.  The  whole 
structure  is  an  important  attempt  at  the 
solution  of  the  vexed  question  of  local 
rapid  transit,  and  the  successful  operation 
of  the  Vienna  system  will  be  watched  with 
much  interest  by  other  great  cities. 


Cantilever  Constructions. 

The  issue  of  Closer 's  Anna/en  for  Feb- 
ruary 1  contains  a  valuable  paper  read  be- 
fore the  German  Railway  Society  by  Pro- 
fessor Reuleaux  upon  the  subject  of 
cantilever  constructions  in  bridges  and  in 
buildings.  The  paper  is  mainly  descrip- 
tive in  character,  and  contains  numerous 
illustrations  of  cantilever  bridges,  among 
which  may  be  mentioned  those  at  Frank- 
furt a.M.  at  Loschwitz,  and  especially  the 
new  Mirabeau  bridge  over  the  Seine  at 
Paris.  The  latter  is  a  remarkable  example 
of  that  skilful  combination  of  excellent 
structural  design  with  artistic  effect  which 
the  French  know  so  well  how  to  produce. 
In  the  hands  of  American  and  English  en- 
gineers the  cantilever  has  been  carried  to 
a  high  degree  of  structural  excellence,  but  it 
is  almost  the  unanimous  opinion  that  a  can- 
tilever is  an  uglyaffair,  detracting  greatly 
from  whatever  beauty  the  surroundings 
may  possess.  The  Mirabeau  bridge, on  the 
contrary,  is  artistic  in  appearance,  and,  in 
the  graceful  curves  of  its  main  span  of  325 
feet,  it  recalls  the  smaller  arches  of  Am- 
manati's  famous  Arno  bridge,  claimed  to 
be  the  most  beautiful  in  the  world. 

Professor  Reuleaux  also  gives  illustra- 
tions of  the  Forth  bridge,  the  Verrugas 
viaduct,  the  Poughkeepsie  bridge,  and 
others  well  known  on  this  side  of  the  At- 
lantic, and  concludes  his  paper  with  a  de- 
scription of  some  of  the  details  of  con- 
struction of  tall  buildings  in  New  York. 


Utilization  of  Power  at  the  Iron  Gates. 

The  completion  of  the  canalization  of 
the  Danube  at  the  Iron  Gates,  of  which 
an  account  was  given  in  these  columns 
last  month,  has  given  rise  to  various 
schemes  for  the  utilization  of  the  power 
of  the  water  at  the  various  dams.  The 
control  of  the  power  is  in  the  hands  of  the 
three  kingdoms  bordering  on  the  river, 
and  already  in  Hungary  a  cement  and 
barrel  factory,  as  well  as  several  wood- 
working establishments,  are  operated  by 
the  power  of  the  river.  At  present  only 
about  1,000  h.  p.  are  taken  off,  but  it  is 
estimated  that  about  30,000  h.  p.  are  avail- 
able, most  of  which  will  be  transmitted 
electrically  to  various  points  for  use. 
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The  Leipzig  Memorial. 

The  artistic  results  of  competition  are 
not  usually  very  gratifying  from  an  es- 
thetic point  of  view,  possibly  from  the 
fact  that  inspiration  cannot  be  manufac- 
tured to  order,  and  doubtless  also  because 
the  best  architects  are  generally  unwilling 
to  enter  competitions.  This  may  be  the 
reason  why  the  designs  submitted  in  the 
competition  for  the  Leipzig  memorial  are 
so  commonplace.  Good  half-tone  repro- 
ductions of  the  drawings  are  published  in 
the  issues  of  the  Deutsche  Bauzeitung  for 
January  16,  20,  and  23.  The  location  of 
the  proposed  monument  is  excellent,  being 
on  a  moderate  eminence,  to  be  approached 
by  a  new  avenue  giving  a  fine  opportunity 
for  proper  display,  while  surely  historic 
inspiration  should  not  be  lacking  for  a 
memorial  to  be  placed  in  the  midst  of  the 
field  of  the  "battle  of  the  nations  "  in  the 
year  of  the  "  deliverance." 

The  design  which  carried  off  the  first 
prize,  and  which  bore  the  name  "  Wal- 
kttre,"  resembles  an  Aztec  pyramid  flanked 
by  the  apse  of  a  Romanesque  basilica, 
upon  which  is  perched  one  of  the  battle 
maidens  holding  aloft  her  spear.  The 
second  prize  was  awarded  to  Herr  Rieth, 
of  Berlin  ;  while  possessing  some  effective 
points,  it  is  but  a  reproduction  of  the 
various  details  in  the  battle  monuments  in 
other  German  cities,  consisting,  as  it  does, 
of  a  colossal  seated  figure  of  the  orthodox 
"  Germania  "  with  arm  aloft  and  sword  in 
lap.  The  other  designs,  seven  in  all.  are 
disappointing,  and  it  cannot  be  doubted 
that  more  satisfactory  results  would  have 
been  obtained,  had  the  commission  been 
given  to  some  already  eminent  sculptor, 
rather  than  submitted  to  a  competition. 

Placed  beside  such  a  noble  memorial  as 
Thorwaldsen's  lion  at  Lucerne,  the  monu- 
ments proposed  for  Leipzig  hardly  seem 
worthy  of  more  than  passing  notice  as  ex- 
amples of  the  result  of  art  competitions. 


Water  Gas  in  Vienna. 
The  water-gas  question,  which  has  been 
pretty  well  settled  on  this  side  of  the  At- 
lantic, is  agitating  Vienna,  and  an  article 
by  Dr.  Hugo  Strache,  in  the  Wiener 
Bauindustrie-Zeitung,  discusses  the  matter 


at  length.  After  alluding  to  the  extensive 
use  in  the  United  States  of  water  gas  en- 
riched with  petroleum,  he  admits  that  the 
higher  price  of  petroleum  has  been  an 
obstacle  to  its  economical  use  in  Europe. 
The  introduction  of  incandescent  gas 
burners,  however,  does  away  with  the 
necessity  of  enrichment,  and  under  these 
new  conditions  the  superior  economy  of 
water  gas  over  coal  gas  is  manifest. 

The  question  of  the  poisonous  nature  of 
water  gas  Dr.  Strache  does  not  think  of 
sufficient  importance  to  forbid  its  use,  and 
he  refers  to  the  various  methods  of  insur- 
ing freedom  from  fatal  consequences,  such 
as  self-closing  burners  which  require  to  be 
warmed  by  the  match  before  the  gas  can 
escape,  and  which  close  by  cooling  if  the 
gas  should  be  blown  out  accidentally.  He 
also  suggests  the  use  of  spongy  platinum 
to  make  a  self-lighting  burner,  so  that  es- 
caping gas  would  relight  the  flame  and 
prevent  accidents. 

In  addition  to  the  demand  for  lighting, 
the  supply  of  gas  for  motors  is  urged,  and 
altogether  a  very  strong  case  for  water  gas 
is  made. 


The  Calibration  of  Current  Meters. 

The  February  issue  of  the  Oesterr. 
Monaischrift  d.  Offentlichen  Baudienst 
contains  an  interesting  account  of  the  ap- 
paratus used  by  the  Austrian  Hydro- 
graphic  Bureau  for  calibrating  current 
meters  of  the  Woltmann-Mill  type,  and 
determining  constants  for  their  rating.  The 
tank  is  nearly  400  feet  long  and  nearly  6 
feet  deep,  entirely  closed  in  a  shed.  On 
each  side  of  the  canal  is  a  rail,  so  that  a 
car  carried  on  the  rails  runs  directly  over 
the  canal.  This  car  is  propelled  by  elec- 
tricity, and  its  speed  can  be  regulated 
from  about  100  feet  per  minute  up  to  1,000 
feet.  On  the  car  is  placed  the  recording 
apparatus,  consisting  of  a  chronograph, 
a  speed- recorder,  and  a  distance-recorder, 
all  making  electric  records  of  the  various 
data. 

The  current  meter  makes  an  electric 
contact  for  every  fifty  revolutions,  while 
the  chronograph  marks  seconds,  and  the 
distance  is  recorded  for  every  ten  meters  ; 
and,  as  all  these  appear  side  by  side  on  the 
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same  strip  of  paper,  the  relations  which 
the  revolutions  of  the  meter  bear  to  the 
elements  of  time  and  distance  may  be 
fully  investigated. 

The  article  referred  to  gives  an  example 
of  the  calibration  of  a  meter  made  by  the 
veil- known  firm  of  Hipp,  of  Neuchatel,  ex- 
hibiting very  fully  the  practical  working 
of  the  apparatus. 

The  same  article  gives  a  description  of 
SchafHer's  "  Limnigraph,"— an  apparatus 
for  recording  the  level  of  water  in  reser- 
voirs, lakes,  and  other  bodies.  This  con- 
sists of  an  ingenious  combination  of  a 
counterbalanced  float  and  a  revolving 
drum,  a  graphical  record  being  traced, 
showing  the  level  of  the  water  at  any 


Electrical  Progress  in  Hungary. 

The  Hungarian  Millennial  has  done 
much  to  open  the  eyes  of  the  rest  of  the 
world  as  to  the  great  and  rapid  progress 
which  that  enterprising  nation  has  made 
in  all  matters  technical,  and  a  report  by 
Or.  Moritz  v.  Hoor  in  the  Zeitschrijt  des 
Ver tints  dtutscher  Ingtnieure  (Jan.  30) 
upon  some  of  the  electro-technical  features 
of  the  exposition  shows  that  Hungary  is 
not  behind  in  applied  electricity.  Not- 
withstanding all  that  we  have  heard  about 
the  success  of  the  underground  trolley  in 
Budapest,  the  trolley  tramcars  shown  at 
the  exposition  have  the  familiar  overhead 
pole,  and  are  in  all  respects  the  same  as 
those  used  here. 

Some  neat  little  electric  mine  locomo- 
tives of  4#  tons'  weight  are  also  illustra- 
ted, these  having  been  used  at  the  expo- 
sition on  a  railway  in  the  grounds,  draw- 
ing four  cars  for  twenty  passengers  each. 

A  handy  little  portable  drilling  machine 
by  Ganz  &Co.  is  exhibited.  It  is  suspen- 
ded to  a  crane  hook,  the  transmission  being 
through  a  short  shaft  with  double  univer- 
sal joints.  Such  drills  are  extensively  used 
in  the  machine  shops  of  Hungary.  A  novel 
application  also  was  shown  in  the  connec- 
tion of  an  electric  motor  to  operate  the 
-cable  of  a  captive  military  balloon,  the 
motor  being  controlled  from  the  car  of  the 
balloon,  and  also  regulated  automatically 
by  the  speed  of  the  ascent. 


Continental  Locomotives. 

During  1896  three  exhibitions  were 
held  in  Europe,  at  which  extensive  dis- 
plays of  rolling-stock  were  made,  and  in  a 
previous  review  we  have  noticed  some  of 
the  features  of  the  railway  exhibits  at  the 
Hungarian  Millennial. 

Herr  von  Littrow,  the  chief  engineer  of 
the  Austrian  State  railways,  contributes  to 
the  issue  of  the  Zeitschrift  des  Oesttrr. 
I  rig.  u.  Arch.  Vereines  (Feb.  5)  a  review  of 
the  engines  exhibited  at  Berlin,  Budapest, 
and  Nuremberg,  covering  details  of  the 
twenty- four  locomotives  shown ;  and  his 
article  is  a  very  complete  account  of  the 
approved  practice  of  central  Europe  at  the 
present  time.  Nine  of  the  engines  were 
compound  in  principle,  and  of  these  four 
were  built  with  four  cylinders,  some  of 
them  decidedly  peculiar  in  arrangement. 

Outside  valve  gears  were  used  in  all 
cases,  the  well-known  Walschaert  form 
being  the  favorite,  but  the  Allan  and  the 
Stephenson  link  motions  also  appeared, 
while  in  one  engine — a  combination  rack, 
locomotive  on  the  Abt  system — the  Joy 
gear  was  shown,  accompanied,  however, 
by  the  explanation  that  it  was  employed 
because  there  was  no  possible  room  for 
eccentrics. 

Among  the  novelties  a  heavy  compound 
consolidation  engine  of  65  tons  by  Krauss, 
of  Munich,  was  shown,  constructed  with 
the  high-pressure  cylinder  sunk  into  the 
lid  of  the  low-pressure,  and  a  single- 
trunk  piston  operating  in  both.  A  single 
valve  admits  steam  to  both  cylinders, 
the  exhaust  from  the  high-pressure  pass- 
ing through  a  passage  in  the  valve  to 
the  other  end  of  the  low-pressure  cylin- 
der, as  used  by  du  Bousquet  nearly  ten 
years  ago,  in  France.  In  this  engine, 
however,  the  low-pressure  cylinder  is  of 
the  annular  type,  and  there  is  a  pair  of 
such  cylinders  on  either  side,  this  being 
one  of  the  four-cylinder  locomotives  above 
referred  to. 

Another  engine  of  interest,  also  by 
Krauss.  has  a  pair  of  single  drivers  1,860 
millimeters  in  diameter,  with  a  pair  of 
auxiliary  drivers  1  meter  in  diameter  to 
assist  in  starting.  This  latter  pair  of  wheels 
has  its  own  engines  complete,  and  is  ar- 
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ranged  with  a  pressure  cylinder  over  the 
axle,  so  that  the  adhesion  can  be  aug- 
mented by  the  amount  of  the  full  boiler 
pressure,  thus  practically  giving  what  a 
bicyclist  would  call  a  "low  gear"  for  start- 
ing, and  at  the  same  time  dispensing  with 
the  objectionable  parallel  rod.  This  aux- 
iliary engine  is  also  used  to  assist  in  climb- 
ing steep  grades,  or  it  may  be  thrown 
out  of  service  by  relieving  the  pressure  on 
the  journals,  when  the  driving-wheels  are 
lifted  out  of  contact  with  the  rails. 

A  general  sheet  of  illustrations  exhibits 
in  skeleton  the  different  types  of  engines 
and  the  leading  dimensions  are  tabulated 
in  a  comprehensive  manner. 


Railways  in  Hungary. 

The  rapid  development  of  Hungary 
during  the  past  twenty  years  has  almost 
equalled  that  of  some  of  our  western 
States,  as  is  evinced  by  the  fact  that  the 
population  of  Budapest  has  increased  from 
about  300,000  to  600,000  in  seventeen  years, 
and  the  recent  celebration,  intended  to 
commemorate  the  thousandth  anniversary 
of  the  appearance  of  Arpad  and  his  fol- 
lowers in  Europe,  was  really  rather  a 
demonstration  of  the  growth  of  Hungary 
in  the  past  generation. 

Nothing  has  been  more  marked  in  Hun- 
gary than  the  development  of  its  railway 
system,  and.  from  a  contribution  by  Ed- 
mund Kel6nyi  in  Zeitschr.  d.  Ver.  Detttcher 
Ing.  for  January  9,  the  following  account 
is  condensed. 

Apart  from  the  mechanical  details  of 
railway  operation,  the  most  remarkable 
showing  is  that  of  the  success  of  the 
"zone"  system  for  railway  tariffs. 

The  great  reduction  in  rates  stimulated 
travel  to  such  an  extent  that,  from  5.047,- 
500  passengers  carried  by  the  Hungarian 
State  railways  in  1889,  the  number  rose  to 
15,690,600  in  the  next  year.  With  this 
increase  in  patronage  the  extension  of  the 
lines  has  increased,  the  mileage  growing 
57  per  cent,  and  the  number  of  passen- 
gers 108  per  cent,  between  1890  and  1894. 
The  development  of  general  industry  is  also 
well  shown  by  the  increase  in  goods  traf- 
fic. Formerly  about  the  only  merchandise 
consisted  in  grain,  and  the  business  fluctu- 


ated every  year  with  the  harvests.  Irt 
1867  the  total  traffic  was  3,881,500  metric 
tons,  carried  581,753400  ton  -  kilometers 
(about  361.000.000  ton -miles),  while  i» 
1894  it  had  risen  to  27,589,300  metric  tons 
and  3.653.374.500  ton  -  kilometers  (about 
2,236,000,000  ton  -  miles).  An  interesting1 
feature  in  this  connection  also  is  the  fact 
that,  instead  of  being  a  source  of  loss,  as 
they  were  before  the  introduction  of  the 
zone  system,  the  Hungarian  State  railways 
showed  a  profit  in  1894  of  4.92  per  cent,  on 
the  capital. 

Steel  rails  were  introduced  in  1870,  and 
in  1895  82  per  cent,  of  the  rails  in  use  were 
of  steel ;  iron  sleepers  are  extensively  used. 

The  principal  feature  at  the  millennial 
exhibition,  however,  was  locomotives,  and 
Herr  Kel6nyi  devotes  much  space  to  illus- 
trations and  descriptions  of  them.  Some 
of  these  are  only  of  historical  interest,  but 
full  detail  drawings  are  given  of  a  54-ton. 
compound  express  locomotive.  This  en- 
gine is  of  the  four-cylinder  tandem  type, 
with  Walschaert  valve  gear,  swivel  truck, 
four  driving-wheels  2  meters  in  diameter, 
and  boiler  of  the  regular  American  type, 
intended  to  carry  185  pounds'  pressure. 
The  engine  looks  much  more  like  an 
American  locomotive  than  those  usually 
seen  on  the  continent,  and  is  credited 
with  a  speed  of  90  kilometers  an  hour. 

The  locomotives  are  built  at  the  govern- 
ment shops  at  Budapest,  the  works  hav- 
ing a  capacity  of  one  hundred  and  ninety 
engines  a  year,  and  the  various  types 
shown  give  evidence  that  the  establish- 
ment is  up  to  date. 


Electric  Traction  in  Versailles. 
The  trolley  still  continues  to  make  it* 
inroads  into  France,  and  that  in  places 
where  it  might  least  be  expected.  The 
hitherto  quiet  and  almost  sleepy  town  of 
Versailles  has  been  awakened,  and  the 
completion  of  a  belt  system  of  electric 
tramways  has  made  travel  easy  and  rapid- 
It  is  interesting  to  note  that  the  American 
system  of  the  General  Electric  Company, 
having  overhead  wires,  is  used,  and,  alto- 
gether, the  former  retreat  of  the  Grand 
Monarque  has  become  considerably  Am- 
ericanized. 
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Boston  Journal  of  Commerce.  u>.  $3.  Boston. 

Brick  Builder,  The  »*.  82.80.  Boston. 
British  Architect,  The.  w.  88s.  8tL  London, 


Builder,  The.  to.  26a.  London. 
Bulletin  Am.  Iron  and  8teel  Asso.  it.  94.  Pnilav 
BuUetinof  the  Univ.  of  Wisconsin,  Madison. 
California  Architect,  m.   98.  8an  Francisco 
Canadian  Architect,  m.  $2.  Toronto. 
Canadian  Electrical  News.  m.  51.  Toronto. 
Canadian  Engineer,  m.  81-  Montreal 
Canadian  Mining  Review,  m.  83.  Ottawa 
Century  Magazine*  m.  $4.  New  York. 
Chautauquan,  The  m.    82.    Meadville,  Pa. 
Colliery  Engineer,  m.  98.  8cranton,Pa, 
Colliery  Guardian,  w.  27s.  6d.  London. 
Compressed  Air.  m.  $1.  New  York. 
Contemporary  Review,   m.  94.B0.  London 
Deutsche  Bauzeltung.  b-w.  is  marks.  Berlin. 
Dlngler's  Polytechnlsches  Journal,  w.  43.60  marks. 
Stuttgart. 

Domestic  Engineering,  m.  82.  Chicago. 
Electrical  Engineer,  w.  19a.  ed,  London. 
Electrical  Engineer.  10.  98.  New  York 
Electrical  Engineering,  m.  81.  Chicago. 
Electrical  Review.  w.  tis.  8d.  London. 
Electrical  Review,  to.  S3.    New  York. 
Electrical  World,  w.    98.    New  York. 
Electrician,  w.  24«.  London. 
Electricity.  v>.  92.B0.  New  York. 
Electricity.  «.  t«.  6d.  London. 
Elektrocnemiache  Kundschau.   b-m.  9.60  marks. 
Frankfurt. 

Klektrotechnlsches  Zettschrlft.  m.  18.40  marks. 
Berlin. 

Elektrotechnlscbes  Echo.  w.  12  marks.  Magdeburg. 
Elektrotechnlker.   b-m.   \'l  marks.  Vienna. 
Elektrotechnlseher  Anzelger.  b-w.  10  marks.  Berlin.. 
BlektrotechnlscheZeltachrlft.  to.  25  marks.  Berlin. 
Engineer,  The.  a-m.  93.  New  York. 
Engineer,  The.  v>.    86a.  London. 
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Engineers'  Gazette,  m.  8«  London. 
Engineering,  v.  Ms.  London. 
Engineering  Assns.  of  the  South.  Nashville. 
Engineering  and  Mining  Journal.  v>.    $5.   N.  Y. 
Engineering  Magazine,  m.  $3.  New  York. 
Engineering- Mechanic*,   m.  92.  Phlla. 
Engineering  News,  to.  98.  New  York. 
Engineering  Record,  w.  98.  New  York. 
Engineering  Review,  m.  7*.  London. 
Eng.  8oc.  of  the  School  ot  Prac  Scl.  Toronto. 
Eng.  Soc.  of  Western  Penn'a.  m.  f7.  Pittsburg. 
Fire  and  Water,  tc.  83.  New  York. 
Forester,  The.  M-m.  60  cts.  May's  Landing,  N J. 
Fortnightly  Renew,  m.  $4.80.  London. 
Forum,  The.  m.  98.  New  York. 
Foundry,  The.  m.  91.  Detroit. 
Garden  and  Forest,  t».  94.  New  York. 
Gas  Engineers'  Mag.  rn.8s.8d.  Birmingham. 
Gas  World,  The.  tc.   18s.  London. 
G lasers  Annalen  ftlr  Gewerbe  und  Bauwesen.  s-m. 

30  marks.  Berlin. 
Gan ton's  Magazine,  m.  92.  New  York. 
Harper's  Weekly,  w.  94.  New  York. 
Heating  and  Ventilation,  m,  91.  New  York. 
III.  Carpenter  and  Builder,   to.   8s.  Sd.  London. 
India  Rubber  World,  m.  98.  New  York. 
Indian  and  Eastern  Engineer,  to.  20  Rs.  Calcutta. 
Indian  Engineering,  to.  18  Rs.  Calcutta. 
Industries  and  Iron.  tc.  £1.  London. 
Inland  Architect,  m.  98.  Chicago. 
Iron  Age,  The.  to.  94.60.  New  York. 
Iron  and  Coal  Trade  Review,  to.  80s.  4d.  London 
Iron  A  Steel  Trades'  Journal.   10.  25s.  London 
Iron  Trade  Review.   tc.  93.  Cleveland. 
Jour.  Am.  Soe.  Naval  Engineers,  or.  96.  Wash. 
Journal  Assoc.  Eng.  Society,  m.  98.  8t.  Louis. 
Journal  Franklin  Institute,   m.   98.  Phlla 
Journal  of  Gas  Lighting,  tc.  London. 
Jour.  N.  B.  Waterw.  Assoc.  q.  98.  New  London. 
Journal  Political  Economy,   q.  98.  Chicago. 
Journal  Royal  Inst,  of  Brit.  Arch.  s-q.  8s.  London 
Journal  of  the  Society  of  Arts.  tc.  London. 
Journal  of  the  Western  Society  of  Engineers,  b-m. 

92.  Chicago. 
Kansas  University  Quarterly,  qr.  92.  Lawrence, 

Kan. 

La  Nature.  to.  24.80  francs.  Paris. 

La  Revue  Technique,  b-m.  2* francs.  Paris. 

L'Bclairage  Electriqne.  eofr.  Paris. 

Le  Genie  Civil.  tc    45  fr.  Paris. 

L'EIectriclen.  tc.  28  fr.  Parts. 

Le  Monlteur  des  Archltectes.  m.  83  francs.  Paris. 

Le  Monlteur  Industrie! .  to.  40  francs.  Paris. 

Locomotive  Engineering,  m.  92.  New  York. 

Machinery   m.  91.  New  York. 

Machinery,   m.   9».  Ixmdon. 

Manufacturer's  Record,  to.  94-  Baltimore. 

Marine  Engineer,  m.  7s.  ed.  London. 

Master  steam  Fitter,  m.  91.  Chicago. 

Mecbanlcal  World,  to.  8s.  8d.  London 

McClure's  Magazine,  m.  91.  New  York. 

Metal  Worker,  to.  92.  New  York. 

Mining  and  Scl.  Press,  tr.  83.  San  Franclsoo. 

Mining  Industry  and  Review,    to.  92.  Denver. 

Mining  Journal,  The.  to.  £l.8e.  Loudon. 

Monatsschrlft  des  Wllrtt.  Veremesfur  Baukunde. 

10  parts  yearly.  3  marks.  Stuttgart. 
Municipal  Engineering,  m.  92.  Indianapolis. 
National  Builder,  m.  98.  Chicago. 


Nature,  to.  97.  London. 
New  Science  Review,  The.  qr.  92.  New  York 
Nineteenth  Century,  m.  94.40  London 
North  American  Review,  m.  98.  New  York 
Oesterrelchlscbe  Monatsschrlft  fur  den  Oeffent- 

llchen  Baudlensl  m,  11  marks.  Vienna. 
Physical  Review,  The.  b-m.  83.  New  York. 
Plumber  and  Decorator,  m.  6*.  6d.  Ixmdon 
Popular  Science  Monthly,  m.  96.  New  1  ork 
Power,   m.  91.   New  York. 
Practical  Engineer,  to.  10s.  London. 
Proceedings  Engineer's  Club.  q.  92.  Phlla. 
Proceedings  of  Central  Railway  Club. 
Pro.  of  Purdue  Soc.  of  Civ.  Engs.  yr.  80  cts.  La 

Fsyette.  Ind. 
Progressive  Age.  s-m.  93-  New  York. 
Railroad  Car  Journal,  m.  91    New  York. 
Railroad  Gazette.  to.  94.20.  New  York. 
Railway  Age.  v>.  84.  Chicago. 
Railway  Magazine,  m.  82.  New  York. 
Railway  Master  Mechanic  m.  %\.  Chicago. 
Railway  Press,  The.  m.  7s.  London. 
Railway  Review,  to.  94.  Chicago. 
Railway  World,  m.  8s.  London. 
Review  of  Reviews,  m,  9180.  New  York. 
Safety  Valve,  m.  91.  New  York. 
Sanitarian,  m.  94-  Brooklyn. 
Sanitary  Plumber,  s-m.  82.  New  York. 
Sanitary  Record,  m.  10s.  London. 
School  of  Mines  Quarterly.  93-  New  York. 
Scbweiuerlsches  Bauwesen  tr.  20  marks.  Zurich. 
Science,  to.  85.   l.ancaster,  Pa. 
Scientific  American,  to.  98.  New  York 
Scientific  Am.  Supplement,   to.  96.  New  York 
Scientific  Machinist  s-m.  81. W.   Cleveland,  O 
Scribner's  Magazine,  m.  98.  New  York. 
Seaboard,  to.  92.  New  York. 
Slbtey  Journal  of  Eng.  m.  92.  Ithaca,  N.  Y. 
Southern  Architect,  m,  92.  Atlanta. 
Stall  1  und  Elsen.  s-m.  JO  marks.  Dusseldorf. 
Stationary  Engineer,  m.  91.  Chicago. 
8teamshlp.   m.   Lelth.  Scotland. 
Stevens'  Indicator,  qr.  1 1 J0.  Hoboken. 
Stone,  m.   83.  Chicago 
Street  Hallway  Journal,  m.  94.   New  York. 
Street  Rail  way  Review.  «*•  Chicago. 
Technology  Quarterly.  98.  Boston. 
Tradesman,  s-m,  12.  Chattanooga,  Ten n 
Trans.  Assn.  Civil  Engs.  of  Cornell  Univ.  Ithaca. 
Trans.  Am.  Ins.  Electrical  Eng.  m.  98.  N  Y. 
Trans.  Am.  Ins.  of  Mining  Eng.   New  York. 
Trans.  Am.  Soc  Civil  Engineers,  m.  910.  New  York. 
Transport.  10.  £1. 8s.  London. 
Western  Electrician,  to.  83.  Chicago 
Western  Railway  Club,  Pro.  Chicago. 
Wiener  Bauindustrle  Zeltung.    ic.    27  marks. 

Vienna. 

Wisconsin  Engineer,  or.  9L60.  Madison,  Wis. 
Yale  Scientific  Monthly,  The.  m.  92.60  New  Haven. 
Zettschrirt  des  Oesterrelohlschen  Ingenlenr  and 

Archltekten  Vsrelnes.  to.  §8  marks.  Vienna. 
Zeltschrlft  des  Verelnes  Deutscher  Ingenleure.  to. 

82  id  ark  a  Berlin. 
Zeltschrlft  fUr  Elektrochemle.   s-m.    16  marks. 

Halle,  a.  S. 

Zeltschrlft  ftlr  Elektrotecbnlk.  s-m.    16  marks. 
Halle  a.  S. 

Zeltschrlft  fur  Instrumentenkunde.  m.  20  marks. 
Berlin. 
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ARCHITECTURE  AND  BUILDING. 


CONSTRUCTION  AND  DESIGN. 
BRICK. 

Use  and  Advantage  of  Hollow  Brick. 
J.  M.  Mamer.  Sets  forth  many  advan- 
tages, and  discusses  means  of  introducing; 
gives  results  of  tests  and  brief  discussion. 
2.500  w.  Brick— Feb.,  1897.  No.  11,043. 
15  eta. 

BRISTOL. 

The  Architecture  of  Bristol,  Eng.  Illus- 
trated description.  6,500  w.  Builder — 
Jan.  30.  1897.    No.  10,979.    30  cts. 

CATOKDRAL. 

Ely  Cathedral.  A  paper  prepared  by 
the  late  Sir  Gilbert  Scott,  in  which  the 
origin  of  the  different  parts  of  the  build- 
ing is  described  and  their  architectural 
value  determined.  111.  2,500  w.  Arch, 
Lond.— Jan.  29,  1897.  Serial.  1st  part. 
No.  10,977.    30  cts. 

(HIRCHBS. 

Protestant  Church  Buildings.  (Der  Pro- 
testantische  Klrchenbau.)  An  illustrated 
historical  description  of  the  development 
of  pro tes tan t  church  buildings,  mainly  in 
Germany.  8.000  w.  Oesterr.  Monatschr. 
f.  d.  Oeffent.  Baudienst— Feb..  1897.  No. 
11,442.    30  cts. 

CI.  AY. 

Clay  in  Architecture.  Henry  R.  Griff  en. 
Discusses  the  changes  within  the  past  few 
years  in  the  use  of  clay  in  architectural 
work;  and  the  tendency  of  the  times. 
Read  at  Nat.  Brick  Mfrs.'  Assn.  and  fol- 
lowed by  discussion.  5.400  w.  Brick— 
Feb..  1897.   No.  11,045.    15  cts. 

DECORATION. 

The  Decorations  in  the  New  Congres- 
sional Library.  William  A.  Coffin.  Illus- 
trated description  of  the  Interior  decora- 
tions. 7,500  w.  Century  Mag— March, 
1897.  No.  11,231.  45  cts. 
desi<;\. 

Principles  of  Design.  W.  A,  Langton. 
Read  at  the  annual  convention  of  the  On- 
tario AsBn.  of  Archts.  A  study  of  rules 
and  principles  that  may  be  a  guide  in 
matters  of  taste.  Followed  by  discus- 
sion. 4,800  w.  Can  Archt— Feb.,  1897. 
No.  11.143.    30  cts. 

FIREPROOF  Construction. 

Materials  and  Methods  In  Fireproof 
Construction.  W.  M.  Scan lan.  The 
writer  names  the  forms  of  construction 
and  the  materials  that  seem  to  him  the 
best.  Of  materials,  porous  tiling  is  con- 
sidered the  best,  and  the  beam  floor  con- 
struction. 4,300  w.  Eng  Mag— March, 
1897.    No.  11,336.    30  cts. 

FOl  MIATIONS. 

Field  Engineering  Abroad.  Condensed 
selections  from  papers  by  Sir  Guilford 
Molesworth,  with  illustrations  prepared 
from  copies  of  original  photographs.  Part 
first  treats  of  heavy  foundations  in  loose 
and  alluvial  soil.  2,400  w.  Eng  Rec— 
Feb.  20,  1897.  Serial.  1st  part.  No.  11,- 
148.    15  cts. 


GVM\A9IIM. 

Gymnasium  at  Podgdrze,  near  Cracow. 
(Turnhalle  des  Turnvereines  "Sokol"  in 
Podgdrze  vei  Krakau.)  Plate  and  brief 
description  of  a  fine  gymnasium  hall,  also 
arranged  for  theatrical  performances,  &c. 
300  w.  1  plate.  Oesterr.  Monatschr.  f.  d. 
Oeffent.  Baudienst— Feb.,  1897.  No.  11,- 
441.    30  cts. 

HOSPITAL. 

Hospital  for  Cheat  Diseases  at  Davos. 
(Die  Basler  Heilstatte  fur  Brustkranke  In 
Davos.)  Plans,  elevation  and  description 
of  special  cantonal  hospital  of  70  beds, 
near  Basle,  Switzerland.  3,000  w. 
Schweizerische  Bauzeitung— Jan.  30,  1897. 
No.  11.446.    15  cts. 

LABORERS'  Houaea. 

The  Housing  of  the  Laboring  Classes 
Problem.  Percy  Boulnois.  Some  com- 
ments on  the  latest  developments  in  Eng- 
land. 1,500  w.  San  Rec— Feb.  19,  1897. 
No.  11,309.    30  cts. 

LIBRARY. 

The  Nation's  Library.  A.  R.  Spofford. 
Illustrated  description  of  the  new  build- 
ing and  special  features  of  the  Congres- 
sional Library,  as  given  by  the  Librarian. 
4.500  w.  Century  Mag— March,  1897.  No. 
11,230.   45  cts. 

TEMPLE. 

The  Temple  of  the  Malatesta  at  Rimini. 
Description  taken  from  an  article  by 
Miss  Robinson  in  the  English  Illustrated 
Magazine.  1,800  w.  Am  Arch— Feb.  20, 
1897.    No.  11.191.    15  cts. 

HEATING  AND  VENTILATION. 
HOSPITAL. 

Ventilation  of  a  Detroit  Hospital.  Illus- 
trated description  of  a  heating  and  ven- 
tilating plant  designed  and  installed  by 
the  Am.  Blower  Co.  of  Detroit.  1.300  w. 
Eng  Rec— Feb.  20,  1897.  No.  11,152.  15 
cts. 

HOT  Water. 

Heating  Buildings  by  Hot  Water.  F. 
Dye.  It  is  proposed  to  give  a  complete 
account  of  the  not  water  engineer's  work 
In  heating  buildings,  and  this  will  Include 
a  full  description  of  the  newest  English 
and  American  methods  and  systems.  Part 
first  explains  action  of  heat  and  cause  of 
circulating  movement.  2.000  w.  Plumb 
&  Dec— Feb.  1,  1897.    No.  11.089.    30  cts. 

STEAM  Hemtlns. 

Circulation  of  Steam  for  Heating  Pur- 
poses at  or  Below  the  Pressure  of  the 
Atmosphere.  Reginald  Pelham  Bolton. 
A  study  of  the  difficulties  and  limitations, 
with  description  of  improved  apparatus. 
Followed  by  discussion.  7.000  w.  Heat 
&  Ven— Feb.  15.  1897.    No.  11.133.   15  cts. 

VENTILATION. 

Relative  Efficiency  of  Ventilation  by  a 
Chimney  and  by  a  Fan.  R.  C.  Carpenter. 
Determined  by  circulation  and  by  refer- 
ence to  experiments  made  relating  to  effl- 


We  tuppiy  copies  of  these  articUs.  See  introductory. 
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ciency  of  fans  and  engines.  2,800  w.  Heat 
&  Ven— Feb.  15,  1897.   No.  11.134.   15  cts. 

LANDSCAPE  GARDENING. 

GARDEN. 

The  Garden  in  Relation  to  the  House. 

H.  E.  Mllner.  Read  at  meeting  of  Royal 
Inst,  of  Brit  Archts.  Discusses  the  treat- 
ment to  be  adopted  in  laying  out  grounds, 
particularly  in  their  relation  to  the  house. 
Discussion  follows.  3,500  w.  Builder— 
Feb.  20,  1897.   No.  11.279.   30  cts. 

PLUMBING  AND  GASFITTING. 
PIPE. 

Lead  Pipe  vs.  Iron  Pipe.  William  Ec- 
cles.  Compares  the  several  advantages 
of  lead  and  galvanized  iron  pipe  when 
used  for  water  supply  and  vent  pipes. 

I,  000  w.    Dom  Engng— Feb.,  1897.  No. 

II.  106.  30  cts. 

PLUMBING. 

Law  and  Bad  Plumbing.  Some  account 
of  the  work  done  by  Mr.  H.  A.  Deeper,  of 
Worcester,  Mass.,  to  show  the  effect  of 
bad  plumbing  on  health  and  so  Influence 
legislation  to  provide  for  the  examination 
of  plumbers,  and  the  control  of  this  work. 

III.  6,400  w.  Met  Work— Feb.  20,  1897. 
No.  11,142.   15  cts. 

Plumbing  in  the  St.  Paul  Building,  New 
York.  Part  first  contains  general  descrip- 
tion and  arrangement,  diagram  of  risers, 
pipe  systems,  materials,  waste,  vent  and 
supply  lines,  and  pressure  test  2,400  w. 
Eng  Rec—  Feb.  13,  1897.  No.  11,020.  15 
cts. 

MISCELLANY. 

ARCHITECTURAL.  History. 

An  Unwritten  Chapter  of  English 
Architectural  History.  A.  8.  Flower.  Re- 
sults of  Independent  research  into  the 
history  and  characteristics  of  the  Mediae- 
val architecture  of  England.  6,500  w. 
Arch,  Lond— Feb.  12,  1897.  No.  11,193.  30 
cts. 

ARCHITECTURE. 

Is  Architecture  a  Living  Art?  Peter  B. 
Wight  First  of  a  series  of  papers  dis- 
cussing two  questions — "Is  Architecture  a 
Living  Art?"  and  "Can  Architecture 
Again  Become  a  Living  Art?"  read  before 
the  Illinois  Chapter  of  the  Amer.  Inst,  of 


Archs.  6,500  w.  In  Arch— Feb.,  1897. 
Serial.  1st  part.  No.  11.098.  $1.00. 

DB  TRE8UI  KRKAS. 

A  Great  Mexican  Architect.  Sylvester 
Baxter.  Francisco  Eduardo  de  Tresquer- 
ras  and  his  work.  Part  first  states  \h* 
architectural  conditions  of  Mexico  in  this 
architect's  time.  1.800  w.  Am  Arch — 
Feb.  13,  1897.  Serial.  1st  part.  No. 
11,050.    15  cts. 

MA.SONS. 

Criticism  on  "Code  of  Practice  of  the 
Chicago  Masons'  and  Builders'  Associa- 
tion." Dankmar  Adler.  An  open  letter 
to  Chicago  mason  builders  with  a  copy  of 
code.  3,300  w.  In  Arch— Feb.,  1897.  No. 
11,097.  $1.00. 

MONASTERIES. 

The  Metoora  Monasteries  in  Thessaly. 
Herman  Hlrsch.  Illustrated  description  of 
the  strange  location  and  the  peculiarities- 
of  the  landscape.  From  Ueber  Land  and 
Me  or.  1,000  w.  Sci  Am  Sup— Feb.  27, 
1897.   No.  11,212.   15  cts. 

PADUA. 

Italian  Cities;  Padua.  H.  Mereu.  Inter- 
esting information  concerning  the  archi- 
tecture and  arts  of  this  city.  1.800  w. 
Am  Arch— Feb.  27,  1897.  No.  11,246.  16- 
cts. 

SCULPTURE. 

Sculptors  and  Architecture.  Brief  re- 
view of  the  work  of  sculptors  as  connected 
with  architecture,  explaining  the  connec- 
tion of  Phidias  with  the  Parthenon,  the 
work  of  Brunelleschi  In  constructing  the 
dome  of  Santa  Maria  del  Flore,  In  Flor- 
ence, &c.  2,800  w.  Arch,  Lond— Feb.  12, 
1897.    No.  11,192.    30  cts. 

The  Sculptor's  Architecture  of  the 
Renaissance.  Alfred  Gilbert.  Read  at 
meeting  of  Roy.  Inst,  of  Brit  Archt's.  A 
short  but  interesting  paper  on  the  work 
of  the  sculptor-architect;  followed  by  dis- 
cussion. 1,600  w.  Arch,  Lond— Feb.  5, 
1897.    No.  11,070.    30  cts. 

STAINED  Gla«a. 

Stained  Glass  as  a  Modern  Art.  Re- 
views a  recent  book,  "Stained  Glass  as  an 
Art,"  by  Henry  Holiday.  The  changes  be- 
ing wrought  by  the  study  of  the  figure  as 
the  leading  element  in  stained  glass  de- 
sign. 3,000  w.  Builder— Feb.  13,  1897. 
No.  11,185.    30  cts. 


CIVIL  ENGINEERING. 


BRIDGES. 

ACCIDENTS. 

Bridge  Accidents  in  the  United  States 
and  Canada  in  1896.  Charles  F.  Stowell. 
Tabular  statements  are  presented,  with 
explanatory  remarks.  1,400  w.  Eng  News 
—Feb.  11,  1897.   No.  11,018.    15  cts. 

BRIDGES. 

See  same  title  under  Railroad  Affairs, 
Maintenance  of  Way  and  Structures. 

CANTILEVER. 

Cantilevers  in  Bridge  and  Building  Con- 
struction. (Freitrager  im  Briicken-und 
Hochbau.)   A  paper  read  before  the  Ger- 


man Railway  Society  by  Prof.  Reuleaux, 
with  many  illustrations  of  European  and 
American  practice.  8,000  w.  Glaser's  An- 
nalen— Feb.  1,  1897.  No.  11,418.  30  cts. 

DRAWHRIDOB. 

See  Railroad  Affairs,  Way  and  Struc- 
tures. 

FOUNDATIONS. 

Pier  Foundations  of  the  Kornhaus 
Bridge  at  Bern.  (Kornhausbriicke  in 
Bern  Fundierung  des  Schdttehaldepfeil- 
ers.)  An  account  of  the  sinking  of  the 
foundations  for  the  great  arch  over  the 
Aar.   The  foundations  had  to  be  carried. 
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through  sloping  banks  of  earth  and  loam 
to  deep  gravel  below.  2,500  w.  1  plate. 
Schwelzerische  Banzeltung— Feb.  6,  1897. 
No.  11.447.    15  cts. 

PLATE  Girder. 

Best  Method  of  Erecting  Plate  Girder 
Bridges.  Discussion  of  committee  report 
at  convention  of  the  Assn.  of  fly.  Supts. 
of  Bridges  and  Buildings.  111.  1,800  w. 
Pro  of  Assn  of  Ry  Supts — Oct.,  1896.  No. 
11,057.    45  cts. 

A  New  Formula  for  So  Locating  Two 
Plate  Girders  Relative  to  a  Curve  as  to 
Bring  Equal  Loads  to  Each.  Henry 
Szlapka.  Applies,  strictly  speaking,  to 
plate  girders  without  a  cover  plate  only, 
but  Is  a  very  close  approximation  also  in 
case  of  girders  with  plates.  250  w.  Eng 
News— March  4,  1897.   No.  11,356.  15  cts. 

AIII.\B. 

Proposed  Bridge  Over  the  Rhine  at 
Worms.  (Der  Wettbewerb  um  den  Ent- 
wurf  elner  festen  Strassenbrucke  fiber 
den  Rnein  bei  Worms.)  A  description, 
with  details,  of  a  three-span  stiffened 
suspension  truss  bridge,  with  spans  of 
350  feet.  Two  articles.  12,000  w. 
Zeltschr.  d.  Vereines  Deutscher  Ing — Jan. 
16  and  23.  1897.  No.  11,401.  46  cts. 

STEEL. 

Steel  Road  Bridge,  150  Feet  Clear  Span. 
Illustration  of  the  general  design  and 
some  details  of  a  steel  road  bridge  lately 
supplied  to  the  Travancore  Government 
450  w.  Ind  Engng— Jan.  9,  1897.  No. 
11,032.    45  cts. 

STOXE. 

The  Historical  Development  of  Stone 
Bridges.  George  F.  Swain.  Lecture  de- 
livered before  the  Assn.  of  Engng.  Soc. 
Traces  the  history  from  the  earliest  times 
and  the  progress  by  different  nations. 
Illustrated.  6,700  w.  Stone— Feb.,  1897. 
No.  11.138.   30  cts. 

TIMBER. 

Strength  of  Various  Kinds  of  Timber 
Used  in  Trestles  and  Bridges.  Especially 
with  Reference  to  Southern  Yellow  Pine, 
White  Pine,  Fir  and  Oak.  Discussion  of 
committee  report  at  the  convention  of  the 
Assn.  of  Ry.  Supts.  of  Bridges  and  Build- 
ings. 1.600  w.  Pro  of  Assn.  of  Ry  Supts 
—Oct.,  1896.   No.  11,056.   45  cts. 

VIADUCT  Dlaaater. 

See  same  subject  under  Railroad  Af- 
fairs, Way  and  Structures. 

CANALS,  RIVERS  AND  HARBORS. 
CANALS. 

New  York's  Canals.  Campbell  W. 
Adams.  An  exhaustive  but  not  too  tech- 
nical discussion  of  the  work  under  the 
nine-million  dollar  canal  improvement 
bllL  States  opposition  to  a  ship  canal 
and  benefits  to  follow  present  improve- 
ment of  free  canals.  Also  editorial.  6,000 
w.  Sea— March  4,  1897.  No.  11,245.  15 
cts. 

DAM. 

Bear-Trap  Dam  —  Chicago  Drainage 
CanaL    Illustrated  detailed  description. 


I.  300  w.    R  R  Gaz— Feb.  12,  1897.  No. 

II,  013.    15  cts. 

DISMAL  SWAMP. 

The  Dismal  Swamp  Canal.  J.  Clinton 
Ranson.  Account  of  a  new  traffic  route 
between  the  North  and  South.  2,200  w. 
Tradesman— March  1,  1897.  No.  11,305. 
15  cts. 

FLOODS. 

The  Seasons  and  Causes  of  Western 
River  Floods.  James  L.  Greenleaf. 
Showing  the  conditions  that  govern  the 
rise  and  fall  of  Western  rivers.  111. 
4,500  w.  Eng  Mag— March,  1897.  No. 
11.340.  30  cts. 
ITBW  YORK. 

New  York  Harbor.  Some  account  of  the 
marked  features  of  the  harbor,  the 
amount  of  trade  and  the  great  number  of 
vessels,  both  for  marine  and  inland  navi- 
gation, which  visit  the  wharves.  1,500  w. 
Sea— Feb.  18.  1897.    No.  11,141.    15  cts. 

RIVEH  FLUSHING. 

See  "Tunnel,"  under  Municipal  Engng., 
Sewerage. 

WATERWAYS. 

The  Report  of  the  United  States  Deep 
Waterways  Commission.  Extracts  from 
the  report  bearing  on  the  feasibility  of 
the  canal  as  a  commercial  enterprise,  and 
some  conclusions  as  to  the  merits  of  pro- 
posed routes.  Also  editorial  comment. 
12,000  w.  Eng  News— Feb.  11,  1897.  No. 
11,017.    15  cts. 

HYDRAULICS. 

DEBRIS. 

The  Laws  of  the  Motion  of  Debris  (Die 
Gesetze  der  Bewegung  dee  Geschiebes.) 
A  valuable  discussion  of  the  motion  of 
stones  and  debris  in  mountain  torrents, 
with  investigation  as  to  the  erosion  ana 
modification  of  channel  profiles.  7,500  w. 
Oesterr.  Monatschr.  f.  d.  Oeffent.  Bau- 
dlensL   Feb.,  1897.   No.  11,443.   30  cts. 

HYDROGRAPHY. 

Hydrographic  Service  of  Austria  in 
1896.  (Der  hydrographische  Dlenst 
Oesterreichs  lm  Jahre  1896.)  Report  of 
the  Austrian  hydrographic  bureau,  with 
illustrated  description  of  tank  for  testing 
current  meters.  4  plates.  4,000  w. 
Oesterr.  Monatschr.  f.  d.  Oeffent.  Bau- 
dienst— Feb..  1897.  No.  11,440.  30  cts. 
RAINFALL. 

Cloudburst  in  Southern  Dalmatia,  Nov. 
8  and  9,  1896.  (Der  Wolkenbruch  am  8 
und  9  November,  1896,  In  Sud.  Dal- 
matien.)  Report  of  the  hydrographic 
bureau  upon  the  meteorological  condi- 
tions accompanying  the  hurricane  and  ex- 
traordinary rainfall  of  above  date,  234.* 
nim.=9.2  ins.  of  rain,  fell  in  24  hours. 
2,000  w.  Oesterr.  Monatschr.  f.  d.  Oeffent. 
Baudlenst— Feb.,  1897.  No.  11,444.  30 
cts. 

IRRIGATION. 

CANAL. 

The  Nira  Irrigation  Canal.  Describes 
one  of  the  large  works  designed  for  fam- 
ine-relief purposes.    Maps  and  sections. 
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2,000  w.   Eng.  Lond— Feb.  5,  1897.  Serial. 
1st  part.   No.  11,029.   30  cts. 
PUBLIC  Land*. 

The  Arid  Public  Lands.  Their  Reclama- 
tion, Management  and  Disposal.  Elwood 
Mead.  The  inefficiency  of  the  existing 
public  land  system  is  shown  and  the  evils 
resulting  from  it.  Discussion  follows. 
17,500  w.  Trans  Am  Soc  of  Irr  Eng— Jan., 
1897.    No.  11.054.    45  cts. 

MISCELLANY. 

CEMENT. 

The  Annual  Meeting  of  the  Associa- 
tion of  German  Portland  Cement  Manu- 
facturers. S.  B.  Newburry.  An  account 
of  the  annual  meeting,  with  reports  of 
committees,  abstracts  of  papers,  ftc.  5,000 
w.  Eng  News— Feb.  25,  1897.  No.  11,238. 
15  cts. 

The  Behavior  of  Portland  Cement  in 
Sea  Water.  Dr.  William  Michael's.  From 
proceedings  of  the  Inst,  of  Civ.  Engs. 
Vol.  CVII.  Describes  researches  of  the 
writer.  2,500  w.  Eng  Rec—  Feb.  20,  1897. 
No.  11.149.    15  cts. 

CONCRETE. 

Notes  on  Portland  Cement,  Concrete. 
Andreas  Lundteigen.  Tests  and  favor- 
able results  from  the  admixture  of  alli- 
cious  material.  1,600  w.  Pro  Am  Soc  of 
Civ  Engs— Feb.,  1897.    No.  11.234.    45  cts. 

DEFLECTIONS. 

Technical  Applications  of  Photography. 
(Ueber  die  Anwendung  der  Photographle 
fur  techni8cbe  Zwecke.)  Special  appli- 
ance for  photographing  rail  and  bridge 
deflections;  also  photogrammetrlc  appara- 
tus, for  photographic  surveying.  1,200 
w.  Zeitschr  d  Oesterr  Ing  u  Arch-Ver- 
eines— Feb.  5,  1897.  No.  11.427.   15  cts. 

EDUCATION. 

Engineering  Education.  (Zur  Frage  der 
Ingeineurerziehung.  Prof.  O.  Mohr.)  A 
discussion  of  the  present  methods  of  en- 


gineering education  in  Germany,  suggest- 
ing simplification  of  the  existing  courses 
in  order  to  provide  time  and  opportunity 
for  study  of  new  subjects.  3,000  w. 
Zeltchr  d  Verelnes  Deutcher  Ingenieure — 
Jan.  23,  1897.    No.  11.403.   30  cts. 

FILL. 

The  Compressibility  of  Snlt  Marsh  Un- 
der the  Weight  of  Earth  Fill.  Eugene  R. 
Smith.  Tables  of  information  obtained 
by  the  writer  from  investigations  of  re- 
claimed marsh  land  on  the  north  shore 
of  Great  South  Bay,  at  Islip,  N.  Y.  The 
work  is  briefly  described.  1,100  w.  Pro 
Am  Soc  of  Civ  Engs— Feb.,  1897.  No. 
11,233.    45  cts. 

JAPAN. 

Engineering  Works  in  Japan  During 
1896.  C.  Kardono.  Does  not  encourage 
American  contractors  to  come  to  Japan 
on  account  of  their  ignorance  ot  customs 
and  usages  of  the  country  in  contract 
works.  Information  of  recent  improve- 
ments. 800  w.  Eng  News— Feb.  25.  1897. 
No.  11.239.    15  cts. 

SURVEYING. 

Experiences  with  the  Contract  System  of 
U.  S.  Land  Surveys  in  Florida.  J.  Francis 
Le  Baron.  Shows  the  folly  of  letting  to 
the  lowest  bidder  a  class  of  work  that  re- 
quires ability.  Also  editorial.  3J.500  w. 
Eng  News— Feb.  18.  1897.  No.  11,129.  15 
cts. 

TUNNEL. 

The  Design  and  Construction  of  a  Small 
Steel  Cylindrical  Tunnel.  See  same  title 
under  Municipal  Engng — Sewerage. 

The  Roof  Shield  in  the  Boston  Subway. 
Describes  a  novel  development  of  shield 
tunneling  as  used  In  the  Boston  subway. 
It  consists  in  cutting  the  shield  in  two 
and  using  the  upper  half  only.  111.  2,000 
w.  R  R  Gaz— Feb.  12.  1897.  No.  11.012. 
15  cts. 


ECONOMICS  AND  INDUSTRY. 


COMMERCE  AND  TRADE. 
BICYCLE. 

American  Bicycles  in  Germany.  A 
statement  of  the  methods  necessary  to  se- 
cure a  share  of  the  trade.  1.200  w.  Cons 
Repts— Feb.,  1897.    No.  11.041.    45  ctB. 

Bicycle  Trade  in  Italy.  Discusses  the 
prospect  for  opening  a  large  export  trade 
in  American  bicycles.  Thinks  it  favorable 
and  gives  reasons.  1.500  w.  Cons  Repts 
—March,  1897.  No.  11,227.  45  cts. 
ELECTRICAL  Exports. 

American  Exportation  of  Electrical  Ma- 
chinery. Georg  Kirkegaard.  Calling  at- 
tention to  the  market  of  Northern  Europe, 
and  Americans'  chances  to  compete.  600 
w.  Elec  Wld-Feb.  13,  1897.  No.  11.036. 
15  cts. 

GOLD  Tr»fflc, 

See  same  tille  under  Mining  and  Metal- 
lurgy. Gold  and  Silver. 

GREAT  BRITAIN. 

British  and  Foreign  Trade.  Extract 


from  memorandum  issued  by  Sir  Courte- 
ray  Boyle,  relating  to  the  trade  of  the 
United  Kingdom  in  recent  years  compared 
with  France,  Germany  and  the  United 
States.  Deals  with  population,  industry 
and  commerce.  4,000  w.  Col  Guard — 
Feb.  5.  1897.    No.  11,074.    30  cts. 

Foreign  Competition  and  English  Rail- 
way Rates.  Abstract  of  lecture  by  Mr.  Bal- 
four Browne.  The  serious  and  Increasing 
competition  is  discssed  and  suggestions 
made  for  remedying  the  trouble,  espe- 
cially the  methods  for  exporting,  regula- 
tion of  raHway  rates,  &c.  3,500  w.  Ir  & 
Coal  Trds  Rev— Feb.  12,  1897.  No.  11.- 
201.    30  cts. 

Is  England's  Industrial  Supremacy  a 
Myth?  S.  N.  D.  North.  An  analysis  of 
the  Industrial  development  of  England 
and  Germany,  showing  that  nations  may 
flourish  under  a  protective  system  and 
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decline  under  free  trade.  5,000  w.  Fo- 
rum—March, 1897.    No.  11,286.    30  eta. 

IRON  Trade. 

An  International  Comparison  of  Iron 
and  Steel  Exports  In  1896.  Compares  the 
exports  from  Great  Britain  with  Germany, 
France  and  Belgium.  Shows  that  Great 
Britain  has  succeeded  in  improving  her 
portion.  2,200  w.  Ir  &  Coal  Trds  Rev— 
Feb.  19,  1897.   No.  11,281.   30  cts. 

JAPAN. 

Foreign  Trade  of  Japan.  A  -somewhat 
detailed  examination  of  its  exports  and 
imports,  with  information  relating  to  cot- 
ton spinning  and  weaving,  the  supply  of 
raw  cotton,  manufacture  of  silk  and  the 
rug  and  matting  industries.  18.000  w. 
Nat  Assn  of  Mfrs— Circ.  No.  11.  No.  11,- 
175.    45  cts. 

Japanese  Industries.  Information  re- 
garding the  manufacture  of  matches,  pa- 
per, lacquer,  porcelain  and  glassware;  also 
products  of  forest,  farm  and  sea.  9,500  w. 
Nat  Assn  of  Mfrs— Circ.  No.  11.  No.  11,- 
177.    45  eta 

The  Commerce  and  Industries  of  Japan. 
Includes  a  general  account  of  the  location 
of  the  principal  industries,  industrial  am- 
bitions, population,  occupations  and 
wages,  with  introductory  remarks.  7,200 
w.  Nat  Assn  of  Mfrs— Circ.  No.  11.  No. 
11,172.    45  cts. 

JOINT  Stock  Companies. 

The  Economics  of  Joint  Stock  Compa- 
nies and  the  Laws  Relating  to  Their  In- 
corporation. J.  Bawden.  Examines  the 
system  now  in  general  use  in  Ontario  and 
British  Columbia  for  converting  into  cash 
the  stock  of  mining  companies,  calling  at- 
tention to  amendments  required.  Discus- 
sion follows.  9,500  w.  Can  Min  Rev — 
Feb.,  1897.    No.  11,328.   30  cts. 

KOREA. 

Trade  Prospects  in  Korea.  Editorial 
discussion  of  the  conditions  of  the  country 
since  the  war  as  gleaned  from  various  re- 
ports, and  the  movements  which  promise 
to  advance  trade  interests  in  the  future. 
1.500  w.  Engng— Feb.  12.  1897.  No.  11,- 
164.  30  cts. 
MANUFACTURERS. 

Annual  Report  of  the  President  of  the 
National  Association  of  Manufacturers. 
Records  the  progress  of  the  work  of  the 
Association.  Reports  on  So.  Amer.  com- 
mission, sample  warehouses,  trade  with 
Mexico.  Japan.  China,  discusses  the  Nica- 
ragua Canal,  merchant  marine,  tariff,  &c, 
&c.  12.500  w.  Circular  of  Information- 
No.  13.  Feb.  1.  1897.  No.  11.072.  45  cts. 
PIG-IRON  Trade. 

See  same  title  under  Mining  and  Metal- 
lurgy—Iron and  Steel. 
RUSSIA. 

Agricultural  Machinery  in  Russia.  A 
statement  of  the  conditions  existing  in 
Russia  in  reference  to  agriculture  and 
manufactures,  and  the  opportunities  for 


trade  In  machinery  and  implements.  1,300 
w.  Bd  of  Trd  Jour— Feb.,  1897.  No.  11,- 
293.    30  cts. 

TARIFF, 

Customs  Tariff  and  Regulations  of  the 
German  Southwest  African  Protectorate. 
Translation  of  a  customs  ordinance  with 
executive  regulations,  and  th«  cuBtoms  tar- 
iff. 3,800  w.  Bd  of  Trd  Jour— Feb.,  1897. 
No.  11.296.   30  cts. 

New  Customs  Tariff  of  Brazil.  A  state- 
ment of  the  duties  liable  under  the  new 
customs  tariff  in  cotton,  wool,  flax  and 
Jute,  and  manufactures  thereof.  4.500  w. 
Bd  of  Trd  Jour— March.  1897.  No.  11,297. 
30  cts. 

Tariff  Changes  and  Customs  Regula- 
tions. Denmark,  Netherlands,  Germany, 
France,  Madagascar,  Portugal,  Spain! 
Egypt,  United  States,  Costa  Rica,  Ecua- 
dor. Argentina,  Chile,  British  India,  Gren- 
ada and  Tasmania.  3,000  w.  Bd  of  Trd 
Jour-  March,  1897.    No.  11,298.    30  cts. 

I. 'MTKD  STATES. 

The  Concentration  of  Industry  and 
Machinery  in  the  United  States.  E. 
Levasseur.  Extract  from  one  of  the  chap- 
ters of  a  work  now  in  press.  Directs  at- 
tention to  the  part  which  the  spirit  of 
invention  and  the  characteristics  of  the 
laboring  classes  have  taken  in  this  de- 
velopment, and  considers  the  attitude 
of  the  laboring  classes  and  of  the  entre 
preneur  to  the  problems  which  this 
transformation  has  called  forth.  6,000 
w.     An   Am   Acad— March,   1897.  No. 

II.  290.  $1.00. 

CURRENCY  AND  FINANCE. 

BIMETALLISM. 

Obstacles  to  International  Bimetallism 
—I.  Can  the  Gresham  Law  be  Circum- 
vented? Jerome  Dowd.  II.  Some  of  the 
Obstacles  to  International  Bimetallism. 
Mark  B.  Dunnell.  Two  articles  strongly 
favcring  monometallism.  4.000  w.  Bank- 
ers' Mag..  N.  Y.— Feb.,  1897.  No.  11,108. 
45  cts. 
CURRENCY. 

Further  Considerations  of  Our  Cur- 
rency Problem— Charles  T.  Haviland 
Considers  the  paper  currency  and  the 
gold  reserve,  the  Baltimore  currency 
plan,  menace  of  the  legal  tender  notes, 
prejudice  against  the  National  banks, 
suggestions  for  a  bank  currency,  taking 
the  government  out  of  the  banking  busi- 
ness, and  what  to  do  with  the  silver  in 
the  Treasury.  6.000  w.  Bankers'  Mag., 
N.  Y— Feb..  1897.   No.  11.109.   45  cts. 

The  Quantity  Theory— W.  A.  Scott. 
An  inquiry  into  the  nature  and  sound- 
ness of  this  theory.  The  writer  thinks 
that  the  level  prices  and  the  volume  of 
currency  are  not  determined  by  the 
same  Influences.  6,000  w.  An  Am.  Acad 
—March.  1897.  No.  11  292.  $1.00. 
FINANCIAL  Leorlalnllon. 

The  Financial  Measures  Needful  to 
Industrial  Stability.    James  H.  Eckels. 
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Favoring  abandonment  of  note-issuing 
by  the  government,  and  modiflcatlon  ot 
the  Sub-Treasury  system.  2,600  w.  Eng. 
Mag  — March,  1897.   No.  11,335.   30  eta. 
FREE  Coinage, 

Silver  Free  Coinage  and  the  Legal 
Tender  Decisions.  C.  G.  Tiedeman.  Calls 
attention  to  the  difficulties  which  would 
have  been  encountered  in  securing  from 
the  Supreme  Court  of  the  United  States 
a  declaration  that  a  silver  free  coinage 
bill  was  unconstitutional.  4,500  w.  An 
Am.  Acad.— March,  1897.  No.  11,291. 
11.00. 

LABOR. 

CO-OPE  RATION. 

Co-operative  Contracts  and  Capital. 
Editorial  discussion  of  the  limitation  of 
co-operation.  2,600  w.  Engng— Feb.  12, 
1897.    No.  11,162.    30  cts. 

DWELLINGS. 

See  title  LABORERS  HOUSES,  under 
Architecture,  Construction  and  Design. 

EDUCATION. 

The  Education  of  German  Mechanics. 
Editorial  discussion  of  the  lessons  to  be 
learned  from  German  methods,  and  par- 
ticularly from  her  educational  system. 
2,500  w.  Engng— Feb.  12,  1897.  No.  11,- 
163.   30  cts. 

JAPAN. 

Some  Considerations  Affecting  Japan- 
ese Labor.  Statements  regarding  the  ex- 
pense of  living,  wages  and  habits  of  life. 
3,300  w.  Nat  Assn  of  Mfrs— Circ.  No.  11. 
No.  11.178.  45  cts. 
PRISON  Labor. 

Prison  Labor.  Carroll  D.  Wright.  The 
various  sides  of  the  question  are  pre- 
sented and  the  economic  side  shown  to 
be  of  little  Importance.  By  giving  more 
attention  to  the  ethical  side  of  the  ques- 
tion, the  writer  thinks  the  best  results 
will  be  reached.  3,800  w.  N  Am  Rev- 
March.  1897.    No.  11.282.    45  cts. 

WAGES. 

Wages  in  New  York's  industries.  Av- 
erage wages  In  thirty  industries  as  re- 
ported by  the  State  Bureau  of  Statistics 
of  Labor.  800  w.  Bradstreet's— Feb.  13, 
1897.    No.  11.009.    15  cts. 


MISCELLANY. 

COMBINATIONS. 

The  Good  and  the  Evil  of  Industrial 
Combination.  Arthur  Twining  Hadley. 
Discusses  the  benefits  and  defects  from 
various  points  of  view.  6,000  w.  Atlan- 
tic M— March,  1897.  No.  11,171.  45  cts. 
CORPORATIONS. 

How  to  Reform  Business  Corporations. 
V.  H.  Lockwood.  The  necessity  of  cor- 
porations and  the  methods  of  preventing 
the  mismanagement  are  discussed,  with 
the  difficult  problems  that  must  be  solved. 
3,500  w.  N  Am  Rev— March,  1897.  No. 
11,283.  45  cts. 
EXPOSITION. 

The  Paris  Exposition  of  1900.  A  report 
on  the  coming  international  exposition, 
setting  forth  its  general  scope  and  char- 
acter, its  organization,  the  financial  ar- 
rangements, the  special  features,  systems 
of  classification  and  awards  adopted,  and 
regulations  affecting  foreign  exhibitors. 
6,500  w.  Cons  Repts— Feb.,  1897.  No. 
10,974.    45  cts. 

GREAT  BRITAIN. 

Progress  of  the  British  Colonial  Em- 
pire During  the  Sixty  Years  of  Her  Ma- 
jesty's Reign.  Charles  W.  Dllke.  His- 
torical survey  of  the  colonies,  followed  by 
discussion.  14,000  w.  Jour  Soc  of  Arts— 
Feb.  12,  1897.  No.  11,179.  30  cts. 
HARD  Times. 

What  Are  Normal  Times?  E.  V.  Smal- 
ley.  DiBcuBses  what  normal  times  really 
are,  and  shows  that  conditions  have 
changed  and  that  it  is  useless  to  look  for 
a  restoration  of  the  abnormal  conditions 
existing  between  1880  and  1890.  2,000  w. 
Forum— March,  1897.    No.  11,285.    30  cts. 

IRELAND. 

Recommendations  of  the  Recess  Com- 
mittee for  the  Development  of  Ireland's 
Agricultural  and  Industrial  Resources. 
Horace  Plunkett.  States  the  circumstan- 
ces under  which  the  Recess  Committee 
was  formed,  its  work,  effect  of  past  action, 
Ireland's  resources,  &c,  with  discussion. 
12,000  w.  Jour  Soc  of  Arts— Feb.  5,  1897. 
No.  11.048.    80  cts. 
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ELECTRO-CHEMISTRY  AND  METAL- 
LURGY. 

ALUMINUM. 

The  Bradley  Aluminum  Patents.  The 
invention  relates  to  a  process  of  effecting 
by  the  electric  current  the  separation  of 
aluminum  from  its  ores  or  compounds. 
Specifications  and  drawings.  1,500  w. 
Eng  &  Min  Jour— Feb.  27.  1897.  No.  11,248. 
15  cts. 

CARBORUNDUM. 

Details  of  the  Carborundum  Furnace 
and  Its  Operation.  Illustrated  detailed  de- 
scription. 1,200  w.  Elec  Eng— Feb.  24, 
1897.   No.  11,205.   15  cts. 


LIGHTING. 
ALTERNATING  Current  Are. 

Luminous  Efficiency  of  the  Alternating 
Current  Arc.  A.  E.  Blondel,  assisted  by 
E.  Jigouzo.  Extract  from  a  forthcoming 
publication  upon  the  efficiency  of  the  elec- 
tric arc.  Sets  forth  the  first  results  of  a 
study  of  the  alternating  current  arc.  1,800 
w.  Elec  Wld— Feb.  13,  1897.  Serial.  1st 
part.  No.  11,038.  15  cts. 
CONDUITS. 

Interior  Conduits.  Replies  received  from 
manufacturers  and  engineers  in  response 
to  a  circular  letter  Inquiring  for  opinions 
in  regard  to  methods  permitting  the  great- 
est economy  consistent  with  safety.  3,700 
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w.  Elec  Wld— Feb.  27,  1897.   No.  11,259. 

15  CtB. 

GAS  and  Electricity. 

See  Electricity,  under  Municipal  Engin- 
eering, Gas. 

INCANDESCENT. 

Conductivity  of  Incandescent  Carbon 
Filaments  and  the  Space  Surrounding 
Them.  Abstract  of  paper  by  John  W. 
Howell,  presented  at  meeting  of  Am.  Inst 
of  Elec.  Eng.,  with  editorial  comment. 
The  paper  considers  the  reversal  in  the 
temperature  coefficient,  and  demonstrates 
that  such  reversal  becomes  more  promin- 
ent as  the  treatment  of  the  filament  is  in- 
creased. 3,000  w.  Elec  Wld— Feb.  20, 
1897.    No.  11,187.    15  cts. 

Incandescent  Lamps.  (Zur  QlOhlampen- 
frage.)  A  discussion  of  the  tests  of  incan- 
descent lamps  at  Hanover,  from  the  lamp 
manufacturer's  standpoint  3,000  w.  Elek- 
trotechnische  Zeitschr-^Jan.  28, 1897.  No. 
11.433.   16  cts. 

INSULATION. 

The  Insulation  Resistance  of  an  Electric 
Installation.    Explains  the  theory  of  in- 
sulation testing.    2,000  w.    Builder— Feb. 
20,  1897.    No.  11.278.   30  cts. 
MUNICIPAL,  Plants. 

The  Agitation  for  Municipal  Plants.  A 
series  of  short  articles  giving  a  collection 
of  data  bearing  on  municipal  electric  light 
plants,  with  editorial.  11,500  w.  Ele< 
Eng— Feb.  17,  1897.   No.  11,096.   15  cts. 

Report  to  the  Special  Investigating 
Committee  on  Commercial  Electric  Light- 
ing, South  Norwalk,  Conn.  A.  E.  Win- 
chester. A  favorable  report  of  the  suc- 
cess of  various  municipal  plants.  10,500 
w.  Elec  Eng-Feb.  it,  1897.  No.  11,095. 
15  cts. 

PROJECTORS. 

Projectors.  W.  H.  Pretty.  Part  first 
discusses  reflectors  and  lamps.  A  study 
of  the  optical  arrangements  suited  for  the 
purpose  of  transmitting  the  light  given 
out  by  the  electrical  lamp.  1,400  w. 
Elect'n— Feb.  19,  1897.  Serial.  1st  part. 
No.  11.273.  30  eta 
PUBLIC  Bnlldlnffs. 

The  Lighting  of  Public  Buildings.  H. 
W.  Handcock  and  A.  H.  Dykes.  Calling 
attention  to  the  need  of  Installing  elec- 
tric lighting  in  a  more  permanent  way, 
if  it  is  to  give  satisfaction.  2,000  w.  Elec 
Eng.  Lond— Feb.  19,  1897.  No.  11,311.  30 
cts. 

SAFETY  Devices. 

Safety  Devices  for  Electrical  Circuits. 
W.  M.  Stine.  Gives  attention  to  certain 
mechanical  safety  devices,  as  well  as  fuse 
wires,  and  gives  results  of  investigations. 
3.300  w.  W  Elec— Feb.  20,  1897.  No. 
11,145.    15  cts. 

SEARCH  LlKht. 

Latest  Types  of  General  Electric  Search 
Lights.  Illustrated  description.  900  w. 
Elec  Eng— Feb.  24,  1897.  No.  11,207.  15 
cts. 

TESTING. 

Faults  and  How  to  Find  Them.  Atten- 
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tlon  Is  confined  to  the  faults  that  are  com- 
mon to  the  various  classes  of  arc  lamps. 
2,200  w.  Am  Elect'n— Feb.,  1897.  No. 
11.225.   15  cts. 

VOLTAGE. 

Electricity  Supply  at  230  Volts.  Alfred 
H.  Gibblngs.  Presents  the  results  of  a 
wholesale  changes  of  pressure  at  Bradford 
The  subject  is  considered  in  detail.  Part 
first  dealing  with  house  terminal  fuse 
boxes,  meters,  wirings  and  fittings.  2,400 
w.  Elec— Feb.  17,  1897.  No.  11,099.  15 
cts. 

WIRING. 

Inconsistencies  in  Electric  Wiring. 
Harry  N.  Gardner.  Calls  attention  to  lit- 
tle inconsistencies  whicu  detract  from  the 
advantages  which  would  result  from  care- 
fully Installed  electric  systems  and  urges 
the  giving  of  electrical  work  to  only  relia- 
ble contractors.  2,000  w.  Elec  Eng— Feb. 
24,  1897.   No.  11,206.   15  cts. 

Interior  Wiring.  George  T.  Hanchett. 
Calls  attention  to  the  important  details 
wherein  alternate  current  wiring  differs 
from  direct  current  wiring.  1,800  w.  Am 
Elect'n— Feb.,  1897.  No.  11,224.  15  cts. 

POWER. 

AIR  and  Electricity. 

See  Electric  Power  under  Mechanical 
Engineering,  Compressed  Air. 

ALTERNATING  Current. 

Method  of  Determining  the  Number  of 
Alterations  (Uebereine  Methode  zur  Be- 
8timmung  der  Wechselzahl  oscillirender 
st romo.)  A  mathematical  discussion  by 
Gustav  Wilhelm  Meyer.  3,000  w.  Elek- 
trotechnische  Zeitschrlft— Jan.  28,  1897. 
No.  11,434.  15  eta 
ARMOUR  Inatltnte. 

Power  Plant  of  Armour  Institute  of 
Technology.  Illustrated  description  of 
the  new  equipment  made  necessary  by  the 
increased  demands  for  lighting  and  motor 
service.  1,000  w.  W  Elec— Feb.  27,  1897. 
No.  11,236.    15  cts. 

CONVERTERS. 

Rotary  Converters.  Ernst  Julius  Berg. 
Their  action  and  the  conditions  under 
which  their  use  is  desirable,  and  the  re- 
action of  these  machines  on  the  alternat- 
ing system,  their  methods  of  operation 
and  the  limitations  imposed  by  their  use. 
2.300  m.  Am  Elect'n— Feb.,  1897.  No. 
11,216.   15  cts. 

DYNAMO. 

Dynamo  Characteristics. — Wilbur  M. 
Stlne.  Showing  that  the  characteristic 
occupies  the  same  practical  relation  to 
the  dynamo  that  the  indicator  does  to  the 
steam  engine,  and  gives  directions  that 
will  enable  any  one  in  charge  of  a  dyna- 
mo, who  possesses  a  good  voltmeter  and 
ammeter,  to  correctly  lay  down  the  sev- 
eral curves  of  his  machine.  1,400  w.  Am 
Elect'n— Feb.,  1897.    No.  11.220.    15  cts. 

Westlnghouse  Dynamos.  (Machines, 
Dynamo-electriques  de  la  Compagnie 
Electrlque  "Westlnghouse.")  An  extend- 
ed description  of  the  Westlnghouse  gen- 
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erators  and  motors  from  a  French  point 
of  view.  12,000  w.  La  Revue  Technique 
Feb.  10.  1897.  No.  11,412.   80  eta. 

EFFICIENCY. 

The  Efficiency  of  Direct  Current  Dyna- 
mos and  Motors.  Explanation  of  the 
terms  employed,  with  table  giving  equiva- 
lent volta  for  efficiencies  ranging  from  60 
to  95  per  cent.  1,600  w.  Elec,  Lond — 
Jan.  29,  1897.   No.  11,026.   80  eta. 

EMERGENCIES. 

An  Interesting  Example  of  Practical 
Expedienti.  Illustrated  description  of 
the  rapid  and  interesting  work  in  re-es- 
tablishing the  service  of  the  Newark, 
N.  J.,  electric  light  and  power  station  af- 
ter the  Are.  1,700  w.  Am  Elecfn— Feb., 
1897.  No.  11,215.  15  Cts. 
FARM. 

Electricity  on  a  Farm.  Brief  illustrat- 
ed description  of  the  utility  and  advan- 
tages of  electricity  in  farm  and  dairy 
operations  aa  used  on  the  dairy  farm  of 
Mr.  Levi  P.  Morton.  1,000  w.  Elec  Wld 
—Feb.  6,  1897.  No.  10,972.  16  cta. 
OAS  Engine. 

The  Gas  Engine  for  Electrical  Pur- 
poses. See  Gas  Engine,  under  Mechani- 
cal Eng'ng— Engines  and  Motors. 


Testa  of  200-Klllowatt  Continuous  Cur- 
rent Parsons  Turbo-Generator.  W.  D. 
Hunter.  Describes  a  series  of  tests  for 
the  purpose  of  determining  the  steam 
consumption  under  different  conditions  of 
service  and  various  grades  of  output.  400 
w.  Elec  Rev,  Lond— Feb.  19,  1897.  No. 
11,275.   30  cta. 

INDICATOR. 

A  New  Frequency  Indicator.  Account 
of  an  instrument  invented  by  G.  W. 
Meyer,  for  indicating  the  frequency  of 
oscillating  currents,  depending  on  the 
fact  that  the  heat  generated  in  a  wire 
magnetized  by  these  currents  is  propor- 
tional to  their  frequency.  800  w.  Elec 
Rev,  Lond— Feb.  19,  1897.  No.  11,276.  SO 
cts. 

LAC  MINE. 

The  Lachine  Rapids  Power  Plant,  Mon- 
treal, P.  Q.  Wm.  L.  Bishop.  Illustrated 
detailed  description  of  the  plan  for  power 
development.  4,500  w.  Eng  News— Feb. 
18,  1897.   No.  11,128.    15  cts. 

M  \ LTBY. 

Maltby*  Electric  Plant.  Frederic  C 
Whitmore.  Illustrated  description  of  a 
successful  electric  hoisting  and  pumping 
plant,  showing  how  difficult  conditions 
were  overcome  by  the  use  of  electricity 
as  a  means  of  transmitting  power  at  the 
Lehigh  Valley  Coal  Co.'s  Maltby  Mine. 
2,000  w.  Col  Eng— Feb.,  1897.  No.  11,- 
065.  30  cts. 
POWER  Plants. 

The  Power  Plants  of  Two  Large  De- 
partment Stores.  Illustrated  detailed  de- 
scription of  the  power  and  electric  plants 
of  the  Chicago  and  New  York  stores  of 
Siegel,  Cooper  &  Co.  3,500  w.  Power- 
March,  1897.   No.  11,346.    15  cts. 


SWITCH-GEAR. 

A  Few  Practical  Notes  on  Alternate- 
Current  Switch-Gear.  L.  Andrews.  Read 
before  the  Northern  Soc.  of  Elec  Bugs. 
Part  first  describes  a  safety  device  and 
cut-out,  with  introductory  remarks.  1,100 
w.  Elec  Eng,  Lond— Jan.  29,  1897.  Seri- 
al. 1st  part  No.  10,981.  80  cts. 

TORO/CR. 

The  Torque  of  the  Triplex  Pump.  Cy- 
rus T.  Brown.  Showing  the  advantage  in 
using  the  triplex  pump,  rather  than  the 
single  plunger  or  double-acting  pump 
when  driven  by  an  electric  motor.  1,000> 
w.  Am  Mach— March  4,  1897.  No.  11,- 
350.    15  cts. 

TRANSFORMERS. 

Faults  and  How  to  Find  Them.  Dis- 
cusses faults  in  transformers.  1,600  w. 
Prac  Eng— Feb.  12,  1897.  No.  11,169.  SO* 
cts. 


The  Long-Distance  Transmission  of 
Power  at  Hartford.  Illustrated  descrip- 
tion of  the  engineering  problems,  of 
which  the  recent  extensive  changes  made 
in  the  system  are  considered  a  satisfac- 
tory solution.  1,800  w.  Elec  Wld— Feb. 
18,  1897.  Serial.  1st  part.  No.  11,037. 
16  cts. 

A  10,000-Volt  Transmission  Plant.  Wal- 
ter King.  Abstract  of  an  article  in  the> 
Elektrotechnische  Zeltschrift.  Illustrat- 
ed description  of  the  transmission  from 
Eichdorf  to  Griinberg.  1,300  w.  Elecfn 
—Feb.  6.  1897.   No.  11,081.   30  cts. 

TELEGRAPHY  AND  TELEPHONY. 

BERLINER. 

The  Berliner  Microphone  Case.  E.  F. 
Frost.  Believing  that  there  is  a  mis- 
conception of  the  Berliner  case,  the  writer 
gives  a  statement  explanatory  of  the 
question.  1,700  w.  Elec  Wld— Feb.  27, 
1897.    No.  11,257.   16  cts. 


The  "Rapid  Cable."  Comments  on  an 
article  in  the  "Pall  Mall  Gazette,"  In 
which  the  construction  of  the  cable  as 
recommended  by  Silvanus  P.  Thompson 
is  discussed.  2.000  w.  Elec  Rev,  Lond — 
Jan.  29.  1897.   No.  10,982.   30  cts. 

SUBMARINE. 

Sixty  Years  of  Submarine  Telegraphy. 
W.  E.  Ayrton.  Abstract  of  a  lecture  de- 
livered at  the  Imperial  Inst.  Historical 
review.  5,000  w.  Elecfn— Feb.  19,  1897. 
No.  11,274.   30  cts. 

SWITCH. 

Watson  Telephone  Switch  Patent  Held 
to  Be  Invalid  for  Want  of  Novelty.  The 
text  of  Judge  Showalter's  opinion,  with 
reproductions  of  drawings  in  the  patent. 
2.800  w.  W  Elec— Feb.  20,  1897.  No.  11,- 
146.   16  cts. 

TELEGRAPHY. 

Telegraphing  Without  Wires.  H.  J.  W. 
Dam.  Gives  interviews  with  Dr.  Dose 
and  Signor  Marconi  and  explains  their 
investigations  in  this  field.  111.  7,400  w. 
McClure's  Mag— March,  1897.  No.  11,229. 
15  cts. 
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TELEPHONY. 

American  Telephone  Practice.  Kemp- 
iter  B.  Miller.  Illustrated  description  of 
battery  transmitters.  1,600  w.  Am 
Elecfn— Feb.,  1897.  No.  11,222.  15  cts. 

The  Future  Developments  of  Tele- 
phony. (Die  Gegenwartlge  Entwickelung 
des  Fernsprechwesens.)  An  elaborate 
paper  read  before  the  Electrotechnlc  So- 
ciety In  Berlin  by  Jul.  H.  West  Pro- 
poses to  cover  the  country  with  a  not- 
work  system  of  long-distance  wires  to  be 
worked  In  connection  with  central  sta- 
tions. Two  articles.  15,000  w.  Elektro- 
techniscbe  Zeitschrlft— Feb.  4  and  11, 
1897.    No.  11,437,  30  Cta. 


Telephone  Transmitters.  Dr.  V.  Welt- 
lisbach.  Illustrated  description  of  the 
construction  and  working  of  transmitters 
based  on  the  two  fundamental  types — 
contact,  and  powder  or  grain  transmit- 
ters. 4,000  w.  Elec  Engng— March.  1897. 
SeriaL    1st  part.   No.  11,139.   15  cts. 

MISCELLANY. 
ALTBRJf  A.TINO  Cnrreat. 

Mechanical  Representation  of  Electrical 
Phenomena  and  Investigations  of  Reson- 
ance of  Alternating  Currents.  (Mechan- 
ise he  Hfilfsvorstellungen  bel  elektrlschen 
Vorgangen  und  Untersuchungen  Uber 
Wechselstromresonanx.)  An  elaborate 
mathematical  treatment  by  Dr.  Heinke, 
of  Munich.  12,000  w.  Elektrotechnische 
Zeitschrlft— Feb.  4,  1897.  No.  11,435.  16 
cts. 

BATTERY. 

Electric  Bells  and  Batteries.  W.  A. 
Wittbecker.  From  Carpentry  and  Build- 
ing. Discusses  batteries,  describing  their 
chemical  action  and  means  of  detecting 
a  weak  battery,  with  some  points  on  the 
adjustment  of  bells.  1,500  w.  Met  Work 
-Feb.  13,  1897.   No.  11,003.   16  cts. 

CARBON. 

Electricity  from  Carbon  Without  Heat 
Willard  E.  Case.  A  lecture  delivered  be- 
fore the  N.  Y.  Elec  Soc,  Feb.  24.  A  re- 
sume of  the  subject,  giving  the  essential 
features  of  the  devices  thus  far  employed 
to  oxydlse  carbon  without  heat,  and  sug- 
gesting the  line  along  which  the  writer 
thinks  success  most  probable.  5,000  w. 
Elec  Eng— March  3,  1897.  No.  11,320.  16 
cts. 

CARBON. 

The  Transition  of  Carbon  from  the 
Non-Con  ducting  Into  the  Conducting 
Condition.  George  Brion.  Investigations 
to  determine  at  what  temperature  and 
in  what  manner  this  transition  of  car- 
bon from  the  non-conducting  to  the  con- 
ducting condition  takes  place.  Abstract 
from  Wled.  Ann.  1,800  w.  Elect'n— Feb. 
5,  1897.   No.  11,080.   30  cts. 


carrying  a  definite  amount  of  energy; 
size  of  wire  and  all  related  topics  are 
discussed.  Illustrations  and  diagrams. 
8,000  w.  Elec  Engng— March,  1897.  No. 
11,140.  16  cts. 
DEAD  Wire. 

Dead  Wire  on  Armatures.  Richard 
Pfund.  Gives  the  writer's  reason  for  the 
wire  on  the  inside  not  being  as  active 
in  developing  e.  m.  f.  as  that  on  the  out- 
side. 800  w.  Elec  Eng— Feb.  10,  1897. 
No.  10,786.    15  cts. 

DIELECTRICS. 

Some  Dielectrics  and  Their  Insulating 
Properties.  George  T.  Hanchett.  Prac- 
tical consideration  of  exceptions  to  the 
results  given  of  the  dielectric  strength  of 
insulators  as  measured  by  formulas.  1,000 
w.  Elec  Wld— Feb.  6,  1897.  No.  10,971. 
15  cts. 
EARTH. 

The  Earth  as  a  Conductor.  Dr.  Louis 
Bell.  A  study  of  the  value  of  the  earth 
as  a  conductor  and  its  limitations.  Only 
in  telegraphy  does  it  appear  to  serve  a 
permanently  useful  purpose.  2,400  w. 
Am  Elect'n— Feb.,  1897.  No.  11,218.  15 
cts. 


Economy  in  tne  Design  of  Electromag- 
nets. W.  B.  Gold8borough.  The  writer 
believes  that  the  best  results  are  to  be  ob- 
tained by  working  Just  below  rather  than 
Just  above  the  *nte  of  the  magnetism 
curve,  although  the  latter  is  the  usual 
practice.  700  w.  feiec  Wld— Feb.  6,  1897. 
No.  10,973.  lo  cts. 

ELECTRO-TECHNICS. 

Electrotechnics,  at  the  Hungarian  Mll- 
lenial  Exposition  (Die  Elektrotechnik  in 
der  Mlllonniums-Landesausstellung  zu 
Budapest)  Giving  illustrated  descriptions 
of  electric  tools,  motors,  locomotives,  &c, 
shown  at  Budapest.  4,500  w.  Zeitschr.  d. 
Vereines  Deutscher  Inge  nleure— Jan.  30 
1897.   No.  11,404.   80  cts. 

FIRE-ALARM. 

Test  of  Fire-Alarm  Boxes.  Report  of 
the  findings  of  the  commission  selected  to 
test  the  fire-alarm  boxes  of  Chicago,  with 
brief  editorial  comment.  2,500  w.  W  Elec 
-Feb.  13, 18a/.  No.  11.006.  15  cts. 


Calculation  of  Circuit.  Frederic  A.  C. 
Perrlne.  The  proper  use  of  the  different 
kinds  of  Insulation  under  varying  condi- 
tions; the  selecting  of  a  conductor  for 


Fire  Aw**  at  Electricity  Works.  G. 
Pearson.  A  uiscussion  of  the  question, 
considering  some  of  the  suggestions  made 
for  solving  the  problem  of  municipal  In- 
surance with  the  difficulties.  2,800  w. 
Prac  Eng— Feb.  6,  l6»7.  No.  11,082.  30  cts. 

Insurance  as  Affected  by  Electrical  Con- 
struction. G.  S.  McLaren.  Abstract  of  a 
paper  read  before  the  Northwestern  Elec. 
Assn.  Discusses  the  position  taken  by 
underwriters  in  regard  to  the  use  of 
electricity,  and  calls  attention  to  dangers 
to  be  avoided.  1,500  w.  Elec  Eng— Feb 
10,  1897.    No.  10,985.    15  cts. 

FITTING-S. 

A  New  System  of  Electrical  Fittings 
(Ueber  ein  neues  System  von  Installa- 
tions und  Sicherungsmaterialen.)  A  pa- 
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per  read  before  the  German  Electrotech- 
nlcal  Society  by  Herr  Hundhausen,  de- 
scribing the  connections,  conductors,  fit- 
tings, &c,  used  by  Messrs.  Siemens  & 
Halske.  9,000  w.  Elektrotechnische 
Zeitschr— Jan.  14  and  21,  1897.  No.  11,- 
430.    30  cts. 

OAS. 

Gaseous  Fuel  as  a  Means  of  Cheapening 
Electricity.  Nelson  W.  Perry.  Read  be- 
fore the  Northwestern  Elec.  Assn.  at 
Milwaukee.  A  discussion  of  the  sub- 
ject, and  suggestions  of  means  for  secur- 
ing the  best  economical  results.  4,400  w. 
W  Elec— Feb.  13,  1897.  No.  11,005.  15 
cts. 

HYSTERESIS. 

Calculation  of  Loss  from  Hysteresis. 
(Zur  Berechnung  der  Elsenverluste  In  Al- 
ternatoren  der  sogenannten  Induktortyps.) 
A  mathematical  treatment  of  the  subject 
by  Dr.  Behm-Eschenberg.  1,000  w.  Elek- 
trotechnische Zeitschrift— Jan.  14,  1897, 
No.  11,428.  15  eta. 

Calculation  of  Loss  from  Hysteresis  in 
Grooved  Armatures.  (Zur  Berechnung 
von  Elsenverlusten  in  Nuthenankern.) 
Treated  analytically  and  graphically  by 
Dr.  Max  Breslauer,  of  Frankfurt  a.  M. 
1,500  w.  Elektrotechnische  Zeitschrift— 
Feb.  11,  1897.  No.  11,438.  15  cts. 
ISOLATED  Plant. 

Electricity  at  the  Hebrew  Technical  In- 
stitute, New  York.  Illustrated  detailed 
description.  1,500  w.  Elec  Eng—  March 
3,  1897.    No.  11,319.   15  Cts. 

ROENTGEN  Rays. 

Improved  Tubes  for  Roentgen  Rays. 
(Ueber  eine  Verbesaurung  an  den  Roent- 


genrohren.)  Discusses  the  various  meth- 
ods of  diminishing  the  injurious  effect  of 
the  bombardment  upon  the  walls  of  the 
Crookes  tube,  describing  the  apparatus  of 
Porter,  Fomm,  and  the  author,  Dr.  Arnold 
Berliner.  1,500  w.  Elektrotechnlshe  Zeit- 
schrift—Feb.  11,  1897.   No.  11.439.   15  cts. 

The  Roentgen  Ray  and  Its  Relation  to 
Physics.  A  topical  discussion.  Prof 
Henry  A.  Rowland  makes  the  opening  re- 
marks and  is  followed  by  M.  I.  Pupin. 
Elihu  Thomson,  A.  E.  Kennelly  and 
others.  19,000  w.  Trans  Am  Iinst  of  Elec 
Engs— Dec.,  1896.  No.  11,232.  45  cts. 
SWITCH  Gear. 

A  Few  Practical  Notes  on  Alternate 
Current  Switch-Gear.  L.  Andrews.  Read 
before  the  Northern  Soc.  of  Elec.  Engs. 
Description  and  a  diagram  of  a  safety  de- 
vice used  by  the  writer,  with  record  of 
its  action.  3,000  w.  Ind  and  Ir— Feb.  12. 
1897.  Serial.  1st  part.  No.  11,196.  30 
cts. 

THREE-PHASE  gfltea. 

Saving  of  Copper  in  Three-Phased 
Transmission  Lines.  Defines  a  three- 
phased  system  and  gives  method  of  calcu- 
lating the  comparative  amounts  of  copper 
required  for  three-phase  and  for  single 
alternating  current  systems.  1,200  w.  Am 
Elecfn— Feb.,  1897.  No.  11,219.  15  cts. 
X  RAY. 

How  to  Keep  X-Ray  Tubes  In  Condition 
While  Working.  Max  Osterberg.  Sug- 
gestions tending  to  prolong  the  life  of 
tubes  and  to  keep  them  in  the  best  condi- 
tion. 800  w.  Elec  Eng— Feb.  10,  1897. 
No.  10,984.   15  Cta. 


MARINE  ENGINEERING. 


BOILERS  AND  ENGINES. 
BEARINGS. 

See  "Bearings,"  under  Mechanical  En- 
gineering, Miscellany. 

DRAUGHT. 

Suction  Draught  for  Marine  Boilers. 
Matthew  Paul.  Abstract  of  a  paper  read 
before  the  Inst,  of  Engs.  and  Shipbuilders 
in  Scotland.  The  results  of  tests  and  ex- 
perience are  given.  It  was  claimed  that 
in  safety  of  boilers  under  high  rates  of 
steaming,  economy  of  coal,  ease  and  sim- 
plicity of  working  and  structural  arrange- 
ments, auction  draught  bad  distinct  ad- 
vantage over  forced  draught.  2,800  w. 
Eng,  Lond.— Feb.  5,  1897.  No.  11.030. 
30  cts. 

DUTY  Test. 

A  Method  of  Determining  a  Continuous 
Record  of  the  Performance  of  a  Marine 
Engine.  W.  F.  Durand.  Dlscusises  the 
desirability  of  continuous  records  and 
considers  the  elements  involved  in  them 
and  the  ways  and  means  of  obtaining 
them.  500  w.  Jour  Am  Soc  of  Nav 
EngB-Feb..  1897.    No.  11,154.  $1.25. 


NAVAL  AFFAIRS. 

BATTLESHIP. 

The  Japanese   Battleship  "Yoshima." 
Brief  illustrated  description.    2.000  w. 
Engng— Feb.  5,  1897.  No.  11,023.  30  cts. 

COMPIIESSED  Air. 

Proposed  Extension  of  the  Use  of  Com- 
pressed Air  on  Men-of-War.  See  title. 
Naval  Use,  under  Mechanical  Engineer- 
ing—Compressed Air. 

The  U.  S.  S.  Terror  and  the  Pneumatic 
System  as  Applied  to  the  Guns.  Turrets 
and  Rudder.  T.  W.  Klnkaid.  General  data 
of  the  ship  and  machinery,  with  illustrated 
description  of  the  pneumatic  system.  3,000 
w.  Jour  Am  Soc  of  Nav  Engs— Feb.,  1897. 
No.  11,155.  $1.26. 

DRY  Docks. 

The  Timber  Dry  Docks  at  the  Brooklyn 
Navy  Yard.  Illustrated  detailed  descrip- 
tion of  new  dock  No.  3,  construction,  cost, 
&c.  1,800  w.  Scl  Am— Feb.  20,  1897.  No. 
11,103.   15  cts. 

SEARCH  Llarht. 

See  same  title  under  Electrical  Engi- 
neering—Lighting. 

SPF.ED. 

The  Speed  Problem.    J.  A.  Normand. 
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Read  before  the  Assn.  Technique  Mari- 
time, Paris.  A  study  of  the  speed  of  tor- 
pedo boats,  the  causes  of  recent  progress 
and  the  possible  causes  for  future  prog- 
ress. 3,200  w.  Jour  Am  Soc  of  Nav  Engs— 
Feb.,  1897.   No.  11,166.  11.26. 

WARSHIPS. 

Modern  Warships.  (Die  heutlge  Krlegs- 
marinen.)  Von  Neudeck.  Illustrated  and 
tabulated  descriptions  of  the  most  recent 
Italian  and  Russian  warships.  6,000  w. 
Zeitschr  d  Vereines  Deutscher  Ingenieure 
—Jan.  30,  1897.  No.  11,406.  30  eta 

MISCELLANY. 

DIVING. 

Some  Facts  About  Diving  Apparatus, 
Ac  Discusses  the  business  of  Messrs.  Bar- 
nett  and  Foster,  specialists  in  the  matter 
of  diving  apparatua  2,300  w.  Trans— 
Feb.  12,  1897.  No.  11,183.  30  cts. 
FREIGHT  Steamer. 

The  Pennsylvania,  the  Largest  Freight 
Steamer  in  the  World.  Illustrated  descrip- 
tion. 900  w.  Scl  Am— Feb.  27,  1897.  No. 
11.210.   16  cts. 

Ft  EL. 

Liquid  Fuel.  R.  R.  Wallla  Read  he- 
fore  the  Northeast  Coast  Inst.  Applies  to 
the  use  of  petroleum  residues  on  board  of 
steamships.  2,500  w.  Prac  Eng— Feb.  19, 
1897.   No.  11.277.   30  eta 

MERCANTILE  Marine. 

New  Laws  In  Japan  for  the  Development 
of  the  Mercantile  Marine.  Gives  the  text 
of  two  laws  for  the  development  of  the 
Japanese  Mercantile  Marine  and  the  en- 
couragement of  shipbuilding  in  that  coun- 
try. 1,800  w.  Bd  of  Trd  Jour— Feb.,  1897. 
No.  11,295.   30  eta 

The  American  Mercantile  Marine.  Com- 
ment on  the  report  of  the  Commissioner 
of  Navigation,  dealing  with  the  laws  of 
the  United  States  relative  to  navigation. 
2,400  w.  Bd  of  Trd  Jour— Feb.,  1897.  No. 
11,294.    30  eta 

ROLLER  Ship. 

Bazin  Roner  Ship.  (Der  Rollendampfer 
"Ernest  Basin.")  Line  drawing,  with  di- 


mensions ana  other  data,  of  the  Bazin 
vessel  about  completed  for  use  on  the 
Channel.  1,000  w.  Zeitschr  d  Oesterr 
Ing  u  Arch  Vereines— Jan.  22,  1897.  No. 
11,423.    16  cts. 

NAPHTHA  Launch. 

The  Naptha  Launch  of  the  Gas-Englne 
and  Power  Company  of  New  York  City. 
Illustrated  description.  900  w.  Scl  Am 
Sup— Feb.  27,  1897.   No.  11,213.   16  cts. 

PROJECTORS. 

See  same  title  under  Electrical  Engi- 
gineerlng — Lighting. 

SHIPBUILDING. 

German  Shipbuilding.  (Deutsche  Werf- 
ten.)  A  review  of  shipbuilding  going  on 
at  present  in  the  leading  German  yards, 
with  illustrations  of  the  new  North  Ger- 
man Lloyd  Steamer  "Kaiser  Frledrich." 
3,000  w.  ZeltBCh  d  Vereines  Deutscher 
Ingenieure— Jan.  30,  1897.  No.  11,406.  30 
cts. 

SHIPPING. 

Projected  Steamship  Enterprises.  Some 
account  of  the  interest  the  Japanese  are 
giving  to  shipping  Interests,  and  the  effect 
upon  trade  that  could  be  expected  if  the 
shipping  facilities  were  Improved.  2,000 
w.  Nat  Assn  of  Mfrs— Circ.  No.  11.  No. 
11,174.  45  cts. 

STEERING  Gear. 

Electric  Steering  Gear.  (Elektrische 
Steuerruder  Maschine.)  Illustrated  de- 
scription of  Essberger's  electric  steering 
engine,  now  being  applied  in  the  Ger- 
man Navy.  Two  motors  running  in  oppo- 
site directions  are  geared  to  an  epicycllc 
train,  and  one  or  the  other  overruns  ac- 
cording to  the  motion  of  the  controlling 
lever.  2,000  w.  Elektrotechnische  Zeit- 
schrlft— Feb.  4,  1897.    No.  11,436.   15  cts. 

VIBRATION. 

The  Prevention  of  Vibrations  of  Steam- 
ships. John  H.  Macalpine.  The  object  of 
the  paper  is  to  show  how,  by  mechanical 
means,  the  vertical  transverse  vibrations 
of  the  periods  higher  than  the  first  may 
be  almost  entirely  prevented.  5,800  w. 
Engng— Feb.  19,  1897.   No.  11,304.   30  cts. 


MECHANICAL  ENGINEERING. 


BOILERS,  FURNACES  AND  FIRING. 
BOILER  Dcfeeta. 

Defects  In  Steam  Boilers.  Abstract  from 
the  second  report  of  the  committee  of  the 
Austrian  Soc.  of  Engs.  and  Archts..  relat- 
ing to  stationary  boilers.  111.  3,300  w. 
Eng  News— Feb.  11.  1897.  No.  11,019.  15 
cts. 

BOILER  Scale. 

Incrustations  In  Boilers.  (Incruatants  et 
DeMncrustants.)  M.  Diboa  An  investi- 
gation into  the  causes  and  character  of 
boiler  Incrustations,  with  analyses  and 
suggestions  lor  remedies.  Especially  re- 
ferring to  marine  boilers.  6,000  w.  La 
Revue  Technique— Jan.  25,  1897.  No.  11,- 
408.   30  eta 

EXPLOSIONS. 

Heat   and   Boiler   Explosions.  James 


Wright.  Paper  read  before  Montreal  C. 
A.  S.  E.  Briefly  outlines  the  views  held 
as  to  what  heat  Is,  considers  the  mechan- 
ical equivalent  and  the  behavior  of  water 
when  subjected  to  heat.  4,500  w.  Can 
Elec  News— Feb.,  1897.   No.  10,970.   15  cts. 

Boiler  Explosions  and  Failures  from 
Hidden  Defects.  From  "The  Locomotive." 
Illustrated  description  of  causes  of  fail- 
ures. Fractured  plates,  hidden  cracks, 
possible  in  all  types  of  boilers  that  have 
riveted  shells  and  lap  Joints.  2,000  w. 
Age  of  St— Feb.  27,  1897.  No.  11,272.  15 
cts. 

FEED- WATERS. 

The  Cure  for  Corrosion  and  Scale  from 
Boiler  Waters.  Albert  A.  Cary.  Describ- 
ing the  phenomena  of  pitting,  grooving 
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and  general  corrosion,  the  theories  offered 
In  explanation  of  them,  and  the  means  of 
their  prevention.   111.   e,800  w.   Eng  Mag 
-March,  1897.   No.  11,841.   30  eta. 
FURNACE  Otiei. 

The  Presence  of  Hydrogen,  Hydrocar- 
bons and  Nitrogen  Peroxide  in  Boiler  Fur- 
nace GaBea.  R.  8.  Hale.  Collection  of 
data  showing  that,  though  the  presence  of 
the  nitrogen  peroxide  accounts  for  the 
missing  oxygen,  yet  the  amounts  of  carbon 
dioxide,  oxygen  and  carbonic  oxide  in  the 
gas  can  in  no  case  prove  the  absence  of 
hydrogen  or  hydrocarbons.  1,200  w.  Eng 
News— Feb.  18.  1897.   No.  11,130.  15  cts. 

FUSIBLE  Pla*. 

Fusible  PlugB  In  Boilers.  W.  A.  Carlile. 
Describes  the  principal  types  of  fusible 
plugs  and  states  their  advantages  and  dis- 
advantages. 2,300  w.  Safety  V— Feb.,  1897. 
No.  11,042.  15  cts. 
OAGHS. 

Water-Gages  for  High-Pressure  Steam 
Boilers.  T.  C.  BUletop.  Read  before  the 
Northeast  Coast  Inst,  of  Bngs.  and  Ship- 
builders. Presents  the  advantages  of  the 
talc  gage,  with  diagram.  1,500  w.  Col 
Guard— Feb.  12,  1897.   No.  11,169.   80  cts. 

INJECTOR. 

The  Injector.    J.  Warren.  Describes 
briefly  the  theory  and  construction,  with 
the  methods  of  working.   1,600  w.  Blec, 
Lond— Jan.  22,  1897.   No.  11,024.   30  cts. 
SAFETY  Talre. 

Safety- Valves  on  Low-Pressure  Boilers. 
Criticises  the  practice  of  placing  of  safety- 
valves  of  insufficient  area  of  opening.  1,300 
w.  Bos  Jour  of  Com— Feb.  27,  1897.  No. 
11,261.   16  cts. 

STOKING. 

Machine  Firing.  Edward  Bennis.  Re- 
view of  attempts  in  the  direction  of  ma- 
chine firing,  with  description  of  the  con- 
struction and  work  of  a  machine.  Discus- 
sion follows.  3,800  w.  Col  Guard — Feb. 
5,  1897.   No.  11,078.   30  cts. 

COMPRESSED  AIR. 
AIR  1.1ft  Pihpi, 

See  same  title  under  Municipal  Engi- 
neering—Water Supply. 

COMPRESSED  Air. 

Advantages  of  Compressed  Air.  Jas.  F. 
Lewis.  A  very  complete  history  of  the 
progress  of  this  power  from  the  earliest 
recorded  experiments  to  the  present  day, 
giving  its  numerous  uses.  111.  7,000  w. 
Can  Min  Rev— Feb.,  1897.  No.  11,330.  30 
cts. 

Compressed  Air.   Some  of  the  uses  to 
which  It  is  being  put  in  different  ways. 
1,300  w.   Bos  Jour  of  Com— Feb.  20,  1897. 
No.  11.161.   15  cts. 
ELECTRIC  Power. 

Compressed  Air  vs.  Electricity.  Fredk. 
S.  Watklns.  Briefly  compares  the  first 
cost,  efficiency,  cost  of  operation,  reliabil- 
ity and  difficulties.  1,000  w.  Compressed 
Air— Feb.,  1897.   No.  11,111.    15  cts. 

Fairness  in  Comparing  Air  and  Electric 
Power.   Editorial  advising  the  partisans 


of  each  power  to  devote  their  energies  to 
the  selection  of  the  legitimate  field  and 
the  development  of  the  power  in  which 
they  are  Interested.  1,000  w.  Ry  Rev— 
Feb.  27.  1897.   No.  11,308.   15  cts. 

Is  Compressed  Air  Destined  to  Become 
the  Rival  of  Electricity  ?  Joseph  W.  Buell, 
in  Inventive  Age.  Discusses  the  changes 
brought  about  by  electricity,  gives  history 
of  the  early  attempts  to  use  compressed 
air,  and  a  brief  account  of  the  power 
yielded  and  applications.  2,400  w.  Com- 
pressed Air— Feb.,  1897.  No.  11,110.  15  cts. 
MARINE  Uses. 

See  title  Compressed  Ah*  under  Marine 
Engineering,  Naval  Affairs. 
NAVAL,  Dm, 

Proposed  Extension  of  the  Use  of  Com- 
pressed Air  on  Men-of-War.  F.  W.  Bart- 
lett  Suggests  ways  of  using  air  and  states 
why  it  is  better  for  many  purposes  than 
either  steam  or  electricity.  1,700  w.  Am 
Mach— Feb.  18,  1897.   No.  11,123.   15  cts. 

PNEUMATIC  Tvbu. 

Locating  Obstructions  in  Underground 
Pneumatic  Tubes  in  Philadelphia,  B.  C. 
Batcheller.  An  interesting  account  of  ef- 
forts made  based  on  the  velocity  of  sound 
waves,  and  the  degree  of  success  attained. 

I,  700  w.    Eng  NewB— March  4,  1897.  No. 

II,  353.    15  cts. 
■BOP  Dn. 

Pneumatic  Power  Applied  to  Workshops. 
John  Davis  Barnett.  From  the  Trans,  of 
the  Can.  See.  of  Civ.  Bngs.  The  present 
position  of  air  power,  as  part  of  a  craft, 
illustrated  more  especially  by  railway 
shop  work.  4,800  w.  Prac  Eng— Feb.  6, 
1897.    No.  11,088.   30  cts. 

RAILROAD  U«e. 

See  title  Snow-Flanger  under  R.  R.  Af- 
fairs— Equipment. 

ENGINES  AND  MOTORS. 

CONDENSERS. 

Central  Condensers.  (Ueber  Central- 
Condensation.)  A  description  of  condens- 
ing plant  in  which  a  number  of  engines 
exhaust  into  one  large  condenser;  with  Il- 
lustrations of  the  apparatus  at  the 
"Ewald"  mine  in  Westphalia.  4,000  w.  1 
plate.  Zeitschr.  d.  Oesterr.  Ing.  u.  Arch 
Vereines— Jan.  22,  1897.  No.  11.421.  15  cts. 
DUTY  Teat*. 

Efficiency  of  Different  Types  of  the 
Steam  Engine.  Comparisons  made  on  the 
basis  of  engines  working  In  a  Carnot  cycle 
are  given  In  part  first.  1,200  w.  Am 
Elect'n— Feb.,  1897.  Serial,  1st  part.  No. 
11,217.  16  eta. 

See  same  title  under  Marine  Engineer- 
ing, Engines  and  Boilers,  and  Mechanical 
Engineering  Miscellany. 

DYNAMO. 

Seo  Electrical  Engineering— Power. 

GAS-ENGINE. 

Discussion:  "The  Large  Gas  Engine;  Its 
Present  Development  and  Forecast  of  Its 
Future."  Discussion  of  Mr.  Lloyd's  pa- 
per at  the  annual  meeting  of  the  Ohio 
Gag  Lgt.  Assn.  3,000  w.  Am  Oas  Lgt 
Jour— Feb.  22,  1897.   No.  11,194.   15  cts. 


We  supply  copies  of  these  articles.  See  introductory. 
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Gas  and  Gasoline  Engines.  M.  T.  Mon- 
ogue.  Endeavors  to  explain  the  care  need- 
ed, the  troubles  arising  and  remedies,  in 
this  class  of  machinery.  1,100  w.  Scl 
Mach— March  1,  1897.   No.  11,321.   16  cts. 

The  "Cosmos"  Gas  Engine.  Moteur  a 
Gaz,  "Cosmos."  Illustrated  description  of 
a  very  neat  and  simple  vertical  gas  engine 
recently  brought  out  in  Paris.  1,000  w. 
La  Revue  Technique— Feb.  10,  1897.  No. 
xl.415-   30  cts. 

The  Large  Gas-Englne.  Its  Present  De- 
velopment and  Forecast  of  Its  Future  for 
Electrical  Purposes.  E.  F.  Lloyd.  Brief 
review  of  the  single-acting  and  double- 
acting  engines  and  the  advantages  and  im- 
provements in  detail  and  construction. 
4,000  w.  Am  Gas  Lgt  Jour— Feb.  IB,  1897. 
No.  11,033.  15  cts. 
INDICATOR. 

The  Steam-Engine  Indicator.  Discusses 
the  faulty  points  and  lines,  giving  a  series 
of  cards  showing  some  of  the  incorrect  po- 
sitions and  illustrating  remedies.  1,400  w. 
Prac  Eng— Feb.  12,  1897.   No.  11,160.  30 


MOTOR. 

(Designs  for  Small  Motors.  Cecil  P. 
Poole.  Part  first  gives  working  drawings 
for  the  construction  of  a  1-6  h.-p.  motor 
with  drum  armature,  for  operation  upon  a 
110-volt  continuous-current  circuit,  with 
descriptions.  1.800  w.  Am  Elect'n— Feb., 
1897.  Serial.  1st  part.  No.  11,221.  16 
eta. 

SLIDE-VALVE. 

The  Slide  Valve  Diagram.  Treats  mere- 
ly of  the  practical  construction.   1,400  w. 

Am  Elect'n— Feb.,  1897.  No.  11,226.  15  cts. 
TURBINE. 

High-Pressure  Turbine  Wheel,  with  Hy- 
draulic Regulator.  (Hochdruk-Turblne  mit 
hydraulischer  Patent-Regullerung).  A  tur- 
bine of  the  Pelton  type,  controlled  by  a 
centrifugal  governor  and  differential  hy- 
draulic gear,  constructed  by  Theo.  Bell  ft 
Cle,  of  Kriens,  Switzerland.  1,000  w. 
Schweizerlsche  Bauzeltung— Feb.  6,  1897. 
No.  11,448.   16  cts. 

POWER  AND  TRANSMISSION. 

BEARINGS. 

Machinery  BearlngB.  John  Dew  ranee. 
The  results  of  a  series  of  experiments  un- 
dertaken to  determine  the  frictlonal  re- 
sistance to  shafts  revolving  in  bearings 
under  varying  loads,  when  subjected  to 
different  conditions.  Also  "The  Bearings 
of  the  Marine  Engine."  I1L  6,600.  Jour 
Am  Soc  of  Nav  Engs— Feb.,  1897.  No. 
11,157.  $1.25. 


See  Power  Transmission  under  Mining 
and  Metallurgy,  Mining. 

PAPER  1VHKKLS.  a  n 

Paper  Wheels  for  Transmission  of  Pow- 
er. George  D.  Rice.  Report  on  a  series 
of  experiments  which  were  undertaken 
with  the  view  of  determining  the  practica- 
bility and  efficiency  of  paper  wheelB  for 
the  transmission  of  power.  1,000  w.  fe- 
ll, 1897.   No.  10,993.   15  cts. 


Notes  on  Belting.  Fred  W.  Taylor.  A 
paper  presented  to  the  A.  S.  M.  E.  three 
years  ago,  but  reprinted  because  of  Its 
value  as  a  complete  treatise  on  the  sub- 
ject. 4.500  w.  Eng,  Lond— Feb.  6,  1897. 
Serial.   1st  part.   No.  11,028.  30  cts. 

MIXING. 

Power  Transmission  for  Mining  Work. 


SHOP  AND  FOUNDRY. 

BRASS  MOLDING. 

A  Pattern  for  a  Difficult  Brass  Casting. 
Charles  H.  Allmond.  Describes  the  cast- 
ing of  a  very  thin  receiver  pipe  for  a 
triple-expansion  engine  800  w.  Am 
Mach— Feb.  18,  1897.  No.  11,119.  16  cts. 

CHILLED  ROLLS. 

A  Method  of  Casting  Chilled  Rolls.  Cuts 
and  description  taken  from  a  pamphlet 
issued  by  the  Lewis  Foundry  and  Machine 
Co.,  of  Pittsburg.  2,000  w.  Ir  Trd  Rev— 
Feb.  26,  1897.  No.  11,265.  15  cts. 

CHHe?ical  and  Spiral  Chips— Easy  Rolling 
Chips.  Tecumseh  Swift.  Calling  atten- 
tion to  the  fact  that  the  chip  made  on  the 
lathe  is  helical,  while  the  chip  made  on 
the  planer  is  spiral.  1,600  w.  Am  Mach 
—Feb.  11,  1897.   No.  10,998.   15  cts. 

DRESSING.   

A  New  Method  of  Dressing  Car  Wheels, 
Axles,  etc.  See  Car  Wheels,  Axles,  etc., 
under  Railway  Affairs— Equipment 


Strength  of  Hoisting  Drums.  Charles 
Lewis.  Analysis  of  the  strains.  800  w. 
Am  Mach— Feb.  11,  1897.  No.  10,997.  16 
cts. 


Embossing  Presses.  (Nouvellos 
a  Emboutlr.)   Illustrated  description  of 
the  American  presses  of  the  E.  W.  Bliss 

Co.  2,000  w.  La  Revue  Technique— Jan. 
25.  1897.   No.  11,411.   80  eta. 

FLY-WHEELS. 

De  La  Vergne  Fly-Wheels.  An  illus- 
trated detailed  description  of  the  con- 
struction of  these  wheels.  1,600  w.  Am 
Mach— Feb.  11,  1897.   No.   10.995.  16  cts. 

GAGING.  ^ 

Correct  Gaging  in  Mounting  Car  Wheels. 
See  title  Car  Wheels  under  Railroad  Af- 
fairs— Equipment, 

GEARS. 

Gear  Molding  and  Gear  Molding  Ma- 
chines. S.  Groves.  Read  before  the  Nat 
Foundrymen's  Convention.  Some  particu- 
lars and  practical  details  noted  in  the  pro- 
cess of  actual  manufacture  111.  2,400  w. 
Foundry— Feb.,  1897.   No.  11,127.   16  cts. 

The  Strength  of  Gear  Teeth.  Henry 
Hess.  Diagrammatic  solution  of  the  load 
that  may  be  Imposed  on  a  gear  tooth, 
with  discussion  of  formulae.  1,500  w.  Am 
Mach— Feb.  18,  1897.   No.  11,121.   16  cts. 

GRINDING  MACHINES. 

The    Use  of  the  Grinding  Machine. 
John  Randol.   Some  .Ideas  and  occur- 
rences from  the  writer's  observation  and 
experience,  and  also  information  from  the 
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Brown  &  Sharp  Mfg.  Co.    111.    4,000  w. 

Am  Mach— Feb.  25,  1897.  No.  11,204.  15 
eta. 

HEAD  STAMPING. 

Lock  Joint  Head  Stamping.  How  to 
Make  It  and  the  Tools  for  It.  W.  A.  War- 
man  and  Thomas  A.  Dicks.  Describes  a 
process  which  gives  a  stamping  In  which 
the  metal  Is  thicker  by  10  to  20  per  cent, 
at  the  points  of  greatest  strain.  111.  1,200 
w.  Am  Mach— Feb.  25,  1897.  Serial.  1st 
part.   No.  11.203.   15  cts. 

LAP- WELDING. 

Making  Lap- Welded  Pipe.  Describes 
the  process  of  manufacture  as  carried  out 
at  the  plant  of  the  National  Tube  Works 
Company,  at  McKeesport,  Pa.  1,200  w. 
Am  Mfr  ft  Ir  Wld— Feb.  19,  1897.  No. 
11,184.  15  cts. 

LATHE. 

One  Million  Shapes  for  a  Diamond- 
Pol  nt  Lathe  Tool.  Haw  to  Designate 
Them.  Tecumseh  Swift  suggests  a  scheme 
for  accurately  describing  and  recording 
the  shape  of  the  cutting  point  of  the  tool. 

I,  500  w.    Am  Mach— Feb.  18,  1897.  No. 

II,  122.  15  cts. 

HOLDING. 

Molding  Hawse  Pipes  at  the  Bath  Iron 
Works  Foundry.  George  W.  Dean.  Illus- 
trated, description.  900  w.  Am  Mach — 
Feb.  11,  1897.  No.  10,996.   15  cts. 

The  Bryant  Revolving  Molding  Machine. 
Illustrated  description  of  the  invention  of 
Orrin  Brysnt.  800  w.  Eng  News— Feb. 
18,  1897.   No.  11,132.   16  cts. 

SHOP  Management. 

Six  Examples  of  Successful  Shop  Man- 
agement. Henry  Roland.  Showing  the 
decline  of  the  contract  system  In  machine 
shops.  3,200  w.  Filth  paper.  Eng  Mag- 
March,  1897.    No.  11,344.   30  cts. 

MISCELLANY. 
AMERICAN  Mnchlntata  and  Tools. 

American  Machine  Tools  and  Other 
Products  as  Seen  Through  Foreign  Eyes. 
Substance  of  an  interview  with  Herr  Von 
Meyenburg,  a  Swiss  engineer,  with  edi- 
torial. Claims  that  American  tools  are 
better,  but  machines  inferior.  2,800  w. 
Am  Mach— March  4,  1897.  No.  11,351. 
15  cts. 

APPRENTICESHIP  System. 

The  Improvement  of  the  Apprenticeship 
System  as  a  School  for  Mechanics.  Discus- 
sion of  the  relation  of  employer  and  ap- 
prentice and  the  means  of  making  this 
system  of  value,  with  reasons.  2.800  w. 
Eng  News— March  4,  1897.  No.  11,355. 
15  cts. 

CONVEYOR*. 

Coal  Handling  Plant  of  Coxe  Bros,  ft 
Co.,  Clybourne  Ave.  Docks.  Chicago,  111. 
Illustrated  detn!1  '  description.  2,300  w. 
Eng  News-  '  «    1897.     No.  11.016. 

15  cts. 

BTTT  TV 

Watt  ment  of  Power. 

■%T  y  itt  Anniversary 

l  eenock,  Feb.  5. 
,  dealing  largely 

>  supply  copies  of  these 


with  Watt's  measurement  of  power,  and 
Its  present  use,  with  editorial  comment* 
4,500  w.  Elecfn— Feb.  12,  1897.  No.  11,189. 
30  cts. 

HEAT  Transmission. 

Transmission  of  Heat  Through  Metal 
Plates.  (Ueber  den  Wdrmedurcngang. 
durch  Metal Iplatten.)  Report  upon  ex- 
perimental determination  of  transmission 
of  heat  through  plateB  of  steel  of  various 
thickness  for  various  differences  of  tem- 
perature. 1,500  w.  Zeitschr.  d.  Oesterr. 
Ing  u  Arch  Vereines— Jan.  29,  1897.  No. 
11,425.    15  cts. 

INVENTION. 

Cultivation  of  the  Inventive  Capacity 
by  the  Solution  of  Constructive  Problems. 
Leicester  Allen.  Presents  problems  and 
gives  solutions.  Ill  2,200  w.  Am  Mach — 
March  18,  1897.  No.  11,120.  16  cts. 
LUBRICATION. 

Superficial  Tension  and  Lubrication.  R. 
M.  Deeley.  The  phenomena  arising  from 
superficial  tension  are  studied  in  so  far  as 
they  concern  lubricating  problems.  6,300 
w.  Eng,  Lond— Feb.  12,  1897.  No.  11,166. 
30  cts. 

MACHINES. 

Dissimilar  Action  of  Similar  Machines. 
William  Baxter,  Jr.  Considers  the  causes 
that  tend  to  vary  the  action  of  mach  1  nee. 
2,800  w.  Elec  World— Feb.  20,  1897.  No. 
11.188.    15  ctB. 

METRIC  System. 

The  Metric  System  Lunacy.  Part  first 
criticises  statements  made  by  Frederick 
A.  P.  Barnard,  and  arguments  tending  to 
show  that  the  measurements  now  used  are 
better.  2,800  w.  Engng  Mech— Feb.,  1897. 
Serial.  1st  part.  No.  11,271.  30  cts. 
MILL. 

Roller  Mill.  (Moulin  a  Ble  a  Cylindres.) 
Detailed  description,  with  illustrations  and 
plate  shewing  plans  of  building,  of  a 
roller  mill  of  6,000  lbs.  capacity  In  24 
hcurs,  erected  at  Soulievre.  4,000  w.  La 
Revue  Technique— Jan.  25,  1897.  No. 
11.409.  30  cts. 
SMOKE  Prevention. 

The  Suppression  of  Smoke  by  the  Use 
of  Coke.  O.  Simmers  bach,  in  Zeltschrift 
der  Dam p  f k  esse! -Ueberwach ungs- Verei ne. 
Treats  of  the  substitution  of  coke  for  coal 
and  arrives  at  the  conclusion  that  general 
heating  by  coke  Is  practicable,  and  pre- 
sents Important  technical  and  economical 
advantages.  5,500  w.  Pro  Age — Feb.  15^ 
1897.   No.  11.117.   15  cts. 

TESTING. 

Mechanical  and  Physical  Tests  Com- 
pared. S.  S.  Knight.  The  writer  believes 
the  best  results  will  be  attained  by  the 
use  of  both  chemical  and  mechanical  tests. 
3.000  w.  Foundry— Feb.,  1897.  No.  11,126. 
15  cts. 

Mirror  Apparatus  for  Testing.  Ous  C. 
Henning.  Explains  what  a  mirror  ap- 
paratus really  is,  and  gives  illustrated  de- 
scription of  design  by  the  writer.  1,600  w. 
Am  Mach— Feb.  11,  1897.  No.  10,994. 
15  cts. 

rticles.  See  introductory. 
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COAL  AND  COKE. 

AISTR.ILU. 

Coal  in  Western  Australia,  Report  of 
H.  P.  Woodward,  government  geologist,  on 
the  carboniferous  areas  of  the  Irwin  River 
basin.  1,600  w.  Col  Guard— Feb.  5,  1897. 
No.  11.075.  30  cts. 
BLOCK  Coal. 

The  Block  Coal  Region  of  Indiana,  Brief 
description  of  location,  appearance,  man- 
ner of  working,  Ac.  800  w.  Eng  &  Mln 
Jour— Feb.  18,  1897.   No.  11,011.    15  cts. 

FRANCE. 

Colliery  Working  in  the  Loire,  France. 
M.  Tauzin.  Prom  an  official  report  by  the 
government  inspector.  Deals  with  produc- 
tion, methods  of  working,  wages,  ventila- 
tion, explosives,  pumping,  Ac.  1,500  w. 
Col  Guard— Feb.  19,  1897.  No.  11,300.  30 
cts. 

MACH1SE  Mlnlnar. 

Coal  Cutting  Machines.  Cyrus  Robin- 
son. The  comparative  advantages  and  dis- 
advantages of  compressed  air  and  electri- 
cally driven  machines  over  pick  raining. 

I.  200  w.  Col  Bng— Feb.,  1897.  No.  11,069 
30  cts. 

NEVADA. 

The  Coal  Fields  of  Esmeralda  County, 
Nev.  M.  A.  Knapp.  A  description  of  this 
coal  field  and  Its  Interesting  stratigraphies 
al  relations.  1,400  w.  Min  &  Sci  Pr— 
Feb.  13.  1897.   No.  11,102.   16  cts. 

HOCK IX G  Vail*?. 

The  Hocking  Valley  Coal  Region  In 
Ohio.  (Describes  the  character  of  the  coal, 
methods  of  mining,  ventilation,  &c.  800 
w.   Eng  &  Min  Jour— Feb.  27,  1897.  No. 

II.  250.    15  cts. 

COPPER. 

ARIZONA. 

Arizona's  Copper  Mines.  Arthur  Lakes. 
The  Governor's  report  on  the  mineral 
resources  of  the  territory  and  some  obser- 
vations by  a  prospector.  1,500  w.  Col 
Eng—  Feb..  1897.   No.  11,068.   30  cts. 

CALIFORNIA. 

The  Randsburg  Mining  District.  Cali- 
fornia F.  M.  Endlich.  Gives  a  brief  syn- 
opsis of  the  leading  properties  now  in 
operation,  with  favorable  report  of  the  dis- 
trict. 1,900  w.)  Eng  &  Min  Jour— Feb. 
27.1897.    No.  11,247.   15  cts. 

REFINING. 

Some  Recent  Developments  in  Copper 
Manufacture.  Harold  P.  Brown.  Analy- 
sis, tests  and  experiments  with  what  is 
known  as  M.  B.  copper,  proving  its  value 
to  electrical  engineers  on  account  of  high 
conductivity.  2.000  w.  Elec  Rev— March 
3.  1897.    No.  11,313.    15  cts. 

GOLD  AND  SILVER. 

ARIZONA. 

Mining  in  Gavapal  County,  Arizona. 
John  F.  Blandy.  Favorable  account  of 
the  mining  progress  of  this  region,  which 
has  five  leading  gold  mines.   800  w.  Eng 


and  Min  Jour— Feb.  27,  1897.  No.  11,249. 
15  cts. 

AUSTRALIA. 

A  Neglected  Goldfleld.  An  account  of 
the  Hodgklnson  goldfleld  by  the  govern- 
ment geologist.  4,000  w.  Aust  Min  Stand 
—Dec.  31,  1896.   No.  11,000.   30  cts. 

The  Goldfields  of  Western  Australia. 
Harry  C.  Rhys  Jones.  Considers  the  fu- 
ture of  this  region  one  of  golden  promise. 
2,200  w.  Aust  Min  Stand— Jan.  14,  1897. 
No.  11,093.   30  cts. 

BRITISH  COLUMBIA. 

Notes  on  the  Gold-Bearing  Lodes  of  Ca- 
yoosh  Creek.  B.  C.  G.  F.  Moncton.  The 
writer  thinks  there  is  good  cause  to  be- 
lieve this  will  become  a  famous  mining 
camp,  and  gives  reasons  for  his  opinions. 

I.  600  w.   Can  Min  Rev.— Feb.,  1897.  No. 

II,  331.   30  cts. 

The  Revival  of  Mining  in  Cariboo,  B.  C. 
Gives  past  history  of  this  gold  region  and 
the  arrangements  recently  made  to  de- 
velop the  wealth  of  this  district.  4,000  w. 
Can  Min  Rev.— Feb.,  1897.  No.  11,325. 
30  cts. 

COLOMBIA. 

The  Gold  Fields  of  the  Porce  River, 
Colombia.  J.  D.  Garrison.  Reporting  the 
results  of  the  writer's  examination  of  Co- 
lombian mines.  111.  8,100  w.  Bng  Mag — 
March,  1897.  No.  11,343.  30  cts. 
FOLEY  Mine,  Out. 

The  Foley  Mine,  Shoal  Lake,  Ont  De- 
scription, with  Illustrations,  of  this  cele- 
brated gold  mine,  giving  character  of  ore 
deposits,  development  and  expenditures. 
500  w.  Can  Min  Rev— Feb.,  1897.  No. 
11,326.   30  cts. 

GOLD  Mlninc 

Future  of  Gold  Mining.  Editorial  re- 
view of  present  conditions  arid  causes 
which  have  affected  gold  mining,  calling 
attention  to  considerations  that  demand 
adjustment.  1,000  w.  Mln  Ind  and  Rev— 
Feb.  18,  1897.  No.  11,180.   15  cas. 

Gold  and  Silver  Mining.  C.  C.  Goodwin. 
Describes  the  finding  of  some  successful 
mines  and  their  output.  2,800  w.  Chau— 
March,  1897.  No.  11,228.   30  cts. 
GOLD  Quarts  Mlnlna*. 

Gold  Quartz  Mining  in  Canada  and  Vic- 
toria, Australia  Dr.  A.  R.  Selwyn.  Facts 
and  comparisons  relating  to  these  fields, 
with  discussion.  5,500  w.  Can  Mln  Rev— 
Feb.,  1897.   No.  11,334.   30  cts. 

HUNGARY. 

Visit  of  the  Mining  Congress  of  Buda- 
pest to  the  Bclcza-Brader  Gold  Fields. 
(Der  Au8flug  der  Theilnehmer  am  mon- 
tanlstlschen  Congresse  zu  Budapest  nach 
den  Boicza-Brader  Goldbergbauen.)  An 
interesting  account  of  a  trip  of  a  body  of 
specialists  to  tha  famous  Hungarian  gold 
mines.  8,000  w.  Zeitsch  d  Oestrr  Ing  u 
Arch  Verelnes— Jan.  15  and  22,  1897.  No. 
11.407.  45  cts. 


We  supply  copies  of  these  articles.  See  introductory. 
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LOW  GRADE  Gold  Ore. 

Notes  of  the  Mining  of  Low  Grade  Gold 
Ore  In  Nova  Scotia.  G.  P.  Andrews.  An 
outline  of  the  writer's  personal  experience 
while  manager  of  the  Richardson  mine  at 
Isaac'B  Harbor,  Nova  Scotia.  3,000  w. 
Can  Min  Rev— Feb.,  1897.  No.  11,832.  30 
cts. 

MADAGASCAR.  „  . 

Gold  Traffic  and  Gold  Mining  In  Mada- 
gascar. A  translation  of  the  law  concern- 
ing gold  export  and  buying  which  seems 
to  threaten  trouble  between  local  authori- 
ties and  foreign  merchants.  8,500  w. 
Cons  Rep ts—  Feb.,  1897.  No.  11,153.  45 
cts. 

MOUNT  Morgan.   

The  Mount  Morgan  Gold  Mine.  Period- 
ical report  giving  the  fullest  Information 
aa  to  the  work  done  and  the  result  III. 
2,500  w.  Aust  Min  Stand— Dec  24,  1896. 
No.  10,999.   30  cts. 


A  New  Zealand  Gold  Mine.  Facts  con* 
cerning  the  Houraki  District,  with  illus- 
trations of  the  Crown  Mine.  500  w.  Eng 
and  Min  Jour— Feb.  20,  1897.  No.  11,147. 
15  cts. 

Gold  Mining  in  New  Zealand.  C.  C. 
Longridge.  Warnings  and  suggestions, 
quoting  opinions  of  the  Government  In- 
specting Engineer.  Also  Editorial.  2,500 
w.  Min  Jour— Feb.  6,  1897.  No.  11,031.  30 


Mining  in  New  Zealand.  C.  C.  Long- 
ridge. Nature  of  the  gold,  power,  blasting, 
crushing  ani  stamping,  cyanlding,  sluices, 
labor  and  cost  are  briefly  noticed.  800  w. 
Min  Jour.  Feb.  13,  1897.  No.  11,202.  30 
cts. 

OREGON, 

The  Claims  of  Oregon  to  Prominence  as 
a  Mining  Region.  Describes  the  chief 
mining  region  of  the  State,  showing  a 
pro  ft  table  yield  of  gold  and  valuable  copper 
deposits.  1.600  w.  Min  Jour— Feb.  20, 
1897.   No.  11,315.   30  cts. 

PL  \CER« 

The  Gravel  Fields  of  Northern  Califor- 
nia, C.  L.  Hall.  Information  of  the 
placer  mining  In  Trinity  and  Siskiyou 
counties.  2,000  w.  Min  and  Scl  Pr— Feb. 
6,  1897.    No.  11,007.   15  cts. 

QUEBEC. 

The  Cold-Bearing  Deposits  of  the  East- 
ern Township  of  Quebec.  Robert  Chal- 
mtrs.  The  area  of  this  gold-bearing  re- 
gion is  estimated  at  from  3,000  to  4.000  s<i. 
miles.  The  writer  gives  facte  and  Infer- 
ences showing  the  prospects  to  be  rather 
encouraging,  but  considers  knowledge  and 
skill  essential  to  success.  4,200  w.  Can 
Min  Rev— Feb.,  1897.   No.  11,333.   30  cts. 

RANDSBERO. 

Randsberg,  a  Desert  Mining  Town.  Hen- 
ry G.  Tlnsley.  An  account  of  the  wonder- 
ful growth  of  this  mining  town,  its  loca- 
tion, prospects,  discovery  and  value.  111. 
2.400  w.  Harper's  Wk— March  6, 1897.  No. 
11,312.    15  cts. 


Argentiferous  Lead  Smelting  at  Lead- 
ville.  Franklin  Ballon,  Jr.  Discusses  the 
daily  operations  In  a  smelter.  3,000  w. 
Yale  Sci  M— Feb.,  1897.  No.  11,125.  30 cts. 
TBLLURIDES. 

Concerning  Tellurldes.  What  tellurides 
are  how  they  are  worked' and  where  they 
occur.  2,000  w.  Min  Jour— Feb.  20,  1897. 
No.  11,316.   30  cts. 

W ITWATERSRAND. 

Economic  Features  of  Mining  on  the 
Witwatersrand  Gold  Fields.  Edgar  P. 
Rathbone.  Deals  with  the  mining  of  gold- 
bearing  conglomerates  on  the  Witwaters- 
rand Klerksdorp  and  Heidelberg  gold- 
fields  collectively,  na  the  geological  depos- 
its and  conditions  are  the  same.  3.800  w. 
Eng  &  Min  Jour— Feb.  13,  1897.  No.  11,- 
010.  15ctB. 

IRON  AND  STEEL. 

ANALYSIS. 

Some  Present  Possibilities  in  the  Analy- 
sis of  Iron  and  8teel.  C.  B.  Dudley. 
Presidential  address  at  meeting  of  Am. 
Chem.  Soc.  Survey  of  some  of  the  analyt- 
ical methods  in  use  in  the  iron  and  steel 
industry.  Only  Ave  of  the  constituents 
affecting  the  quality  are  here  considered, 
viz.:  Carbon,  phosphorus,  silicon,  sulphur 
and  manganese.  6,600  w.  Science — Feb. 
12,  1897.  No.  11,049.  15  cts. 
ARMOR  Plate. 

The  Carnegie  Company  on  Armor-Plate 
Costs.  Extract  from  written  statement 
submitted  to  the  Senate  Committee  on 
Naval  Affairs  by  H.  C.  Frlck,  upon  the 
question  as  to  what  should  be  the  price  of 
armor-plate.  600  w.  Am  Mfr  &  Ir  Wld 
—Feb.  12,  1897.  No.  11.06L  16  cts. 
BASIC  Slmsr.  „ 

Basic  Slag  as  a  Fertilizer.  F.  E.  Thomp- 
son. Gives  experiments  and  results  from 
Its  use  in  Europe,  as  condensed  In  a  paper 
by  Dr.  William  Frear,  in  the  Agricultural 
Report  of  Pennsylvania  for  1890.  2,400  w. 
Sci  Am  Sup— March  6,  1897.  No.  11,345. 
15  cts. 

High  Carbon  Steels  for  Forglngs.  A.  L. 
Colby.  Read  before  the  Engs.'  Club  of 
Philadelphia.  The  steel  used  in  shafting, 
crank-pins,  hammer-rods,  with  directions 
for  selection  of  steel.  1,100  w.  Ir  Age— 
Feb.  18,  1897.   No.  11,100.   15  cts. 

OPEN  Hearth. 

The  Bertrand-Thlel  Open-Hearth  Proc- 
ess. Comments  on  the  Investigations  of 
this  process  made  by  P.  C.  Gilchrist,  which 
were  presented  to  the  Cleveland  Inst,  of 
Engs.  1,500  w.  Eng,  Lond— Feb.  5,  1897. 
No.  11.026.   30  cts. 

PHOSPHORUS. 

Estimation  of  Phosphorus  In  the  Ash  of 
Coal  and  Coke.  L.  Campredon,  in  Moni- 
teur  Industriel.  Gives  the  results  of  com- 
parative tests  made  by  the  author  on  the 
ash  of  English  coals.  700  w.  Col  Guard 
—Feb.  5,  1897.  No.  11.076.  30  cts. 
PIG-IRON  Trade. 

Review  of  the  Pig-Iron  Trade  of  1896. 
George  E.  Drummond.   Reviews  the  mar- 
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kets  with  which  the  Canadian  Iron  pro- 
ducers hare  to  compete  and  deals  with  the 
Canadian  pig-iron  Industry  In  some  of  Us 
bearings.  Also  discussion.  12,500  w.  Can 
Min  Rev— Feb.,  1897.   No.  11,827.   30  cts. 

PIPE.  , 

See  title  Cast-iron  Pipe  under  Municipal 
Engineering—Water  Supply. 
RBTERBBRATORY  Fanaoe. 

The  Thwaite  Steel  Furnace.  Illustrated 
description.   700  w.   Eng.  Lond— Feb.  12, 
1897.    No.  11,167.  80cts. 
TESTING  of  Iron  and  Steel. 

Standardizing  the  Testing  of  Iron  and 
Steel.  P.  Kreuzpointner.  Showing  graph- 
ically the  effects  of  tension  upon  steel. 
111.  1,800  w.  Second  paper.  Bng  Mag- 
March,  1897.   No.  11,842.   80  cts. 

MINING. 
DITCH  Construction. 

Ditch  Construction  in  Idaho.  Augustus 
J.  Bowie.  Olvee  details  and  cost  of  con- 
struction of  Rapp's  Creek  ditch  and  flume. 
2.700  w.  Min  &  Sci  Pr— Feb.  27,  1897. 
No.  11.847.   15  cts. 

DRILL. 

New  Rotary  Hand-Worked  Rock-Drill 
(Llesens  system).  Os  Derclave.  Trans- 
lated from  Revue  Universelle  dea  Mines. 
Communication  made  to  the  Assn.  des  In- 
genieurs  sortis  de  l'Bcole  de  Liege  (Sec- 
tion de  Charter©!).  Briefly  notices  the 
hand-drilling  machines  in  present  use, 
with  a  description  of  the  Llesens  system. 
111.    1.600  w.    Col  Guard— Feb.  6,  1897. 

HPLOSIVBi.0  Ct8> 

The  Cost  and  Efficiency  of  Safety  Ex- 
plosives as  compared  with  Gunpowder.  H. 
Hall.  A  comparison  between  the  last  year 
gunpowder  was  used  and  the  last  year 
during  which  explosives  have  been  used. 
900  w.  Ir  ft  Coal  Trds  Rev— Feb.  19, 1897. 
No.  11.280.  30  cts. 
MINING  Enarlneer. 

The  Responsibilities  of  the  Mining  Eu- 
glLeer.  Dr.  J.  B.  Porter.  Presents  the 
value  of  the  engineer  from  a  commercial 
standpoint,  and  warns  against  the  kinds 
of  dishonesty  especially  tempting  In  this 
line  of  work.  2.400  w.  Can  Min  Rev — 
Feb.,  1897.  No.  11,329.  30  cts. 
MINING  Law. 

Remedies  for  Mining  Damages.  Laws 
of  England  as  governing  property  acquired 
in  mines  are  discussed,  especially  in  cases 
requiring  modification  of  the  usual  reme- 
dies. 1.800  w.  Col  Guard— Feb.  19,  1897. 
No.  11,299.   80  cts. 

The  Right  to  Vertical  Support.  Dis- 
cusses the  right  of  owners  of  the  surface 
to  absolute  support  of  property  In  mining 
regions.  2.000  w.  Col  Guard— Feb.  6, 1897. 
No.  11.073.  30  cts. 
POWER  Transmission. 

The  Comparative  Advantages  and  Dis- 
advantages of  Steam,  Compressed  Air  and 
Electricity  for  Power  Purposes  in  Coal 
Mining,  with  Special  Reference  to  Coal- 
Cutting  and  Haulage.   Charles  Chetwynd 


Ellison.  Special  prize  essay.  Part  first 
considers  steam  and  compressed  air,  with 
reference  to  conveniences,  efficiency,  econ- 
omy and  safety.  3,700  w.  Ir  &  Coal  Trds 
Rev— Feb.  12,  1897.  Serial.  1st  part  No. 
11,200.  30  cts. 

PUMPING. 

See  "Maitby,"  under  Electrical  Engi- 
neering, Power. 

TIMBERING. 

Timber  and  Timbering.  H.  W.  Hal- 
baum.  A  lecture  delivered  before  the  Mid- 
land Counties  Branch  of  the  National 
Ass'n  of  Colliery  Managers,  England.  The 
principles  governing  the  choice  of  timber 
and  the  setting  of  props  in  mines;  the  use 
of  Iron  and  steel  props  In  place  of  wood; 
the  relation  of  the  height  of  seam  and  na- 
ture of  roof  to  strength  of  props;  how  to 
place  props  to  secure  the  best  results, 
5,800  w.  Col  Eng-Feb.,  1897.  No.  11,066. 
30  cts. 

VENTILATION. 

Furnace  versus  Fan  Ventilation.  Will- 
lam  Clifford.  Read  before  the  Ohio  Inst 
of  Min  Engs.  A  review  of  the  progress 
made  In  mechanical  ventilation  in  the 
past  40  years.  Part  first  deals  with  the 
arrangements  in  use  in  early  times.  1,400 
w.  Am  Mfr  &  Ir  Wld— Feb.  12,  1897. 
Serial.  1st  part.  No.  11,053.  15  cts. 
WINDING  Enjrlnea. 

A  Spring  Coupling  for  Winding  or  Haul- 
ing Engines.  Description  with  drawing 
of  the  invention  of  H.  W.  Hollls.  500  w. 
Col  Guard— Feb.  12,  1897.  No.  11,168.  80 
cts. 

MISCELLANY. 

ACIDS. 

Concentration  of  Mineral  Acids. 
(Acides  Mineraux  de  Haute  Concentration.) 
Description  of  Improved  methods  of  con- 
centrating sulphuric  and  nitric  acids,  with 
a  view  of  reducing  the  loss  of  platinum 
and  obtaining  high  concentration  with 
greater  economy.  2,500  w.  La  Revue 
Technique— Jan.  25,  1897.  No.  11,410.  30 
cts. 

ALLOTS. 

Alloys.  W.  C.  Roberts- Austen.  Fourth 
report  of  the  Alloys  Research  Committee. 
Read  before  the  Inst  of  Mech  Engs.  Deals 
with  the  present  position  of  the  research, 
with  the  copper-zinc  series  of  alloys,  with 
certain  relations  between  the  fusibility 
and  strength  of  alloys;  also  gives  descrip- 
tions Of  experiments,  6,700  w.  Engng 
—Feb.  12,  1897.  Serial.  1st  part.  No. 
11,165.     30  cts. 

ALUMINUM. 

See  same  title  under  Electrical  Engineer- 
ing, Electro-Chemistry  and  Metallurgy. 

BRITISH  Colombia. 

The  West  Kootenay  Mines.  Extracts 
from  the  report  published  by  the  Bureau 
of  Mines  of  British  Columbia  on  the  Slo- 
can.  Nelson  and  Ainsworth  mining  dis- 
tricts In  West  Kootenay,  written  by  Will- 
iam A.  Carlyle.  1,500  w.  Min  &  Scl  Pr— 
Feb.  20,  1897.   No.  11,236.   15  cts. 
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CALIFORNIA. 

Outline  of  the  Geology  of  California,  with 
References  to  Ita  Mineral  Deposits.  Har- 
old W.  Fairbanks.  This  series  of  articles 
alms  to  awaken  an  Interest  In  the  study  of 
geology  as  well  as  Impart  some  informa- 
tion which  shall  be  of  value  to  miners. 

I,  400  w.  Min  &  Sci  Pr— Feb.  13,  1897.  Se- 
rial.  1st  part.    No.  11,101.   16  eta. 

DIAMONDS. 

Diamonds  In  tho  Gwydir  Valley  (N.  S. 
W.)  L.  O.  B.   Describes  facts  concerning 
them.   1,500  w.   Aust  Min  Stand— Jan.  7, 
1897.    No.  11,001.  30cts. 
GEMS. 

Precious  Stones  of  New  South  Wales.  J. 
Milne  Curran.  Information  based  on  the 
writer's  personal  observations,  Illustrated 
by  original  photographs.  6,000  w.  Aust 
Min  Stand— Jan.  14,  1897.  Serial.  1st  part. 
No.  11,094.   30  cts. 

IDAHO. 

The  Seven  Devils'  Mountains.  A.  F. 
Wuensch.  Information  of  this  district  in 
Idaho,  which  promises  soon  to  be  opened 
by  a  railway.  Description  of  mines.  2,300 
w.   Min  Ind  &  Rev— Feb.  18,  1897.  No. 

II.  181.   16  cts. 

IODINE. 

New  Method  of  Extracting  Iodine.  (Nou- 
velle  Methode  d' Extraction  de  1'  lode.) 
This  is  a  method  of  extracting  Iodine  from 
the  wet,  unburned  seaweed  by  treatment 
with  a  solution  of  caustic  lime;  the  residue 
forms  a  very  rich  fertilizer.  2,000  w.  La 
Levue  Technique— Feb.  10,  1897.  No.  11,- 
413.   30  cts. 

JAPAN. 

The  Mineral  Industries  of  Japan.  None 
of  the  mineral  products  except  coal  ana 
copper  are  Important,  although  others  are 
found.  Information  of  the  extent  to  which 
they  are  developed  Is  given.  3,800  w.  Nat 
Ass'n  of  Mfrs— Circ  No.  11.  No.  11,176.  45 
eta 

LEAD. 

Halkyn  Mines.  E.  Ash  ton,  Jr.  Des 
cribes  the  development  of  the  dressing 
plant  of  this  lead  mine.  2,500  w.  Mis 
Jour— Feb.  20,  1897.   No.  11,314.   30  cts. 


MANGANESE. 

The  Manganese  Mines  of  Huelva.  Car- 
los Sundhelm.  Describes  locality  and  de- 
posits and  gives  analyses  and  amount  ex- 
ported. 800  w.  Am  Mfr  &  Ir  Wld— Feb. 
12,  1897.    No.  11,052.   15  cts. 

METALLURGY. 

Improvements  in  Mining  and  Metallur- 
gical Appliances  During  the  Last  Decade. 
E.  O.  Spllsbury.  Notes  the  many  and  va- 
ried improvements,  progress  in  furnace 
practice,  steel-making,  copper  production, 
gold,  silver  and  lead,  aluminum  and  nickel. 
Pres  Address  at  the  Chicago  meeting  of 
the  Am  Inst  of  Min  Engs.  6,300  w.  Ir 
Age— Feb.  25,  1897.   No.  11,208.   15  eta 

MTWTOUNDLAND. 

Newfoundland  as  a  Field  for  Mining  In* 
vestment  Alexander  Dick.  Reviews  the 
mineral  deposits  of  the  island  and  con* 
eludes  that  there  are  vast  possibilities  as  a 
mineral  producing  country.  1,900  w.  Can 
Eng— Feb.,  1897.  No.  11,039.  16  cts. 
ORE!  Ureiitng. 

Ore  Dressing.  H.  K.  Landis.  The 
methods  and  apparatus  employed  at  the 
zinc  mines  of  Southwest  Missouri.  A  de- 
scription of  the  geological  formations  itr 
which  the  ore  Is  found  and  the  different 
systems  of  concentrating  as  Illustrated  in 
the  better  plants.  111.  1,700  w.  Col  Eng 
—Feb.,  1897.    No.  11.067.    30  cts. 

PETROLEUM. 

Graphical  Record  of  Borings  for  Petro- 
leum. (Graphique  d'un  8ondage  a  Petrole.) 
A  graphical  chart,  of  which  the  abscissas 
are  times  and  the  ordlnates  depths,  thus 
giving  ocular  demonstration  of  the  rates 
at  which  various  portions  of  the  work  have 
progressed.  1,600  w.  La  ReVue  Tech- 
nique—Feb.  10,  1897.   No.  11,414.   30  cts. 

TASMANIA. 

Tasmania  as  a  Mining  Field.  C.  C. 
Longbridge.  Information  gained  from  the 
report  of  the  Sec  for  Mines  in  Tasmania, 
calling  attention  to  mines  likely  to 
prove  of  commercial  value.  1,700  w.  Min 
Jour— Feb.  20,  1897.   No.  11,317.   30  cts. 

TES1 ING. 

See  same  title  under  Mechanical  Engin- 
eering, Miscellany. 


MUNICIPAL  ENGINEERING. 


GAS  SUPPLY. 

ACETYLENE. 

Apparatus  for  Lighting  with  Acetylene. 
Illustrated  description  of  three  new  pieces 
of  apparatus,  designed  both  for  the  pro- 
duction of  acetylene  and  for  lighting  there- 
with. Camp's  and  Mareschal's  gas  gen- 
erators, and  the  M orison  Lamp.  From 
Revue  Industrlelle.  1,200  w.  Sci  Am 
Sup-Feb.  27,  1897    No.  11,214.    15  cts. 

ACETYLENE. 

The  Storage  of  Calcium  Carbide  and 
Acetylene.  Editorial  from  London  Chem- 
ical Trade  Journal.  Gives  classification 
and  reviews  the  position  showing  that 
calcium  carbide  is  safe,  compressed  acety- 


lene gas  practically  so.  while  liquid  acety- 
lene requires  care  in  handling.    1,300  w 
Pro  Age— March  1,  1897.    No.  11,322.  lb 
cts. 

ASCENSION- PI  PES. 

Stoppages  in  Ascension-Pipes.  Norton 
H.  Humphrys.  Considerations  offered  in 
the  hope  of  aiding  those  having  this  trou- 
ble to  contend  with.  3.500  w.  Jour  Gas 
Lgt— Feb.  23.  1897.    No.  11,348.    30  cts. 

ELECTRICITY. 

Some  Facts  Relating  to  Gas  and  Elec- 
tricity. J.  F.  Seaman.  Remarks  the  ear- 
ly effect  of  electricity  upon  gas  stocks, 
and  compares  the  central  station  and  gas 
plant;  storage  battery   and   gas  holder. 
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and  other  related  matters.  2,200  w.  Am 
Gas  Lgt  Journal— Feb.  16,  1897.  No.  11,034. 
15  cts. 

Some  Facta  Relating  to  Gas  and  Elec- 
tricity. Discussion  of  Mr.  Seaman's  paper 
at  the  annual  meeting  of  the  Ohio  Gas 
Light  Association.  4,600  w.  Am  Gas  Lgt 
Jour— Feb.  22,  1897.   No.  11,196.   15  cts. 

KXI'I.OSIOV 

A  Curious  Gas  Explosion.  Irvin  Butter- 
worth.  Read  at  meeting  of  Ohio  Gas  Lgt. 
Asso.  Describes  tho  circumstances  of  the 
explosion,  which  occurred  May  12,  1896,  at 
the  Ohio  Institution  for  Feeble  Minded 
Touth,  two  miles  from  Columbus,  O.  2,400 
w.  Am  Gas  Lgt  Jour— Feb.  15,  1897.  No. 
10,036.   15  eta 

Ft  SI*. 

See  Gas,  under  Electrical  Engineering- 
Miscellany. 

43AS  Industry. 

Inaugural  Address  of  J.  W.  Helps.  Read 
at  meting  of  the  Southern  District  Asso- 
ciation of  Gas  Engs.  and  Mangrs.,  Lon- 
don. General  review  of  topics  of  Inter- 
est in  the  gas  Industry,  especially  regard- 
ing the  establishment  of  experimental 
works,  handling  of  coal,  &c  7,000  w. 
Gas  Wld— Feb.  18,  1897.  No.  11.158.  30 
cts. 

Inaugural  Address  of  Mr.  C.  D.  Lamson 
before  New  England  Association  of  Gas 
Engineers.  A  review  of  the  past  year, 
considering  mcst  of  the  subjects  of  inter- 
est in  the  gas  industry.  8,400  w.  Am  Gas 
Lgt  Jour-March  1,  1897.   No.  11,260.  15 

•C't  8. 

GAS  Manufacture. 

Address  by  Prof.  Charles  F.  Chandler, 
■of  Columbia  College.  Delivered  at  Madi- 
son Sq.  Garden,  Feb.  4.  The  popular  fal- 
lacies which  are  held  in  regard  to  gas  and 
gas  companies.  4,200  w.  Pro  Age  Sup — 
March.  1897.   No.  11,323.   15  cts. 

-GAS9IXG. 

"Gassing."  Its  Prevention  and  Cure. 
Review  of  two  papers  bearing  on  gas 
poisoning  which  were  read  and  discussed 
at  the  Liverpool  Section  of  the  Soc  of 
Chem  Ind.  The  papers  were  by  Arthur 
Carey  and  Douglas  Herman.  2,000  w. 
Jour  of  Gas  Lgt— Feb.  9,  1897.  No.  11,186. 
30  cts. 

HYI>ROCARBO!VS. 

The  Decomposition  of  Hydrocarbons  by 
Heat.  Dr.  F.  Haber  and  Herr  H.  Oechel- 
haeuser.  Abstract  translation  of  paper 
recently  published  In  the  "Journal  fur 
GaBbeleuchtung."  The  apparatus  used  is 
described  with  special  methods  of  gas 
analysis  devised  for  the  work  and  ex- 
periments. 1,200  w.  Jour  Gas  Lgt.  Feb. 
16.  1897.  Serial.  1st  part.  No.  11,268. 
30  eta. 

ItiLfFMIN  ATIOJI. 

Artificial  Illumination.  G.  P.  Lewis. 
Abstract  of  a  lecture,  briefly  reviewing 
progress,  considering  thermal  and  lighting 
efficiencies,  illuminating  power  and  illum- 
inating effect.  Ac.  1,500  w.  Jour  Gas  Lgt 
—Feb.  16.  1897.   No.  11,267.   30  cts. 


ILOAMIIS'ATIOIV. 

The  Development  of  Light  from  Gas 
Flames.  Vivian  B.  Lewes.  Paper  con- 
tributed to  the  N.  Y.  Gas  Exposition.  Ar- 
guments in  favor  of  the  acetylene  theory 
of  luminosity.  6,000  w.  Gas  Wld— Feb. 
6,  1897.   No.  11,079.   80  eta 

PHOTOMETRY. 

Address  by  Dr.  Henry  Morton,  of 
Stevens  Institute  of  Technology.  Deliv- 
ered at  Madison  Sq.  Garden,  Feb.  4.  The 
Measurement  of  Light.  2,800  w.  Pro  Age 
Sup— March,  1897.  No.  11,324.  15  cts. 

SUliPHUR. 

On  the  Measurement  of  Sulphurous  and 
Sulphuric  Acids  in  the  Products  of  Com- 
bustion of  Illuminating  Gases.  M.  Derm- 
stedt  and  C.  Ahrens,  in  Zeltschrift  fur 
Analytlsche  Chemie.  (Review  of  an  ar- 
ticle by  Uno  Col lan,  continuing  researches 
and  describing  experiments  made.)  2,000 
w.  Pro  Age— Feb.  15,  1897.  No.  11,118. 
16  cts. 

WK1.SBACH. 

Public  Lighting  by  the  Welsbach  Sys- 
tem in  Paris.  M.  Marechal.  Abstract  of 
an  article  contributed  to  "Genie  Civil," 
with  comments  from  the  "Journal  de 
l'Eclalrage  au  Gaz,"  giving  a  French  gas 
engineering  view  of  the  requirements  and 
possibilities  of  street  lighting.  2,500  w. 
Jour  Gas  Lgt— Feb.  16,  1897.  No.  11,265. 
30  cts. 

SEWERAGE. 

C-AlJC  V  TTA . 

Calcutta  Drainage  Scheme.  A  brief  out- 
line of  the  history  of  the  drainage,  with 
sketch.  1,400  w.  Ind  Engng— Jan.  23, 
1897.    No.  11.264.   45  cts. 

PUMPING. 

Sewage  Elevator.  (Elevateur  Hydro- 
Pneumatlque.)  Illustrated  description  of 
the  Adams  system  of  elevating  and  dis- 
charging sewage  by  automatic  siphons 
operated  by  compressed  air.  2,500  w.  La 
Revue  Technique— Feb.  10,  1897.  No. 
11,417.  30  cts. 

TUNNEL. 

The  Milwaukee  River  Flushing  Tunnel. 
Lawrence  Fitch.  Describes  the  successful 
plsn  brought  forth  by  Mr.  Benzenberg  for 
overcoming  the  un healthful  condition  of 
this  stream.  1.100  w  Yale  SC  M— Feb., 
1897.   No.  11.124.   30  cts. 

STREETS  AND  PAVEMENTS. 

BRICK. 

An  Investigation  of  the  Benefit  of  Struc- 
ture on  the  Wearing  Power  of  Paving 
Brick.  Edward  Orton,  Jr.  Gives  results 
of  investigations  authorized  by  the  Nat. 
Brick  Mfrs.'  Assn.  Discussion  follows. 
4,000  w.  Brick— Feb.,  1897.  No.  11,046. 
15  cts. 

Paving  Brick  for  Country  Roads. 
Thomas  S.  McClanahan.  Discusses  the 
need  of  good  country  roads,  and  the  con- 
struction of  brick  roads.  1,800  w.  Brick — 
Feb.,  1897.  No.  11,044.  15  cts. 

Report  of  the  Commission  on  Paving- 
Brick  Tests.  Edward  Orton,  Jr.  Reports 
of  tests  by  rattling,  absorption,  cross- 
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breaking,  crushing,  hardness,  and  specific 
gravity.   6,300  w.  Brick— Feb.,  1897.  No. 

II,  047.  16  eta. 

Standard  Specifications  for  Paving- 
Brick  Tests.  Report  submitted  to  the 
National  Brick  Mfra.'  Ann.  by  the  com- 
mittee appointed  to  investigate  the  ques- 
tion. 6,000  W.  Munic  Engng— March, 
1897.  No.  11,289.  80  Cts. 

8IDBWALKS. 

Traveling  8idewalks  and  Their  Advan- 
tages for  Large  Cities.  (Stufenbahn  und 
ihre  Bedentung  fur  den  Massenverkehr  in 
Gross  S  tad  ten.)  A  description  of  the  trav- 
eling sidewalk  at  the  Berlin  exhibition, 
with  data  as  to  power  consumed  and  car- 
rying capacity.  1,200  w.  G  laser's  An- 
nalen— Feb.  1,  1897.  No.  11,419.  30  cts. 
S.KOW  Removal. 

A  Snow-Melting  Machine.  Illustrated 
description  of  a  machine  recently  tested 
in  New  York.  It  is  naphtha  burning,  and 
can  be  drawn  by  horses  or  propel  itself. 
The  melting  capacity  is  estimated  at  about 
a  cubic  yard  per  minute.  900  w.  Scl  Am— 
Feb.  27,  1897.  No.  11,211.  16  cts. 

STREET  Esthetic*. 

The  Positive  Value  of  Quiet  and  Beauti- 
ful Streets.  J.  W.  Howard.  Showing  the 
elements  that  contribute  to  the  value  of 
city  thoroughfares.  111.  2,600  w.  Eng 
Mag— March,  1897.  No.  11.338.  30  cts. 

STREETS. 

Cross  Sections  of  European  8treets. — 
Robert  Grimshaw.  Shows  the  usage  and 
provision  made  as  regards  street  width 
and  profile.  111.  1,700  w.  Munic  Engng — 
March.  1897.   No.  11,287.  30  cts. 

WATER  SUPPLY. 

Air  Lift  Pump's.  Tests  of  Pohle  Air 
Lift  Pumps  at  the  Rockford  (111.)  Water 
Works.  Charles  C.  Stowell,  In  a  paper 
read  before  the  111.  Soc.  of  Engs.  &  8urvs. 
Description  of  trials  and  experiments  con- 
tinued over  a  period  of  nearly  two  years. 

III.  1,600  w.  Eng  News— March  4,  1897. 
No.  11.357.  15  cts. 

AftrEUlCT. 

Nashua  Aqueduct:  Boston  Water  Sup- 
I  ly.  A  comprehensive  description  of  the 
various  parts  of  the  scheme,  with  two- 
page  engraving.  2,500  w.  Eng  News— 
Feb.  25.  1897.   No.  11,237.   15  cts. 

CAST  Iron  Pipe. 

The  Early  History  of  Cast  Iron  Pipe. 
Extract  from  paper  by  Jesse  Garrett,  read 
at  meeting  of  New  England  Water  Works 
Assn.  in  1896.  Earliest  accounts  of  cast 
iron  and  Its  first  use  for  pipe.  1,500  w. 
Bui  of  Am  Ir  &  St  Ass  n— March  1,  1897. 
No.  11,256.   15  cts. 

DENVER. 

Notes  on  the  Water  Supply  of  Denver, 
Col.  Information  concerning  some  of  the 
interesting  parts  of  the  system,  with  cuts 
of  the  new  masonry  dam.  1,800  w.  Eng 
News— Feb.  25, 1897.  No.  11,241.  15  cts. 

FILTRATION. 

An  Improved  Method  of  Filtration.  De- 
scribes a  system  in  operation  in  several 


cities  of  Germany  that  should  be  of  in- 
terest to  those  struggling  with  the  prob- 
lem of  purifying  river  water  on  a  large 
scale  for  household  and  manufacturing 
purposes.  1,400  w.  Cons  Rents— Feb., 
1897.  No.  10,975.  46  cts. 
LONDON. 

London  Water  Supply.  Editorial  pre- 
senting the  undeairability  of  Intrusting 
the  London  County  Council  with  the 
water  supply.  1,600  w.  Engng — Feb.  19, 
1897.   No.  11,303.   30  cts. 

The  Water  Supply  of  London.  W.  H. 
Dickinson.  A  statement  of  the  existing 
conditions  and  favoring  the  transfer  of 
the  undertakings  into  the  hands  of  public 
authority.  9,000  w.  Contemporary  Rev — 
Feb.,  1897.  No.  11,002.  45  cts. 

Water  Supply  of  London  and  Other 
Large  Towns.  An  examination  of  munici- 
pal water  supplies  as  to  quantity,  purity, 
cost,  &c.  2,400  w.  Jour  Gas  Lgt— Feb.  16, 
1897.  No.  11,270.  30  cts. 
MUNICIPAL  Water  Works. 

The  Terms  of  Purchase  of  Municipal 
Water  Undertakings.  List,  prepared  by 
order  of  London  County  Council,  of  the 
county  boroughs  In  which  ithe  water 
works  have  been  purchased,  with  the 
date,  and  remarks  briefly  setting  forth  the 
conditions  and  terms.  4,300  w.  Jour  of 
Gas  Lgt— Feb.  16,  1897.  No.  1L269.  30  cts. 

ORGANISMS. 

Detection  of  Organisms  Affecting  the 
Taste  and  Smell  of  Water  by  the  Micro- 
scope. Abstract  of  an  article  In  the 
Stevens  Indicator  by  Dr.  Albert  R.  Leeds 
explaining  how  examinations  can  easily 
be  made.  1,000  w.  Eng  Rec— Feb.  20, 
1897.  No.  11,150.  15  cts. 
PIPB. 

Lead  Pipe  versus  Iron.  See  Arcnitec- 
ture.  Plumbing  and  Gas  Fitting. 

RECORDS. 

Prise  Water-Works  Blanks  and  Rec- 
ords. Information  sifted  from  replies  re- 
ceived in  a  prize  competition,  aiming  to 
provide  a  method  of  keeping  the  accounts 
that  Is  better  than  any  one  method  now  in 
use.  2,000  w.  Munlc  Engng— March,  1897. 
No.  11,288.  30  cts. 

RESERVOIR. 

Reservoir  No.  6;  Boston  Water  Works. 
Illustrated  description  of  Interesting  fea- 
tures of  the  work  on  this  reservoir,  with 
other  information.  1,400  w.  Eng  News — 
March  4,  1897.   No.  11,362.   16  cts. 

Drainage  Areas,  Storage  Capacity,  and 
Compensation  Water  Discharged  from 
Catchment  Reservoirs.  W.  Watts.  An 
epitome  of  paper  read  before  the  British 
Assn.  of  Water- Works  Engs.,  with  dis- 
cussion. The  difficulties  met  with  by 
water  authorities.  7,600  w.  Jour  of  Gas 
Lgt— Feb.  23,  1897.   No.  11,349.   30  cts. 

STRINGS. 

Tracing  the  Water  Supply  of  Springs. 
(Untersuchung  einer  Quelle  in  Herse- 
gowinischen  Karate  auf  Ihren  Ursprung.) 
An  account  of  methods  of  tracing  sources 
of  water  by  salt,  coloring  matter,  etc.,  as 
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compared  with  topographical  investiga- 
tion. 2,000  w.   Zeitschr.  d.  Oesterr.  Ing. 
u.  Arch.  Vereines— Jan.  29,  1897.  No. 
11.424.   15  eta. 
WATER  Tower. 

A  Steel  Water  Tower.  Illustrated  de- 
scription of  tower  at  Paris,  111.,  a  place  of 
12,000  inhabitants.  700  W.  Eng  Rec— Feb. 
27,  18*7.  No.  11.283.  15  cts. 

MISCELLANY. 

FIRE  Alarm. 

See  same  title  under  Electrical  Engng— 
Miscellany. 

MUNICIPAL  Plant*. 

See  same  title  under  Electrical  Engi- 
neering— Light. 

RESERVOIRS. 

Diagrams  for  Estimating  the  Required 
Storage  Capacities  for  River  Drainage 
Areas.  F.  S.  Bailey.  Diagram  useful  for 
estimating  the  amount  of  water  which  a 
drainage  area  or  reservoir  will  supply  in 


extremely  dry  seasons.  400  w.  Eng  News 

—March  4.  1897.  No.  11,358.  15  cts. 
SANITATION. 

German  Maxims  on  School  Sanitation. 
Reported  by  William  Paul  Gerhard.  The 
result  of  several  conferences  held  by  a 
number  of  prominent  German  physicians, 
architects,  sanitary  engineers  and  school 
teachers.  1,800  w.  Arch  &  Build— Feb.  6, 
1897.  No.  10,976.   15  cts. 

The  Sanitary  Supervision  of  Shelters  for 
the  Homeless.  F.  J.  Waldo.  Abstract  of 
a  paper  read  before  the  Sanitary  Inst., 
showing  the  necessity  of  bringing  those 
places  under  the  control  of  the  local  au- 
thorities. 1,200  w.  San  Rec— Feb.  19, 
1897.   No.  11.810.   80  cts. 

The  Design  and  Construction  of  a  Small 
Steel  Cylindrical  Tunnel.  H.  D.  Woods. 
Illustrated  detailed  description.  800  w. 
Eng  Rec— Feb.  20.  1897.  No.  11.151.  15  cts. 
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NEW  CONSTRUCTION. 

JAPAN. 

An  Era  of  Railroad  Building.  A  few 
facts  in  relation  to  the  present  railway  sys- 
tem in  Japan,  with  brief  forecast  of  its 
possibilities.  1,100  w.  Nat  Ass'n  of  Mfrs. 
Clrc  No.  11.   No.  11.173.   45  cts. 

LIGHT  Railway. 

The  Barsi  2  ft  6  In.  Gage  Light  Rail- 
way. Everard  R.  Calthrop.  The  theory  of 
the  narrow  gage  light  railway  is  ex- 
plained; the  history  of  this  railway  given, 
with  discussion  of  traffic,  rolling  stock,  per- 
manent way  and  general  information.  Fol- 
lowed by  discussion.  12,500  w.  Jour  Soc 
of  Arts— Feb.  19.  1897.   No.  11.318.   30  cts. 

MONORAIL. 

A  Single-Rail  Railway.  Illustrated  de- 
scription of  a  monorail  system,  designed 
by  Mr.  Cailletet,  possessing  the  conditions 
demanded  for  limited  traffic  in  thinly 
populated  districts,  though  not  applicable 
to  steam  or  other  power  traction.  1,500  w. 
Engng— Feb.  5,  1897.  Serial.  1st  part. 
No.  11,022.  30  eta. 
RAILROAD  Construction. 

Mistakes  and  Improvements  in  Railroad 
Construction.  George  H.  Paine.  Showing 
the  causes  of  the  inferiority  of  American 
railway  track  and  the  considerations  that 
must  govern  in  improving  it  4,300  w.  Eng 
Mag— March,  1897.   No.  11,337.   30  cts. 

SIBERIAN  Railway. 

Siberian  Railroad  Extension  In  China. 
The  details  of  the  arrangement  for  con- 
structing and  working  a  railway  within 
Chinese  territory.  Also  "Estimates  of 
Siberian  Railroad  Traffic,"  and  "  Siberia  as 
a  Grain  Exporting  Country."  4,400  w. 
Cons  Repts— Feb.,  1897.  No.  11.107.  45  cts. 

TRACK  Elevation. 

Erection  of  the  Park  Avenue  Viaduct, 
New  York.  Part  first  describes  and  illus- 
trates the  false  work  supporting  temporary 
tracks  and  new  centre  girders.   1,500  w. 


Eng  Rec— Feb.  27,  1897.  Serial,  1st  part. 
No.  11.262.    16  cts. 

EQUIPMENT  AND  EQUIPMENT  MAIN- 
TENANCE. 

AXLES. 

A  New  Method  of  Dressing  Axles.  See 
Car  Wheels,  below. 

Divided  Axles  for  Railways.  (Ueber 
elne  getheilte  Elsenbahnachse.)  A  brief 
description  of  experiments  with  axles  di- 
vided in  the  middle,  with  a  loose  sleeve 
coupling,  to  permit  independent  action  of 
the  wheels.  900  w.  Glaser's  Annalen— 
Feb.  1,  1897.  No.  11,420.  30  cts. 
BEARING. 

A  Roller  Centre  Bearing.  Illustrated  de- 
scription of  a  centre  bearing,  designed  to 
afford  a  slight  amount  of  side  motion,  re- 
cently patented  by  Edward  Cliff.  BOO  w. 
RR  Car  Jour— Feb.,  1897.  No.  10.991.  15 
cts. 

OAR. 

A  Private  Car  for  the  President  of  the 
United  States.  A  project  to  construct  a 
special  car  of  the  most  approved  design 
and  from  the  best  materials,  to  be  sub- 
scribed for  and  built  by  the  car-building 
and  allied  industries  and  presented  to  the 
nation  for  the  use  of  the  President  Named 
of  the  advisory  committee  are  given  and 
expressions  of  approval.  2,700  w.  RR. 
Car  Jour— Feb..  1897.   No.  10.987.   16  cts. 

Combination  Car;  B.  &  O.  RR.  Illustra- 
ted description  of  a  combination  baggage 
and  passenger  car  recently  built  and  put 
into  service.  1,600  w.  RR.  Car  Jour — 
Feb.,  1897.   No.  10,989.   15  cts. 

Railroad  Car  Design.  Archer  Richards. 
Read  before  the  Assn  of  American  Drafts- 
men. A  study  of  design  and  the  various 
types  of  ornamentation.  2,500  w.  RR. 
Car  Jour— Feb.,  1897.   No.  10.990.   16  cts. 

Steel  Hopper  Cars— Pittsburg,  Bessemer 
and  Lake  Erie  Railroads.  Illustrations  and 
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description,  showing  the  method  of  con- 
struction which  is  to  be  employed  in  sev- 
eral hundred  new  steel  cars.  1,300  w. 
Ry  Rev— Feb.  20. 1897.   No.  11,199.   15  cts. 

CAR-WHEELS. 

A  New  Method  of  Dressing  Car  Wheels, 
Axies,  Etc.  R.  Atkinson.  Read  before 
the  Canadian  Soc.  of  Civ.  Bngs.  Describes 
the  working  of  iron  In  the  cold  state  by 
means  of  machinery,  and  specially  de- 
scribes the  Sibbald  machine  and  process 
with  trials.  2,000  w.  Eng  News— Feb.  25, 
1997.    No.  11,240.   15  cts. 

Correct  Gaging  in  Mounting  Car- Wheels. 
Facts  brought  out  In  the  paper  presented 
by  Mr.  George  Tatnall  at  meeting  of  N.  T. 
RR.  Club,  with  editorial  comment.  1,600 
w.  RR  Gaz— Feb.  26,  1897.  No.  11,244. 
15  cts. 

Defects  in  M.  C.  B.  Couplers.  Editorial 
comment  on  article  by  M.  J.  Lorraine  con- 
sidering the  contour  lines  of  this  coupler. 
1,300  w.  Ry  Rev— Feb.  13,  1897.  No.  11,- 
087.   15  cts. 

ENGINE. 

See  Locomotive,  below. 

LOCOMOTIVE. 

Engines  of  the  London,  Chatham  and 
Dover  Railway,  W.  B.  Paley.  Illustrated 
description.  This  was  the  first  line  to  use 
bogle  express  engines  south  of  London. 
1.800  w.  Ry  Wld— Feb.,  1897.  No.  11,090. 
30  cts. 

Locomotives  at  the  Nuremberg  Exhibi- 
tion. (Die  Lokomotiven  auf  der  II.  Bay- 
rischen  Landesausstellung  in  Numberg, 

1896.  )  Description  with  numerous  details 
of  the  important  compound  and  other  loco- 
motives of  the  leading  German  builders. 
2  articles— 20.000  w.  Zeltschr  d  Vereines 
Deutscher  Ingenleure — Jan.  23  &  Feb.  13, 

1897.  No.  11,402.  45  cts. 
Smokestacks  and  Front-Ends  for  Loco- 
motives Burning  Lignite  and  Wood  Fuel. 
Illustrated  description  of  stacks  used  on 
the  Union  Pacific,  made  necessary  by  the 
kind  of  fuel  used.  1,300  w.  Eng  News- 
March  4,  1897.    No.  11,359.   15  Cts. 

Twelve-Wheel  Compound  Locomotive — 
Northern  Pacific  Railway.  Dimensions, 
with  description  of  in  interesting  design 
recently  built  by  the  Schenectady  Locomo- 
tive Works  for  the  Northern  Pacific.  1,500 
w.  Ry  Rev— Feb.  20,  1897.  No.  11,197. 
15  cts. 

PLATFORM. 

New  Trojan  Passenger  Equipment.  Brief 
description,  with  sections  of  buffer,  of  a  re- 
cently introduced  centre  stem  platform, 
with  some  novel  features.  400  w.  Ry  Age 
—Feb.  19.  1897.  No.  11,190.  15  cts. 
SLEEPING  Car. 

An  English  Sleeping  Car.  Illustrated 
description  of  cars  recently  put  upon  the 
Northeastern  Railway  of  England.  Each 
passenger  is  given  a  stateroom.  3.000  w. 
RR  Car  Jour— Feb.,  1897.  No.  10,988.  15 
cts. 

SXlW-FlnnnM. 

Snow-Flanger  Operated  by  Air — Lake 


Shore  and  Michigan  Southern  Railway. 
Oscar  Antz.  Illustrated  detailed  descrip- 
tion. 1,500  w.  Am  Eng  &  RR  Jour- 
March.  1897.   No.  11,254.   30  cts. 

STEEL  Can. 

Recent  Designs  for  Steel  Cars,  Universal 
Construction  Company,  Chicago,  111.  Illus- 
trated description  of  the  Improved  Pennock 
car.  1,200  w.  Eng  News— March  4,  1897. 
No.  11,354.    15  cts. 

IXDERPRANES. 

The  Maintenance  of  Iron  and  Wooden 
Underframes  of  Freight  Cars  in  France. 
M.  L.  Tolmar.  Part  first  classifies  the 
cars,  giving  general  description  and  main- 
tenance of  the  general  types.  111.  2,700 
w.  Am  Eng  &  R  R  Jour— March,  1897. 
Serial.   1st  part.   No.  11,253.   30  cts. 

MAINTENANCE  OF  WAY  AND  STRUC- 
TURES. 

BRIDGES. 

Different  Methods  of  Numbering  Bridges. 
Should  All  Waterways  Be  Numbered?  Re- 
port of  committee  to  the  Convention  of  Ry. 
Supts.,  with  discussion.  7.500  w.  Pro  of 
Assn  of  Ry  Supts— Oct.,  1896.  No.  11,058. 
45  cts. 

The  Mechanical  Action  and  Resultant 
Effects  of  Motive  Power  at  High  Speeds  on 
Bridges.  Report  of  committee  to  Conven- 
tion of  Ry.  Supts  of  Bridges  and  Buildings, 
with  brief  discussion.  1,000  w.  Pro  of 
Assn  of  Ry  Supts— Oct.,  1896.  No.  11,063. 
45  cts. 

DEE  LECTIO  If . 

See  same  title  under  Civil  Engineering, 
Miscellany. 

DRAWBRIDGE. 

Methods  of  Locking  Drawbridge  Ends, 
and  Under  This  Head  Include  Locking  of 
Turn-Tables.  Reports  to  Convention  of 
Ry.  Supts.  of  Bridges  and  Buildings,  with 
diagrams  and  discussion.  3,300  w.  Pro  of 
Assn  of  Ry  Supts— Oct.,  1896.  No.  11,059. 
45  cts. 

Opening  of  the  N.  Y.  C.  Four-Track 
Drawbridge  and  Viaduct  in  New  York 
City.  Illustrated  description  of  this  inter- 
esting work.  2,000  w.  Sci  Am— Feb.  27. 
1897.  No.  11,209.  15  cts. 
FILL. 

See  same  title  under  Civil  Engineering, 
Miscellany. 

PILE-DRIVER. 

Best  and  Most  Economical  Railway 
Track  Plle-Driver.  Report  of  G.  W.  Hin- 
man  to  the  Convention  of  Ry.  Supts.  of 
Bridges  and  Buildings,  with  discussion. 
2.400  w.  Pro  of  Assn  of  Ry  Supts — Oct., 
1896.  No.  11,064.  45  cts. 
PLATE  GIRDER. 

See  same  title  under  Civil  Engineering, 
Bridges. 
RAILS. 

Influence  of  Impact  Upon  Rails.  (Zur 
Schienenstossfrage.)  An  Investigation  by 
Engineer  Trautweller.  of  Strasburg.  upon 
the  "hammer  blow"  action  and  pound  upon 
rail  Joints.  5,000  w.  Schweizerlsche  Bau- 
zeltung— Jan.  23,  1897.    No.  11,445.    15  cts. 
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The  Creep  of  Rails.  (Ueber  das  Wan- 
dern  der  Schienen  bel  Eiaenbahn-Ge- 
leisen.)  An  investigation  into  the  causeB 
of  the  creep  of  rails,  with  especial  refer- 
ence to  the  action  of  the  locomotives  in 
causing  unequal  creep.  2  articles,  10,000 
w.  1  plate.  Zeitschr  Oesterr  Ing  u 
Arch  Vereines— Jan.  22  and  29,  1897.  No. 
11,422.  30  cts. 
RAILS  nnd  Splice  Barn. 

Specifications  and  Sections  for  Steel 
Rtils  and  Angle  Splice  Bars,  New  York 
Central  and  Hudson  River  Railroad.  Short 
description  of  track  adopted,  with  the  spe- 
cification for  rails  and  splice  bars,  recently 
adopted.  2,500  w.  Am  Bng  &  R  R  Jour- 
March.  1897.   No.  11,252.   SO  cts. 

STATION. 

Grand  Trunk  Railway  Improvements. 
Drawings  and  description  of  some  of  the 
passenger  stations  and  other  Important 
buildings  erected  during  the  past  season. 
1.700  w.  Can  Eng— Feb.,  1897.  No.  11.040. 
15  cts. 

Local  Stations  for  Small  Towns  and  Vil- 
lages, Giving  Plans  of  Buildings  and  Plat- 
forms. Report  of  comlttee  to  convention 
of  Ry.  Supts.,  with  numerous  plans  and 
discussion.  4.500  w.  Pro  of  Assn  of  Ry 
Supts— Oct..  1896.   No.  11,061.   45  cts. 

The  Revised  Grand  Central  Station.  New 
Tork  City.  Illustrated  description  of  the 
extensive  changes  proposed,  which  will 
greatly  increase  the  facilities  for  handling 
the  immense  business  carried  on.  1,800  w. 
R  R  Gas— Feb.  19, 1897.  No.  11,135.  15  cts. 
TAJIK*. 

Tanks,  Size,  Style  and  Details  of  Con- 
struction, Including  Frost-Proof  Protection 
to  Tank  and  Pipes.  Report  of  committee 
to  Convention  of  Ry.  Supts.  of  Bridges  and 
Buildings,  with  discussion.  2,800  w.  Pro 
of  Assn  of  Ry  Supts— Oct.,  1896.  No.  11,- 
062.  45  cts. 
TRACK  Clroolt. 

Observations  on  the  Track  Circuit  from 
an  English  Standpoint.  Arthur  H.  John- 
son. A  short  description  of  the  principles 
upon  which  such  a  circuit  is  operated. 

I.  500  w.    R  R  Gaz— March  5,  1897.  No. 

II,  360.    15  cts. 
TRACK  KleTatlon. 

The  Elevated  Tracks  of  the  New  York 
Central  Railroad  In  New  York  City.  A 
series  of  views,  with  description  of  the 
work  of  raising  the  tracks  to  an  elevated 
steel  structure,  and  the  various  expedients 
which  were  resorted  to  in  keeping  the 
traffic  and  the  new  construction  going  at 
the  same  time.  It  Is  pronounced  one  of 
the  most  brilliant  engineering  feats  on 
record.  2,800  w.  Scl  Am  Sup— Feb.  20, 
1897.  No.  11,104.  15  cts. 
TRESTLES. 

Methods  and  Special  Appliances  for 
Building  Temporary  Trestles  Over  Wash- 
outs and  BurnoutB.  Discussion  at  sixth 
annual  convention  of  the  Assn  of  Ry  Supts 
of  Bridges  and  Buildings.    2,800  w.  Pro 


of  Assn  of  Ry  Supts— Oct.,  1896.  No.  11.- 
055.   45  cts. 

Protection  of  Trestles  from  Fire,  Includ- 
ing Methods  of  Construction.  Report  of 
G.  W.  Hlnman  to  the  Convention  of  Ry 
Supts,  with  design  and  discussion.  1,500 
w.  Pro  of  Assn  of  Ry  Supts— Oct.,  1896. 
No.  11,060.   45  cts. 

See  Timber  under  Civil  Engineering. 
Bridges. 

VIADUCT. 

The  Coldremlck  Viaduct  Disaster.  Il- 
lustrated description  of  an  accident  on 
the  viaduct  of  the  Great  Western  Rail  way, 
England,  while  work  was  In  progress  for 
widening  the  line.  1,500  w.  Eng,  Lond— 
Feb.  19,  1897.  No.  11,301.  30  cts. 
SIGNALLING. 

GRADE  Cronnlng. 

The  Protection  of  Level  Crossings. 
Notes  on  the  minimizing  of  danger  when 
a  railway  Crosse-  a  road  or  footpath.  Con- 
fined to  the  practice  in  England.  3,500  w. 
Engng— Feb.  5.  1897.   No.  11,021.    30  cts. 

INTERI«OCKrXO. 

Electric  Interlocking  the  Block  and  Me- 
chanical Signals  on  Railways.  F.  T.  Hol- 
llns.  Read  at  London  Inst  of  Elec  Engs. 
Briefly  describes  the  systems  of  electric 
interlocking  in  practical  use,  dealing  more 
in  detail  with  the  Sykes  system.  4,600  w. 
Elec  Eng,  Lond— Jan.  29,  1897.  Serial. 
First  part.   No.  10,980.   30  cts. 

TRANSPORTATION. 

OAR-FERRY. 

Car  Ferries  of  the  Great  Lakes  of 
America.  Illustrated  description.  2,400 
w.  Eng,  Lond.  Feb.  5,  1897.  No.  11,027. 
30  cts. 

EARNINGS. 

Net  Railway  Earnings  in  1896.  A  com- 
parison with  the  previous  year,  with  rea- 
sons for  the  less  favorable  showing,  and 
tabulated  statements.  1,500  w.  Brad- 
street's— Feb.  20,  1897.  No.  11,144.   16  cts. 

January's  Poor  Railroad  Earnings.  Ta- 
ble of  gross  earnings  for  114  roads  for 
Jan.,  1897,  comparing  with  a  year  ago  and 
other  statistics.  1,500  w.  Bradstreet's— 
Feb.  13,  1897.  No.  11,008.   15  cts. 

KM  IT  V -OAR  MUenire. 

Should  Mileage  Be  Paid  on  Empty-Car 
Movements?  W.  E.  Beecham.  From  Ry 
Equipment  Register.  Discusses  the  re- 
turn movements  of  empty  cars;  and  gives 
what  the  writer  considers  the  common 
sense  way  of  disposing  of  the  car.  1,800 
w.  Ry  Rev— Feb.  13.  1897.  No.  11,085. 
15  cts. 

FAST  Running-. 

A  New  Record  for  Long-Distance  Run- 
ning. An  interesting  account  of  a  fast 
run  made  from  Chicago  to  Denver  over 
the  C,  B.  &  Q.  R.  R.  at  an  average  speed 
of  54.27  miles  per  hour,  with  running  time 
at  an  average  of  57.53  miles.  1,700  w.  R. 
R.  Gaz— Feb.  26.  1897.  No.  11,242.  15  cts. 
INTERSTATE  Commerce  Act. 

A  Decade  in  Federal  Railway  Regula- 
tion.  H.  T.  Newcomb.    Abstract  of  paper 
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read  at  meeting  of  Am  Economic  Assn. 
Discusses  the  effect  of  the  Interstate 
Commerce  law.  1,000  w.  Ry  Rev— Feb. 
27,  1897.    No.  11,307.    15  cts. 

Is  the  Interstate  Commerce  Act  a  Fail- 
ure? From  the  Chicago  Herald.  Views 
of  various  officials.  1,400  w.  Ry  Rev— 
Feb.  13,  1897.    No.  11,084.    15  cts. 

RATES. 

Unlawful  Rates  in  Grain  Transportation. 
The  finding  of  the  Interstate  Commerce 
Commission  in  the  alleged  unlawful  rates 
made  by  the  Chicago  Great  Western  Ry, 
with  editorial  comment.  3,000  w.  Ry 
Rev— Feb.  13,  1897.  No.  11,086.  15  cts. 
TBRM1JTAL  dmrarea. 

Terminal  Charges.  Editorial  comment 
on  paper  of  R.  Price  Williams,  read  be- 
fore the  Royal  Statistical  Society.  2,200 
w.  Engng— Feb.  19,  1897.  No.  11,301. 
30  cts. 

MISCELLANY. 

ACCIDENTS. 

Train  Accidents  in  1896.  Tabular  sum- 
mary, with  comments.  800  w.  R  R  Gaz 
—Feb.  19,  1897.   No.  11,137.   16  cts. 

Train  Accidents  in  the  United  States  in 
January.  Classified  report  of  the  more 
Important  accidents,  with  summary.  3,300 
w.  R  R  Gaz— Feb.  26,  1897.  No.  11,243. 
15  cts. 

EDUCATION. 

The  Profession  of  the  Railway  and  a 
Suggested  Course  of  Training  Therefor. 
George  B.  Leighton.  Read  before  the  N. 
Y.  RR.  Club.  The  author's  Ideas  are  pre- 
sented and  the  paper  followed  by  a  lengthy 
discussion.  3,300  w.  N.  Y.  RR  Club- 
Jan.  21,  1897.  No.  11,088.  45  cts. 
EUROPEAN  Railway*. 

European  vs.  American  Railways.  A 
comparison  of  advantages  as  shown  in  the 
report  of  Consul  Monaghan,  of  Chemnitz. 
700  w.  Bradstreefs— Feb.  27,  1897.  No. 
11,251.   15  cts. 

EXPOSITIONS. 

Railway  Exhibits  at  Berlin,  Budapest 
and  Nuremberg,  1896.  (Die  Eisenbahn- 
Fahrbetreibsmitte  auf  den  Ausstellungen 


zu  Berlin,  Budapest  und  Nttrnberg,  1896.) 
A  critical  examination,  by  H.  von  Littrow, 
of  the  locomotives  exhibited,  with  illustra- 
tions of  details.  10,000  w.  2  plates.  Zeit- 
schr  d  Oesterr  Ing  u  Arch  Vereines— Feb. 
5,  1897.    No.  11,426.   30  cts. 

RAILWAY  LJECilSLATION. 

The  Railway  Problem.  I.  The  Legisla- 
tive Solution.  Lloyd  Bryce.  II.  A  Mer- 
cantile View.  James  J..  Walt.  A  review 
of  the  past  and  present  condition  of  rail- 
roads Is  given  by  Mr.  Bryce,  with  presen- 
tation of  the  difficulties,  and  the  remedies 
suggested.  Mr.  Wait  recommends  edu- 
cating the  people  to  be  honest  with  rail- 
roads, discusses  existing  conditions  and 
suggests  solution  of  the  problem.  7,500 
w.  N  Am  Rev-March,  1897.  No.  11,284. 
46  cts. 

STATE  OnnerRblp.  _ 

The  Leasing  of  the  Brazil  State  Rail- 
ways. Statement  of  the  wretched  man- 
agement of  the  government  railways,  ana 
the  decision  to  invite  tenders  from  capi- 
talists for  the  privilege  of  working  them. 
900  w.  Trans— Feb.  12,  1897.  No.  11,182. 
30  cts. 

SUBURBAN  Traffic.  m  _ 

Electricity  for  Suburban  Traffic  Ke- 
marks  on  Mr.  Wallace's  paper  and  the 
discussion  that  followed.  1.600  w.  R  R 
Gaz-Feb.  12.  1897.   No.  11.015.   15  cts. 

TVaxation*  of  Railroads.  Editorial  dis- 
cussion of  the  report  of  the  special  New 
Jersey  Tax  Commission.  2,000  w.  R  K 
Gaz— Feb.  12,  1897.   No.  11.014.   15  cts. 

TIThe*Chicago  and  Northwestern  Testing 
Plant.  E.  M.  Herr.  Abstract  of  paper 
presented  at  the  W.  Ry  Club.  Description 
of  tests.  2.800  w.  R  R  Gaz-Feb.  19, 
1897.    No.  11,136.    15  cts. 

WS  Supply  Stations  for  Locomotives. 
C  F.  Street  From  a  discussion  before  the 
Western  Ry  Club.  Discusses  the  use  of 
the  gas  engine  for  pumping.  1,300  w.  Ry 
Rev-Feb  20,  1897.   No.  11,198.   16  cts. 


STREET  AND  ELECTRIC  RAILWAYS. 


"GENERAL  CONSTRUCTION. 

A™*Street  Railway  at  Athens  Ga^  Il- 
lustrated description  of  an  inserting 
plant  in  which  water  power  replaces  steam. 
900  w.  St  Ry  Rev— Feb.  15,  1897.  NO. 
11,116.    30  cts. 

"Electric  Tramway  at  Bilbao.  (Elek- 
trlsche  Strassenbahn  in  Bilbao.)  The  line 
runs  on  both  sides  of  the  river  Nervion 
from  Bilbao  to  the  harbor  on  the  Bay  of 
Biscay,  a  distance  of  about  9  miles.  1.200 
w  Elektrotechnlsche  Zeltschrift— Jan.  zi, 
1897.   No.  11,432.    15  cts. 

"T^BuJapest  Electric  Railway.  Brief 


review  of  the  Hungarian  capital,  especially 
its  street  railways,  giving  an  account  of 
the  construction  of  the  underground  rail- 
way and  its  operation.  111.  2,500  w. 
Trans— Jan.  29.  1897.   No.  10,978.   30  eta. 

ELK V ATT* D  Honda.  m 

Some  New  Street  and  Electric  Elevated 
Railroads  in  Europe.  Condensed  infor- 
mation of  the  electric  line  in  Vienna,  the 
Jungfrau,  Edinburgh  cable  roads,  Buda- 
pest Intramural  railroad.  Liverpool  over- 
head railway  and  improvements  In  the 
electric  roads  of  Lyons.  1,800  w.  RR, 
Gaz— March  5,  1897.  No.  11,361.  15  cts. 
OVERHEAD  Rail  war.  _      .  . 

Extension  of  the  Liverpool  Overhead 
Railway.   Illustrated  detailed  description. 
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2,200  w.  Blec  Rev,  Lond— Jan.  29,  1897. 
No.  10,983.   30  eta. 

SIM  WAY. 

Lease  of  the  Boston  Subway.  The  two 
bills  Introduced  In  the  Legislature  are  ex- 
plained, with  a  atatement  of  the  vlewa  of 
the  commission,  and  the  terms  of  the  lease 
as  finally  adopted.  2,000  w.  RR.  Gaz— 
March  5.  1897.   No.  11,362.   16  cts. 

VERSAILLES. 

Electric  Tramways  at  Versailles.  Illua- 
trated  detailed  description.  1,000  w.  Ry 
Wld— Feb.,  1897.   No.  11,092.   30  cts. 

Electric  Tramway  at  Versailles.  (Les 
Tramways  Electrlques  de  Versailles.)  De- 
scription, with  map,  of  the  local  overhead 
trolley  line  recently  opened  at  Versailles. 
3,000  w.  La  Revue  Technique— Feb.  10, 
1837.  No.  11,416.  30  cts. 
VIEXXA. 

Electric  Traction  in  Vienna.  Illustrated 
description  of  the  "Tranaveraal"  electric 
line  of  the  Vienna  Tramways  Company. 
1,000  w.  Ry  Wld— Feb.,  1897.  No.  11.09L 
30  cts. 

EQUIPMENT. 

PLATFORM  BoiTer. 

A  Continuous  Platform  Buffer  for  Eleva- 
ted Cars.  Illustrated  description  of  a  new 
type  of  continuous  platform  buffer  and  au- 
tomatic coupler,  which  has  been  in  service 
on  the  Yonkers  Branch  of  the  New  York 
Central,  and  is  designed  specially  to  meet 
the  conditions  Imposed  by  a  service  on 
which  the  curves  are  very  sharp.  600  w. 
RR  Gaz— March  6,  1897.  No.  11,364.  15 
cts. 

LINE. 

CO  .N"  CRETE. 

Concrete  Work  in  Track  Construction. 
Data  on  the  cost  of  trench  work  In  Minne- 
apolis, with  Illustrations.  1,200  w.  St  Ry 
Rev— Feb.  15,  1897.   No.  11,112.   30  cts. 

El.ECTRIC  Conduit. 

New  Electric  Conduit  Lines  in  New 
York.  Illustrated  description  of  proposed 
work  for  the  extension  of  this  system, 
with  editorial.  1,600  w.  RR.  Gaz— March 
6.  1897.  No.  11,363.  15  cts. 
ITXDERGROUXD  Trolley. 

Underground  Trolley,  Clrla  System. 
(System  Clrla  fur  unterirdlsche  Stromsu- 
fuhrung  bel  elektrischen  Strassenbahnen.) 
Illustrated  description  of  an  Italian  elec- 
tric tramway  system  with  underground 
conductor  and  successive  surface  contacts. 

I,  000  w.  Elektrotechnlsche  Zeltachrlft— 
Jan.  14.  1897.   No.  11,429.   15  cts. 

POWER. 

COMPRESSED  Air. 

The  Hardle  Compressed  Air  Motors. 
Herman  Haupt.  An  effort  to  answer  some 
prominent  objections.  Also  test  of  a  com- 
pressed air  reservoir  taken  from  a  Hardle 
motor  after  having  been  in  use  two  years. 
3,500  w.  Scl  Am  Sup— Feb.  20,  1897.  No. 

II,  105. 15  cts. 
ELECTRIC  Traction. 

Electricity  on  the  Manhattan  Elevated 
Railways.   The  probability  of  electric  pro- 


pulsion on  the  elevated  railways  is  dis- 
cussed. 1,600  w.  Elec  Wld— Feb.  27. 1897 
No.  11,258.     15  cts. 

Practice  in  Electric  Railway  Power  Dis- 
tribution in  Eastern  Massachusetts.  Deals 
with  work  actually  done  on  some  of  the 
lines,  with  nearly  every  variety  of  problem 
in  electric  feeding  and  the  solutions  adopt- 
ed. 4,000  w.  St  Ry  Rev— Feb.  15,  1897. 
No.  11,114.   30  cts. 

WATER-POWER  and  Electric  Trae- 
tloa. 

A  Water  Power  Developed  for  Electric 
Railway.  Albert  Phenis.  A  description 
of  the  plant  at  Athena,  Oa.  1,300  w.  Mfrs 
Rec— Feb.  12,  1897.   No.  11,004.   15  cts. 

MISCELLANY. 
ELECTRIC  Railway  Operation. 

Comparative  Economy  in  Electric  Rail- 
way Operation.  Charles  H.  Davis.  Claim- 
ing that  true  economy  lies  lass  in  the  sav- 
ing of  coal  than  in  the  saving  of  wear  and 
labor.  3,300  w.  Eng  Mag— March,  1897. 
No.  11,339.   30  eta. 


The  Reduction  in  Street  Car  Farea.  It  is 
asserted  that  not  only  has  the  price  of  car- 
fares been  reduced,  but  that  no  other  arti- 
cle in  common  use  has  been  as  greatly  re- 
duced. Specific  cases  show  a  surprising 
increase  of  aervice,  without  Increase  of 
compensation.  Diagrams  show  the  exten- 
sion since  1887.  2,800  w.  St  Ry  Rev— 
Feb.  15, 1897.   No.  11.113.   30  eta. 

OPERATING  Expenses. 

Operating  Expenses  of  Connecticut 
Roads  in  1896.  Information  from  the  an- 
nual report  of  the  Railroad  Commissioners 
of  Connecticut  regarding  the  earnings  and 
expenses  of  the  street  railways.  1,500  w. 
St  Ry  Rev— Feb.  15,  1897.  No.  11,115.  30 
cts. 

RAPID  Transit. 

Rapid  Transit.  The  Report  of  ThrougH 
Train  Service  Across  the  Brooklyn  Bridge. 
Extracts  from  the  report  and  drawings, 
showing  the  plans  proposed.  5,800  w.  Eug 
News— Feb.  18, 1897.   No.  11,131.   15  cts. 

Rapid  Transit.  Report  of  the  committee 
of  experts  favorable  to  the  Idea  of  Brook- 
lyn elevated  and  trolley  cars  crossing  the 
bridge.  Plans  for  the  surface  cars  and  L 
trains  are  given.  800  w.  Elec— Feb.  10, 
1897.    No.  10,992.    15  cts. 

REPAIRS. 

Repair  of  Electric  Railway  Machinery, 
describes  methods  and  appliances  for  com- 
paring two  motors  in  order  to  determine 
their  adaptability  for  mutual  operation. 
1,700  w.  Am  Elecfn— Feb.,  1897.  No.  11,- 
223.    15  cts. 

TESTING  Wag-on. 

Testing  Wagon  of  the  Electrical  Depart- 
ment of  the  City  of  Munich.  (Der  Kabel- 
me8swagen  der  stadtlschen  Elektricltats- 
werke  in  Miinchen.)  An  Illustrated  de- 
scription of  a  portable  testing  apparatus, 
forming  a  complete  laboratory  on  wheels. 
1,500  w.  Elektrotechnlsche  Zeltachrlft— 
Jan.  21,  1897.    No.  11,431.    15  cts. 


We  supply  copies  of  these  articles.   See  introductory. 
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Bell,  Louis,  Ph.  D.  Electrical  Power  Transmission  ; 
A  Practical  Treatise  for  Practical  Men.  The  W.J. 
Johnston  Company,  New  York.   1897.   Cloth,  fa  50. 

The  author  sets  forth  in  the  preface  his 
intent  of  covering  present  practice,  in 
such  a  way  that  "the  man,  engineer  or 
not,  who  desires  to  know  what  can  be  ac- 
complished by  electrical  power  transmis- 
sion, and  by  what  processes  the  work  is 
planned  and  carried  out,"  may  acquire  this 
knowledge  readily.  The  extreme  techni- 
cal side  of  the  subject  is  therefore  not 
allowed  to  obscure  the  practical  side. 
Typical  apparatus  is  described,  rather  than 
special  and  mutable  forms.  As  a  prelim- 
inary to  the  discussion  of  electric  trans- 
mission, all  other  modes  are  discussed  and 
comparisons  are  made  which  indicate  the 
legitimate  use  of  each.  The  modes  of  de- 
deriving  formula;  which  are  in  common  use 
are  very  little  considered  ;  but  the  use  and 
applications  of  these  rules  are  clearly  set 
forth.  The  book  is  handsomely  printed 
and  well  illustrated. 


BOOKS  RECEIVED. 

The  Journal  of  the  Iron  and  Steel  Institute, 
Vol.  L.  Edited  by  Bennett  H.  Brough,  Secre- 
tary. E.  &  N.  F.  Spon,  Limited,  London  ;  Spon 
&  Chamberlain,  New  York.  Sold  also  at  Offices 
of  the  Institute,  London.  1897. 

Report  on  Public  Baths  and  Public  Comfort 
Stations  of  New  York  City.  Published  by  the 
Mayor's  Committee  on  Public  Baths  and  Public 
Comfort  Stations  :  New  York  City. 

Brooks,  Robert  C.  Municipal  Affairs.  Issued 
at  quarterly  intervals.  Vol.  1,  No.  1.  March, 
1897.  A  Bibliography  of  Municipal  City  Condi- 
tions.  Reform  Club  Committee  on  Municipal 
Administration.  New  York,  1897.  Paper. 
First  number,  50c.  ;  later  numbers,  25c. 

Annual  Report  of  the  Board  of  Regents  of 
the  Smithsonian  Institution,  to  July  1,  1894. 
Government  Printing  Office,  Washington.  1896. 

Ries,  Heinrich.  The  Pottery  Industry  of  the 
United  States.  Department  of  Interior.  U.  S. 
Geological  Survey,  1895-6.  Government  Print- 
ing Office,  Washington,  D.  C.  Paper. 

Ladd,  Loren  G.,  Commissioner  of  Public 
Works,  and  Perry,  Fred  G.,  Assistant  Commis- 
sioner. Annual  Report  of  the  Board  of  Public 
Works  of  the  City  of  Pawtucket.  John  W. 
Little  &  Co.,  Pawtucket.  1897. 

Wales,  Herbert,  President  of  the  Canadian 
Society  of  Civil  Engineers.  Address  Delivered 
at  the  Annual  Meeting,  January  13,  1897. 
Paper. 


Exports  Declared  for  the  United  States.  Re- 
turns from  Consular  Districts  for  Quarter  Ended 
September  30,  1896.  Supplement  to  Consular 
Reports  No.  Z96  (January,  1897).  Government 
Printing  Office,  Washington.    1897.  Paper. 

Thompson,  Almon  D.  Fifth  Annual  Report 
of  the  Department  of  Public  Works  of  the  City 
of  Peoria,  111.,  for  the  Year  Ending  December 
31,  1896.  Paper. 

Francis  C.  Moore,  President  of  the  Continen- 
tal Fire  Ins.  Co.,  New  York.  How  to  Build 
a  Home ;  being  Suggestions  as  to  Safety  from 
Fire,  Safety  to  Health,  Comfort.  Convenience. 
Durability,  and  Economy.  Published  by  the 
Author.    1897.    Paper,  50c. 

Report  of  the  Board  of  Irrigation  Survey  and 
Experiment  for  1895-1896  to  the  Legislature  of 
Kansas.  The  Kansas  State  Printing  Company, 
Topeka,  Kansas.    1897.  Cloth. 


BOOKS  ANNOUNCED. 

Andrews,  T.  Microscopic  Internal  Flaws 
Inducing  Fracture  in  Steel.  Spon  &  Chamber- 
Iain,  New  York.    1897.    Paper,  40c. 

Bell,  L.  Electric  Transmission  of  Power. 
The  W.  J.  Johnston  Co.,  New  York.  1897. 
Cloth,  $2.50. 

Gerard,  Eric  Electricity  and  Magnetism. 
The  W.  J.  Johnston  Co.    1897.    Cloth,  $2.50. 

Langdon,  W.  E.  The  Application  of  Elec- 
tricity to  Railway  Working.  Spon  &  Chamber- 
lain, New  York.    1897.    Cloth,  $5. 

Lord.  N.  W.  Notes  on  Metallurgical  Analy- 
sis. Chemical  Publishing  Co.,  Easton,  Pa. 
1897.    Cloth,  $1.25. 

Steinmett,  C.  Proteus,  and  Berg,  Ernst,  J. 
Theory  and  Calculation  of  Alternating  Current 
Phenomena.  The  W.  J.  Johnston  Co.,  New 
York.    1897.    Cloth,  $2.50. 

Stillman,  T.  B.  Engineering  Chemistry  :  A 
Manual  of  Quantitative  Chemical  Analysis  for 
the  Use  of  Students,  Chemists,  and  Engineers. 
Chemical  Publishing  Co.,  Easton,  Pa.  1897. 
Cloth,  $4.50. 

Storer,  Francis  Humphreys,  and  Comey, 
Arthur  Messinger.  A  Dictionary  of  Chemical 
Solubilities  ;  Inorganic  ;  A  New  Improved 
Edition  of  Storer's  "  Dictionary  of  Chemical 
Solubilities."  By  Arthur  Messinger  Comey, 
Easton,  Pa.    1897.    Cloth,  $5. 

Bennett,  Frank  M.  The  Steam  Navy  of  the 
United  States  ;  A  History  of  the  Growth  of 
Steam  Vessels  of  War  in  the  United  States 
Navy,  and  of  the  Naval  Engineer  Corps  War- 
ren &  Co.,  Pittsburg,  Pa  1896.  Cloth,  $5; 
half  Turkey  morocco,  $7  50;  full  Turkey  mo- 
rocco, $10. 

Kinealy,  J.  H.  Low- Pressure  Steam- Heat- 
ing Charts  for  the  Use  of  Architects,  Surveyors, 
Contractors,  and  Steam  Fitters.  Spon  &  Cham- 
berlain, New  York.    1897.    Cloth,  80c. 
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IMROVEI 

New  Processes:  


Machinery 


New  Appliances. 


The  matter  published  in  this  depart  nent  is  not  paid  for,  nor  can  it  be  classed  as  advertising. 
But  as  the  information  is  necessarily  obtained  from  those  ivho  offer  the  appliances 
for  sale,  it  is  proper  to  say  that  the  manufacturers,  rather  than  ourselves, 
are  responsible  for  the  statements  made. 


"  Flowed  "  Steel. 
The  illustration  here  presented  shows  an  ex- 
ample of  a  new  departure  in  the  art  of  making 
alloys  or  mixes  for  high  grade  steel  castings. 
Something  over  a  year  ago  the  Aultman  &  Tay- 
lor'Machinery  Co.,  of  Mansfield,  Ohio,  started 
to  have  a  series  of  experiments  made  with  a  view 
to  obtaining  a  mix  for  steel  castings  which 
sbould'equal,  if  possible,  in  its  chemical  and 
physical  properties,  the  best  boiler-plate  steel. 
After  a  long  series  of  expensive  trials  a  mixture 
was  discovered  which  gave  remarkable  results. 


shown  an  elongation  of  3 1 :,-  and  a  reduction  in 
area  of  over  6o£.  The  metal  can  be  worked  cold 
as  well  as,  or  better  than,  steel  plate. 

The  basis  of  the  mixture  is  open  hearth  steel 
of  the  finest  quality.  "  Flowed"  steel  is  used 
by  the  Aultman  &  Taylor  Machinery  Co.  in 
manufacturing  crossboxes,  flanges,  etc.,  in  all 
their  Babcock  &  Wilcox  type  of  boilers.  Where 
this  type  of  boiler  is  manufactured  by  them  for 
a  working  pressure  exceeding  225  lbs.  to  the 
square  inch,  they  also  use  it  in  the  "  headers  " 
into  which  the  boiler  tubes  are  expanded. 


A  HEADER  MADE  OF  FLOWED  STEEL. 


Owing  to  the  high  price  of  some  of  the  alloys 
used,  castings  made  by  this  process  are  very  ex- 
pensive, costing  from  6c.  to  8c.  a  pound  in 
the  rough,  but  for  the  particular  purpose  for 
which  they  are  designed  they  are  much  cheaper 
to  use,  even  at  this  price,  than  the  ordinary  steel 
castings  at  less  than  half  the  cost  per  pound. 

Castings  made  by  this  "  flowed  "  steel  process 
are  absolutely  free  from  flaws,  defects  or  blow- 
holes, and  are  uniform  in  their  texture  through- 
out. Every  piece  of  the  metal  is  guaranteed  to 
have  an  elongation  of  not  less  than  25';.  and  a 
reduction  in  area  of  not  less  than  50$,  with  an 
8-in.  test  piece.    Some  of  the  samples  have 


The  figure  shows  a  header  of  this  type,  six 
tubes  high.  It  will  be  noticed  that  the  header 
for  a  space  of  two  tubes  in  length  has  been  flat- 
tened out  and  then  bent  back  on  itself.  It  is  ex- 
tremely doubtful  if  that  experiment  can  be  sue- 
cesfully  performed  on  a  steel  forging  of  any  de- 
scription. The  remarkable  physical  properties 
of  the  metal  are  further  exhibited  in  a  series  of 
photographs  shown  by  the  firm.  The  borings 
and  turnings,  which  form  the  subjects,  were 
photographed  just  as  taken  from  the  scrap  pile, 
without  any  effort  to  obtain  samples  out  of 
the  ordinary,  and  they  evidence  most  unusual 
tenacity  and  elasticity. 


Digitized  by  Google 


A  NEW  DOUBLE-SPIN Dl 

A  header  made  in  this  manner  possesses  two 
very  material  advantages  over  a  header  made  of 
forged  steel.  First :  there  is  no  weld  to  be 
made,  which  avoids  one  great  element  of  weak- 
ness in  forged  headers.  Second  :  the  walls  of 
the  header  can  be  thickened  at  will  where  the 
strain  incident  to  its  use  requires  greater  strength 
than  at  other  points.  This  is  especially  desir- 
able at  all  corners  in  the  header,  as  the  strains 
are  greatest  there.  With  the  forged-steel 
header,  the  process  of  manufacture  thins  the 
metal  at  these  very  points  of  greatest  strain,  or 
an  exact  reversal  of  what  should  pertain  to  give 
best  results. 

The  same  holds  true  in  regard  to  crossboxes 
or  saddles  on  the  drums  of  boilers  for  the  re- 
ception of  the  nipples  connecting  the  drums  to 
the  headers. 

In  this  connection  we  have  been  requested  by 
the  Cahall  Sales  Department,  Pittsburg,  to 
state  that  "flowed"  steel  is  a  special  mix  of 
open  hearth  steel  manufactured  under  a  secret 
formula  which  belongs  to  them  alone  ;  and  the 
knowledge  of  its  preparation  is  in  the  possession 
of  no  one  except  the  Penn  Steel  Casting  &  Ma- 
chine Co.  of  Chester,  Pa.  Hence,  "  anyone  offer- 
ing either  headers,  crossboxes,  or  flanges  made  of 
'  flowed  '  steel,  is  doing  so  with  intent  to  de- 
ceive the  public."  The  Penn  Steel  Casting  & 
Machine  Co.  also  state,  in  a  letter  addressed  to 
the  manufacturers:  "we  consider  the  special 
mixture  for  flowed  steel  we  are  making  for  you, 
your  property  of  which  you  have  the  sole  right, 
and  that  we  never  have  nor  never  will  furnish 
flowed  steel  to  anyone  but  yourselves  unless  au- 
thorized by  you.  Neither  will  we  give  to  any- 
one any  information  as  to  the  formula  under 
which  this  special  mixture  is  made." 


LATHE.     FRONT  VIEW. 

A  New  Double-Spindle  Lathe. 

Messrs.  Dietz,  Schumacher  &  Boye,  Cin- 
cinnati, O. ,  have  recently  introduced  an  im- 
proved lathe  which  solves  the  problem  presented 
to  the  man,  three- fourths  of  whose  lathe  work 
can  be  done  on  a  26-inch  lathe,  but  who  occa- 
sionally has  a  job  of  boring  or  turning  which  re- 
quires more  swing  in  order  to  handle  it.  The 
usual  solution  of  such  a  problem  is  "  raising 
blocks"  for  head  and  tail  stock.  These  are  by 
no  means  satisfactory.  It  takes  much  time  to 
put  them  in  and  remove  them  ;  they  usually  make 
trouble  with  the  feed  arrangements  ;  when  the 
large  work  is  put  on  a  lathe  so  raised,  the  rest 
must  be  drawn  out  so  far  as  to  render  the  tool 
very  poorly  supported  ;  and  a  lathe  once  raised 
will  spoil  the  alignment  in  both  positions  and 
will  never  be  satisfactory  again. 

As  shown  in  the  front  view,  the  lathe  is  adapt- 
ed for  use  on  the  smaller  work,  and  is  no  differ- 
ent from  the  regular  26-inch  lathe  of  the  same 
make,  except  that  the  tail  stock  is  somewhat 
heavier  than  it  otherwise  would  be.  When  the 
larger  work  comes  along,  it  is  only  necessary  to 
connect  up  the  gears  by  pressing  the  lever  down, 
and  putting  a  suitable  face-plate  or  chuck  on  the 
upper  spindle  and  placing  the  work  on  the  upper 
pair  of  centers  ;  an  extra  tool  post  being  pro- 
vided for  bringing  the  tool  up  level  with  the 
center  if  this  is  desired,  though  it  is,  of  course, 
not  always  necessary. 

This  lathe  is  much  better  for  the  range  of 
work  within  its  capacity  than  a  26  inch  lathe 
would  be  with  raising  blocks,  while  it  is  also  more 
convenient  and  efficient  for  the  smaller  work 
than  a  44-inch  lathe  would  be.  other  things  being 
equal.  Circulars  and  further  information  will  be 
gladly  furnished  by  the  makers  on  application. 
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It  Boras  the  Smoke. 
The  tendency  of  toft  coal  to  deposit  soot  and 
anconsumed  carbon  on  the  heating  surface  of 
the  boiler  in  which  it  is  used  has  given  so  much 
trouble,  that  its  use  in  house-heating  boilers  has 
been  rendered  far  from  being  economical,  in 
spite  of  its  cheapness.  The  trouble  is  caused  by 
imperfect  combustion,  and  ceases  when  perfect 
combustion  is  attained.  Take,  for  example,  the 
mechanical  stoker  now  used  to  a  large  extent 
with  power  boilers.  By  its  use  even  the  finest 
soft  coal  can  be  continuously  fed  into  the  fire 
box  without  visible  smoke  from  the  chimney  top. 
Complete  combustion  is  obtained  by  feeding  the 
coal  to  the  furnace  more  uniformly  than  it  is 
usually  fed  by  an  engineer.  (See  an  article  on 
Mechanical  Stoking  in  the  February  '97  number 
of  the  Engineering  Magazine.) 

The  Gorton  Soft  Coal  Boiler,  here  illustrated, 
is  especially  constructed  to  burn  the  soft  coal 
which  is  so  abundant  in  the  southern  and  west- 
ern states.  Instead  of  using  a  mechanical  device 
for  supplying  coal  to  the  fire  pot,  this  work  is 
accomplished  by  gravity.  The  coking  chambers 
and  coal  reservoirs  are  located  between  the  lower 
outer  surface  of  the  boiler,  and  the  upper  part 
of  the  water- leg,  so  that  the  coal  feeds  down 
into  the  fire  just  as  it  is  required.  The  fire  pot 
is  so  constructed  that  sufficient  additional  air  is 
through  the 


feeding  it  down  on  the  fire,  thus  insuring  the 
greatest  economy  and  reducing  the  cost  of  run- 
ning below  that  of  any  other  heating  boiler  on 
the  market. 


ring  at  the 
lower  ed*e  of  the  cok- 
ing chambers  to  ignite 
the  gases  arising  from 
the    coking  process. 
This  gives  perfect 
combustion,  which 
means    economy    i  n 
fuel,  and  prevents  the 
deposit  of  soot  and 
unconsumed  carbon  on 
the  heating  surface  of 
the  boiler  and,  further, 
makes  use  of  that  part 
of  the  fuel  which  is 
wasted  when  soft  coal 
is  used  in  ordinary 
fire-pots.  This  boil- 
er is  manufactured 
by   the  Gorton  & 
Lidgerwood  Co., 
New  York,  and  they 
claim  that  it  is  the 
only  boiler  that  will 
soft  coal  by 
it  before 


A  SOFT-COAL  BURNING  BOILER. 


A  Large  Rand  Compressor. 
A  recent  issue  of  a  Canadian  paper  contains 
an  interesting  account  of  the  christening  and 
starting  up  of  a  large  Rand  Compressor  recently 
installed  in  the  Le  Roi  mine  at  Rossland,  B.  C. 
The  compressor  will  be  known  as  the  '*  Senator," 
and  is  to  be  used  for  running  all  the  pumps  and 
hoists  at  the  mine  in  addition  to  operating  40 
drills.  It  is  described  as  a  beautiful  piece  of 
mechanism  in  every  detail  of  its  construction, 
and  is  fitted  with  the  latest  type  of  mechanical 
air-valves,  automatic  governors,  etc.  It  has  the 
distinction  of  being  oneof  the  three  largest  com- 
pressors in  use  in  the  northwest.  The  machine 
is  of  the  latest  improved  type,  with  Corliss  com- 
pound condensing  engine  ;  steam  cylinders  22  X 
40  X  48  inches  stroke ;  air  cylinders,  22  X  34  X 
48  inches  stroke,  with  intercooler.  The  Rand 
Drill  Company,  100  Broadway,  New  York,  were 
the  builders. 

The  •  Centaur"  Porous  Terra-Cotta  Brick. 

The  well-known  firm  of  Henry  Maurer  &  Son, 
New  York,  have  lately  patented  and  introduced 

to  the  building  trades 
at  home  and  abroad  a 
terra-cotta  brick  which 
has  special  claims  up- 
on the  interest  of 
those  concerned  with 
the  problems  of  fire- 
proof construction.  It 
is  represented  to  be 
absolutely  fire-proof, 
and  though  seeming- 
ly as  hard-burnt  as  a 
front  building  brick, 
and  as  dense,  its  poro- 
sity is  equal  to,  if  not 
exceeding,    that  of 
hardwoods.  Nails 
have  been  driven  into 
this  brick  its  entire 
length  as  closely  as 
they  could  be,  with- 
out causing  either 
splitting   or  chip- 
ping; and  the  te- 
nacity inherent  in 
this  material  is  such 
that  it  becomes  as 
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difficult  to  draw  them  as  when  driven  into  bard- 
wood.  It  is  nearly  impervious  to  the  weather 
and  is  particularly  adapted  for  partitions,  furring, 
roofing,  column-  and  girder-covering  in  all  build- 
ings. It  can  also  be  employed  in  connection 
with  common  red  brick,  in  any  and  all  work 
where  nailing  is  requisite. 

From  these  qualifications  it  must  readily  oc- 
cur to  every  carpenter,  mason,  or  contractor 
what  a  great  saving  in  time,  labor  and  expense 
the  use  of  this  brick  involves.  Samples  and 
prices  will  be  furnished  by  the  makers  on  appli- 
cation. 


Long  Distance  Transmission. 

The  success  of  long-distance  electrical  trans- 
mission can  be  safely  gaged  by  the  experience  of 
those  actually  operating  a  plant ;  and  in  this 
connection  our  readers  will  be  interested  in  the 
following  extract  from  a  letter  written  by  Mr. 
John  J.  Seymour,  President  of  the  San  Joaquin 
Electric  Company,  operating  the  San  Joaquin 
River-Fresno  transmission,  to  the  General  Elec- 
tric Company,  which  installed  the  plant.  He 
says 

**  It  affords  me  great  pleasure  to  write  you  re- 
garding the  successful  operation  of  the  long  dis- 
tance transmission  plant  installed  for  our  com- 
pany. The  entire  plant  as  furnished  has  been 
in  practical  operation  for  a  period  of  several 
months.  The  35  miles  transmission  has  given 
us  no  trouble  whatever.  Our  load  at  present 
consists  of  145  arc  lights,  5000  incandescent 
lights,  and  410  H.  P.  in  motors,  the  latter  in- 
cluding 180  H.  P.  for  the  Sperry  flour  mill  and 
75  H.  P.  for  the  city  pumping-plant.  All  of  the 
machinery  doing  this  work  has  worked  with  per- 
fect success  from  the  start." 

"  The  incandescent  lights  have  most  of  them 
been  newly  wired  in,  thus  enabling  us  to  prop- 
erly balance  the  load  and  the  regulation  has 
given  us  no  trouble  whatever.  During  exten- 
sive tests,  it  was  impossible  to  find  more  than 
two  volts  variation  between  any  lamps  on  the 
system.  Lights  so  furnished  seem  to  me  to  be 
better  than  incandescent  lights  usually  furnished 
in  San  Francisco  and  other  cities  of  the  State." 


A  New  Ruling  Pen. 
Messrs.  Theo.  Alteneder  &  Sons,  Phila- 


delphia, have  just  introduced  a  ruling  pen  which 
will  find  glad  welcome  among  draughtsmen  the 
world  over.  It  is  what  they  call  '*  Alteneder's 
Lever  Ruling  Pen,"  and  its  notable  improve- 
ment consists  in  the  fact  that  it  may  be  easily 
cleaned  without  altering  the  line-adjustment,  an 
advantage  which  every  practical  draughtsman 
will  appreciate. 


A  NEW  RULING  PEN. 


The  pen  is  made  in  one  piece,  with  the 
upper  blade  in  the  form  of  a  spring,  the  ac- 
tion of  which  is  such  as  to  constantly  press  the 
points  together.  The  adjusting-screw  is  fitted 
to  the  upper  instead  of  the  lower  blade  (as  is 
usual),  and  merely  bears  against  the  inner  sur- 
face of  the  latter ;  thus  separating  the  points  to 
obtain  the  desired  width  of  line. 

A  lever,  having  parallel  arms,  is  pivoted  to> 
the  lower  blade,  and  is  provided  with  a  bar  con- 
necting the  two  arms  and  located  between  the 
blades.  When  the  lever  is  lifted,  the  bar  raises 
the  upper  blade  and  holds  the  points  apart  for 
cleaning. 

A  Change  of  Name. 

The  corporation  heretofore  doing  business  in 
New  Jersey,  New  York  and  elsewhere  under  and 
by  the  name  of  "  W.  A.  Cook  &  Bro/s  Co."  has 
recently,  pursuant  to  the  laws  of  the  State  of 
New  Jersey,  changed  its  corporate  name  under 
which  such  corporation  was  and  is  organized, 
to  that  of  "  Lambert  Hoisting  Engine  Co.," 
under  which  name  it  will  continue  to  do  business 
in  the  same  line  as  heretofore. 
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THE  INCREASED  CONFIDENCE  IN  AMERICAN 
RAILROAD  SECURITIES. 


OR  some  years  past  attention  has  been  given  by  investors  to  the 


fact  that  within  a  comparatively  short  time  a  large  amount  of 


American  railroad  bonds,  bearing  high  rates  of  interest, — that 
is,  six,  seven,  and  eight  per  cent.,  and  in  a  few  cases  even  more, — 
would  mature.  Stockholders  of  roads  on  which  large  quantities  of 
high-rate  bonds  were  outstanding  have  naturally  looked  forward  to  the 
time  when  they  could  pay  off  these  onerous  loans,  borrowing  the 
money  on  better  terms,  but  still  leaving  a  mortgage  on  the  property, 
or  raising  the  necessary  amount  in  other  ways.  The  essential  point  in 
their  minds,  and  in  the  minds  of  all  who  considered  the  matter,  has 
been  the  fact  that  a  considerable  annual  saving  could  be  made  by  pay- 
ing off  the  high-rate  loans. 

Within  the  last  few  weeks  two  great  companies,  the  Lake  Shore 
and  the  New  York  Central,  have  effected  an  operation  by  which  they 
refund  at  three  and  a  half  per  cent,  all  the  funded  debt  now  outstand- 
ing, consisting  of  high  rate  bonds,  maturing  at  various  dates  in  the 
near  future.  As  the  operations  involve  the  issue  of  $  150,000,000  of 
three  and  one-half  per  cent,  bonds,  and  as  the  companies  are  among 
the  most  prominent  in  the  country,  it  is  only  natural  that  the  attention 
of  everyone  should  have  been  attracted,  not  merely  to  the  scheme  in  so 
far  as  it  concerned  these  roads,  but  to  the  general  principle  underlying 
it  and  the  possibilities  of  its  application  to  other  railroads.  The  an- 
nouncement of  the  refunding  plans  caused  at  once  the  liveliest  discus- 
sion of  the  position  of  other  representative  roads,  and  some  interest- 
ing compilations  were  made,  showing  how  the  principal  railroads  of 
the  country  stood  with  regard  to  their  bonded  debt,  and  the  possibili- 
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ties  of  saving  by  the  speedy  replacement  of  high-rate  bonds  by  bonds 
bearing  a  rate  of  interest  commensurate  with  present  monetary  condi- 
tions. Perhaps  the  most  perfect  compilation  of  the  kind  was  made  by 
the  Commercial  and  Financial  Chronicle,  which  printed  a  list  of  rail- 
road bonds  maturing  between  now  and  1905,  amounting  in  the  aggre- 
gate to  more  than  seven  hundred  millions  of  dollars.  These  bonds 
now  bear  interest  at  rates  from  five  per  cent,  upwards,  and  the  Chroni- 
cle showed  that,  by  refunding  them  on  a  four  per  cent,  basis,  the 
annual  saving  in  interest  would  amount  to  no  less  than  $16,678,690, 
while,  if  they  were  refunded  at  three  and  one-half  per  cent.,  the  sav- 
ing would  be  $20,232,138. 

The  whole  subject  is  one  of  great  interest  and  importance.  It  is 
evident,  of  course,  that  there  has  been  everywhere  a  general  apprecia- 
tion of  credit  in  the  last  few  years.  The  process  has  been  very  marked 
in  the  case  of  British  railroads.  To  mention  one  example,  it  is  enough 
to  say  that  only  a  little  more  than  ten  years  ago  London  and  North- 
western four  percent,  debenture  stock  used  to  sell  well  below  120, 
whereas  its  present  three  per  cent,  debenture  stock  has  been  quoted  at 
almost  that  price.  Whatever  appreciation  has  taken  place  in  railroad 
credit  here  is  to  be  accounted  for,  at  least  in  part,  by  the  general  ap- 
preciation of  high-class  credit  all  over  the  world,  but  mainly,  of 
course,  by  betterment  in  the  position  of  individual  railroads  them- 
selves. 

A  generation  ago  all  our  railroads  had  to  offer  very  considerable 
inducements  before  they  could  secure  the  capital  needed  for  construc- 
tion or  improvement.  High  rates  for  money  had  then  to  be  offered, 
because  of  the  highly  speculative  character  of  the  undertaking,  and 
because  profits  in  all  industries  in  those  days  were  larger  than  they  are 
now.  The  railroads  had  to  borrow  money  at  almost  any  rate,  and 
only  too  often  was  it  necessary  to  make  large  bonuses  of  stock  to  insure 
the  placing  of  bonds.  The  high-rate  bonds  outstanding  on  our 
railroads  to-day  are  a  relic  of  the  time  when  the  building  of  railroads 
was  as  much  a  speculation  as  is  a  certain  class  of  wild-cat  gold  mining 
to-day. 

Many  railroad  systems  of  this  country  have  passed  through  their 
time  of  trial,  and  now  are  recognized  institutions  of  stability  and 
value.  Certainty  of  return  therefrom  places  their  securities  on  a  high 
level  in  the  eyes  of  investors,  and  what  are  known  as  "gilt-edged" 
mortgage  bonds  of  a  few  railroads  have  for  some  time  commanded 
high  prices. 

The  Inter-State  Commerce  report  for  the  year  ending  June  30, 
1895,  gives  the  following  table  of  railroad  bonds  outstanding  on  which 
four  per  cent,  interest  or  upwards  was  paid  during  that  year.    A  large 
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number  of  bonds  did  not  receive  anything,  and  some  received  less 
than  this,  owing  to  the  poor  circumstances  of  the  railroads  them- 
selves, pending  re-organization,  etc. 


Our  railroads  thus  have  an  opportunity  within  the  next  few  years 
— for  long-term  bonds  were  not  fashionable  when  most  of  the  high- 
rate  bonds  were  put  out — to  pay  off  a  very  large  amount  of  debt  bear- 
ing  high  rates  of  interest.  The  great  question  is :  On  what  basis  can 
they  borrow  fresh  money  for  this  purpose  ? 

In  order  to  understand  the  rather  peculiar  position  of  our  railroads, 
and  thereby  enable  ourselves  to  answer  this  question,  it  is  worth 
noting  that  in  England  debentures  or  obligations  which  are  a  first 
charge  (or  almost  a  first  charge)  on  railroad  property  sell  at  pretty 
nearly  one  price,  without  much  regard  to  the  dividend  paid  by  the 
road.  The  difference  in  yield  between  the  debentures  issued  by  a 
road  which  pays  six  or  seven  per  cent,  on  its  capital  stock  and  those 
of  a  road  which  pays  only  about  half  this  amount  does  not  amount  to 
much  more  than  one-eighth  of  one  per  cent.,  the  total  yield  to  the  in- 
vestor varying  from  two  and  one-half  per  cent,  to  two  and  five-eighths 
per  cent. 

Here  there  is  no  such  uniformity.  Railroad  bonds  sell  strictly  ac- 
cording to  the  apparent  general  merits  of  the  property  which  issues 
them,  and  yet  very  striking  anomalies  can  almost  always  be  found  by 
taking  a  little  trouble.  A  first-mortgage  bond  on  an  American  rail- 
road is  not  a  security  as  yet  of  standard  or  fixed  value,  as  is  a  debent- 
ure on  a  British  road.  In  short,  it  is  impossible  to  say  that  railroad 
credit  in  this  country  is  on  this,  that,  or  the  other  basis  of  yield. 
The  credit  of  Lake  Shore  and  New  York  Central  is  seemingly  on  a 
three  and  one-half  per  cent,  basis,  but  it  is  very  doubtful  if  many 
other  roads  could  be  named  whose  credit  is  as  high,  and  it  would  be 
still  more  difficult  to  give  any  one  reason  why  the  credit  of  a  good 
many  roads  should  not  be  as  good  in  the  eyes  of  the  investor  as  that 
of  these  roads,  as  far  as  their  first -mortgage  bonds  are  concerned.  The 
following  considerations  seem  to  bear  upon  the  whole  question : 

( 1 )  The  railroad  industry  in  this  country  has  been,  and  still  is, 
as  it  were,  in  a  molten  condition,  although  there  are  signs  that  it  is 
finally  settling  into  permanent  shape.    That  it  is  not,  as  it  is  in  Eng- 
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land,  a  solid,  settled  industry  is  obvious,  and  for  a  score  of  reasons. 
To  mention  one, — England  was  settled  in  every  part  before  the  rail- 
roads were  built,  while  in  this  country  the  railroads  practically  settled 
the  land.  The  railroads  have  been  pioneers  to  a  large  extent,  and,  as 
they  opened  up  fresh  territory,  conditions  of  population,  commerce, 
and  even  daily  existence  changed,  so  that  old  methods,  old  principles, 
and  old  rules  were  of  no  use.  There  was  never  any  equilibrium  in  the 
business  of  distribution  and  transportation,  and  it  was  obvious  that 
there  could  not  be,  as  long  as  railroad  construction  went  on  to  a  large 
extent  year  by  year. 

(2)  Such  conditions,  or,  rather,  such  change  in  conditions,  com- 
pletely upset  original  calculations,  and  brought  carefully-constructed 
plans  to  nought,  with  the  result  that  properties  which  seemed  settled 
and  prosperous  were  left  high  and  dry  by  the  changing  tide  of  traffic 
under  the  influence  of  new  territories  opened  up  and  new  routes  formed. 

(3)  In  addition  to  all  these  things,  the  railroads  have  had  to  com- 
bat a  process  of  continuous  attack,  first  in  the  State  legislatures,  and 
finally  in  congress,  which,  as  everybody  knows,  has  had  the  effect  at 
times  of  entirely  demoralizing  the  conditions  of  business,  without 
benefit  to  anyone  but  a  few  unscrupulous  shippers  and  traffic  mana- 
gers. It  is  unnecessary  to  lay  stress  upon  this  aspect  of  the  case,  as  a 
recent  decision  of  the  supreme  court  has  brought  it  freshly  before 
everyone's  mind.  This  has  hurt  certain  roads  more  than  others,  and 
thus  has  tended  to  accentuate  already  existing  differences. 

(4)  Great  Britain  had  its  own  experience  of  the  railroad  kings 
and  the  railroad  wreckers,  which  was  probably  instnictive,  if  short.  Is 
it  necessary  to  do  more  than  allude  to  the  part  played  in  our  railroad 
history  by  the  promoter  of  railroad  swindles  of  all  kinds  ?  One  has 
only  to  look  a  little  below  the  surface  of  the  re-organizations  of  the 
last  three  years,  completed  and  pending,  to  see  the  handiwork  of  the 
railroad  thief  in  his  various  forms. 

(5)  The  rarity  of  dividends  on  American  railroad  stocks  has  al- 
ways stood  as  a  warning  to  the  careful  investor  in  bonds.  It  has  been, 
perhaps,  one  of  the  strongest  factors  making  for  the  most  careful  dis- 
crimination on  the  part  of  investors  as  to  the  individual  merits  of  each 
property.  Naturally  it  has  tended  to  prevent  people  in  general  from 
looking  upon  railroad  mortgage  bonds  as  of  anything  like  uniform 
merit  The  natural  effect  of  this  has  been  to  prejudice  the  good 
bonds,  because  the  taint  of  those  securities  which  were  not  good  had 
to  spread  in  some  extent  to  all  others.  Default,  occurring,  as  it  has 
done,  at  short  intervals,  has  acted  as  a  perpetual  deterrent  to  the  in- 
vestor in  railroad  bonds.  Default  on  fixed  obligations  has  been  a 
great  rarity  in  Great  Britain  these  many  years. 
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(6)  Last  of  all,  there  are  to  be  mentioned,  of  course,  the  unfortu- 
nate currency  conditions  that  have  existed  in  this  country  since  the 
war.  They  are  known  to  everybody.  There  is  not  the  least  doubt 
that  these  conditions  have  prevented  railroad  investments  in  this  coun- 
try from  selling  as  high  as  they  would  otherwise  have  sold  on  their  in- 
dividual merits.  Only  of  late  years  has  the  practice  of  making  gold 
bonds  become  at  all  general,  and,  even  in  cases  where  gold  bonds  have 
been  issued,  there  has  often  been  question  as  to  whether  the  railroad 
company  would  really  fulfill  its  contract,  in  case  the  contract  was  of 
value  only  to  the  holder  of  the  obligation.  All  of  which  has  tended 
to  foster  discrimination. 

These  are  a  few  of  the  reasons  why  the  credit  of  our  railroads  has 
not  been  more  uniform,  and  has  not  more  nearly  approached  that  of 
railroads  in  Great  Britain  and  the  other  old  countries.  It  is  evident 
also  that  these  are  reasons  for  doubting  that  the  rate  of  interest  fixed 
by  Lake  Shore  and  New  York  Central  in  their  refunding  schemes  is 
one  that  is  likely  to  be  attained  by  many  roads  in  the  very  near 
future. 

The  fact  of  the  matter  is  that  our  railroads  have  only  just  found 
what  might  be  called  a  solid  foundation  on  which  they  can  build  for 
the  future.  There  is  every  reason  to  believe  that  decline  in  rates 
will  be  slower  in  the  future,  if  it  occurs  at  all,  and  that,  unless  there 
should  be  a  fresh  outburst  of  railroad  construction, — which  is  not  at 
all  likely, — natural  causes  will  shortly  check  it  permanently.  We  have 
had  for  about  four  years  a  combination  of  panics,  depression,  and  poor 
crops,  which  have  severely  tried  every  railroad  in  the  country.  It  is 
not  reasonable  to  suppose  that,  unless  we  are  on  the  verge  of  a  politi- 
cal and  industrial  revolution,  the  country  will  have  to  face  such  a 
combination  of  circumstances  again  for  a  long  time. 

Now,  the  point  of  this  is  that  the  principal  railroads  of  the  coun- 
try have  turned  the  corner.  They  may  legitimately  expect  to  do  a 
larger  business  in  the  future  than  they  have  done  in  the  last  three 
years.  Very  few  people,  moreover,  realize  the  extreme  importance 
of  the  lessons  of  economy  that  have  been  learned  by  the  railroads  dur- 
ing this  time  of  trouble.  The  whole  railroad  industry  in  this  country 
may  be  said  now  to  be,  for  the  first  time  in  its  existence,  upon  some- 
thing like  a  broad,  solid,  and  scientific  foundation.  Honesty  and 
efficiency  of  management  are  likely  to  show  tangible  results  in  the 
future. 

It  is  evident  from  this  that,  as  time  goes  on,  there  should  be 
greater  uniformity  apparent  in  first-class  American  railroad  credit. 
We  may  expect  to  see  something  like  a  standard,  such  as  exists  to  all 
intents  and  purposes  in  England,  and  we  should  look  for  representa- 
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tive  railroad  bonds  to  conform  rather  closely  to  that  standard.  A  set- 
tlement of  our  currency  troubles  would  hasten  immensely  such  a  con- 
summation, because  it  would  effect  direct  connection  between  our  in- 
vestment markets  and  European  capital,  in  place  of  the  intermittent 
and  altogether  unsatisfactory  connection  that  has  existed  for  the  last 
few  years.  These  things,  however,  are  matters  that  take  time  and 
hard  work.  Meantime  bonds  mature  by  the  hundred  million.  What 
is  the  standard  of  credit  to  be  ? 

If  the  line  of  reasoning  adopted  so  far  be  correct,  it  is  evident  that 
it  is  not  wise  to  attempt  to  fix  a  standard  of  credit  now,  for  the  future, 
by  the  issuing  of  very-long-term  bonds  at  a  rate  sufficiently  high  to 
enable  them  to  be  floated  at  the  present  time.  It  is  not  by  any  means 
certain  that  many  entirely  solid  roads  whose  bonds  will  mature  in  the 
next  few  years  could  refund  them  at  the  present  time  on  a  three  and  one- 
half  per  cent,  basis.  Probably  a  few  could  do  so,  but,  on  the  other 
hand,  many  could  not.  It  might  be  necessary  for  some  roads  to  refund 
on  a  four  per  cent,  basis,  and  even  this  might  not  suffice  in  the  case  of 
others.  Is  there  not  at  least  a  good  chance  that  ten  years  from  now  the 
credit  of  solid  railroads  in  the  country  will  be  on  a  good  deal  better  than 
a  three  and  one-half  or  four  percent,  basis?  By  that  time,  if  the  signs 
of  the  times  are  not  deceptive,  there  will  have  gone  on,  in  the  case  of 
all  of  our  great  systems,  a  process  of  steady  growth  and  conservative  up- 
building which  will  have  had  the  effect  of  removing  from  the  region  of 
the  speculative  into  the  region  of  strict  investment  many  securities  now 
somewhat  despised. 

Hence,  anticipation  of  maturity  of  bonds  on  the  principle  of  the 
plans  announced,  by  the  issue  of  a  long-term  bond  now  on  such  terms 
as  will  induce  existing  owners  of  the  high-rate  bonds  to  convert  before 
maturity,  may  not  be,  on  the  whole,  a  wise  operation  for  other  roads. 
Lake  Shore  and  New  York  Central  stockholders  may  some  day  regret 
that  the  directors  placed  a  ioo-year  mortgage  on  the  property  bearing 
so  high  a  rate  as  three  and  one- half  per  cent.  It  is  possible  that, 
when  the  great  bulk  of  the  outstanding  sevens  mature,  these  very  three 
and  one-half  per  cent,  bonds  may  be  selling  on  not  far  from  a  three 
per  cent,  basis.  The  possibilities,  in  fact,  seem  to  lie  chiefly  on  the 
side  of  an  advance  in  railroad  credit  from  its  present  level,  and  this  is 
the  chief  argument  against  any  hasty  conversions  before  maturity.  It 
is  doubtful  if  anything  will  be  lost  by  stockholders  in  any  honestly- 
managed  American  road  by  waiting  until  almost  the  last  moment  be- 
fore taking  steps  to  refund  maturing  bonds. 

The  ideal  position  for  stockholders  of  a  railroad,  as  far  as  its  bonds 
are  concerned,  is  to  have  these  bonds  sell  at  not  much  above  par,  and 
the  rate  of  interest  paid  should  be  such  as  to  keep  bonds  about  at  this 
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level.  Why  should  it  be  a  source  of  gratification  to  the  owners  of  a 
property  to  have  its  obligations  quoted  at  high  premiums,  when  this  fact 
simply  shows  that  the  company  is  paying  a  higher  rate  of  interest  than 
it  really  needs  to  pay?  This  rather  suggests  a  solution  of  the  refunding 
difficulty  which  would,  perhaps,  secure  to  the  owner  of  railroad  proper- 
ties the  maximum  of  benefit  from  the  refunding  of  their  high-rate  obliga- 
tions. 

Let  a  railroad  company  which  has  bonds  maturing  at  intervals  be- 
ginning next  year  go  upon  the  principle  of  dealing  with  each  batch  as 
it  comes  due,  on  the  best  terms  possible.  Let  it  make  one  large  refund- 
ing mortgage,  designed  to  take  the  place  of  the  maturing  bonds,  which 
mortgage  should  be  made  for  a  period  of  not  more  than  twenty-five 
years.  It  should  be  made  at  no  fixed  rate  of  interest,  but  should 
be  issued  from  time  to  time  in  the  amounts  required,  at  any  rate  of  in- 
terest that  might  be  determined  upon  by  the  directors.  Thus  the 
directors  would  be  in  a  position  to  secure  to  the  stockholders  all  the 
advantages  arising  from  improvement  in  the  credit  of  the  property.  As 
it  would  be  necessary  to  issue  some  of  these  bonds  in  the  near  future, 
the  advantage  of  placing  stockholders  in  a  position  to  revise  the  terms 
of  interest  on  their  obligations  twenty-five  years  hence  is  obvious. 

The  making  of  long-term  bonds — that  is,  for  the  periods  longer  than 
fifty  years — has  many  and  great  disadvantages.  The  experience  of 
British  railroads  with  their  irredeemable  debentures  and  similar  obli- 
gations selling  at  enormous  prices  with  no  possibility  of  relief  to  the 
stockholder  is  a  warning  in  this  respect.  Credit  generally  is  not  going 
to  depreciate  much  in  the  future,  and  American  railroads  seem  on  the 
eve  of  establishing  their  credit  in  the  eyes  of  the  world. 

Ten  or  fifteen  years  ago  London  &  North  Western  directors  would 
have  smiled,  if  anyone  had  told  them  that  in  1897  their  three  percent, 
obligations  would  sell  at  118.  They  would  have  had  more  reason  to 
smile  than  would  directors  in  a  good  American  road,  if  told  to  day  that 
ten  years  from  now  the  credit  of  their  road  will  be  on  a  three  per  cent, 
basis.  It  does  not  do  to  neglect  important  possibilities  for  the  sake  of 
comparatively  unimportant  probabilities.  The  future  seems  to  hold  a 
great  improvement  in  American  railroad  credit.  Prudence  dictates 
such  present  adjustment  that  full  advantage  can  be  reaped  therefrom. 
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ELECTRIC  TRACTION  UNDER  STEAM-RAIL- 
WAY CONDITIONS. 


By  Charles  Henry  Davis. 

THE  determination  of  the  desirability  or  undesirability  of  sub- 
stituting electric  traction  for  steam  on  parts  of  some  American 
railway  systems  is  a  matter  of  constantly  increasing  impor- 
tance ;  and  on  many  projected  lines  the  question  whether  steam  or 
electricity  shall  be  used  is  a  problem  that  must  now  be  solved,  although 
in  the  past  there  was  no  question  as  to  which  should  be  adopted.  We 
shall  probably  see  during  the  next  ten  years  a  large  increase  in  the 
substitution  of  electricity  for  steam  on  railways.  This  change  is  fore- 
shadowed by  the  present  electrical  equipment  of  elevated  railways  in 
Chicago  ;  by  the  overhead  trolley  and  third-rail  experiments  of  the 
New  York,  New  Haven  &  Hartford  Railroad  Company ;  by  the 
operation  of  several  branch  lines  of  the  Pennsylvania  Railroad  Com- 
pany with  electric  motors;  and  by  the  present  active  discussions, 
among  steam-railway  engineers  and  managers,  of  the  details  of  first 
cost,  operating  expenses,  and  methods  of  electric  traction.  The  Illi- 
nois Central  Railroad  Company  is  again  examining  into  the  possible 
advantages  of  electric  motor  cars  for  its  express  and  local  suburban 
passenger  business  out  of  Chicago.  They  contemplated  this  change 
during  1892,  but  abandoned  the  idea  as  undesirable  at  that  time. 
Their  problem,  together  with  the  views  of  prominent  electric  manufac- 
turing companies,  is  outlined  in  an  interesting  paper  by  John  Findley 
Wallace,  chief  engineer  of  the  road,  read  before  the  American  Society 
of  Civil  Engineers  (meeting  of  February  3,  1897). 

The  Pennsylvania  Railroad  and  the  New  York,  New  Haven  & 
Hartford  Railroad  have  terminals,  the  first  in  Philadelphia,  the  second 
in  Boston,  where  it  would  be  desirable  and  interesting  to  study  the 
relative  merits  of  the  two  systems.  Both  points  offer  the  greatest  pos- 
sibilities for  the  use  of  electricity,  because  of  the  large  suburban 
passenger  service  requiring  frequent  trains  over  short  distances. 

In  making  a  comparison  of  the  use  of  steam  locomotives  and  elec- 
tric motors  as  motive  powers,  it  will  be  found,  in  general,  that,  where 
the  units  of  transportation  are  many,  light,  and  frequent,  and  operated 
over  short  distances,  the  use  of  electricity  will  result  in  lower  first  cost 
and  operating  expenses,  and  will  be  more  desirable  in  many  ways ; 
while  with  units  that  are  few,  heavy,  and  infrequent,  and  operated 
over  long  distances,  the  use  of  steam  locomotives  will  result  in  lower 
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first  cost  and  operating  expenses,  and  prove  more  desirable.  Though 
this  general  statement  is  often  modified  by  special  conditions,  it  will 
generally  govern  in  determining  changes  from  steam  locomotives  to 
electric  motors,  or  the  choice  of  one  or  the  other  in  the  case  of  newly- 
projected  roads. 

The  subject  can  be  treated  under  two  heads :  (a)  new  roads  to  be 
built ;  (£)  old  steam  roads  to  be  partially  or  entirely  changed  over. 
Having  determined  the  factors  that  control  the  solution  of  any  prob- 
lem under  (a),  we  can  then  discuss  the  additional  conditions  which 
should  affect  our  conclusions  when  considering  a  problem  under 

In  either  a  new  or  an  old  line  there  is  a  limiting  factor  which 
sometimes  precludes  the  possibility  of  using  electric  traction, — the 
transmission  of  electric  power  from  the  station  to  the  motor.  Some 
problems  show  at  once  that,  owing  to  the  long  distance  and  infre- 
quent trains  of  great  weight,  electric  transmission  of  power  would  be 
entirely  too  costly.  Just  where  the  line  occurs  is  hard  to  define,  as 
it  depends  upon  distance,  amount  of  power,  frequency  of  trains,  and 
their  weight.  A  few  years  ago  it  was  considered  that  about  ten  miles' 
radius  was  the  limit  for  one  power  house  ;  this  was  before  the  days  of 
"boosters"  and  multiphase  currents.  Without  trying  to  define  the 
exact  limit  beyond  which  electricity  would  be  injudicious,  we  can 
state  that,  except  for  suburban  traffic,  and  interurban  traffic  between 
towns  a  short  distance  apart,  electric  traction  is  to-day  too  costly 
both  as  to  original  investment  and  operating  expenses.  These  facts 
cut  out  the  freight  business  of  steam  railways,  so  that,  should  elec- 
tricity be  used  for  suburban  passenger  business,  the  local  freight  busi- 
ness would  be  handled  by  steam  locomotives,  which  would  also  be 
used  in  other  service.  Express  and  mail  business  are  not  treated  in 
this  article.  As  suburban  traffic  can  be  considered  to  lie  within 
twenty  miles  of  the  center  of  population  (more  often  ten  miles  and 
never  exceeding  thirty),  electric  traction  is  always  worth  consideration. 
The  present  discussion  is  confined  to  these  general  principles  and  their 
limitation  of  the  comparison  between  the  two  systems ;  in  a  second 
paper,  to  appear  in  the  next  issue  of  The  Engineering  Magazine,  we 
will  consider  the  comparison  in  detail. 

It  is  not  the  purpose  in  either  article  to  give  the  actual  costs  and 
expenses,  or  their  percentages,  except  when  required  to  demonstrate  a 
given  point,  but  to  show  whether  a  given  item  will  be  relatively 
higher  or  lower  in  comparing  the  systems. 

The  reduction  of  first  cost  to  a  minimum  consistent  with  work 
best  suited  for  the  purpose  is  of  great  importance  in  the  construction 
of  any  line.  No  increase  is  justifiable,  unless  it  will  prove  a  profitable 
investment  in  itself;  no  decrease,  however,  is  justifiable,  if  the  larger 
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expenditure  promises  larger  profit ;  where  expenditures  can  be  de- 
creased, without  materially  lessening  immediate  traffic  or  adding  to 
operating  expenses,  such  decrease  should  be  made.  The  importance 
of  this  is  seen  when  we  remember  that  the  fixed  charges  (interest  on 
bonds  and  rentals)  are  really  a  part  of  the  cost  of  manufacturing 
transportation, — to  borrow  an  expression  from  an  eminent  authority  ; 
they  are,  in  fact,  one  of  the  largest  items  in  the  total  cost  of  running 
a  railway  system  ;  they  increase  in  a  somewhat  faster  ratio  than  the 
cost  of  the  line,  and  are  the  same  every  year,  whether  business  is  good  or 
bad;  and  we  therefore  emphasize  the  importance  of  reducing  the  first  cost 
to  the  lowest  amount  consistent  with  true  economy,  and  of  increasing 
the  traffic  to  its  maximum,  so  that  the  fixed  charges  may  be  a  smaller 
percentage  of  the  gross  receipts.  It  must  be  remembered,  however, 
that  the  gross  receipts  are  often  enormously  increased  by  extraordinary 
expenditures,  in  which  case  large  investments  may  be  warranted,  such 
as  terminals  at  or  near  large  centers  of  population,  shortening  of  line 
for  moral  effect  and  saving  of  time  in  competition,  adopting  new 
methods  as  an  inducement  to  increased  use,  etc.  An  idea  of  the 
weight  which  should  be  given  to  this  part  of  the  subject  will  be  had 
by  the  following  comparison  of  steam-railway  operations  : 

Average.   High.  Low. 


Per  Cent.  Operating  Expenses  

  65 

-0 

55 

'«           Net  Receipts    

  35 

45 

3° 

Fixed  Charges  

  25 

45 

14 

"      *'  Profit  

16 

4 

Examining  the  above  table,  which  is  not  supposed  to  show  highest 
and  lowest  figures,  but  averages  under  ordinary  conditions,  we  see  the 
importance  of  the  item  of  fixed  charges,  and  the  importance,  therefore, 
of  reducing  first  cost.  It  will  be  shown  in  these  articles  that  the  first 
cost  of  electric  roads  will  almost  always  exceed  the  first  cost  of  steam 
roads, — a  decided  disadvantage.  In  a  few  cases,  however,  electric 
roads  will  involve  lower  first  cost, — namely,  where  the  units  are  light 
and  very  frequent,  and  where  the  stops  are  very  frequent  ;  but,  in  gen- 
eral, the  inducement  to  adopt  electricity  instead  of  steam,  or  to  discard 
the  latter,  will  be  the  increased  travel  which  undoubtedly  comes,  in  a 
greater  or  less  degree,  to  roads  using  electric  motors. 

The  fact  that  usually  the  first  cost  and  the  total  expenses  will  be 
greater  with  electricity  than  with  steam  might  lead  us  to  discard  the 
thought  of  using  the  former  under  any  circumstances,  were  it  not  for  the 
question :  How  will  our  gross  receipts  be  affected  by  the  use  of  one 
or  the  other  system?  Leaving  for  the  second  paper  the  demon- 
stration of  the  comparative  cost  of  installation  and  operation  under  each 
system,  and  accepting  for  the  present  the  general  conclusion  that  the 
showing  on  this  side  is  against  the  electric  system,  we  will  pass  to  the 
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examination  of  the  other  side  of  the  books.  If  by  using  electric  trac- 
tion we  can  sufficiently  increase  the  gross  receipts  percar-or  train- mile 
and  per  mile  of  road,  we  can  afford  to  pay  for  the  additional  first  cost 
and  greater  total  expenses.  This  is  the  vital  question  and  the  real  one 
at  issue,  although  usually  not  so  considered.  Our  discussion  is  limi- 
ted to  passenger  receipts.  Within  the  scope  of  a  magazine  article  we 
can  give  only  a  general  idea  of  the  many  elements  which  affect  this 
question. 

By  examining  statistics  of  steam  railways  we  find  that  the  volume 
of  travel  is  influenced  by  such  features  as  the  following  :  convenient 
location  of  stations  with  respect  to  centers  of  population  ;  length  of 
line  ;  proximity  of  terminals  to  the  centers  of  population  ;  number  of 
trains  ;  (the  four  points  just  mentioned  have  an  overwhelming  effect 
on  short-haul  traffic)  ;  good  road-bed  and  track  neatly  kept ;  hand- 
some commodious  stations,  with  first  class  appointments  and  service  ; 
comfortable  and  luxurious  cars ;  block  signals ;  cleanliness,  etc. 
Profit  is  proportional  to  success  in  obtaining  that  travel  which 
enables  each  train  to  run  full,  for  the  cost  of  a  train-mile  is  not 
affected  by  the  number  of  seats  taken  ;  and  it  is  this  travel  which  is 
obtained  by  a  line  giving  weight  to  its  "  location  "  and  "  appoint- 
ments "  In  freight  competition  between  railways  the  rates  are  ulti- 
mately dependent  upon  the  cost  from  ' '  consignor  to  consignee, ' '  not 
from  station  to  station,  and  the  railroad  eventually  pays  the  additional 
cost  of  lighterage,  switching,  cartage,  etc.,  and  the  profit  thereon, 
whether  by  actual  difference  in  rates  or  loss  of  business.  The  same  is 
true  in  passenger  traffic,  as  will  be  seen  by  free  omnibuses,  reduction 
in  rates,  etc.  If  you  can  take  the  passenger  up  at  his  own  door  and 
set  him  down  at  his  place  of  destination,  you  have  not  only  suited  his 
convenience  (and  thus,  as  we  shall  see,  induced  him  to  travel  oftener), 
but  have  secured  those  receipts  which  otherwise  would  have  gone  to 
omnibuses,  hackmen,  and  street-car  lines.  This  the  steam  railways 
have  failed  to  do,  and  it  is  clear  that  they  cannot  altogether  do  away 
with  these  feeders  natural  to  their  peculiar  modes  and  conditions  of 
traffic  ;  but  there  is  little  room  to  doubt  that  in  many  cases  steam  rail- 
ways can  modify  their  present  methods,  for  surburban  traffic  out  of 
large  centers  of  population  and  for  interurban  passenger  traffic  on 
branch  lines  between  centers  of  population,  by  the  use  of  electricity, 
paying  the  additional  first  cost  and  greater  total  expenses  out  of  the 
probable  (we  might  say  certain)  enormous  increase  in  their  gross  re- 
ceipts. This,  I  believe,  can  be  accomplished  only  by  a  radical  change  in 
the  present  methods  of  operation,  making  them  approach,  on  parts  of 
the  system,  the  present  "  leave-at-your-door  "  plan  of  our  street  rail- 
ways, while  keeping,  on  the  rest  of  the  system,  the  present  methods  of 
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steam  railways  with  possibly  some  minor  modifications.  To  accom- 
plish this  to  advantage,  the  use  of  electricity  will  probably  prove  ad- 
visable, although  in  some  instances  a  combination  of  electricity  with 
steam  might  give  the  best  results.  Let  us  consider  some  of  the  figures 
bearing  on  our  problem. 

The  Pennsylvania  Railroad  originally  spent  about  $5, 000,000  for 
its  Broad  street  terminal ;  the  great  St.  Louis  bridge  and  Union  Sta- 
tion cost  many  more  millions  ;  while  the  Market  street  terminal  of  the 
Philadelphia  &  Reading  Railroad,  the  Union  Station  of  the  Boston 
&  Maine  Railroad  systems,  the  Southern  Union  Station  of  the 
New  York,  New  Haven  &  Hartford  Railroad  in  Boston,  and  the 
Grand  Central  Station  in  New  York  are  proofs  of  the  millions  of 
dollars  spent  by  railway  companies  to  locate  their  terminals  at  or  near 
the  centers  of  population.  These  expenditures  were  incurred  almost 
entirely  for  the  sake  of  increasing  the  suburban  passenger  traffic, 
although  giving  a  decided  stimulus  to  through  and  competitive  busi- 
ness. In  my  opinion,  our  steam-railway  companies  can  afford  to  double 
(to  use  a  broad  and  inaccurate  expression)  these  investments  to  ac- 
complish what  has  been  suggested  above,  reaping  a  handsome  return 
from  the  increased  gross  receipts  from  the  passenger  traffic  now  handled 
by  electric  street  railways. 

Taking  the  New  England  States  as  a  basis  for  comparison, — for 
there  we  shall  find  the  shortest  hauls,  the  most  dense  population,  and 
the  greatest  number  of  trains, — we  glean  from  "Poor's  Manual  "  the 
following  figures : 

STEAM  RAILWAYS  IN  THE  NEW  ENGLAND  STATES. 
(Me.,  N.  H.,  Vt.,  Mass.,  R.  I.,  Conn.) 


1894. 

1895- 

Length  of  line  operated  (miles)  

7,452 

7,"59 

Passenger  train  mileage  

3I.°97,374 

30,266,737 

128,545,855 

116,069,178 

4.13 

384 

1,842,924,000 

1,856,263,668 

Passenger  earnings— total  ($)  

34,462,989 

34,224,725 

«*          "     per  passenger  per  mile  (cents) 

1.87 

1.84 

Passenger  earnings,  average  total  each  passenger 

26.81 

2948 

IIO.82 

1 1307 

Passenger  earnings,  per  mile  of  road  {$)  

4,625 

4,468 

Average  number  of  passengers  carried  per  mile 

17,250 

15.155 

Average  number  of  passenger-miles  per  train- 

59.26 

61.33 

14  34 

»5  99 
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From  statistics  of  street  railways  in  New  England  operated  ex- 
clusively by  electricity,  including  all  from  which  reliable  data  could 
be  obtained,  the  writer  has  compiled  the  following  tables : 

ELECTRIC  STREET  RAILWAYS  (1895)  IN  THE  NEW  ENGLAND 

STATES. 

(Me.,  N.  H.,  Vt.,  Mass.,  R.  I.,  Conn.) 


State. 

Total  No.  of 
Roads  in  Slate. 

No.   of  Roads 
Taken. 

Total  Length 
of  Track. 

Total  Passen- 
gers Carried. 

Total  Passen- 
ger Receipts.!)) 

Maine  

N.  H 

Vt  

5 

4 

7 

23 

9 
3 

89  43 
44.OO 

8,963,387 
3.299,»5 

478,959 
161,271 

R.  I 

Conn  

37 
4 
18 

612.69 
I02.36 
265.02 

74,241,633 
30,204,653 
37,684,559 

3,692,843 
1,498,963 
1,809,646 

Totals. . 

118 

71 

I"3  5o 

154,393.347 

7,641,682 

Length  of  track  operated  (miles). 
Car  mileage  


«.»3-5 


7,641,682 

495 

6,862 
138,718 


Total  passengers  carried  154,393,347 

Passengers  carried  per  car-mile    

**  one  mile    

Passsenger  earnings — total  ($)  

'•  "      per  passenger  per  mile  

'«  *'      average  total  each  passenger  per  trip  (cts. ). 

'*  »•       per  car-mile  

•«  •*      per  mile  of  road  ($ )  

Average  number  of  passengers  carried  per  mile  of  track  

"  M         j>assenger-miles  per  car-mile  

"       distance  traveled  per  passenger    

It  is  regrettable  that  there  are  so  many  blanks  in  the  above  table. 
The  exact  car-mileage  of  electric  roads  for  1895  not  being  ascertain- 
able at  this  writing,  this  item  is  necessarily  omitted,  as  well  as  others 
depending  upon  it.  But  these  figures  are  not  essential  to  the  purpose  in 
hand.  In  comparing  the  two  tables,  we  must  remember  that  the  steam 
roads  include  every  road  in  the  section,  while  many  electric  roads  are 
omitted,  and  that,  in  the  case  of  the  steam  roads,  length  of  "  line  " 
is  given,  while,  in  the  case  of  the  electric  roads,  length  of  "  track  " 
is  given.  Therefore  the  following  ratios,  steam  roads  figuring  as  i, 
are  only  approximate : 

Length  1  to  .14 

Passengers  carried  1  "1.33 

Total  receipts  I  "  .22 

Receipts  per  passenger  per  trip  I  "  .16 

Receipts  per  mile  1  "  1.53 

Number  of  passengers  per  mile  I  "9.15 

The  average  number  of  passengers  per  car-mile  carried  by  the  roads 
of  Massachusetts  in  1896  was  about  6  (5.95).     Statistics  of  all  the 
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street  roads  in  New  England  would  show  the  number  of  passengers 
carried  to  be  four  times  as  great  as  the  number  carried  by  the  steam 
roads.  Assuming  the  same  ratio  between  passengers  and  car-miles, 
there  were  25,732,224  car-miles  operated  by  the  electric  roads, 
standing  to  steam-road  train-mileage  as  1  to  .71,  or,  assuming  an  aver- 
age of  4.5  cars  per  train,  as  1  to  .15  car-miles.  As  it  is  impossible 
to  determine  the  average  length  of  passenger- trip  on  a  street  rail- 
way, we  can  never  arrive  at  the  receipts  or  cost  per  passenger  mile. 

The  characteristics  brought  out  by  these  figures  are  the  enormous 
number  of  passengers  per  mile,  the  large  receipts  per  mile  of  road  and 
per  car-mile,  and  the  greater  total  number  carried,  on  electric  roads. 
The  steam  road  gets  greater  receipts  per  trip,  but  carries  each  passenger 
a  longer  distance,  and  has  to  run  a  disheartening  number  of  cars  or 
train-miles  for  the  passengers  carried.  The  difference  is  due  to  the 
short  trips,  high  fare  per  passenger-  and  car-mile,  and  the  "  leave-at- 
your-door"  service,  of  electric  roads.  As  our  argument  is  confined, 
for  reasons  stated,  to  surburban  and  interurban  short  hauls,  we  think 
it  plain  from  what  goes  before  that  the  adoption  of  electricity  as  a 
mode  of  operation,  with  the  additional  change  to  the  prevailing 
methods  of  our  present  street  railways  giving  nearly  the  same  class  of 
service,  (combined  or  not  with  steam  locomotives  as  the  case  may  re- 
quire), will  result  to  the  steam  roads  in  an  enormous  increase  of  the 
total  passengers  carried,  passengers  per  car-mile  and  rate  received  per 
mile,  and  will  shorten  the  length  each  passenger  is  hauled  ;  and,  by 
thus  increasing  the  gross  receipts,  will  more  than  pay  for  the  ad- 
ditional investment.  If  this  cannot  be  done  in  any  given  case,  then 
it  will  not  pay  to  make  the  change. 

The  conclusion  is  that  electric  traction  can  be  profitably  used  : 

(1)  Where  units  are  so  light  and  so  frequent,  and  carried  so  short 
distances,  that  steam  locomotives  cannot  be  furnished  at  lower  first 
cost  or  operated  more  cheaply,  as  in  the  plain  case  of  a  street  rail- 
way ; 

(2)  Where  the  gross  receipts  will  be  so  increased  by  the  change 
of  system  and  the  mode  of  operation  as  to  more  than  pay  for  the  in- 
creased first  cost  and  operating  expenses  per  car-mile,  as  in  the  case  of 
suburban  steam  systems  running  out  of  our  great  cities  and  interurban 
systems  between  large  towns  situated  a  few  miles  apart ; 

(3)  Where  competition  of  parallel  electric  roads  compels  the 
change  to  save  what  traffic  there  is,  irrespective  of  the  question  whether 
it  will  be  more  profitable ; 

(4)  Where  higher  speeds  are  required  than  can  be  attained  by 
steam  locomotives.  (This  case  has  not  been  discussed  in  this  article  ; 
it  will  be  taken  up  in  another  paper.) 
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Should  an  existing  line  make  the  change,  the  item  of  loss  from  dis- 
carding old  equipment,  etc.,  must  be  taken  into  consideration  ;  other- 
wise the  problem  remains  the  same.  In  many  cases  such  equipment 
can  be  used  on  other  parts  of  the  system.  Steam -railway  managers 
should  avoid  making  the  mistake  which  took  place  in  the  change  from 
horse  traction  to  electric  traction, — namely,  of  trying  to  reduce  the 
first  cost  of  changing  by  the  use  of  old  methods,  material,  and  equip- 
ment, which,  although  entirely  suited  to  the  old  system,  proved  most 
unsatisfactory  under  the  new  conditions.  The  old  equipment  partly 
made  over  will  not  do.  There  must  be  new  trucks,  and  new  and 
lighter  car  bodies,  hung  lower  for  greater  ease  of  entrance  and  de- 
parture. Old  methods  of  operation  must  be  discarded,  and  new  ones 
substituted.  A  change  of  system  may  necessitate  additional  tracks, 
which  should  be  provided  even  at  large  cost.  The  nearer  the  approach 
to  the  "  leave  at-your-door  "  service,  the  greater  the  success. 

Let  us  consider  some  examples  where  it  is  probable  that  electricity 
could  be  substituted  with  profit,  remembering  that  more  thorough  in- 
vestigation might  show,  in  this  or  that  case,  that  the  change  is  unde- 
sirable. 

Suburban  service  of  the  Pennsylvania  Railroad,  out  of  Philadel- 
phia, as  follows : 

P. ,  W.  &  B.  Division  to  Wilmington. 

Main  Line  "      "  Paoli. 

Germantown  &  Chestnut  Hill       <«      "  Chestnut  Hill. 

Reading  "      "  Norristown. 

U.  R.  Rs.  of  N.  J.  "      "  Tacony. 

Westchester  "      "  West  Chester. 

By  the  use  of  multiphase  current  and  rotary-transformer  sub-sta- 
tions, one  power  house,  located  conveniently  on  the  Schuylkill  river, 
could  take  care  of  such  a  system  ;  from  these  sub-stations  direct  cur- 
rent at  500  volts  would  be  fed  into  the  trolley  or  third-rail  line.  The 
equipment  should  be  entirely  new ;  cars  of  the  same  seating  capacity, 
but  lower  and  of  lighter  construction,  should  be  used  ;  the  bridge  over 
the  Schuylkill  river  into  Broad  Street  Station  should  be  widened  by 
four  additional  tracks;  main  line  and  U.  R.  Rs.  of  N.  J.,  by  two 
tracks,  each  ;  P.  W.  &  B.  should  have  a  total  of  four  tracks ;  Ger- 
mantown &  Chestnut  Hill,  Reading,  and  West  Chester  should  each 
have  a  total  of  three  tracks ;  all  tracks  should  be  equipped  electrically, 
although  some  of  them  would  be  used  by  steam  locomotives  hauling 
freight  and  through  passenger  trains,  and  some  or  all,  at  times,  by  both 
systems.  Two  tracks  should  be  laid  in  the  street  from  Broad  Street 
Station  to  the  Schuylkill  bridge  coming  to  railroad  grade  at  that 
point ;  the  cars  running  over  these  tracks  should  operate  from  the 
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Delaware  river  out  Market  street,  by  trackage  arrangement  with  the 
street  railway  or  by  special  franchise,  the  street  being  wide  enough  for 
four  tracks ;  they  should  be  run  as  any  street-railway  line  is  run  to-day, 
and  continue  out  on  the  extra  tracks,  provided  above,  as  far  as  circum- 
stances might  warrant,  and  should  be  extended  as  travel  required  ; 
right  of  way  should  be  prepared,  so  that  passengers  could  leave  or  en- 
ter these  cars  at  any  point  along  the  line.  Local  stations  should  be 
provided,  in  some  cases  much  closer  than  at  present,  at  which  pas- 
sengers, on  the  cars  mentioned  above,  could  change  to  electric  cars 
stopping  only  at  said  stations,  or  to  express  electric  trains  stopping  at 
fewer  points,  all  being  done  by  the  payment  of  a  single  fare.  It  will 
be  seen  that  this  is  a  combination  of  the  street  railway  on  the  outside 
tracks  with  the  local  and  express  service  of  a  steam  road  on  the  inside 
tracks,  while  the  through  locomotive  trains  operate  on  the  middle 
tracks.  The  proposition  is  a  radical  one,  is  advanced  as  such,  and 
will  bear  close  investigation  and  study ;  the  expense  would  be  enor- 
mous, but  the  gross  receipts  from  such  a  system  of  street  railways,  ac- 
cumulating passengers  for  the  rapid-transit  system  connected  so  inti- 
mately with  it,  would  also  be  enormous, — in  fact,  I  believe,  far  in 
excess  of  anything  yet  accomplished  in  transportation  of  passengers. 

The  same  treatment  of  the  following  terminals,  with  modifications 
to  suit  each  case,  would  be  worth  studying  : 

New  York,  New  Haven  &  Hartford  Railroad,  out  of  Boston  ; 

Boston  &  Maine,  out  of  Boston  ; 

Philadelphia  &  Reading,  out  of  Philadelphia ; 

Harlem,  New  York  Central  &  Hudson  River,  and  New  York, 
New  Haven  &  Hartford  Railroad  Companies,  out  of  New 
York  city ; 

Central  Railroad  Company  of  New  Jersey,  out  of  Jersey  City  ; 

Illinois  Central  Railroad,  out  of  Chicago. 
It  must  not  be  inferred  that  in  any  of  these  cases  investigation 
would  prove  the  expense  warranted, — especially  that  of  laying  addi- 
tional tracks.  It  is,  however,  my  judgment  that  in  most  cases  addi- 
tional tracks  would  be  necessary  to  make  the  system  profitable.  Many 
examples  might  be  given  of  interurban  steam  railway  systems  where 
investigation  might  show  that  it  would  be  profitable  to  change  to  elec- 
tric traction.  In  concluding  the  general  discussion,  and  before  taking 
up  the  detailed  examination  to  follow  next  month,  emphasis  must  be 
placed  upon  the  importance  of  radical  changes  in  present  steam- 
railway  methods  to  make  the  change  to  electricity  pay.  Electric 
traction  in  connection  with  existing  tracks  and  equipment  and  under 
existing  operative  methods  will  result  in  heavy  loss  and  ultimate 
abandonment  of  the  change — possibly  even  in  disaster. 
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By  C.  P.  Mac  Kit. 

THE  attention  now  being  paid  to  scientific  irrigation  is  only 
another  case  of  history  repeating  itself.  In  fact,  in  the  United 
States  and  Mexico,  irrigation  was  practised  extensively  long 
before  the  beginning  of  authentic  history.  At  the  time  of  the 
Spanish  invasion  of  Mexico,  the  Indians  in  those  parts  of  that  country 
where  the  population  was  greatest  were  dependent  upon  this  method  of 
agriculture  for  a  large  part  of  the  cereals  and  cotton  which  played  so 
important  a  part  in  their  economy.  As  the  same  method  had  been 
employed  from  time  immemorial  in  old  Spain,  it  followed  that,  on  the 
partition  of  the  soil  among  the  Spanish  conquerors,  irrigation  became 
almost  the  basis  of  their  agriculture,  and  has  continued  so  to  be,  on  a 
constantly-expanding  scale,  for  the  three  hundred  and  fifty  years  that 
have  elapsed  since  their  final  occupation  of  the  Mexican  territory. 

With  the  extension  of  railway  lines  and  the  notable  impulse  given  to 
agricultural  enterprise  within  the  last  twenty  years,  Mexican  land  owners 
have  improved  more  and  more  upon  the  earlier  methods,  and  have,  to  an 
increasing  extent,  applied  the  principles  of  engineering  science  to  the 
methodical  cultivation  of  the  large  tracts  into  which  their  holdings  are 
usually  divided.  While  these  increased  facilities  are  opening  up  new 
and  extensive  regions  among  the  fertile  lands  of  the  coasts,  the  great 
land -owners  of  the  plateau,  where  tillage  was  conducted  on  antiquated 
lines,  are  responding  to  the  same  impulse  of  progress  by  more  scienti- 
fic employment  of  their  peculiar  advantages.  The  present  article  de- 
scribes a  typical  modern  enterprise  of  this  nature,  — the  largest  as  yet 
undertaken  in  the  republic,  but  probably  only  the  first  of  a  series  of 
similar  undertakings  to  be  established  there. 

The  great  plain  of  northern  Mexico  embraces  nearly  the  whole  of  the 
States  of  Chihuahua  and  Coahuila,  being  bounded  east  and  west  by 
the  Sierras  of  the  Pacific  and  Gulf  coasts  respectively.  It  consists  of 
two  water  sheds, — that  of  the  Rio  Grande  to  the  north,  and  the  so- 
called  Desert  of  the  Rolson  de  Mapimi  in  the  south.  It  is  about  400 
miles  wide  by  600  long,  and  maintains  a  general  level  of  about  4,000 
feet  above  the  sea,  although  much  broken  by  local  mountain  ranges. 
The  Holson  de  Mapimi  has  much  the  same  formation  as  the  basin  of 
the  Great  Salt  Lake.  It  receives  the  drainage  of  all  the  eastern  slopes 
of  the  Durango  Sierras  and  the  western  slopes  of  the  Coahuila  ranges, 
but  possesses  no  outlet.  As  a  consequence,  throughout  its  whole  area, 
the  rivers  run  into  broad,  shallow  lakes,  whence  the  waters  are  gradu- 
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ally  lost  by  evaporation  during  the  dry  season.  Of  these  rivers,  the 
largest  is  the  Nazas,  which  has  a  course  of  nearly  three  hundred  miles 
from  its  source  to  where  it  is  dispersed  over  the  shallows,  called  on 
modem  maps  Lake  Mayran.  Sixty  or  seventy  years  ago  the  Nazas 
discharged  its  waters  into  a  series  of  extensive  lagoons,  occupying 
what  is  now  the  fertile  Laguna  district  of  Durango  and  Coahuila,  still 
often  depicted  on  the  maps  as  Lake  Cayman.  About  that  time  a  phe- 
nomenal and  long-continued  rain-fall  so  overcharged  the  then  bed  of 
the  Nazas  as  to  cause  it  to  open  a  new  course  and  leave  the  Cayman 
lagoons  thirty  miles  on  one  side.  In  the  course  of  years  these  lagoons 
were  converted  into  a  mesquite  wilderness,  almost  dead  level  and  com- 
posed of  a  deposit  of  the  finest  detritus,  of  unknown  depth.  The 
central  depression  of  this  lake-bed  filled  a  broad  valley  running  north 
and  south  and  surrounded  by  a  parallelogram  of  mountains.  The  area 
thus  comprised  was  about  two  hundred  and  ten  square  miles  of  pure 
vegetable  loam,  locally  known  as  the  Lake  of  Tlahualilo.  This  cu- 
enca,  or  bowl,  was  the  spot  chosen  about  six  years  ago  for  the  estab- 
lishment of  the  great  irrigation  enterprise  now  under  review. 

The  problems  involved  called  for  courage  and  high  administrative 
qualities,  as  well  as  technical  engineering  knowledge.  It  had  early 
developed  that  the  lands  left  dry  by  the  changed  course  of  the  river 
were  of  extraordinary  fertility,  and  a  half  a  century  ago  those  tracts 
immediately  adjacent  to  the  river  had  been  taken  up  and  brought 
under  irrigation  after  the  rough  methods  then  practised.  The  result 
was  that  by  1890  about  250,000  acres  of  this  land  were  under  ditch, 
and  the  region  was  producing  the  greater  part  of  the  cotton  grown  in 
Mexico,  as  well  as  heavy  crops  of  corn  and  wheat.  The  Tlahualilo 
basin  was  known  to  be  the  richest  portion  of  this  district,  but  the 
thirty  miles  of  sun-baked  desert  separating  it  from  the  present  course 
of  the  river  presented  an  obstacle  to  its  utilization  which  proved  too 
formidable  for  the  then  cultivators  of  the  Laguna  country.  In  1889 
a  project  was  formulated  for  carrying  a  ditch  across  the  intervening 
desert  to  the  head  of  the  Tlahualilo  cuenca,  and  converting  the  whole 
of  the  latter  area  into  a  huge  hacienda.  Don  Juan  Llamedo,  a  prom- 
inent Spanish  capitalist  and  landed  proprietor  of  Mexico  City,  was 
invited  to  realize  this  plan,  and  the  unfailing  public  spirit  and  far- 
sighted  patriotism  of  President  Diaz  aided  the  enterprise  by  the  con- 
cession of  the  water  privileges  and  rights  of  domain  necessary  for  its 
success.  Preliminary  survey  showed  that  the  lowest  level  of  the  basin 
to  be  irrigated  was  about  one  hundred  feet  below  the  point  on  the 
River  Nazas  which  it  was  proposed  to  dam ;  that  the  main  canal,  on 
account  of  topographical  conditions,  would  require  a  development  of 
39  miles  ;  and  that  the  slope  of  the  lands  within  the  basin  was  such 
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rap  thrown  across  the  river  at  a  point  where  it  is  about  1,500  feet  wide 
at  flood.  From  this  dam  the  line  of  the  main  canal  was  traced  to  the  en- 
trance of  theTlahualilo  basin, — a  distance,  as  has  been  said,  of  39  miles. 
The  canal  was  given  a  width  of  72  feet  at  the  base,  a  depth  of  6}4 
feet,  and  a  grade  of  from  18  inches  to  3  feet  to  the  mile,  except  as  to 
one  section  to  be  later  referred  to.  It  terminated  in  a  distributing 
tank,  at  the  entrance  to  the  irrigable  area,  whence  it  bifurcated,  one 
arm  being  carried  along  the  western  side  of  the  basin  and  the  other 
along  its  eastern  side.  These  branches  preserved  the  same  average 
grade  ;  one  of  them  being  15  miles  long  with  a  width  of  30  feet  at 
the  bottom  and  a  depth  of  5  feet,  and  the  other  being  13  miles  long 
with  a  width  of  36  feet  at  the  bottom  and  a  depth  of  6  feet.  The 
area  thus  enclosed  as  a  beginning  was  approximately  90  square  miles, 
or  about  57,000  acres,  and  the  lines  of  the  side  canals  were  prolonged 
down  each  side  of  the  basin  until  they  met  at  its  farther  extremity, 
thus  encircling  all  of  the  available  land.  For  the  time  being,  how- 
ever, construction  was  limited  to  the  distance  above  referred  to.  The 
90  square  miles  which  were  to  l>e  first  irrigated  were  laid  out  in 
blocks  of  uniform  si/e,  each  one  containing  a  Mexican  sitiot — a  con- 
ventional area  measuring  a  Spanish  league  on  either  side,  and  embrac- 
ing about  4,338  English  acres.  This  was  accomplished  by  digging 
transverse  ditches  at  right  angles  to  the  side  branches,  and  running 
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that  al)Out  175  square 
miles  out  of  the  210 
composing  the  basin 
could  be  advantageous- 
ly irrigated.  A  com- 
pany was  formed  to  un- 
dertake the  work,  and 
the  organization  and 
execution  of  the  plan  of 
irrigation  was  entrusted 
by  SefSor  Llamedo  to 
Don  Jose  Far j as,  an 
officer  of  engineers  in 
the  Spanish  army.  An 
estate  of  more  than  20,  - 
000  acres,  lying  on  the 
River  Nazas  above  all 
existing  dams,  and  con- 
trolling the  water-sup- 
ply, was  purchased,  and 
a  dam  of  piles  and  rip- 
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from  one  to  the  other.  The  first  of  these  transverse  ditches  was  a 
Spanish  league  (2^2  miles)  from  the  distributing  tank ;  the  second, 
the  same  distance  farther  on  ;  and  so  on.  Each  of  them  was  25  feet 
wide  at  the  base  and  3J2  feet  deep.  These  transverse  ditches  were,  in 
turn,  connected  at  distances  of  half  a  Spanish  league  by  similar 
ditches  at  right  angles  to  the  "  transversals,"  but  parallel  with  the 
side  branches,  having  uniform  dimensions  of  13  feet  in  width  at  the 
bottom  and  3  feet  in  depth.  Finally,  these  parallels  were  connected, 
also  at  right  angles,  by  distributing  ditches  at  intervals  of  a  little 
more  than  800  feet,  with  dimensions  of  6}4  feet  in  width  at  bottom 
and  2  l/t  feet  in  depth.  From  this  description  and  the  accompanying 
map  it  will  be  seen  that  the  system  adopted  secured  absolute  uniform- 
ity of  dimension,  both  as  to  ditches  and  areas  of  land,  thus  securing 
also  the  incalculable  advantage  of  simplicity  and  symmetry  in  the  irri- 
gation of  the  lands  and  in  their  subsequent  agricultural  administration. 
The  unit  of  cultivation  was  the  tablas  between  the  distributing 
ditches,  each  of  which  was  285  yards  wide  by  2,280  yards  long,  or 
about  134  acres.  Sixteen  of  these  lay  between  each  pair  of  parallels 
and  the  respective  transverse  ditches,  and  two  of  such  blocks,  or  the 
area  embraced  between  every  second  parallel  and  its  corresponding 
transversals,  constituted  the  sitio  of  4,338  acres,  which  was  made  the 
unit  of  administration.  The  total  ditching  called  for  under  the  above 
plan  was  as  follows  : 
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The  total  excavation  called  for  was  about  3,700,000  cubic  yards  for 
the  main  canal,  and  for  all  the  other  canals  and  ditches  on  this  first 
section  about  3,400,000  cubic  yards. 

The  construction  of  the  works  was  unusually  laborious,  on  account 
of  the  difficulty  of  obtaining  water  and  supplies  for  men  and  animals 
after  reaching  the  limit  of  convenient  haulage  from  the  river.  For 
twenty-five  miles  of  the  distance  all  the  water  required  for  the  laborers 
as  well  as  the  animals  had  to  be  carted,  as  well  as  all  of  the  supplies. 
From  2,000  to  3,000  laborers,  Indian  peons,  were  employed  on  the 
work,  and  the  time  consumed  in  digging  the  main  canal  was  a  little 
more  than  a  year.  Most  of  the  excavation  was  done  in  the  peculiar 
indurated  clay,  approaching  almost  the  density  of  soft  stone,  called  by 
the  Mexicans  tcpetatey  which,  while  hard  to  work  with  pick  and  spade, 
affords  a  very  consistent  and  permanent  bank.    Some  trouble  was  ex- 


Digitized  by  Google 


Digitized  by  Google 


I 


188    CANAL  IRRIGATION  IN  MODERN  MEXICO. 

perienced  from  ridges  of  rock  which  had  to  be  blasted,  and  again  from 
beds  of  drifting  sand  which  had  to  be  secured,  but  by  far  the  greater 
part  of  the  work  was  through  testate  and  sandy  loam.  Within  the  first 
few  miles  the  line  of  the  main  canal  traversed  three  large  irrigating 
ditches,  furnishing  water  for  haciendas  farther  down  the  river,  and  these 
had  to  be  deviated  from  their  former  course  and  carried  over  the  Tla- 
hualilo  canal  on  iron  aqueducts.  About  twenty- five  miles  from  the 
river  the  ground  dropped  off  rapidly  in  the  direction  the  canal  was 
taking,  and  for  three  miles  it  was  necessary  to  increase  the  grade  to 
eight  feet  to  the  mile, — a  proceeding  which  would  have  been  of  doubt- 
ful prudence  but  for  the  durable  banks  and  bottom  afforded  by  the 
peculiar  formation  alluded  to.  About  half  way  down  its  length  the 
canal  cut  the  line  of  the  Mexican  Central  Railroad,  and  here  it  was 
necessary  to  introduce  a  permanent  bridge  and  take  due  precautions 
against  washings  and  over  flow. 

The  intake  of  the  canal  on  the  river  was  substantially  built  of  cut 
masonry  laid  in  Portland  cement,  with  massive  wing  walls.  The  gates 
are  ten  in  number,  each  6  feet  wide,  and,  with  their  frame-work,  are 
of  iron.  The  bottom  of  the  canal  for  some  distance  within  and  with- 
out the  gates  is  laid  in  cement  and  stone.  The  sill  of  the  intake  is  6 
feet  below  the  level  of  the  river  dam.  The  distributing  tank  at  the  end 
of  the  thirty-ninth  mile  is  built  in  an  equally  substantial  manner.  When 
this  point  was  reached,  work  was  pushed  along  the  two  side  branches, 
and,  as  fast  as  they  were  completed,  the  transverse  canals,  parallels, 
and  distributing  ditches  were  opened  up  between  them.  As  this  work 
progressed,  part  of  the  laborers  were  withdrawn  from  ditching,  and 
employed  in  clearing  the  lands  of  mesquite  and  cactus.  An  ample  equip- 
ment of  the  most  approved  agricultural  implements  and  utensils  had 
been  imported  in  advance  from  the  United  States  and  England,  and 
there  was  thus  no  dislocation  of  energy,  some  of  the  peons  being  shif- 
ted from  ditching  to  clearing  the  land,  and  then  to  its  ploughing  and 
cultivation,  while  others  were  assigned  to  the  work  of  constructing  the 
many  edifices  required  for  the  large  agricultural  operations  contempla- 
ted. 

This  preparatory  work  was  so  planned  as  to  develop  into  the  per- 
manent administration  and  operation  of  the  properties  without  further 
complications.  Each  of  the  sitios  of  4,338  acres  was  placed  under  an 
administrator,  who  had  his  own  cashier,  accountant,  and  necessary 
foremen,  with  his  quota  of  labor  and  equipment.  He  was  charged  with 
the  work  of  constructing  at  a  central  point  on  his  hacienda  a  village, 
containing  the  administration  buildings,  magazines,  storehouses,  sta- 
bles, corrals,  houses  for  his  laborers,  and  a  reservoir  of  water.  The 
general  administration  was  located  on  the  hacienda  of  Zaragoza,  about 
>■ 
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-eight  miles  down  the  basin  from  the  distributing  tank  and  nearly  in  the 
center  of  the  land  then  being  prepared  for  cultivation.  At  this  point, 
in  addition  to  the  hacienda  buildings  above  enumerated,  extensive  man- 
ufacturing facilities  were  erected,  consisting  of  a  steam  cotton  gin,  an 
oil  mill  for  handling  all  the  cottonseed  oil,  a  soap  factory  for  utilizing 
the  oil  product,  a  cotton  press,  and  an  electric-light  plant.  There  were 
also  built  a  church,  a  public  school  for  the  children  of  the  company's 
employees,  a  general  market,  a  hospital,  and  other  conveniences  for 
the  welfare  of  the  population  in  their  isolated  position.  Throughout  the 
whole  property,  the  main  buildings  were  substantially  constructed  of 
adobes  and  brick,  with  tiled  roofs.  A  system  of  wagon  roads  follow- 
ing the  lines  of  the  main  canals  was  laid  out  to  connect  all  of  the  vil- 
lages with  the  central  administration,  and  telephone  communication 
was  established  between  all  of  the  administrators  and  the  general  mana- 
ger at  Zarogoza.  During  the  present  season  nearly  thirty  miles  of  nar- 
row-gage railway,  operated  by  steam,  are  being  laid  down  to  facilitate 
transportation  from  the  more  distant  parts  of  the  estate  to  its  industrial 
center.  The  track  is  laid  on  the  dikes  of  the  large  canals,  as  far  as 
possible,  thus  avoiding  the  lands  overflowed  at  the  time  of  irrigating. 
Cotton-wood  and  eucalyptus  trees  have  also  been  planted  along  the 
larger  ditches,  for  the  double  purpose  of  affording  shade  and  breaking 
the  winds  on  the  broad  plains. 

The  method  of  administration  adopted  on  the  completion  of  the 
ditches  accords  with  this  general  plan.  The  admission  and  shut- 
ting off  of  the  water,  the  distribution  and  rotation  of  the  crops, 
and  similar  matters  of  general  policy  are  determined  by  the  general 
manager  at  headquarters.  The  local  administrators  are  expected  to 
keep  up  the  property  under  their  care,  oversee  the  intelligent  cultiva- 
tion of  their  fields,  maintain  their  ditches,  roads,  and  bridges,  and 
generally  care  for  all  the  details  of  the  haciendas  under  their  charge. 
Each  administrator  is  responsible  for  the  accounts  of  his  own  hacienda, 
including  the  cost  of  cultivation  and  the  products  derived  therefrom. 
He  renders  a  daily  statement  to  the  general  manager,  and  receives 
each  day  the  amount  of  cash  necessary  to  meet  his  daily  pay-roll, 
such  daily  payment  in  hard  cash  having  been  found  a  sovereign  cure 
for  such  labor  troubles  as  the  peon  thus  far  knows.  The  company 
maintains  no  shops  of  its  own,  and  allows  no  monopolies  ;  it  grants 
licenses  to  any  shop  keepers  desiring  to  establish  themselves  on  its 
property,  and  applies  the  sum  thus  derived  towards  the  maintenance  of 
its  public  schools.  Military  discipline  is  maintained  in  all  of  its  vil- 
lages, and  prohibitive  penalties  make  the  sale  and  use  of  intoxicating 
liquors  a  costly  luxury  both  for  seller  and  buyer. 

The  rainfall  in  the  Bolson  de  Mapimi  is  confined  to  a  few  days  of 
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heavy  showers  about  the  beginning  of  June  and  the  beginning  of  De- 
cember. But  up  in  the  mountains  of  Durango,  where  the  Nazas  takes 
its  rise,  the  rainfall  at  the  same  season  is  very  heavy  and  protracted, 
resulting  in  high  water  in  the  river,  which  lasts  for  several  weeks  at  a 
time.  It  is  during  these  freshets  that  the  cultivated  lands  in  the  Na- 
zas district  are  irrigated.  For  the  rest  of  the  year  they  receive  no 
water,  except  from  occasional  brief  showers.  In  the  Tlahualilo 
basin,  a  week  or  ten  days  of  irrigation  is  all  that  is  needed  in  the 
course  of  a  year,  the  water  soaking  easily  and  quickly  through  the  al- 
most impalpable  silt,  and  the  hot  sun  forming  a  protecting  crust 
which  checks  evaporation  and  retains  the  moisture  in  the  sub  soil  for 
a  surprisingly  long  time.    In  fact,  owing  to  their  long  roots,  the  cot- 


A  PRODUCT  OK  IRRIGATION. 

ton  plants  strictly  require  irrigation  only  once  every  other  year,  but 
corn  and  wheat,  of  course,  must  receive  it  at  each  planting. 

The  distribution  of  the  waters  is  regulated  by  government  sched- 
ule, each  property  on  the  river  being  allotted  its  proportion  of  water, 
according  to  priority  of  settlement.  Kach  canal  on  the  river  is  per- 
mitted to  take  as  many  irrigations  as  it  desires  during  the  season  of 
high  waters,  but  in  strict  rotation.  That  is,  after  a  property  has  taken 
one  quota,  it  cannot  repeat  the  process  until  all  the  others  have  taken 
theirs,  when  its  second  quota  is  available.  Where  another  property, 
as  often  hapj>ens,  does  not  care  to  use  all  the  water  to  which  it  is  en- 
titled, its  further  allotments  may  be  used  by  its  neighbors. 

For  the  Tlahualilo  canal  the  maximum  delivery  at  the  distributing 
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tank  at  the  entrance  of  the  basin  would  be  1,440  cubic  feet  per  sec- 
ond, with  an  irrigating  capacity  of  about  115,000  acres  of  land,  cal- 
culating the  duty  to  be  80  acres  per  cubic  foot.  This  is  allowing  a 
reduction  from  the  amount  entering  the  head  gates  at  the  dam  of 
about  twenty  per  cent,  for  evaporation,  seepage,  and  absorption, 
which  is  found  to  be  a  fair  allowance  in  the  region  traversed  by  the 
canal.  Actually,  for  the  amount  of  land  at  present  under  ditch  on 
the  haciendas, — say,  57,000  acres, — the  water  service  is  about  650 
cubic  feet  per  second.  About  eighteen  hours  elapse  from  the  time  the 
water  enters  the  head  gates  before  the  ditches  begin  to  fill  on  the  haci- 
endas. The  water  is  served  to  each  of  the  sitios  in  order,  the  ditches 
of  each  sitio  being  shut  off  by  their  respective  sluice-gates  when  full. 
For  the  purpose  of  thorough  irrigation,  the  tablas  of  1 34  acres  each 
are  divided  by  low  internal  banks  into  convenient  squares,  and  the 
water  is  admitted  into  each  of  these  squares  from  the  distributing 
ditches,  until  it  stands  about  two  inches  deep  over  the  entire  area.  It 
is  then  shut  off,  until  the  time  for  another  irrigation.  By  this  pro- 
cess every  plant,  from  the  first  ditches  on  the  haciendas  to  the  last, 
receives  its  modicum  of  water,  without  danger  of  excess.  The  waters, 
on  leaving  the  river,  are  heavily  charged  with  sediment  largely  vol- 
canic in  its  origin,  and  this  is  deposited  on  the  lands  at  each  flood- 
ing, in  the  shape  of  extremely  fine  mud. 

Owing  to  the  distance  from  the  nearest  coal  mines,  the  question  of 
fuel  is  an  important  one,  as  there  are  at  present  more  than  three-hun- 
dred h.  p.  in  constant  use,  and  the  amount  is  steadily  increasing.  The 
main  supply  is  from  the  mesquite  brush,  which  is  cleared  from  the 
new  lands  as  the  work  of  ditching  and  preparation  advances.  The 
hulls  of  the  cotton  seed  also  make  a  hot,  but  quick,  fuel  for  some  of 
the  larger  stationary  engines.  The  wheat  straw  and  cotton  bushes  are 
utilized  for  brick  burning  and  for  the  domestic  purposes  of  the  labor- 
ing population.  The  engines  and  fixed  machinery,  as  well  as  all  the 
agricultural  machines,  are  operated  by  native  labor,  the  peons  having 
been  found  quick  and  efficient  in  acquiring  a  certain  degree  of  mecha- 
nical knowledge.  During  the  period  of  greatest  activity,  when  the 
cotton  crop  is  coming  in,  the  gins,  presses,  and  oil  mills  are  kept  run- 
ning day  and  night,  the  company  maintaining  a  considerable  electric- 
light  plant  for  this  purpose.  All  the  products  of  the  haciendas  are 
shipped  direct  from  the  station  at  Zaragoza  to  their  destinations.  The 
cotton,  wheat,  corn,  and  soap  are  all  marketed  in  the  republic  ;  the  oil 
cake  is  shipped  to  the  United  States.  Most  of  the  machinery  and  im- 
plements employed  are  of  American  origin,  and  their  aggregate  is  very 
large,  there  being  at  present  more  than  seven  thousand  American 
plows  of  different  types  in  use  on  the  estates. 
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The  recent  construction  of  a  branch  line  from  the  Mexican  Inter- 
national Railroad  at  Matamoros  across  the  plains  to  the  center  of  the 
Tlahualilo  property,  by  supplying  adequate  transportation,  has  made 
it  possible  to  extend  cultivation  to  the  remainder  of  the  basin.  The 
side  canals  are  being  prolonged,  and,  pursuing  the  system  heretofore 
adopted,  four  new  sitios  of  4,338  acres  each  are  being  prepared  for 
their  first  irrigation  later  in  the  year,  and  for  equipment  with  the 
standard  type  of  villages  and  all  necessary  appliances.  It  is  purposed 
to  continue  this  work  as  rapidly  as  the  work  of  ditching  and  clearing 
will  permit,  and  it  is  estimated  that  by  the  end  of  1899  the  entire 
area  of  175  square  miles  will  be  under  ditch  and  producing. 

Six  years  of  experience  with  this  property  demonstrates  the  fact 
that  irrigation,  when  applied  to  fertile  land  under  a  carefully-planned 
and  thoroughly-executed  system,  where  the  water  supply  is  owned  by 
the  user,  puts  agriculture  among  the  least  dubious  of  industries  The 
plan  adopted  by  the  Tlahualilo  Company  is  especially  worthy  of  at- 
tention, because  of  the  notable  unity  of  plan  pursued  from  the  incep- 
tion of  the  enterprise  to  its  fullest  development,  and  of  its  resultant 
economies.  Too  often  enterprises  formed  for  the  furnishing  of  water 
for  irrigation  purposes  fail  for  want  of  a  market  for  their  water  ; 
and  others,  formed  for  the  utilization  of  such  waters,  fail  because 
of  excessive  cost,  or  of  friction  with  the  controllers  of  the  water  sup- 
ply. The  remedy  would  seem  to  be  an  enlargement  of  the  scope 
of  such  enterprises,  so  as  to  include  both  the  control  of  the  water- 
supply  and  its  utilization.  Under  thorough  systematization,  proper 
control  and  direction  can  be  exercised  economically  and  efficiently, 
from  the  admission  of  the  water  at  the  first  head  gates  to  the  ship- 
ment of  the  marketable  products  to  their  final  destinations.  Method- 
ical control  is  the  basis  of  successful  operation  in  railroad  and  other 
industrial  enterprises  on  a  large  scale,  and  the  example  we  have  given 
proves  that  like  causes  will  produce  like  effects  in  agricultural 
operations  as  well. 
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PRACTICE. 


By  J.  Stephen  Jeans. 

COMPARATIVE  LABOR  COSTS  IN  THE  UNITED  STATES  AND  EUROPE. 

WHENEVER  pig-iron  makers  have  assembled  for  the  purpose 
of  comparing  experiences  as  to  the  cost  of  iron- production 
in  different  districts  or  countries,  it  has  been  the  custom  to 
appeal  to  the  average  volume  of  output  as  the  standard  of  efficiency. 
In  only  a  few  examples  that  I  know  of  has  the  output  of  pig  iron  rel- 
atively to  the  number  of  hands  employed  been  appealed  to.  There 
is,  no  doubt,  good  reason  for  this  reticence  as  to  labor  costs.  Those 
whose  labor  costs  are  high  are  hardly  likely  to  disclose  a  fact  that 
would  probably  be  quoted  against  them,  perhaps  to  their  discredit. 
Those,  on  the  other  hand,  whose  labor  costs  are  low  are  just  as  little 
likely  to  make  disclosures  leading  to  inquiries  and  to  action  calculated 
to  deprive  them  of  comparative  advantages,  due  to  a  low  district 
rate  of  wages,  or  to  an  exceptionally  efficient  system  of  administration. 

In  determining  the  comparative  efficiency  of  blast-furnace  working 
from  the  labor  point  of  view,  there  are  three  standards  that  we  may 
appeal  to.  The  first  of  these,  dealt  with  in  a  previous  article,  is  the 
actual  output  of  the  furnace  ;  the  second  is  the  output  relatively  to  the 
number  of  hands  employed  ;  and  the  third  is  the  output  as  measured 
in  terms  of  labor  costs  per  ton  of  pig. 

It  is  obvious  that  the  first  of  these  determinants  is  not  necessarily 
an  effective  measure  of  comparative  economy.  The  fact  that  a  blast 
furnace  may  be  producing  four  hundred  or  five  hundred  tons  of  pig 
every  twenty- four  hours  does  not  alone  establish  a  criterion  of  efficient 
working,  because  that  output  may  be  obtained  at  so  high  a  labor  cost 
as  to  make  it  relatively  more  expensive  than  a  smaller  output  produced 
under  different  conditions.  There  is,  to  be  sure,  a  presumption  that 
a  large  output  means  economy  of  labor,  but  not  a  certainty. 

It  is  interesting,  and  to  a  certain  extent  profitable,  to  ascertain,  as 
far  as  possible,  how  the  different  iron -producing  countries  compare 
with  each  other  from  the  point  of  view  of  labor-efficiency  at  blast  fur- 
naces. But  we  can  hardly  take  up  any  economic  subject  in  reference 
to  which  there  is  a  greater  liability  to  error.  Time  and  again  it  has 
been  my  duty  to  point  out  that  a  comparison  of  the  output  of  minerals 
in  different  districts  or  in  different  countries  is  valueless  as  a  test  01 
labor- efficiency,  unless  all  the  differentiating  conditions  are  understood 
and  taken  into  consideration, — regularity  of  working,  depth,  thick- 
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ness,  and  character  of  scams,  and  many  other  elements  affecting  the 
ultimate  cost.  It  is  much  the  same  in  reference  to  the  pig-iron  in- 
dustry. The  size  and  character  of  the  furnace,  the  physical  structure 
of  the  ores  and  fuel,  the  comparative  poverty  or  richness  of  the  min- 
eral, the  grade  of  iron  made,  the  pressure  and  temperature  of  the  blast, 
and  other  manifest  influences  have  all  to  be  taken  into  account  in  the 
estimation  of  the  comparative  efficiency  of  different  works  or  districts. 

There  are  two  methods  of  approaching  this  subject :  first,  that  of 
dealing  with  different  countries,  as  such  ;  second,  that  of  considering 
the  circumstances  of  individual  works.  We  cannot,  except  to  a  very 
limited  extent,  adopt  the  latter  system,  partly  because  the  owners  of  in- 
dividual works  are  likely  to  entertain  a  natural  reluctance  to  seeing 
themselves  used  for  such  a  purpose,  no  matter  whether  their  results 
are  better  or  worse  than  the  average,  and  partly  because  the  results  of 
individual  works  cannot,  as  a  rule,  be  accepted  as  typical  of  a  whole 
district  or  country.  The  greater  includes  the  less;  and,  if  we  deal 
with  each  country  as  such,  we  shall  both  give  a  greater  breadth  to  our 
subject,  and  avoid  the  liability  to  errors  of  generalization  that  would  be 
incurred  under  any  less  comprehensive  method  of  treatment. 

On  the  threshold  of  our  inquiry  we  are  met  by  a  formidable  and 
insuperable  difficulty.  All  countries  now  collect  and  publish  statistics 
of  the  production  of  pig  iron,  but  all  countries  do  not  collect  and  pub- 
lish statistics  of  the  numbers  employed  in  particular  industries ;  and, 
in  the  absence  of  data  on  both  points,  we  cannot  make  a  just  compari- 
son. Fortunately,  we  have  complete  labor  statistics  for  Germany, 
Belgium,  Sweden,  Austria,  Luxembourg,  and  Russia  ;  but  we  have  no 
similar  returns  for  the  United  States,  Great  Britain,  or  France.  Up 
to  a  certain  point,  therefore,  we  must  confine  our  comparison  to  the 
published  official  returns  of  the  six  countries  first  named.  The  census 
returns  for  the  United  States  are  doubtful,  and  the  available  returns  of 
individual  districts  or  works  in  the  United  Kingdom  scarcely  go  far 
enough  to  enable  any  general  estimation  of  results  to  be  arrived  at  that 
would  be  effective  for  purposes  of  international  comparison. 

I. — Bf.i.citm. — In  this  active  little  country  the  records  of  the  man- 
ufacture of  pig  iron  have  been  officially  collected  and  published  for 
upwards  of.  half  a  century,  so  that  we  are  able  to  go  back  to  an  earlier 
date  here  than  in  any  other  country.  In  1845  the  total  output  of  pig 
iron  in  Belgium  by  2,331  workmen  was  134,563  tons,  or  an  annual 
average  of  only  58  tons  per  workman.  In  1850  this  average  had  not 
improved,  but  in  1855,  mainly  owing  to  the  substitution  of  coke  for 
charcoal  furnaces,  it  had  risen  to  66  tons,  and  in  i860  to  80  tons, 
while  in  1865  the  average  had  attained  97  tons,  or  nearly  twice  the 
figure  recorded  for  1845.    Even  so,  however,  the  Belgian  pig-iron  in- 
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dustry  was  only  on  the  threshold  of  its  advances,  from  the  labor  point 
of  view.  Old  plants  were  got  rid  of,  and  new  plants  were  substituted 
rapidly,  during  the  next  twenty  years  or  so  ;  hence,  in  1884,  the  aver- 
age output  per  worker  rose  to  207  tons,  or  more  than  twice  the  aver- 
age of  1865.  At  this  date  Belgium  was  ahead  of  every  other  iron- 
making  country  in  point  of  economical  production  of  pig  iron  at  the 
furnace,  although  not  necessarily  producing  iron  more  cheaply  than 
any  other  country.  The  nearest  approach  to  the  Belgian  standard  be- 
tween 1883  and  1885  was  that  made  by  Luxembourg,  which  produced 
194  to  200  tons  per  worker,  and  Luxembourg  was  followed  at  some 
distance  by  Germany,  with  an  average  of  145  to  150  tons  per  worker. 
As  for  the  United  States,  we  can  say  only  that  in  1880  the  total  num- 
ber of  hands  employed  at  the  blast  furnaces,  according  to  the  census 
returns,  was  41,875,  which,  divided  into  the  output  of  pig  iron  in  that 
year,  gives  an  average  annual  output  of  only  80  tons  per  worker,  or  61 
per  cent,  less  than  the  Belgian  average.  American  iron  works  at  that 
time  had  their  records  still  to  make  ;  but,  if  late  in  starting,  they  have 
certainly  gone  ahead  since,  especially  during  the  last  ten  years. 

This  early  advance  made  by  Belgium  in  blast-furnace  practice  has 
perhaps  hardly  been  recognized  as  it  deserves  to  be.  It  was  no 
doubt  affected  to  a  certain  extent  by  the  fact  that  the  indigenous  min- 
erals of  the  country  had  become  scarce  and  dear,  and  iron  smelters 
were  forced  to  seek  for  supplies  elsewhere.  Between  1870  and  1875 
Belgium  imported  larger  quantities  of  iron  ore  than  any  other  iron- 
making  country  in  Europe,  and,  although  these  imports  included  a 
considerable  quantity  of  the  lean  minette  ores  of  Luxembourg,  they 
also  embraced  so  large  a  proportion  of  the  richer  ores  of  Spain  and 
other  countries  as  to  facilitate  a  larger  output  per  furnace  and  per 
worker.  In  the  interval  since  1885,  the  blast-furnace  practice  of  Bel- 
gium has  further  improved,  although  not  to  the  same  extent  as  in  the 
previous  twenty  years.  The  average  annual  output  of  pig  iron  per 
worker  over  the  last  two  or  three  years  has  varied  from  270  to  280  tons, 
which  compares  favorably  with  that  of  other  European  countries,  ex- 
cept the  United  Kingdom,  where,  as  we  shall  see  later,  the  average 
rises  to  a  considerably  higher  figure. 

II. — Germany. — It  is  less  than  a  quarter  of  a  century  since  Ger- 
many was  the  most  backward  metallurgical  country  in  Europe,  from 
an  iron-  and  steel-making  point  of  view,  and  in  the  interval  the  rela- 
tive progress  made  by  German  smelters  has  been  only  slightly  behind 
that  achieved  by  the  United  States.  In  1872  the  average  annual  out- 
put per  workman  employed  at  the  blast  furnaces  of  Germany  was  only 
76  tons  less  than  one-fourth  of  the  estimated  average  of  Great  Britain 
at  the  present  day.  But  from  this  low  point  steady  progress  was  made, 
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year  by  year,  until  in  1880  the  average  rose  to  129  tons,  and  in  1890  to 
186  tons.  Since  1890,  short  as  the  interval  has  been,  considerable 
further  progress  has  been  made,  the  average  having  been  205  tons  in 
1893,  and  220  tons  in  1895.  Germany  still  appears  to  be  a  good 
deal  behind  either  Belgium  or  Great  Britain  from  the  point  of  view  of 
labor  efficiency.  This,  no  doubt,  is  mainly  a  function  of  the  generally 
lower  grade  of  the  ores  used  in  German  blast  furnaces.  Of  the  total 
output  of  pig  in  the  German  empire,  amounting  now  to  over  six  mil- 
lion tons  a  year,  not  more  than  about  half-a-million  tons  are  made 
from  ores  that  average  more  than  42  per  cent,  in  the  blast  furnace, 
whereas  in  Great  Britain  about  3,500,000  tons  of  pig  are  now  made 
from  ores  that  will  average  52  per  cent,  to  54  per  cent.,  which  obvi- 
ously aids  Great  Britain  in  such  a  comparison.  There  are,  besides, 
many  parts  of  Germany  where  the  blast  furnaces  are  still  behindhand, 
although  there  are  other  cases,  as  we  shall  shortly  see,  where  they  are 
well  to  the  front. 

Nearly  two  years  ago,  as  the  secretary  to  the  British  Iron  Trade 
association,  I  was  called  upon  to  take  a  prominent  part  in  organizing 
a  delegation  of  employers  and  workmen  for  the  purpose  of  inquiring 
into  the  economic  conditions  of  the  iron  industry  of  continental 
Europe.  As  secretary  also  of  that  delegation,  it  was  my  business  to 
pay  visits  to  a  number  of  the  leading  works  in  both  Belgium  and  Ger- 
many for  the  purpose  of  ascertaining  the  differences  between  British 
and  continental  methods  of  working.  Some  of  the  workmen  who 
composed  that  delegation  attached  much  importance  to  the  differences 
in  the  numbers  of  hands  employed  at  furnaces,  rolling  mills,  or  steel 
works  at  the  several  establishments  visited,  and  insisted  that  the  num- 
bers at  work  relatively  to  a  given  output  were  much  greater  than  at 
similar  works  in  England.  In  some  cases,  no  doubt,  this  may  be  the 
fact ;  but  at  one  ol  the  works  in  Germany,  which  may  be  looked  upon 
as  typical  of  several  large  establishments  in  Westphalia,  we  found  that 
twenty-seven  men  were  employed  per  shift  at  each  furnace  making 
basic  iron  ;  and,  as  the  average  output  of  the  furnaces  was  about  750 
tons  per  week,  it  follows  that  the  average  annual  product  per  work- 
man was  720  tons,  which  is  a  very  different  showing  from  the  average 
recorded  for  the  empire  as  a  whole.  In  this  case,  of  course,  we 
counted  only  the  men  employed  at  and  about  the  furnaces.  It  may  be 
interesting  to  show  how  these  figures  were  made  up,  as  furnace  own- 
ers may  thereby  be  enabled  to  make  a  comparison  with  the  similar 
data  available  for  American  and  British  works. 

The  personnel  per  furnace  per  shift  was  thus  composed  :  three 
smelters  ;  one  tapper  ;  two  chargers  ;  four  coke,  etc.,  fillers  ;  four  ore 
fillers  ;  four  transport  men  ;  one  lift  man  ;  one  weigh  man  ;  three  men 
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at  switches,  etc.  ;  one  stoneman ;  one  limestone  breaker ;  one  ore 
breaker ;  one  locomotive  man.  Probably  it  may  be  argued  that  this 
does  not  include  the  sum  of  furnace  labor ;  it  may  be  argued  that  the 
men  who  are  at  the  blast  engines,  at  the  boilers  (engaged  in  repairs), 
and  at  the  pig  beds,  and  even  clerical  labor  should  be  included  ;  but 
at  any  rate  the  enumeration  gives  a  basis  from  which  to  work  in  com- 
paring the  similar  records  of  other  localities. 

III.  — Sweden,  etc. — The  conditions  under  which  the  iron  indus- 
try of  Sweden  is  carried  on  possess  little  more  than  a  merely  academic 
interest,  so  far  as  labor  is  concerned,  for  the  iron-making  world  gener- 
ally. All  the  pig  produced  is  charcoal ;  the  furnaces  are  small  and 
worked  irregularly  ;  the  ore,  as  a  rule,  is  exceptionally  rich  ;  the  mo- 
tive power  is  largely  furnished  by  water  ;  and  the  hands  do  not  work 
exclusively  at  the  furnaces,  but  alternate  metallurgical  with  agricul- 
tural pursuits.  In  some  of  these  matters,  changes  have  occurred  within 
recent  years  which  tend  to  place  the  Swedish  iron  industry  on  a  some- 
what different  level  from  that  which  it  formerly  occupied.  Thus,  for 
example,  if  we  go  back  to  1866,  we  find  that  the  average  number  of 
working  days  per  furnace  per  annum  was  only  150;  in  1876  it  had 
risen  to  190  ;  and  in  1895  it  was  252.  The  average  annual  produc- 
tion of  pig  per  man  employed  was  only  64  tons  in  1866,  which  ad- 
vanced to  11  yz  tons  in  1876,  and  has  in  late  years  increased  to  more 
than  100  tons,  the  average  annual  output  per  furnace  having  concur- 
rently increased  from  1,045  to  3'r7°  tons-  Sweden,  indeed,  can 
hardly  be  looked  upon  as  having  to  meet  competition  in  the  sense  in 
which  other  European  countries  have  to  face  it.  Her  remarkably  pure 
ores,  her  unlimited  supplies  of  charcoal,  and  the  characteristics  of  her 
industry  generally,  mark  it  as  a  thing  apart.  The  same  observations 
apply,  mutatis  mutandis,  to  the  still  less  important,  but  yet  more  isola- 
ted, iron  industry  of  Finland,  where  the  average  annual  output  of 
per  man  working  at  the  furnaces  is  only  from  65  to  75  tons,  the  total 
annual  output  being  less  than  that  of  one  of  the  smallest  furnaces  in  the 
United  States.  Nor  does  it  appear  to  be  expedient  to  make  extended 
reference  to  either  Austrian  or  Russian  blast-furnace  practice, as  the  iso- 
lation and  special  conditions  in  both  countries  rule  them  out  of  any 
international  comparison  founded  on  modern  competitive  conditions. 

IV.  — The  United  States. — In  no  country  has  economy  of  labor 
within  late  years  been  carried  farther  or  become  more  effective  in  relation 
to  the  pig-iron  industry  than  in  the  United  States.  The  question  has 
often  been  debated  between  British  and  American  pig-iron  makers 
whether  labor  is  more  economical  in  the  one  country  than  in  the 
other, — that  is,  as  measured  in  terms  of  annual  product  per  employee. 
The  blast-furnace  practice  of  Great  Britain,  until  lately  at  any  rate, 
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claimed  to  be  ahead  of  that  of  any  other  country  from  this  point  of 
view,  and  Sir  Lowthian  Bell  and  others  have  denied  that  American 
practice  was  more  satisfactory  than  that  of  Great  Britain,  owing  to 
the  larger  number  of  hands  that  were  generally  understood  to  be  em- 
ployed. In  this  respect,  however,  considerable  changes  have  again 
taken  place  during  recent  years,  as  we  shall  see  later. 

That  the  cost  of  labor  employed  at  the  furnace  in  the  production  of 
a  ton  of  pig-iron  was  formerly  excessive  in  the  United  States  can  hardly 
be  questioned.  The  former  secretary  to  the  Eastern  Ironmasters'  Asso- 
ciation has  put  on  record  the  labor  costs  at  the  furnace  for  a  series  of 
years  preceding  1880,  showing  that  in  some  years  it  was  as  much  as 
$5,  and  that  between  1864  and  1877  it  was  never  less  than  $2.50.  Sir 
Lowthian  Bell  has  given  details  of  furnace  practice  which  he  obtained 
at  works  visited  between  187 1  and  1875,  showing  that  the  labor  cost 
per  ton  of  pig  at  the  furnace,  during  that  period,  was  between  $2.50 
and  52.75.  At  the  blast  furnaces  in  the  south  the  average  wages  per 
ton  in  1880  exceeded  $6.  These  high  figures  are  now  a  thing  of  the 
past.  In  the  best  American  furnace  practice  of  to-day,  the  average 
labor  cost  at  the  furnace  per  ton  of  pig  does  not  exceed  a  dollar,  and 
in  some  cases  is  materially  less.  So  far  as  my  information  goes,  the 
labor  cost  at  the  new  furnaces  at  Duquesne  will  not  much  exceed  half- 
a-dollarper  ton  of  output,  and  in  the  south  in  1890  the  average  wages 
paid  at  the  furnaces  was  only  $1.05  per  ton. 

In  1895  I  paid  a  visit  to  the  United  States  and  made  inquiries  into 
the  conditions  of  labor  at  some  of  the  principal  blast-furnace  plants,  a 
portion  of  the  results  of  which  have  been  published  in  the  Iron  and 
Coal  Trades  Review.  One  of  the  points  upon  which  I  sought  informa- 
tion was  that  which  has  been  discussed  in  this  paper.  I  learned  that 
at  some  of  the  best  plants  the  number  of  hands  employed  to  produce 
250  tons  of  pig  iron  per  day  was  126,  so  that  the  daily  unit  of  pro- 
duct was  about  two  tons  of  pig  per  man,  including  all  artisan  labor. 
This  is  a  high  average.  It  may  be  taken  to  represent  the  best  American 
practice  on  anything  approaching  a  large  scale.  But  it  is  not  equal  to 
the  average  of  some  British  works  within  my  knowledge,  where  the 
average  annual  product  per  employee  exceeds  800  tons,  using  bessemer 
ores  in  both  cases.  In  districts  where  leaner  ores  are  employed  the 
output  is  naturally  less.  1  have  before  me  particulars  of  one  of  the 
largest  and  best -equipped  plants  in  the  Midlands,  using  clay  ores, 
averaging  not  more  than  40  per  cent,  of  iron,  where  the  average  daily 
output  per  employee  is  1.6  tons  of  pig,  or  nearly  600  tons  per  annum. 
I  greatly  doubt  whether  better  results  are  obtained  at  any  American  or 
European  (continental)  works  using  similarly  low-grade  ores. 

All  American  and  most  continental  ironmakers  are  acquainted  with 
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the  very  elaborate  details  which  were  collected  and  published  on  this 
subject  by  Mr.  Carroll  D.  Wright  as  the  United  States  commissioner 
for  labor,  in  1890.  I  have  examined  Mr.  Wright's  figures,  perhaps  as 
carefully  as  any  one,  and  I  have  come  to  the  conclusion  that,  although 
for  most  practical  purposes  they  are  of  comparatively  little  value, — 
chiefly  because  of  the  absence  of  information  as  to  geographical  and 
other  governing  conditions,  without  which  no  fair  comparison  is  pos- 
sible^— yet,  in  one  respect  they  are  not  far  from  the  truth,  viz. ,  as  to  the 
average  cost  of  labor  at  furnaces  making  bessemer  iron  at  that  time. 

Like  other  investigators  in  the  same  economic  field,  Mr.  Wright 
has  found  the  extreme  difficulty  that  always  exists  in  procuring  figures 
relevant  and  parallel  to  each  other,  but,  if  we  take  his  figures  for  the 
United  States,  Great  Britain,  and  an  iron-making  country  on  the  con- 
tinent,— presumably  Westphalia, — and  assign  to  the  latter  the  same 
items  for  clerical  labor  and  taxes  as  have  been  ascertained  for  British 
furnaces,  we  have  the  following  result : 

Cost  per  ton  of  pig  iron. 

Continent 

United  States.        Great  Britain.       of  Europe. 

Labor   $1,386  $0,669  $0,517 

Officials  and  clerks   0.158  0.056  0.056 

Supplies  and  repairs   °-533  0.406  0.406 

Taxes   0.039  0.020  0.020 

I  feel  sure  that  the  British  figures  are  fairly  typical,  but  the  con- 
tinental figures  represent  an  exceptionally  favorable  condition  of  affairs, 
and  it  is  probable  that  of  the  total  costs  at  the  furnace  in  this  latter 
case,  amounting  to  $0,999,  something  more  should  be  assigned  to 
labor,  and  something  less  to  the  other  three  items ;  but,  even  so,  the 
margin  of  possible  error  can  be  only  slight.  The  figures  ascertained 
by  the  commissioner  of  labor  show  that  in  the  United  States,  in  1890, 
the  labor  cost  at  the  furnace  of  a  ton  of  pig  iron  was  twice  what  it 
was  in  Europe.  Now,  this  difference  is  so  serious  that  it  suggests 
either  a  very  much  higher  rate  of  wages  in  the  United  States,  or  a 
lower  labor  efficiency.  Compared  with  continental  Europe,  I  have 
no  doubt  that  the  difference  against  American  labor  costs  is  wholly 
due  to  the  higher  rate  of  wages  paid,  seeing  that  the  official  average 
recorded  for  Belgian  blast-furnace  labor  is  not  much  more  than  two 
shillings  per  day.  But  this  remark  is  by  no  means  equally  applicable 
to  British  labor.  Indeed,  I  am  in  a  position  to  assert  with  confidence 
that  at  the  present  time,  and  for  at  least  two  years  past,  the  difference 
in  the  rate  of  wages  paid  at  blast  furnaces  in  Great  Britain  and  the 
United  States  is  not  so  much  as  is  commonly  supposed.  In  1895  I 
obtained  from  two  typical  works — the  one  American  and  the  other 
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English — the  following  details  of  the  wages  then  current  at  the  blast 
furnaces,  in  two  leading  iron-making  districts,  and  I  think  the  figures 
of  to-day  do  not  greatly  differ  from  them. 

United  States.  United  Kingdom, 

s.      d.  s.  d. 

Top  fillers  6.  4^  4.  n 


Bottom  fillers   5.  7  4.  7 

Cagers   4-n 

Ore  shovellers   5.  4U  4.  o 

Lime  breakers   4. 11  4.  o 


Generally  speaking,  these  figures  appear  to  show,  so  far  as  they  go, 
that  the  wages  cost  of  labor  at  furnaces  in  the  United  States  is  less 
than  30  per  cent,  in  excess  of  that  of  Great  Britain,  and,  although 
this  figure  would  be  more  or  less  modified  by  returns  collected  over  a 
larger  area,  I  do  not  think  that  the  general  result  would  be  greatly  af- 
fected. But,  as  we  have  to  account  for  a  difference  of  100  per  cent, 
against  the  United  States  (dealing  still  with  Mr.  Wright's  returns),  it 
is  manifest  that  something  still  remains  to  be  explained. 

I  have  come  to  the  conclusion  that  in  the  United  States  artisan 
labor  costs  considerably  more  per  ton  of  output  than  in  Europe.  The 
wages  cost  of  such  labor,  to  begin  with,  is  much  higher.  In  the  two 
typical  cases  named,  the  daily  wages  paid  in  1895  were  as  follows  : 

Average  daily  rate  of wages. 
C  'nited  States.  United  Kingdom. 


s.  d.  S.  d. 

Blacksmiths                            9.  4  4.7 

Machinists                            10.  x  5.4 

Carpenters                             7.  3  4.6 

Bricklayers                            7. 11  4.8 


Here  we  have  a  difference  of  nearly  80  per  cent,  against  the  United 
States,  for  the  four  items  tabulated.  But  it  is  also  probable  that,  ow- 
ing to  the  harder  driving  common  in  the  United  States,  and  the  much 
more  rapid  wear  and  tear  inevitable  to  the  greater  rush,  the  artisan 
element  in  the  cost  of  production  is  much  greater  in  American  than 
in  English  practice.  'Tis  the  pace  that  kills  ;  and  neither  men  or  mice 
are  exempt  from  this  rule. 

A  notable  improvement  has  taken  place  in  the  economy  of  blast- 
furnace working  in  all  countries  since  1890,  and  I  do  not  wish  to  be 
understood  as  implying  that  Mr.  Carroll  I).  Wright's  figures  of  1890 
are  applicable  to  the  present  time.  There  is  no  general  standard 
whereby  we  are  able  to  judge  of  the  extent  of  that  improvement,  but 
in  some  cases  it  has  been  very  considerable  indeed.  In  the  United 
Kingdom,  for  example,  I  believe  that  no  blast  furnaces  in  1890  pro- 
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duced  more  than  900  tons  per  week,  and  perhaps  not  more  than  a 
dozen  had  reached  that  figure.  To  day  we  have  blast  furnaces  pro- 
ducing 1,400  to  1,500  tons  weekly.  I  am  not  aware  of  any  blast 
furnaces  in  1890  that  produced  pig  iron  at  a  lower  labor  cost  at  the 
furnace  than  three  shillings  per  ton.  I  know  to-day  of  cases  where 
the  labor  cost  is  less  than  two  shillings  per  ton.  It  is  probable  that  in 
the  United  States  even  greater  progress  has  taken  place.  In  the  in- 
terval, at  any  rate,  we  have  seen  the  price  of  southern  pig  iron  brought 
down  from  $12  to  little  more  than  $6  per  ton,  and  bessemer  pig  has 
fallen  from  about  $18  to  $12  per  ton  at  the  furnaces. 

Looking  to  the  future,  there  is  every  reason  to  suppose  that  a  large 
measure  of  progress  remains  to  be  achieved.  What  is  to  be  the  nor- 
mal standard  of  attainment  in  the  future  ?  Is  it  to  be  that  reached  by 
the  new  Carnegie  furnaces  at  Duquesne  in  the  United  States,  that  of 
the  new  Dowlais  furnaces  at  Cardiff  in  Great  Britain,  and  that  of  the 
Phoenix  furnaces  at  Rubrost  in  Germany?  If  so,  in  all  three  coun- 
tries the  next  decade  must  witness  a  large  reconstruction  of  blast-fur- 
nace plants.  The  average  output  of  the  furnaces  that  have  been  in 
operation  in  these  three  countries  for  the  last  three  years,  as  nearly  as 
can  be  ascertained,  has  been  as  follows  : 

United  States   44,000  tons  per  annum. 

Great  Britain   23,250    "     "  " 

Germany   24,500    "     "  11 

But,  if  all  the  furnaces  in  operation  were  to  work  up  to  the  figures 
reached  by  the  three  establishments  named,  the  average  output  per 
furnace  would  be  : 

For  the  United  States   182,000  tons  per  annum. 

"    Great  Britain   78,000    "  " 

"    Germany   98,600    "     "  " 

Hence  we  reach  the  remarkable  conclusion  that,  assuming  parallel 
conditions,  we  should  have  an  annual  output  of  nine  million  tons  of 
pig  iron  in  the  United  States  with  only  50  furnaces,  where  185  are  now 
employed  ;  an  output  of  eight  million  tons  in  Great  Britain  with  102 
furnaces,  where  350  are  now  employed  ;  and  an  output  of  six  million 
tons  in  Germany  with  about  60  furnaces,  where  205  are  now  operated. 
These  figures  are  not,  of  course,  likely  to  be  realized  in  actual  prac- 
tice, and  are  not  put  forward  with  that  idea,  but  rather  as  an  indica- 
tion of  the  improvement  and  economy  that  must  be  achieved  before 
the  blast-furnace  practice  of  to-day  can  be  coordinated  with  that  proved 
to  be  possible  under  the  most  favorable  conditions.  This  latter  qual- 
ification is  essential,  because  manifestly  so  large  yields  as  those  of  Du- 
quesne, Dowlais,  and  Rubrost  are  possible  only  when  rich  ores,  good 
coke,  and  other  favorable  elements  are  at  command. 
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By  G.  H.  Stockbridgc. 
II. — OERSTED. — MAGNETISM  AND  MOTION  FROM  THE  ELECTRIC  CURRENT. 

IMAGINE  an  ancient  Greek  philosopher,  impregnated  with  the 
mythologic  teaching  that  made  the  west  wind  a  living  person 
and  peopled  the  forests  with  fauns  and  nymphs  and  satyrs, — 
imagine  such  a  man  set  down  among  us  of  this  generation,  and  acquir- 
ing a  profound  knowledge  of  our  modern  science  and  of  the  useful  arts 
that  have  been  born  of  it.  It  is  not  unlikely  that,  in  the  first  glow  of 
his  wonder  at  our  present  comforts  and  conveniences  and  our  exacter 
theories  of  nature,  he  would  be  filled  with  a  great  regret  over  the  long 
past,  and  would  exclaim  :  "  Alas  !  how  false  it  all  was  !  There  was  no 
good  in  it  !  "  On  the  other  hand,  for  four  hundred  years  the  world 
of  scholarship  and  intelligence  has  been  saying:  "  How'  beautiful  it 
was  !  and  latterly,  since  science  itself  has  grown  wise  enough  to  see 
it :  "  How  true  !  "  The  Greek  would  be  at  fault  in  making  what  was 
really  beautiful  seem  less  an  expression  of  the  truth  ;  it  is  we  who  are 
at  fault,  if  by  any  undue  insistence  upon  short  views  in  science,  or  any 
exclusive  or  undue  glorification  of  mere  formula  and  fact,  we  have 
made  the  true  seem  less  beautiful.  Nothing  is  more  wonderful  and 
inspiring  than  the  achievements  of  science  ;  few  things  are  duller  than 
the  discussions  of  detached,  unrelated  fact,  which  often  make  up  the 
proceedings  of  the  typical  scientific  society. 

The  intense  specialization  of  science  is  at  once  the  secret  of  its 
progress  and  its  danger.  The  pursuit  of  small  things  is  apt  to  make 
us  forget  that  science  has  any  broad  horizons,  or  any  looming  seas, 
or  any  spring  seasons  of  song  and  sunshine  and  dream  and  prophecy. 
The  thing  insisted  upon  here  is  that  the  specific,  disconnected  facts 
occupy  at  present  too  great  a  share  of  scientific  attention.  They 
are  a  part  of  science,  but  not  the  whole  of  it.  It  is  an  honorable  dis- 
tinction to  have  said  something  new  and  true  about  the  Greek  geni- 
tive, or  to  have  taught  rightly  that  the  name  of  the  most  virile  of  the 
Latin  comic  poets  was  Titus  Maccius  Plautus,  and  not  Titus  Accius 
Plautus.  But  it  would  be  a  pity  to  overlook  the  fact  that  philology  has 
also  even  greater  things  to  offer ;  that  one  may  learn  from  the  compara- 
tive study  of  language  some  of  the  shyest  secrets  of  mind, — how  the 
languid  climate  and  tropical  luxuriance  of  the  orient  softened  and  yet 
illumined  its  mode  of  speech,  and  how  the  expression  of  the  stolid 
north  was  made  sturdier  and  more  uncouth  by  the  hard  conditions  of 
existence  on  the  banks  of  the  frozen  streams  or  among  the  perilous 
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mountains.  Is  the  Greek  telling  of  the  story  of  man  and  nature  a  par- 
ticle more  enchanting  in  the  end  than  the  tale  of  the  latest  science  when 
vivified  by  the  imagination,  without  which  all  science  is  futile  and 
fatuous?  I  fancy  that  what  is  lacking  to  us  is  the  Greek  mind,  the 
Greek  insight.  If  it  should  happen  to  Mr.  Kipling  to  have  directed  the 
poets  of  our  day  to  dealing,  as  he  himself  has  lately  done,  with  the  most 
significant  realities  of  the  century, — for  such  the  doings  of  science  and 
invention  assuredly  are, — he  will  be  certain  of  an  immortality  quite  in- 
dependent of  his  own  great  contributions  to  English  literature.  The 
Greeks  could  turn  the  yellow  fruit  of  the  orange  tree  into  apples  of 
gold,  but  they  could  not  have  told  why  the  ripened  apple  falls  to  the 
ground.  In  the  youth  of  the  world,  they  were,  in  the  main,  sensuous 
and  observing,  like  all  youth,  but  they  did  not  inquire  very  deeply. 
After  the  world  had  grown  old,  the  falling  apple,  the  swinging  lamp, 
and  the  revolving  sun  wrought  a  profounder  inquisitiveness.  But  all 
that  marked  the  presence  of  a  new  spirit  in  the  world.  The  modern 
scientific  period  had  begun. 

Remote  as  all  this  may  seem,  it  is  worth  while  to  note  that  Greek 
mythology  and  modern  science  have  this  in  common,  that  they  are 
impressed  more  immediately  and  strongly  by  the  phenomena  of  force 
or  power.  The  Greeks  personified  or  deified  them  ;  science  gives  them 
the  precedence  of  interest  and  attention.  It  was  not  for  nothing  that 
the  pioneers  of  modern  science,  those  who  ushered  in  the  era  of 
weighing  and  measuring,  the  Galileos,  the  Newtons,  and  the  Keplers, 
were  first  led  to  study  the  laws  of  objects  in  real  or  apparent  motion. 
Motion  stands  plainly  for  power ;  if  it  be  a  newly-observed  motion,  it 
may  point  to  a  new  source  of  energy,  a  prime  mover  ;  or  it  may  indi- 
cate a  novel  translator  of  energy,  a  new  secondary  motor,  which  al- 
ways finds  a  place  of  importance  in  the  arts.  Whether  in  the  youth 
or  the  age  of  the  world,  humanity  displays  its  kinship  with  the  forces 
of  nature,  the  sources  of  power  or  energy.  And  one  of  the  most 
obvious  manifestations  of  power  is  motion.  The  device  that  quiets 
the  child  chains  no  less  the  attention  of  man.  In  a  word,  the 
whole  world  is  enraptured  of  dynamics,  of  power  made  manifest. 

Volta's  apparatus,  of  which  we  spoke  last  month,  revealed  itself  as 
a  new  source  of  electrical  energy.  The  discovery  which  forms  the 
subject  of  the  present  paper  arrested  attention  by  reason  of  the  fact 
that  it  disclosed  a  new  means  for  translating  the  energy  of  Volta's  pile 
into  motion.  No  matter  whether  or  not  the  direct  applications  of 
voltaic  electricity,  as  in  electrolysis,  or  otherwise,  had  exhausted 
themselves ;  here  was  presented  a  new  promise  of  applicability,  which 
at  once  became  of  the  highest  significance.  How  well  the  promise 
has  been  fulfilled  is  told  by  all  the  most  striking  things  in  recent  elec- 
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trical  development.  The  electro-magnet,  which  may  be  looked  upon 
as  a  natural  evolution  from  Oersted's  discovery,  was  just  what  was 
needed  to  give  Volta's  "  crown  of  cups"  a  lever  and  a  fulcrum. 
Through  the  combination  of  the  two  have  come  the  telegraph  and  an- 
nunciator and  alarm  systems,  and  they  play  an  important  part  in  the 
operation  of  the  telephone,  while  each,  combined  with  other  devices, 
contributes  its  part  to  the  success  of  many  useful  systems  and  appli- 
ances. Take  the  electro-magnet  alone  ;  this  appears  as  the  controlling 
organ  in  the  dynamo,  the  electric  motor,  the  ore  separator,  and  the 
arc  lamp,  as  well  as  in  the  appliances  already  cited. 

But  we  are  now  concerned  with  Oersted's  discovery  itself,  its  first 
publication,  its  laws,  and  its  later  development,  independent  of  its  re- 
lations to  other  contrivances  or  its  special  utilization  in  the  arts. 

Hans  Christian  Oersted,  Knight  of  the  Dannebrogian  Order,  pro- 
fessor of  physics  in  the  University  of  Copenhagen,  and  secretary  to  the 
Copenhagen  Royal  Society  of  Sciences,  published  on  July  21,  1820,  a 
brief  Latin  treatise  having  the  title:  "  Experimenta  circa  effectum 
conflictus  electrici  in  acum  magneticam."  In  that  treatise  he  tells  of 
some  experiments  which  he  and  his  friend  Esmarch,  the  king's  minis- 
ter of  justice  (who  assisted  him  by  invitation),  conducted  in  the  pres- 
ence of  a  number  of  learned  men.  There  was  "  that  distinguished 
man,  Wleugel,  Knight  of  the  Danish  Order,  and  president  of  our  pilot 
board  "  ;  and  Hauch,  "  that  most  excellent  man,  whom  the  king  has 
decorated  with  the  highest  honors"  ;  "that  most  acute  man,  Rein- 
hart,  professor  of  natural  history  ;  Jacobsen,  professor  of  medicine,  a 
man  most  skilful  in  conducting  experiments ;  and  the  most  experienced 
chemist,  Zeise,  Ph.  D."  In  the  presence  of  these  distinguished 
men,  Oersted,  assisted  by  Esmarch,  repeated  a  series  of  experiments 
which  the  former  had  performed  before  his  classes  the  preceding  win- 
ter. Beyond  the  fact  that  Oersted  desired  to  repeat  his  experiments 
with  improved  galvanic  apparatus,  fitted  up  by  Esmarch  and  himself, 
he  appears  to  have  been  influenced  by  the  wish  to  put  the  integrity  of 
his  experiments  and  of  his  personal  claims  respecting  them  beyond 
question  by  summoning  as  witnesses  men  of  the  greatest  intelligence 
and  honesty  of  character.  He  says,  it  is  true,  that  his  earlier  experi- 
ments "  were  conducted  with  somewhat  defective  apparatus,  and  so 
the  phenomena  which  were  produced  did  not  seem  clear  enough  for 
the  importance  of  the  subject  "  ;  but  it  is  manifest  that  he  anticipated 
success  with  the  new  battery,  and  that  he  wished  to  substantiate  the 
facts  in  the  presence  of  unimpeachable  witnesses. 

Having  descril>ed  the  exact  character  of  his  galvanic  apparatus, 
Oersted  proceeds  to  set  forth  a  number  of  experiments  as  follows : 
44  Let  the  opposite  poles  of  the  galvanic  apparatus  be  joined  by  a 
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metallic  wire,  which,  for  brevity,  we  will  call  the  joining  conductor, 
or  joining  wire.  To  the  effect,  however,  which  takes  place  in  this 
conductor  and  the  surrounding  space,  we  will  give  the  name  electric 
conflict. 

"  Let  the  rectilinear  part  of  this  wire  be  placed  in  a  horizontal  po- 
sition over  a  properly-suspended  magnetic  needle,  and  parallel  to  it. 
If  necessary,  the  joining  wire  can  be  so  bent  that  a  suitable  portion  of 
it  may  assume  the  position  necessary  for  the  experiment.  These  things 
being  thus  arranged,  the  magnetic  needle  will  be  moved,  and,  indeed, 
under  that  part  of  the  joining  wire  which  receives  electricity  most  im- 
mediately from  the  negative  end  of  the  galvanic  apparatus,  will  decline 
toward  the  west. 

"  If  the  distance  of  the  joining  wire  from  the  magnetic  needle 
does  not  exceed  y±  of  an  inch,  the  declination  of  the  needle  makes 
an  angle  of  about  45°.  If  the  distance  is  increased,  the  angles  de- 
crease proportionately.  The  declination  varies,  however,  according 
to  the  efficiency  of  the  apparatus. 

"  The  joining  wire  can  shift  its  place  either  eastward  or  westward, 
provided  it  maintains  a  position  parallel  to  the  needle,  without  any 
other  change  of  effect  than  as  respects  magnitude ;  and  thus  the  effect 
can  by  no  means  be  attributed  to  attraction,  for  the  same  pole  of  the 
magnetic  needle  which  approaches  the  joining  wire  while  it  is  placed  at 
the  east  side  of  it  ought  to  recede  therefrom  when  it  occupies  a  posi- 
tion at  the  west  side  of  it,  if  these  declinations  depended  on  attractions 
or  repulsions. 

"  The  joining  conductor  may  consist  of  several  metallic  wires  or 
bands  connected  together.  The  kind  of  metal  does  not  alter  the 
effects,  except,  perhaps,  as  regards  quantity.  We  have  employed  with 
equal  success  wires  of  platinum,  gold,  silver,  copper,  iron,  bands  of 
lead  and  tin,  a  mass  of  mercury.  A  conductor  is  not  wholly  without 
effect  when  water  interrupts,  unless  the  interruption  embraces  a  space 
of  several  inches  in  length. 

*'  The  effects  of  the  joining  wire  on  the  magnetic  needle  pass 
through  glass,  metal,  wood,  water,  resin,  earthenware,  and  stones ;  for, 
if  a  plate  of  glass,  metal,  or  wood  be  interposed,  the  effects  are  not  de- 
stroyed, nor  do  they  disappear  if  plates  of  glass,  metal,  and  wood  be 
simultaneously  interposed  ;  indeed,  they  seem  to  be  scarcely  lessened. 
The  result  is  the  same  if  there  is  interposed  a  disk  of  amber,  a  plate 
of  porphyry,  or  even  an  earthenware  vessel,  filled  with  water.  Our 
experiments  have  also  shown  that  the  effects  already  mentioned  are 
not  changed  if  the  magnetic  needle  is  shut  up  in  a  copper  box  filled 
with  water.  It  is  unnecessary  to  state  that  the  passing  of  the  effects 
through  all  these  substances  has  never  before  been  observed  in  elec- 
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tricity  and  magnetism.  The  effects,  therefore,  which  take  place  in 
electric  conflict  are  as  different  as  possible  from  the  effects  of  this  or 
that  electric  force. ' ' 

Other  experiments  are  described,  giving  the  results  when  the  join- 
ing wire  is  moved  to  various  positions,  or  is  bent  back  upon  itself,  and 
the  outcome  is  stated  of  experiments  with  certain  substitutes  for  the 
magnetic  needle.  Oersted  finds,  for  example,  that  the  effects  are  in- 
verted when  the  joining  conductor  is  moved  from  a  position  above  the 
magnetic  needle  to  a  position  below  it.  He  learns,  too,  that  "a 
needle  of  copper,  suspended  like  a  magnetic  needle,  is  not  moved  by 
the  effect  of  the  joining  wire.  Also  needles  of  glass,"  he  adds,  "  or 
of  so-called  gum-lac,  subjected  to  similar  experiments,  remain  at  rest." 

From  all  this  Oersted  adduces,  as  he  says,  ' 4  some  consideration 
in  explanation  of  these  phenomena.    Among  them  are  the  following : 

"  Electric  conflict  can  only  act  upon  magnetic  particles  of  matter. 
All  non-magnetic  bodies  seem  to  be  penetrable  by  electric  conflict ; 
but  magnetic  bodies,  or,  rather,  their  magnetic  particles,  seem  to  resist 
the  passage  of  this  conflict,  whence  it  is  that  they  can  be  moved  by 
the  impulse  of  contending  forces. 

"  That  electric  conflict  is  not  inclosed  in  the  conductor,  but,  as 
we  have  already  said,  is  at  the  same  time  dispersed  in  the  surrounding 
space,  and  that  somewhat  widely,  is  clear  enough  from  the  observa- 
tions already  set  forth. 

"  In  like  manner,  it  is  allowable  to  gather  from  what  has  been  ob- 
served that  this  conflict  performs  gyrations." 

Oersted's  treatise  became  known  to  the  scientific  world  through 
being  sent  "  to  all  of  the  most  renowned  natural  philosophers  and  sci- 
entific societies."  Pursuing  the  hint  afforded  by  Oersted's  experi- 
ments, Arago  soon  discovered  that  a  copper  wire  connecting  the  poles 
of  a  Voltaic  cell  would  attract  iron  filings.  He  also  discovered  that 
he  could  communicate  permanent  magnetism  to  steel  needles  laid  at 
right  angles  to  the  copper  wire  ;  and,  following  a  suggestion  of  Am- 
pere's, he  found  he  could  increase  the  effects  by  coiling  the  wire  into 
a  helix,  and  inserting  the  needles  in  the  central  opening.  This  was 
in  September,  1820.  In  the  same  year  Davy  achieved  substantially 
the  same  results  in  a  similar  manner.  A  little  later  Schweigger  in- 
vented his  "multiplier,"  by  means  of  which  he  made  the  magnetic 
action  more  intense  through  increasing  the  number  of  the  coils.  The 
invention  of  the  electro-magnet  in  the  form  which  adapted  it  for  its 
varied  uses  is  still  a  matter  of  considerable  doubt.  The  English 
claim  it  for  William  Sturgeon,  who  undoubtedly  disclosed  a  practical 
electro-magnet  in  1825,  and  who  probably  invented  it  two  or  three 
years  earlier.    It  is  certainly  true  that  the  disclosure  of  Sturgeon's 
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magnet  set  people  to  work  upon  the  new  device,  and  that  the  later 
improvements  rest  upon  the  original  form  which  Sturgeon  gave  to  it. 

Everybody  knows  that  the  efficiency  and  utility  of  the  electro- 
magnet depend  upon  the  circumstance  that  soft  iron  becomes  tempo- 
rarily magnetic  under  the  influence  of  this  electric  current,  losing  its 
magnetism  as  soon  as  the  current  ceases.  In  this  respect  it  differs 
from  steel,  which  retains  its  magnetism  after  cessation  of  the  current. 

By  substituting  for  the  steel  needles  within  the  helix,  in  Arago 
and  Ampere's  experiments,  a  core  of  soft  iron  provided  with  a  suit- 
able armature,  we  have  practically  the  Sturgeon  electro-magnet.  And 
yet  the  difference  is  quite  sufficient  to  mark  the  birth  of  an  instru- 
ment which  has  an  adaptability  in  the  electrical  arts  altogether  with- 
out a  parallel.  In  another  place  I  have  called  it  the  first  of  the  elec- 
tro mechanical  powers,— corresponding,  say,  to  the  lever  among  the 
strictly  mechanical  powers. 

The  Sturgeon  magnet  already  possessed  powers  far  beyond  the  lit- 
tle apparatus  which  Oersted  has  described  for  us.  He  states,  I  be- 
lieve, that  it  had  a  lifting  power  of  nine  pounds.  As  improved  by 
Moll,  and  afterwards  by  Henry,  who  wrapped  the  iron  core  with 
many  coils  of  insulated  wire,  according  to  the  principle  of  the 
Schweigger  multiplier,  the  electro-magnet  came  to  have  a  lifting  ca- 
pacity of  many  thousand  pounds.  By  this  time  it  was  no  longer 
inconceivable  that  electricity,  acting  through  electro  magnetism, 
might  do  some  of  the  world's  heavy  work,  for  which  it  has  since 
shown  its  capacity.  Since  the  time  of  the  inventors  named,  the  elec- 
tro-magnet has  been  made  of  numberless  weights  and  sizes  and  con- 
figurations, to  suit  the  needs  or  the  whims  of  whoever  wished  to  say  : 
Do  my  work."  Perhaps  it  was  Mr.  Brush,  seeking  a  regulator  for 
his  arc  lamps ;  or  Ball,  or  Edison,  trying  to  separate  metallic  iron 
from  its  ores  ;  or  Weston,  looking  for  a  special  type  of  dynamo  elec- 
tric machine  ;  or  Morse  and  Vail,  puzzled  over  the  best  sort  of  re- 
ceiving apparatus  for  their  telegraph  ;  or  some  inventor  of  an  alarm, 
annunciator,  or  other  signaling  system  for  house  or  hotel,  requiring  a 
tell-tale  device ;  or  Sprague,  needing  a  motor  for  electric  elevators 
or  electric  street  cars.  The  electro-magnet  adapts  itself  to  all  these 
requirements  with  unparalleled  perfection. 

The  story  of  Ampere's  deductions  from  the  Oersted  phenomena  is 
familiar,  but  the  significance  of  it  may  profitably  be  dwelt  upon,  since 
it  is  the  story  of  one  of  the  most  remarkable  achievements  of  human 
genius.  It  has  been  told  many  times,  and  may  here  be  rehearsed  in 
the  language  of  Professor  Chrystal. 

**  Scarcely  had  the  news  of  Oersted's  discovery  reached  France," 
he  says,  "  when  a  French  philosopher,  Ampere,  set  to  work  to  de- 
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vclop  the  important  consequences  which  it  involved.  Physicists  had 
long  been  looking  for  the  connection  between  magnetism  and  elec- 
tricity, and  had,  perhaps,  inclined  to  the  view  that  electricity  was 
somehow  to  be  explained  as  a  magnetic  phenomenon.  It  was,  in  fact, 
under  the  influence  of  such  ideas,  that  Oersted  was  led  to  his  discov- 
ery. Ampere  showed  that  the  explanation  was  to  be  found  in  an 
opposite  direction.  He  discovered  the  ponderomotive  action  of  one 
electric  current  on  another,  and,  by  a  series  of  well-chosen  experi- 
ments, he  established  the  elementary  laws  of  electro-dynamic  action, 
starting  from  which,  by  a  brilliant  train  of  mathematical  analysis,  he 
not  only  evolved  the  complete  explanation  of  all  the  electro- magnetic 
phenomena  observed  before  him,  but  predicted  many  hitherto  un- 
known. The  results  of  his  researches  may  be  summarized  in  the  state- 
ment that  an  electric  current,  in  a  linear  circuit  of  any  form,  is 
equivalent  in  its  action,  whether  on  magnets  or  other  circuits,  to  a 
magnetic  shell  bounded  by  the  circuit,  whose  strength  at  every  point 
is  constant  and  proportional  to  the  strength  of  the  current.  By  his 
beautiful  theory  of  molecular  currents,  he  gave  a  theoretical  explana- 
tion of  that  connection  between  electricity  and  magnetism  which  had 
been  the  dream  of  previous  investigators.  If  we  except  the  discovery 
of  the  laws  of  the  induction  of  electric  currents,  made  about  ten  years 
later  by  Faraday,  no  advance  in  the  science  of  electricity  can  compare 
for  completeness  and  brilliancy  with  the  work  of  Ampere.  Our  ad- 
miration is  equally  great,  whether  we  contemplate  the  clearness  and 
power  of  his  mathematical  investigations,  the  aptness  and  skill  of  his 
experiments,  or  the  wonderful  rapidity  with  which  he  elucidated  his 
discovery  when  he  had  once  found  the  clew." 

To  understand  Ampere's  work  as  a  logical  sequence  of  Oersted's 
discovery,  let  it  be  remembered  that  each  new  advance  in  the  evolu- 
tion we  have  endeavored  to  trace  involved  new  conclusions  in  respect 
to  the  nature  of  the  force  which  moved  the  compass  needle.  Thus, 
though  Oersted's  experiments  pointed  out  this  force  as  probably  mag- 
netic, they  did  not  show,  as  Arago's  tests  did,  that  the  electric  con- 
flict would  magnetize  a  hitherto  neutral  body.  The  magnetic  nature 
of  this  stress  or  conflict  being  established  by  Arago,  and  it  being 
recognized  that  electric  currents  were  capable  of  exercising  an  influ- 
ence at  a  considerable  distance  from  the  conductors  forming  their 
path  of  travel,  the  notion  of  comparing  the  mutual  effects  of  currents 
in  neighboring  wires  was  not  far  distant.  Ampere's  investigations, 
therefore,  concerned  themselves  not  only  with  the  mutual  action  be- 
tween an  electrical  conductor  and  a  magnet,  but  also  with  the  action 
of  the  earth  upon  a  current,  and  the  mutual  effect  of  currents  in 
proximity  to  one  another. 
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One  of  the  remarkable  things  about  Ampere's  work,  noted  by 
Chrystal  and  by  everyone  else  who  has  investigated  the  matter,  is  the 
rapidity  with  which  he  arrived  at  his  conclusion.  Ampere  heard  of 
Oersted's  discovery  on  September  11,  1820.  Seven  days  later  he 
read  a  memoir  before  the  Royal  Academy  of  Sciences,  discussing  the 
new  phenomena,  and  he  continued  the  subject  before  the  Academy  on 
September  25,  and  October  2,  9,  and  30  following.  It  is  this  series 
of  papers,  together  with  some  later  articles  published  during  the  three 
or  four  succeeding  months,  which  form  the  basis  of  Professor  Chrys- 
tal's  eulogy,  and  they  are  now  familiar  illustrations  of  the  great 
powers  of  the  human  mind. 

They  occupy  about  fifty  pages  of  the  Annates  de  Chimie  ct  de 
Physique  for  1820.  It  will  be  possible  here  to  make  only  a  very  brief 
extract  from  that  portion  of  the  memoirs  which  contains  some  of  Am- 
pere's earliest  conclusions,  as  follows : 

"1.  Two  electric  cun-ents  attract  each  other  when  they  are  mov- 
ing parallel  in  the  same  direction  ;  they  repel  each  other  when  they 
are  moving  parallel  in  opposite  directions. 

"2.  It  follows  that,  when  the  metallic  wires  which  they  traverse 
cannot  rotate  in  parallel  planes,  each  of  the  two  currents  tends  to 
bring  the  other  into  a  situation  where  it  will  be  parallel  to  it,  and 
moving  in  the  same  direction. 

"  3.  These  attractions  and  repulsions  are  absolutely  different  from 
ordinary  electrical  attractions  and  repulsions. 

"  4.  All  the  phenomena  presented  by  the  mutual  action  of  an 
electric  current  and  a  magnet,  as  discovered  by  Oersted,  come  under 
the  law  of  attraction  and  repulsion  of  two  electric  currents,  as  just 
now  enunciated,  it  being  admitted  that  a  magnet  is  nothing  more  than 
an  assemblage  of  electric  currents  which  are  produced  by  action  of 
the  particles  of  steel  upon  each  other,  analogous  to  the  action  of  the 
elements  of  a  Voltaic  pile,  and  which  occur  in  planes  perpendicular  to 
the  line  which  joins  the  two  poles  of  the  magnet. 

"5.  When  the  magnet  is  in  the  position  which  it  tends  to  take 
under  the  influence  of  the  terrestrial  globe,  these  currents  are  turned 
in  a  direction  opposite  to  that  of  the  apparent  movement  of  the  sun, 
the  conditions  being  such  that,  when  the  magnet  is  placed  in  the  op- 
posite relation,  so  that  those  of  its  poles  which  look  toward  the  ter- 
restrial poles  are  of  like  kind  with  the  latter,  the  same  currents  are  in 
the  direction  of  the  apparent  movement  of  the  sun. 

"6.  The  already  known  phenomena  observed  when  two  magnets 
act  upon  each  other  come  under  the  same  law. 

"7.  The  same  is  true  concerning  the  action  which  the  terrestrial 
globe  exercises  upon  a  magnet,  assuming  the  presence  of  electric  cur- 


Digitized  by  Google 


216  EPOCH-MAKING  EVENTS  IN  ELECTRICITY. 


rents  in  planes  perpendicular  to  the  direction  of  the  dipping  needle, 
moving  from  east  to  west  underneath  the  said  direction. 

"  8.  There  is  nothing  more  at  one  pole  of  the  magnet  than  at  the 
other  ;  the  only  difference  is  that  one  is  at  the  left  and  the  other  at 
the  right  of  the  electric  currents  which  give  magnetic  properties  to 
steel. 

"9.  When  Volta  had  proved  that  the  two  electricities,  positive 
and  negative,  of  the  two  extremities  of  the  pile  were  attracted  and  re- 
pelled according  to  the  same  laws  as  the  two  electricities  produced  by 
means  known  before  his  time,  he  had  not  thereby  completely  demon- 
strated the  identity  of  the  fluids  set  in  action  by  the  pile  and  by  fric- 
tion ;  but  this  identity  was  proved,  so  far  as  a  physical  fact  can  be, 
when  he  showed  that  two  bodies,  one  electrified  by  the  contact  of 
metals,  and  the  other  by  friction,  acted  upon  each  other,  under  all 
circumstances,  as  if  they  had  both  been  electrified  by  the  pile,  or  by 
the  ordinary  electrical  machine.  The  same  kind  of  proof  is  found 
here  respecting  the  identity  of  the  attractions  and  repulsions  of  elec- 
tric currents  and  of  magnets.  I  have  just  shown  to  the  Academy  the 
mutual  action  of  two  currents  ;  the  well-known  phenomena  respecting 
that  of  two  magnets  come  under  the  same  law.  Taking  this  resem- 
blance as  a  starting-point,  one  could  only  prove  that  the  electric  and 
magnetic  fluids  are  subject  to  the  same  laws,  which  has  long  been  ad- 
mitted ;  and  the  only  change  necessary  to  make  in  the  ordinary  theory 
of  magnetization  will  be  to  admit  that  the  magnetic  attraction  and 
repulsion  ought  not  to  be  compared  to  those  which  result  from  electric 
tension,  but  to  those  which  I  have  observed  between  electric  currents. 
Oersted's  experiments,  in  which  an  electric  current  also  produces  the 
same  effects  upon  a  magnet,  prove  still  more  that  it  is  the  same  fluids 
that  act  in  the  two  cases." 

The  list  of  those  who  have  in  more  recent  times  made  fruitful 
studies  concerning  electro-magnetism  would  include  more  names  than 
can  find  a  place  here.  But  Maxwell,  Dub,  Joule,  De  la  Rive,  Fara- 
day, Rowland,  Helmholtz,  and  Thompson  deserve  mention  in  parti- 
cular. The  last-named  electrician  has  lately  published  an  extended 
work  on  the  electro -magnet,  which  summarizes  the  results  of  scientific 
research  on  this  subject  down  to  the  early  nineties. 


Digitized  by  GoogU 


THE  CONTROL  OF  THE  LEVELS  OF  THE 

GREAT  LAKES. 


By  IV.  A.  Jones. 

WITHIN  a  reasonable  time  the  Mississippi  river  may  be  ex- 
pected to  have  another  ocean  outlet  via  the  Great  Lakes 
and  the  Illinois  river.  There  is  little  doubt  that  such  an 
operation  would  lower  the  level  of  Lake  Michigan, — but  how  much 
can  only  be  guessed  at.  The  normal  lake  level,  resulting  from  cli- 
matic influences,  is  a  function  of  the  relation  between  the  rainfall  over 
an  imperfectly  defined  area  and  the  run-on",  or  quantity  which  gets 
into  the  streams  and  lakes.  We  are  not  at  present  equipped  with  the 
necessary  facts  to  enable  us,  even  approximately,  to  state  that  rela- 
tion. The  water-shed  area  cannot  be  precisely  stated,  and  the  aver- 
age rainfall  over  it  is  not  known.  Actual  measurements  of  rainfall 
are  good  only  for  small  areas  around  the  points  of  observation.  The 
difference  in  precipitation  between  points  not  more  than  thirty  miles 
apart  is  often  considerable.  The  phenomena  which  control  the  rela- 
tion between  the  quantity  of  water  that  falls  as  rain  and  the  quantity 
thereof  that  gets  into  the  streams  are  numerous  and  hardly  amenable  to 
precise  observation  and  analysis.  A  rainfall  of  one  inch  may  find  the 
earth  and  atmosphere  under  such  conditions  as  to  absorb  all,  or  nearly 
all,  of  it,  on  the  one  hand,  or  very  little  of  it,  on  the  other.  Two 
inches  of  rain  may  fall  within  an  hour,  or  may  drizzle  along  for  days 
in  an  atmosphere  of  high  evaporative  capacity.  These  are  but  items 
in  a  long  category. 

So  far,  our  deductions  in  this  matter  have  been  based  upon  averages. 
But  averages  are  not  what  we  want.  They  are  rarely,  if  ever,  true 
statements  of  what  has  happened.  The  truth  lies  on  one  side  or 
the  other.  Commerce  on  the  lakes  must  be  able  to  cope  with  some- 
thing approaching  minimum  conditions.  Where  shall  we  go  for  the 
facts  on  which  those  conditions  depend  ?  Lake  levels  oscillate  be- 
tween upper  and  lower  limits  dependent  upon  widespread  and  com- 
plex climatic  effects.  Who  can  say  that  either  limit  has  been  observed 
and  recorded  ?  The  once  fertile  plains  of  Babylon  are  blistered  with 
desert  heat.  Will  the  oscillations  of  climate  ever  restore  them  ?  The 
lake  beds  of  Minnesota  and  Dakota  furnish  evidences  of  a  time  of  far 
less  precipitation  than  that  shown  by  any  of  our  records.  Why  not 
turn  aside  from  the  mist  and  haze  of  meteorology,  and  consider  a 
straight  engineering  proposition  of  laying  our  hands  on  those  waters 
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and  controlling  their  levels  to  suit  our  needs  ?  I  believe  the  lake  out- 
lets can  be  occupied  with  dams  having  gates  in  them  through  which 
such  greater  or  less  quantities  of  water  may  be  allowed  to  pass  as  will 
enable  the  lake  surfaces  to  be  held  each  at  a  constant  level.  This 
level  need  not  be  higher  than  the  waters  have  commonly  reached  be- 
fore, and  so  no  damage  need  be  inflicted  upon  riparian  interests.  If 
this  could  be  done,  climate  could  go  on  its  wonted  way  without  fill- 
ing the  commercial  mind  with  anxiety.  The  Chicago  canal  could  be 
freely  permitted  to  draw  off  its  ten  thousand  cubic  feet  per  second 
without  creating  apprehension.  Consider  the  effect  of  giving  the 
valley  of  the  Mississippi  two  water  lines  to  the  markets  of  the  world  ; 
of  giving  the  great  forests  of  its  lower  part  a  practical  connection  with 
the  greatest  market  for  manufactured  lumber  in  the  world  ;  of  raising 
its  beds  and  mountains  of  iron  ore  to  bessemer  grade  by  means  of  ores 
from  Lake  Superior  ;  of  enabling  lake  vessels  to  figure  with  precision 
on  their  working  draught. 

Suppose  a  pool  of  water  into  which  more  water  is  being  uniformly 
introduced.  If  not  already  full,  it  will  gradually  fill  and  overflow, 
until  the  whole  quantity  that  comes  in,  less  that  evaporated,  will 
be  discharged  at  the  outlet.  The  quantity  passing  out,  supposing  the 
discharge  to  pass  through  a  rectangular  notch,  will  be  a  function  of 

C  /;  d  |  2~fht 

b  and  d  being  its  breadth  and  wet  depth,  h  the  head  on  sill  of  the  sec- 
tion, and  C  a  constant.  Now,  if  we  deepen  this  notch,  or  section,  so 
as  to  permit  objects  of  greater  draught  to  pass  through  it,  we  increase 
its  discharge  capacity,  more  water  will  pass  out  than  is  coming  into 
the  pool,  and  its  level  must  lower  until  d  becomes  small  enough  to 
equalize  the  inflow  and  outflow.  If,  however,  when  increasing  d,  we 
decrease  b  in  the  proper  proportion,  the  discharge  and  navigable  ca- 
pacity of  the  section  will  remain  unchanged.  With  this  state  of  af- 
fairs, if  more  or  less  water  comes  into  the  pool,  its  level  will  rise  or 
lower,  and  the  navigable  depth  of  the  outlet  will  increase  or  decrease 
in  proportion.  It  is  obviously  impossible,  with  a  varying  quantity  of 
water  coming  into  the  pool,  to  maintain  a  navigable  channel  of  con- 
stant depth  at  the  outlet.  The  best  that  can  be  done  is  to  ascertain 
the  minimum  quantity  that  any  season  will  supply  to  the  pool,  and, 
for  a  minimum  navigable  draught,  to  adjust  the  discharge  section  to 
that.  Passing  from  pool  to  lake,  it  may  be  observed  that  the  substi- 
tution of  an  actual  river  wet  section  at  a  lake  outlet  will  not  materi- 
ally alter  the  foregoing  general  deductions.  The  play  between  verti- 
cal and  horizontal  causes  and  effects  will  be  somewhat  modified,  but 
the  main  results  will  remain  the  same.  Here  again,  however,  we  are 
face  to  face  with  the  uncertainty  of  meteoric  conditions.    There  is  no 
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good  reason  for  supposing  that  we  have  record  of  either  a  maximum 
or  minimum  run-off  season,  but  strong  indications  that  we  have  not. 

Now,  to  adapt  this  principle  to  the  interlake  channels,  let  us  sup- 
pose that  we  have  two  pools,  or  lakes,  connected  by  an  ordinary  river- 
channel,  through  which  one  discharges  into  the  other.  The  foregoing 
discussion,  which  applies  in  a  general  way  to  sections  of  river  shape, 
of  the  discharge  at  a  pool  outlet  applies  to  the  various  points  along  the 
river  where  there  is  a  restricted  navigable  capacity.  If  at  such  a 
point  the  section  is  narrow,  with  obstructions,  a  pool  will  form  upon 
it,  until  such  head  is  created  as  will  force  the  passage  of  all  the  water 
that  comes.  If  we  remove  the  obstructions  or  deepen  the  section,  its 
navigable  and  discharge  capacity  will  be  increased,  and  the  pool  will 
be  lowered.  But,  if,  at  the  same  time,  we  restrict  the  width  in  proper 
proportion,  the  two  will  remain  relatively  the  same.  There  are  cases 
where  the  navigable  depth  is  below  grade  on  account  of  the  discharge 
taking  place  through  a  wide,  but  shallow,  section.  Operations  for  im- 
provement here  must  be  confined  to  deepening  and  restricting  it.  If  we 
deepen  it  alone,  a  new  and  lower  water  surface  will  be  created.  The 
improvement  will  not  be  measured  by  the  increased  depth  given  to 
the  section.  The  navigable  capacity  of  a  river  is  ruled  by  its  mini- 
mum sections  rather  than  by  its  average  slope.    It  is  a  function  of : 

(1)  The  area  of  its  minimum  and  wide-shallow  sections ; 

(2)  The  quantity  of  water  which  seeks  passage. 

As  before  stated,  we  can  measure  the  former,  but  cannot,  with  any 
sort  of  precision,  determine  the  latter.  Obviously,  if  we  do  something 
towards  creating  on  the  Great  Lakes  and  their  river  connections  a  more 
uniform  navigable  depth, — something  that  will  not  leave  their  stupen- 
dous commerce  restricted  within  the  ignus  fatuus  lines  of  meteorology, 
— we  shall  greatly  further  the  public  welfare. 

On  all  ordinary  water  lines  of  transportation  created  by  modifying 
natural  water-courses,  the  fluctuations  of  navigable  capacity  resulting 
from  climatic  changes  have  to  be  submitted  to.  Commerce  must  adapt 
itself  to  them,  and  there  is  always  an  element  of  uncertainty  as  to  how 
much  freight  a  vessel  will  be  able  to  carry  in  the  low  water  season. 
The  commerce  of  the  Great  I^akes,  however,  is  so  enormous, — far  sur- 
passing that  of  any  other  locality  in  the  world, — and  its  development 
in  proportion  to  the  growth  of  the  whole  nation  is  so  probable,  that 
it  is  a  matter  of  great  importance  to  eliminate  as  much  as  possible  of 
this  element  of  uncertainty.  I  purpose  to  indicate  a  line  along  which  we 
may  hope  to  make  such  improvement.  There  are  two  distinct  phases 
to  the  question : 

(1)  The  navigable  capacity  of  the  lake  harbors  ; 

(2)  That  of  the  interlake  channels. 
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The  level  of  the  water  surfaces  of  the  lakes  varies  with  the  run-off 
from  their  watersheds.  I  have  before  me  the  records  of  lake  levels  from 
1836  to  1896.  The  oscillations  in  each  yearly  period  afford  a  striking 
picture  of  the  resultant  of  precipitating,  evaporative,  and  other  absorp- 
tive forces.  From  the  lowest  point  in  midwinter  or  early  spring  to  the 
highest  in  midsummer,  they  follow  each  other  with  absolute  precision. 
They  reveal  a  climate  where  the  bulk  of  annual  precipitation  occurs 
before  midsummer.  These  double  annual  fluctuations  from  low  to  high 
and  back  again  are  ordinarily  from  one  to  two  feet  in  extent,  and  occa- 
sionally between  three  and  four  feet.  The  extreme  oscillation  between 
highest  and  lowest  recorded  observations  is  from — 1.5  to  +4.0  on  the 
gage.  Here  is  a  vertical  oscillation,  from  actual  measurement,  of  5.5 
feet.  If  we  assume  a  minimum  level  based  on  these  observations,  and 
create  entrances  to  the  lake  harbors  measured  from  that,  we  may  cer- 
tainly expect  periods  of  uncertain  duration  when  the  navigable  depth 
of  these  entrances  will  be  below  grade.  As  the  matter  stands  now,  this 
is  as  much  a  meteoric  question  as  one  of  engineering.  It  is  quite  evi- 
dent by  this  time  that,  by  the  method  of  running  out  piers  from  shore 
and  deepening  the  channels  between  them,  we  cannot,  with  any  sort 
of  precision,  ascertain  what  the  navigable  depth  of  these  harbor  en- 
trances is  going  to  be  from  year  to  year.  Commerce  must  take  its 
chances,  accept  what  it  gets,  and  make  its  estimates  in  the  midst  of 
each  season's  battle. 

In  the  interlake  channels  we  have  precisely  the  same  meteoric  un- 
certainty to  meet.  Here,  however,  it  is  aggravated  by  the  fact  that 
the  United  States  has  not  the  right  to  interfere  with  the  levels  of  the 
pools  of  the  lakes  or  the  subsidiary  river  pools  without  the  acquiescence 
of  the  Dominion  government. 

The  existent  projects  for  the  improvement  of  lake  harbors  have  for 
their  object  the  creation  of  sheltered  holding  ground  and  channel 
entrances,  and  navigable  depths  in  the  same  below  an  assumed  low- 
water  plane.  For  the  interlake  channels  they  seek  to  give  a  20-foot 
navigable  depth  by  increasing  the  minimum  sections  vertically  and  to 
a  width  varying  from  300  to  2,400  feet  as  follows : 

In  St.  Mary's  river,  at  Hay  lake,  Round  island,  Little  Mud  lake, 
Sailors  Encampment,  and  Mud  lake,  channel  300  feet  wide  and  21 
feet  deep. 

At  the  foot  of  Lake  Huron,  channel  2,400  feet  wide  and  21  feet 
deep. 

St.  Clair  Flats,  from  deep  water  in  river  to  the  St.  Clair  Flats  canal, 
a  channel  20  feet  deep  and  converging  from  650  feet  wide  at  river  to 
canal  width  at  canal. 

Through  the  canal,  20  feet  in  depth. 
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From  foot  of  canal  to  deep  water  in  Lake  St.  Clair,  a  channel  20 
feet  wide  and  diverging  from  canal  to  a  width  of  800  feet  at  deep 
water. 

Foot  of  Lake  St.  Clair,  channel  800  feet  wide,  20  feet  deep. 

Lime  Kiln  crossing  and  vicinity,  Detroit  river,  channel  440  feet 
wide  and  20  feet  deep. 

Mouth  of  Detroit  river,  channel  800  feet  wide  and  20  feet  deep. 

In  the  presence  of  this  description  of  the  projects,  and  the  foregoing 
general  discussion,  it  is  evident  that  we  can  make  a  great  improve- 
ment by  eliminating  as  much  as  possible  of  the  purely  meteoric  factors 
of  the  problem.  A  discussion  of  the  observed  lake  levels  should 
evolve  a  desirable  one  for  each  lake,  by  holding  which  constant,  or 
nearly  so,  the  harbor  question  would  be  completely  solved.  I  would 
occupy  the  outlet  of  Lakes  Superior,  Huron,  Erie,  and  Ontario,  with 
great  dams  having  ample  discharge  capacity  controlled  by  movable 
gates.  These  gates,  or  weirs,  could  be  set  at  varying  heights  to  con- 
trol the  levels  of  the  waters  above  them.  The  new  American  bear- 
trap  weir  has  come  just  in  time  to  enable  us  to  solve  the  great  problem 
of  the  lakes.  It  will  enable  us  also  to  store  sufficient  of  the  surplus 
water  in  the  lakes  as  reservoirs,  to  be  always  ready  to  supply  any  de- 
ficiencies in  the  interlake  channels,  and,  should  it  at  times  become 
necessary,  to  furnish  what  may  be  wanted  for  the  discharge  of  the 
Chicago  canal.  These  gates  have  passed  the  domain  of  experiment. 
Very  large  ones  have  been  in  use  on  our  northwestern  rivers  for  several 
years.  Fig.  1  is  an  illustration  of  one  designed  to  control  an  opening 
16  feet  in  height  by  600  feet  in  width.  They  can,  by  a  mere  opera- 
tion of  the  filling  or  discharging  valves  handled  by  one  man,  be  made 
to  carry  their  crests  indefinitely  at  any  desired  level  within  range. 
Such  a  dam  would,  of  necessity,  require  a  free  discharging  capacity 
about  equal  to  a  minimum  discharge  in  its  locality.  Then,  with  a  part 
of  the  water  going  through  the  free  opening,  and  a  part  over  the 
crests  of  the  movable  weirs,  if  more  water  should  come  into  the  con- 
trolled area,  the  weirs  could  be  lowered  sufficiently  to  permit  it  to  pass 
without  raising  the  level.  If  less  water  should  come,  the  weirs  could 
be  raised,  and  the  level  of  the  controlled  area  would  have  to  hold  up 
until  such  increased  head  was  created  as  would  enable  the  coming 
water  to  get  through  the  restricted  area  of  discharge  through  the  dam. 
Vessels  going  down  could  pass  through  the  free  opening  without  un- 
reasonable difficulty,  but  those  going  up  would  have  to  be  locked 
through  the  dam.  The  locks  would  have  a  very  low  lift,  and  should 
not  cause  much  detention,  especially  if  arranged  as  a  pair,  one  for  up- 
going  and  the  other  for  down-going  vessels. 

I  have  made  passing  allusion  to  the  international  aspect  of  the 
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proposition  herein  advanced.  Perhaps  the  greatest  stumbling-block 
in  the  way  of  the  necessary  concert  of  action  is  the  conception  of  a 
military  frontier  between  the  United  States  and  Canada.  A  consider- 
able portion  of  the  boundary  line  is  merely  an  astronomical  concep- 
tion. A  great  circle  from  the  highest  heavens,  by  subtle  processes  of 
mathematics,  has  been  projected  upon  the  surface  of  the  earth  as  a 
dividing  line.  It  is  laid  out  on  the  ground  by  means  of  imaginary 
lines  connecting  certain  monuments  erected  by  the  joint  efforts  of  the 
two  governments.  From  one  side  to  the  other  there  is  little  change 
of  geographical  features  or  industrial  possibilities.  As  a  matter  of 
fact,  the  real  boundary  is  not  a  line.  It  is  a  zone  on  the  American 
side.  The  number  of  Canadians  living  within  that  zone  is  surprising. 
That  silent  zone  is  an  everlasting  protest  against  the  boundary,  against 
the  idea  of  anything  militant  existing  along  it. 

And  more.  By  an  irresistible  law  of  strategy  the  people  on  the 
other  side  of  that  border  zone  are  of  a  common  destiny.  Canada  is 
an  untenable  position  for  England  in  the  event  of  a  serious  clash  with 
the  United  States.  The  development  of  transportation  and  commerce 
has  revolutionized  the  strategic  conditions  along  that  border.  Into 
and  behind  the  English  position  there  has  been  thrust  the  great  throb- 
bing heart  which  controls  the  pulsations  of  the  inland  commercial  sys- 
tems. As  a  result,  any  portion  of  the  land  forces  of  the  United  States 
can  be  projected  with  marvellous  rapidity  upon  the  rear  of  it,  and 
thereafter  have  ample  and  secure  communications.  Why  not  have  a 
show  of  hands  right  here,  and  end  this  talk  of  fight  and  defence  in 
that  quarter?  Why  not  terminate  the  antiquated  discussion  about  war- 
ships on  the  lakes?  We  want  none  there,  and  can  see  that  no  others 
get  there. 

Again,  the  vaunted  position  of  Vancouver  island,  at  the  western 
extremity  of  the  boundary,  is  also  untenable  against  the  United  States. 
Within  the  sweep  of  a  definite  radius  swinging  around  the  little  cluster 
of  San  Juan  islands  lies  the  strategic  control  of  the  North  Pacific  ocean 
and  the  western  coast  of  the  United  States.  At  the  point  where  Puget 
sound,  the  Straits  of  Juan  de  Fuca,  and  the  Gulf  of  Georgia  come  to- 
gether, a  well -protected  harbor  can  be  created,  having  ample  facilities 
01  ingress  and  egress,  and  here  the  land  and  sea  power  of  the  United 
States  could  be  brought  together  with  ease  and  certainty.  As  a  means 
of  attack  or  defence  against  the  United  States  it  seems  like  waste  for 
England  to  spend  money  for  war  purposes  in  that  quarter.  The  con- 
ception of  a  military  frontier  between  the  United  States  and  Canada 
has  no  just  or  solid  foundation,  and  should  not  be  allowed  to  stand  in 
the  way  of  a  long  pull  together  to  make  the  unsalted  seas  a  means  of 
carrying  old  ocean's  commerce  into  the  heart  of  a  continent. 
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THE  RECENT  PROSPERITY  OF  BRITISH 

RAILWAYS. 


By  William  J.  Stevens. 

THE  results  generally  displayed  by  British  railways  for  over  eight- 
een months  past  have  fully  justified  the  hopes  of  those  who. 
prior  to  1895,  looked  for  better  things  from  the  companies 
than  they  were  able  to  show  in  the  bad  years  1893  and  1894.  The 
sudden  change  from  a  succession  of  poor  dividends  to  a  period  of 
prosperity  which  has  been  witnessed  since  June  1,  1895,  is  without 
parallel  in  the  modern  history  of  the  railways  of  Great  Britain.  Com- 
ing as  it  did  after  the  exceptionally  poor  exhibits  made  in  the  years 
1893  and  1894,  as  well  as  in  the  first  six  months  of  1895,  the  sudden 
improvement  was,  of  course,  the  more  acceptable  to  the  shareholder, 
who,  since  1889,  had  had  to  bear  a  practically  continuous  decline  in 
their  profits  from  year  to  year. 

From  1885  to  1889  was  a  period  of  successive  improvements  in 
the  dividends  paid  by  most  British  railways,  culminating  in  the 
distributions  of  the  latter  year,  which  were  rather  above  the  averape. 
But  after  1889  there  followed  a  number  of  bad  years,  each  worse  than 
its  predecessor,  which  culminated  in  the  unprecedentedly  low  divi- 
dends of  1893  and  1894.  The  former  of  these  years  was  a  record 
one,  as  regards  the  paucity  of  railway  profits  and  the  correspond- 
ingly low  distributions  on  the  ordinary  stocks,  due,  of  course,  in  a 
large  measure,  to  the  protracted  strike  of  coal -miners  in  the  second 
part  of  the  period,  which,  besides  paralyzing  goods  and  mineral  traffic 
in  the  Midlands,  imposed  on  all  the  leading  companies  an  unusu- 
ally heavy  charge  for  fuel.  The  succeeding  year  was  rather  better  than 
1893,  so  far  as  the  English  lines  were  concerned,  but  for  more  than 
three  months  of  that  period  the  Scotch  companies  had  to  endure  a 
strike  among  the  coal-miners  in  the  districts  served  by  them,  which, 
so  far  as  the  area  affected  is  concerned,  was  quite  as  disastrous  as  the 
English  strike  of  1893.  The  year  1895  was  one  of  mixed  influences 
counteracting  each  other,  so  that,  on  the  whole,  no  material  improve- 
ment took  place.  In  the  first  six  months  both  passenger  and  goods 
traffic  (particularly  the  former)  was  adversely  influenced  by  the  severe 
weather  then  experienced.  In  the  second  half  of  the  year  the  im- 
provement in  trade  materially  helped  the  companies,  and  for  that  pe- 
riod there  was  a  general  increase  in  dividends ;  but  it  did  not  in  most 
cases  do  much  more  than  make  up  the  deficiencies  of  the  preceding 
half-year.    As  a  matter  of  fact,  three  large  companies,  the  Great 
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Western,  Midland,  and  North  Eastern,  each  paid  lower  rates  on  their 
ordinary  stocks  for  the  whole  year  1895  than  for  1894. 

But  1896,  in  decided  contrast  to  previous  years,  was,  throughout, 
a  year  of  marked  prosperity  for  all  British  railways.  Everything 
seemed  to  assist  them  to  increase  their  profits.  A  very  large  growth  in 
gross  receipts  was  secured,  and  continued  throughout  the  year.  On 
the  other  hand,  expenses,  though  showing  large  increase,  did  not  call 
for  a  relative  share  of  the  additional  gross  earnings,  so  that  net  reve- 
nue showed  very  large  expansion.  Then,  to  complete  the  favorable 
circumstances  to  the  ordinary  shareholders,  the  addition  to  capital 
charges  during  1896  was  remarkably  small,  so  that  a  very  large 
proportion  of  the  addition  to  net  earnings  was  paid  away  in  increased 
dividends  on  the  ordinary  stocks.  For  the  three  years  preceding 
1896  the  aggregate  capital  outlay  of  twenty  companies  was  as  follows  : 
Year.  Expenditure,  20  companies. 
1893    ;£l3»l65'000 

1894   9»977>°o° 

1895   7,568,000 

The  comparative  saving  arising  from  the  restricted  capital  expenditure 
prior  to  1896  was  augmented  by  that  arising  from  the  constantly  de- 
clining rate  at  which  the  principal  British  railways  can  raise  money, 
thereby  accounting  for  the  small  increase  of  capital  burdens  in  1896. 

With  the  combined  force  of  the  favorable  conditions  referred  to 
above,  there  is  little  wonder  that  there  was  a  large  and  universal  in- 
crease in  the  dividends  paid  by  the  companies  for  1896.  The  extent 
of  the  recent  increase  in  dividends  may  best  be  seen  by  comparing 
those  paid  for  the  years  ended  June  30,  1895,  and  December  31,  1896. 
Subjoined  is  a  comparison,  on  this  basis,  of  the  distributions  made  by 
the  principal  companies  on  their  ordinary  stocks. 


Company. 

Dividend  for  year 
ended  June 
30,  1895. 

Dividend  for 
year  ended  De- 
cember 31,  1896. 

Increase. 

Caledonian  

37A 

5 

iH 
H 
*X 
i* 

1  8 

(ireat  Eastern  

i% 
4'A 

6 

(ireat  Northern  

4* 
I* 

srt 
i% 

6# 

6* 
6 

6 

Ix>ndon.  Brighton  and  So.  Coast.  . .  . 
Midland  

SK 

2%  Deferred  / 
nil  Deferred  f 

4 

3  \ 
*  itff 

6* 
4U 

*  Estimated  result  to  January  3t  last. 
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It  will  be  observed  that  during  the  past  eighteen  months  the  addi- 
tions to  the  dividends  paid  range  from  ^  to  1  }i  per  cent,  in  the  case 
of  the  twelve  leading  English  and  Scotch  companies.  Among  the 
smaller  lines  the  improvement  was  equally  good,  while  no  company 
suffered  any  decline  in  distribution  for  1896  from  that  of  1895 

The  large  increase  in  gross  earnings  during  1896  may  be  gathered 
from  the  fact  that  the  gross  receipts  of  thirteen  leading  companies  for 
the  period  were  ,£68,893,000  against  a  corresponding  figure  of  ^65,- 
619,000,  thus  showing  an  increase  of  ,£3,274,000,  or  about  5  percent. 
Working  expenses  showed  an  advance  in  the  case  of  the  same  com- 
panies of  ,£1,583,000,  or  considerably  less  than  50  per  cent,  of  the 
additional  gross  receipts.  The  effect  of  this  smaller  relative  increase 
in  working  charges  was  to  reduce  the  ratio  of  expenses  to  receipts  for 
the  yeir  by  #  per  cent,  as  compared  with  the  preceding  year.  After 
meeting  the  increased  cost  of  working,  the  addition  to  net  earnings 
was  ,£1,691,000.  Of  this  sum  no  less  than  .£1,576,000  was  actually 
distributed  in  increased  ordinary  dividends  by  the  thirteen  companies 
in  question,  besides  which  the  sums  carried  forward  to  the  present  year 
show,  in  several  cases,  substantial  increases.  As  a  matter  of  fact,  the 
addition  to  the  capital  charges  during  the  past  year  was  only  a  little 
more  than  £"100,000, — the  smallest  increase  in  this  item  for  many 
years. 

The  effect  of  the  improvement  in  net  earnings  last  year  has  been 
to  very  materially  improve  the  current  yield  on  the  capital  invested  in 
British  railways.  As  the  returns  for  1896  are  not  by  any  means  com- 
plete for  all  the  railways  of  Great  Britain,  it  is  at  present  quite  im- 
possible to  take  a  complete  survey  of  the  results  in  this  respect ;  but 
it  will  not  be  difficult  to  show  clearly  that  a  distinct  step  forward  has 
been  taken.  For  the  seven  years  prior  to  1896  the  board  of  trade 
statistics  show  the  net  return  on  the  capital  invested  in  all  British  rail- 
ways to  have  been  as  follows : 


As  I  pointed  out  in  The  Engineering  Magazine  of  August  last, 
the  figures  given  above  do  not  allow  for  nominal  additions  to  capital, 
which  at  the  end  of  1895  amounted  to  ,£88,500,000  out  of  a  gross 
capital  of  ,£1,001,000,000.    As  a  very  large  proportion  of  this  nom- 


Year. 


Net  return  on  capital. 
4.21  per  cent. 
4.10  " 
4  00  " 

3-85  " 
3.60  " 


1889 
1890 
1891 
1892 

1893 
1894 
1895 
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inal  increase  accrued  between  1889  and  1895,  the  decline  in  the  net 
return  was  really  not  so  large  as  it  is  made  to  appear.  Allowing  for 
this  feature,  the  real  decline  in  the  return  between  1889  and  1895  was 
probably  not  much  more  than  .21  per  cent.  As  dividends  have  prac- 
tically been  restored  to  the  level  of  1890,  it  is  probable  that  the 
average  net  return  on  the  whole  capital  of  the  railways  of  the  British 
Isles  will,  when  the  returns  are  fully  complete,  work  out  at  about  4. 10 
per  cent,  as  in  1890,  after  allowing  for  the  merely  nominal  additions 
to  capital  made  in  the  interval. 

For  the  purpose  of  ascertaining  exactly  what  progress  has  been 
made  in  the  matter  of  the  net  return  yielded  on  railway  capital  in 
1896,  the  actual  results  of  the  thirteen  leading  companies  already  re- 
ferred to  may  be  taken.  To  the  end  of  1895  the  total  capital  of  these 
thirteen  companies,  excluding  nominal  creations,  was  ^618,000,000, 
and,  as  the  net  revenue  for  the  year  amounted  to  ^£29, 2 14,000,  the 
average  yield  on  the  capital  invested  was  4.73  per  cent.  At  the  end 
of  1896  the  total  capital  of  the  same  companies  had  increased  to 
^625,700,000,  and  the  net  revenue  to  ^30,905,000.  The  latter 
figure  represented  a  yield  on  the  capital  of  4.94  per  cent.,  an  im- 
provement as  compared  with  1895  of  .21  per  cent.  As  the  whole  of 
this  improvement  has  gone  solely  to  the  ordinary  stock-holders,  it  rep- 
resents a  much  larger  relative  increase  on  the  ordinary  capital.  Thus, 
while  the  total  improvement  on  the  net  revenue  of  1896  amounted  to 
6  per  cent,  as  compared  with  1895,  the  amount  distributed  in  divi- 
dends on  the  ordinary  stocks  showed  an  increase  of  15  per  cent. 

With  this  general  as  well  as  large  improvement  in  the  position  of 
the  ordinary  stocks  of  all  British  railways,  there  is  little  wonder  that 
the  prices  of  the  latter  have  recently  been  very  high, — record  figures 
in  some  instances.  Not  only  have  dividends  already  been  materially 
enhanced,  but  prospects  continue  to  be  good,  for  traffics  are  still 
showing  progress,  and  yet  further  increases  in  dividends  may  be  real- 
ized. A  curious  feature  in  connection  with  the  present  level  of 
quotations  may  be  noticed  at  this  point.  Taking  the  whole  list  of 
British  railway  junior  stocks,  the  yield  on  the  basis  of  present  prices 
is  materially  higher  than  it  was  a  year  ago,  taking  the  prices  then  rul- 
ing and  the  dividends  for  1895.  The  reason  for  this  is  that  the  level 
of  quotations  at  the  earlier  period  discounted  to  a  considerable  extent 
the  improvement  which  has  now  been  actually  realized,  and  the  pros- 
pect of  further  improvement  is  of  course  not  so  great.  Another  point 
in  connection  with  this  phase  of  the  subject  is  that  prices  are  now,  in 
most  instances,  materially  lower  than  they  were  six  months  ago, 
though  in  the  interval  marked  increases  in  dividends  have,  as  alreaoy 
indicated,  been  secured.    For  the  decline  in  the  face  of  improved  re- 
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suits,  the  tendency  to  over-discount  future  improvement,  which  is  a 
characteristic  of  the  stock  markets,  is  largely  accountable,  though  an 
improvement  in  the  rates  ruling  in  the  money  market,  after  a  period 
of  abnormal  cheapness,  as  well  as  recent  political  unrest,  have  also 
been  adverse  features  tending  towards  lower  prices. 

In  spite  of  the  fact  that  during  the  last  few  months  the  return  on 
an  investment  in  the  junior  stocks  of  British  railways  has  increased, 
owing  to  the  increase  in  dividends,  on  the  one  hand,  and  a  slight  de- 
cline in  market  values,  on  the  other,  there  is  no  doubt  whatever  that 
the  present  yield  is  still  low,  compared  with  former  years.  On  the 
basis  of  last  year's  dividends  the  yield  at  the  present  time  ranges,  ac- 
cording to  the  character  of  the  stock,  from  3  to  4  per  cent,  on  the 
junior  securities,  and  averages  about  3^  per  cent.  As  last  year's  di- 
vidends were,  in  nearly  all  cases,  rather  above  the  average,  the  con- 
tinuous yield  which  may  reasonably  be  looked  for  is  even  less,  and 
does  not  exceed  per  cent.,  taking  the  regular  dividend  paying 
stocks  together  There  are  a  number  of  the  more  speculative  stocks 
which  yield  less  than  3  per  cent.,  even  on  last  year's  dividends,  while 
a  few  yield  nothing  whatever.  These,  however,  always  command  a 
relatively  high  value  on  account  of  the  speculative  favor  in  which  they 
stand,  partly  because  their  low  price  attracts  buyers,  and  partly  be- 
cause a  stock  receiving  no  dividend,  or  only  in  receipt  of  small  and 
irregular  dividends,  is  difficult  to  value  with  any  precision.  Prospec- 
tive rights  carried  by  them  are  certainly  of  some  value,  but,  as  in  the 
case  of  those  American  railroad  common  stocks  which  have,  up  to  the 
present,  been  dividendless,  a  relatively  high  price  is  given,  even  in 
poor  years,  for  the  rights  they  carry,  as  contrasted  with  superior 
stocks  or  bonds,  ranking  ahead  of  them  and  actually  in  receipt  of  reg- 
ular income.  Stocks  of  this  kind  may,  however,  be  disregarded  in 
examining  the  present  yield  on  the  ordinary  stocks,  for  they  repre- 
sent but  a  small  proportion  of  the  total,  especially  having  reference  to 
the  market  value  of  the  capital  involved.  As  evidence,  however,  that 
the  rise  in  railway  securities  which  has  brought  about  the  marked  di- 
minution of  the  yield  in  recent  years  has,  for  the  most  part,  resulted 
from  an  investment  demand,  it  may  be  pointed  out  that  the  non- 
dividend  stocks  and  those  in  receipt  of  irregular  distributions  have  not 
by  any  means  reached  the  comparative  heights  attained  by  those  stocks 
in  receipt  of  large  and  steady  dividends. 

The  high  prices  of  all  British  railway  securities  are  simply  the  re- 
sult of  the  action  of  the  law  of  supply  and  demand.  Had  the  yield 
on  these  stocks  shrunk  as  it  has  done  while  that  obtainable  from  other 
securities  had  remained  stationary,  the  position  would  indeed  be  dan- 
gerous, and  foolish  would  be  those  investors  who  should  venture  to 
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face  the  risks  such  a  position  of  matters  would  imply.  But  the  rela- 
tive superiority  of  the  yield  afforded  by  railway  stocks  is  as  great  now 
as  it  was  when  "  Consols,"  by  example,  yielded  3  per  cent.,  al- 
though now  the  latter  security  yields  only  2  percent.,  allowing  for 
the  fact  that  the  interest  declines  to  2^2  per  cent,  in  1903  and  also 
for  the  disappearance  of  the  premium  in  1923,  when  the  stock  is  re- 
deemable at  par.  All  securities  of  a  sound  character  yield  materially 
less  than  they  did  only  a  few  years  ago,  and  the  high  prices  of  railway 
stocks  are  due  to  the  fact  that  they  have  shared  in  that  movement,  and 
nothing  more.  Whether  all  high-class  securities  have  not  appreci- 
ated unduly  in  recent  years  is  a  question  which  it  is  not  necessary  to 
discuss  in  connection  with  this  matter.  A  great  difference  of  opinion 
exists  regarding  it,  though  the  view  of  most  people  capable  of  judging 
is  that  all  these  stocks  must  sooner  or  later  come  down  to  a  lower 
level.  A  great  war,  a  financial  panic,  or  a  material  advance  in  money 
rates  would  suffice  to  bring  all  these  securities  down  from  the  inordi- 
nate heights  to  which,  as  the  result  of  a  long  period  of  appreciation, 
they  have  attained.  But  surely,  granting  that  such  a  change  must 
come,  it  will  be  admitted  that  the  stocks  yielding  most  at  the  present 
time,  and  withal  enjoying  good  security,  will  suffer  less  than  those 
which,  yielding  a  lower  return,  therefore  present  a  much  more  vulner- 
able front  to  the  disturbing  influences  of  a  wave  of  depreciation. 
This  is  one  great  reason  why  the  really  good  ordinary  stocks  of 
British  railways  are  so  much  sought  after  at  present,  and,  from  the 
point  of  view  of  the  permanent  investor,  who  buys  a  stock  in  order 
to  obtain  as  good  an  average  yield  as  possible,  there  is  much  to  be 
said  in  favor  of  it,  especially  while  prospects  continue  good. 

As  an  example  of  the  choice  that  is  before  the  investor  at  the  pres- 
ent time,  let  us  examine  the  comparative  inducements  to  purchase,  say, 
London  and  North  Western  debenture  stock,  on  the  one  hand,  and  the 
ordinary  stock  of  that  company,  on  the  other.  In  the  former  case  he 
buys  a  3  per  cent,  stock  at  118  per  ^100,  which  yields  him  ^2. 10. 10 
per  j£  1 00.  There  is  no  prospect  whatever  of  any  improvement  on 
that  yield,  as  the  stock  is  entitled  to  a  fixed  rate  only,  and  practically 
no  risk  that  the  return  will  be  diminished.  Since  1889  the  stock  has 
appreciated  by  22  per  cent.,  and,  though  the  quotation  was  last  year  as 
high  as  125,  there  is,  on  the  whole,  greater  risk  of  loss  than  prospect 
of  gain  in  capital  value.  As  regards  the  ordinary  stock  the  investor 
would  be  able  to  secure  at  about  200  per  .£100  a  stock  that  yields  on 
the  basis  of  last  year's  dividend  ^3. 1 1.3  per  ^100,  or  1  percent, 
more  than  on  the  debenture  stock.  On  the  basis  of  the  average  dividend 
for  eight  years  past,  the  yield  would  be  ^3.9.0  per  ^100.  There  is 
the  prospect  this  year  of  a  further  improvement  in  the  dividend.  Since 
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1889  the  market  value  of  of  the  stock  has  increased  on  balance  by  only 
1 1  per  cent.,  so  that  there  appears  to  be  greater  reason  to  expect  capital 
gain  than  loss  at  the  moment,  especially  with  a  higher  dividend  in  view. 
Taking  all  the  facts  into  consideration,  it  must  be  admitted  that  there 
is  much  to  be  said  in  favor  of  the  superiority  of  the  ordinary  stock  as 
an  investment.  And  the  contrast  drawn  between  the  debenture  stock 
and  the  ordinary  stock  of  the  North  Western  Company  might  be  with 
equal  force  applied  to  an  estimate  of  the  comparative  merits  of  a  pur- 
chase of '  *  Consols, ' '  colonial  stocks,  corporation  stocks,  and  other  high- 
class  securities,  on  the  one  hand,  and  the  better  class  of  railway  ordi- 
nary stocks,  on  the  other,  for  in  all  cases  the  additional  risk  incurred 
by  the  latter  is  more  than  compensated  by  the  higher  yield,  and  smaller 
prospect  of  capital  loss. 

Up  to  the  present  the  comparative  merits  of  the  ordinary  stocks 
have  been  mainly  considered.  Their  positive  advantages  remain  the  same 
as  those  which,  by  long  experience,  the  British  investor  has  proved  them 
to  possess.  Good  and  honest  management  of  the  companies  on  which 
they  depend,  both  commercially  and  financially,  is  their  strongest  point. 
Then,  while  under  a  considerable  amount  of  supervision  by  the  State, 
through  the  board  of  trade,  they  are  comparatively  free  from  harassing 
legislation,  such  as  has  been  witnessed  in  America.  The  success  with 
which  the  railways  have  lately  been  able  to  meet  in  the  courts  of  law 
various  questions  in  regard  to  rates  has  amply  vindicated  the  strength  of 
their  legal  rights.  The  long-continued  rates-agitation  of  late  years  has 
failed  in  its  purpose  of  cutting  down  the  charges  made  by  the  companies, 
and  has  yielded  to  those  who  pursued  it  only  apparent  advantages  in  the 
matter  of  reduced  maximum  rates,  which  have  had  little  practical  value, 
though  the  companies,  on  the  other  hand,  have  been  able,  in  the  course 
of  the  consideration  of  the  matter  by  parliament,  to  legalize  charges 
(notably  terminals)  which  had  not  previously  the  unquestionable  sanc- 
tion of  the  law.  There  is  no  danger  of  State  purchase  on  Socialistic 
lines  ;  the  public  sense  of  justice  would  not  entertain  for  a  moment  any 
confiscatory  measure  of  this  type.  As  a  matter  of  fact,  State  purchase 
is  regarded  as  a  purely  academic  proposition,  and  there  is  no  appreci- 
able section  of  public  opinion  in  its  favor. 

Another  great  point  in  favor  of  English  railway  stocks  is  that  the 
companies  are  free  from  the  disastrous  rate-wars  which  inflict  such  in- 
jury on  American  railways.  The  laws  of  Great  Britain  do  not  forbid 
pooling  arrangements,  and,  as  comparative  harmony  exists  among  the 
companies  in  the  matter  of  charges,  a  war  of  rates  is  in  any  form  a 
very  rare  occurrence  indeed.  It  may  be  said  that  the  trading  com- 
munity of  Great  Britain  suffers  as  contrasted  with  their  brethren  in 
America  from  the  higher  charges  which  result  from  the  absence  of 
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rate-wars.  But  many  authorities  are  of  opinion  that  what  is  most  con- 
ducive to  the  public  interests  is  a  steady  maintenance  of  rates  at  a 
moderate  level  rather  than  the  sharp  fluctuations  in  charges  due  to  un- 
trammelled competition.  Certainly  it  may  be  said  that  the  trading 
public  do  not  really  benefit  to  anything  like  the  extent  that  railways 
suffer  in  a  rate- war.  To  the  maintenance  of  rates  and  fares  the  clear- 
ing-house system  in  Great  Britain  very  materially  contributes.  It  is 
a  well-established,  independent  organization  supported  by  the  com- 
panies in  the  proportions  of  the  work  done  for  them,  and,  besides 
dividing  receipts  from  through  traffic  among  the  companies,  it  is  a 
most  valuable  check  on  undue  competition  in  rates  and  fares.  The 
interests  of  the  public  are  by  no  means  neglected  in  this  matter,  and, 
as  evidence  that  this  is  so,  reference  may  be  made  to  the  reduction  of 
fares  lately  instituted  by  several  companies  to  check  the  decline  in 
second-class  traffic.  From  the  beginning  of  1895,  for  example,  the 
South  Eastern  &  Chatham  Companies  materially  reduced  their  first- 
and  second-class  fares.  Last  year  the  Great  Western  and  South- 
western took  similar  action,  and  reduced  their  second-class  fares  con- 
siderably. According  to  the  general  basis  on  which  their  fares  were 
framed,  the  charges  were  at  the  rate  of  twopence  a  mile  first  class, 
three  halfpence  a  mile  second-class,  and  a  penny  a  mile  third  class. 
Under  this  scale  there  has  been  a  constant  drain  to  the  third-class, 
due,  no  doubt,  to  the  great  improvement  in  the  accommodation  there 
given  as  compared  with  the  superior  classes.  This  was  especially  the 
case  with  the  second-class  ;  so  the  plan  of  reducing  these  fares  to  a 
penny-farthing  a  mile  (only  25  per  cent,  more  than  the  third-class) 
was  decided  upon,  and  its  introduction  in  May,  1896,  has  already 
yielded  a  very  satisfactory  result  in  the  case  of  both  the  Great  West- 
ern and  South  Western  companies.  The  Brighton  Company  intends 
to  reduce  its  first-  and  second-class  fares  to  the  level  of  two  pence  a 
mile  and  a  penny- farthing  a  mile  respectively,  beginning  May  1,  1897, 
maintaining  a  penny  a  mile  third-class,  as  at  present. 

Though  competition  in  rates  and  fares  is  alien  to  the  working  of 
British  railways,  another  form  of  rivalry  which,  though  costly  to  the 
companies,  is  of  gTeat  benefit  to  the  public,  is  the  competition  to  im- 
prove and  increase  facilities,  both  as  to  speed  and  accommodation. 
In  recent  years  this  kind  of  rivalry  has  made  great  strides,  and  to  it 
the  increase  in  the  ratio  of  expenses  to  receipts  is  largely  due.  It  is 
in  passenger  traffic  that  its  working  can  be  most  clearly  traced.  Dur- 
ing recent  years  there  has  been  a  great  increase  in  the  accommodation 
provided  in  the  direction  of  dining-  and  drawing-room  cars,  sleeping 
saloons,  corridor  carriages,  etc.  Even  the  third-class  passenger  on 
the  principal  trains  to  Scotland  is  provided  with  a  dining  car  without 
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extra  charge  beyond  that  for  meals.  These  additional  facilities  mate- 
rially increase  the  dead-weight  of  the  trains  and  reduce  the  earning 
capacity  per  train-mile.  In  addition,  the  speed  of  many  trains  has 
been  increased,  involving  addition  to  the  cost  of  working.  To  haul 
the  heavier  trains,  more  powerful  and  weightier  engines  have  been 
constructed,  which,  together  with  the  high  speed  maintained,  entail  a 
more  expensive  permanent  way.  At  the  half-yearly  meeting  of  the 
London  &  North  Western  Company,  the  chairman,  Lord  Stalbridge, 
referred  to  this  matter.  He  said:  "Owing  to  the  increase  in  the 
weight  of  trains,  the  speed  at  which  they  run,  and  so  on,  it  has  been 
thought  desirable  by  our  engineer  to  increase  the  weight  of  rail.  Up 
to  1885,  the  84-pound  rail  was  thought  to  be  heavy  enough.  In  1885, 
however,  we  commenced  to  lay  a  90-pound  rail,  and  that  has  gone  on 
up  till  now.  We  now  propose  to  lay  a  rail  weighing  103^  pounds 
per  yard."  This,  of  course,  entails  an  addition  to  the  cost  of  work- 
ing, due  to  this  competition  of  facilities.  Under  these  circumstances 
it  is  hardly  surprising  that  the  average  rate  of  working  expenses  has 
increased  since  1889  from  52  to  56  per  cent.,  especially  taking  into 
account  the  addition  to  such  items  of  expenditure  as  wages,  rates,  and 
taxes.  By  reason  of  superior  management  the  effect  of  this  increase 
in  the  ratio  of  working  expenses  is  being  overcome,  and,  as  it  may  be 
regarded  as  having,  in  some  respects,  reached  its  limit,  there  is  little 
danger  of  ordinary  dividends  being  affected.  The  lower  cost  at  which 
the  companies  now  raise  capital  may  be  taken  as  entirely  counteract- 
ing this. 

The  most  reassuring  point  about  British  railway  stocks,  and  one 
which,  above  all  things,  commends  them  to  the  favor  of  the  investing 
public,  is  the  straightforward  character  of  their  financial  administra- 
tion. Receiverships,  reorganizations,  assessments,  scaling  down  of 
interest  on  income  bonds,  and  even  on  mortgage  bonds,  which  so 
seriously  prejudice  .capitalists  against  American  railroad  securities,  are 
phrases  which  have  no  application  so  far  as  holders  of  British  railway 
securities  are  concerned.  Railways  in  Great  Britain  are  not  managed 
with  one  eye  on  the  stock  markets  and  the  other  on  the  interests  of 
their  proprietors.  A  manager  who  attempted  to  do  anything  of  the 
kind  would  soon  have  to  face  dismissal  by  the  board  of  directors,  and 
anything  like  disregard  for  the  interests  of  the  proprietary  on  the  part 
of  the  latter,  with  a  view  to  speculative  effects,  would  secure  even  their 
expulsion  at  the  hands  of  the  shareholders,  who  would  know  how  to 
use,  when  necessary,  the  power  conferred  upon  them  by  the  laws  of 
the  land.  Under  these  conditions  the  high  prices  now  current  for 
British  railway  stocks  are  not  difficult  to  account  for  ;  indeed,  it  would 
be  surprising  if  matters  were  otherwise. 
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THE  CURE  FOR  CORROSION  AND  SCALE  FROM 

BOILER  WATERS. 


By  Albert  A.  Cary. 
III. 

HAVING  considered  the  corrosive  agents  found  in  boiler  waters, 
and  also  the  individual  characteristics  of  the  scale-producing 
substances,  we  are  now  prepared  to  examine  these  collec- 
tively, and  then  proceed  to  a  consideration  of  the  various  methods  for 
their  removal  or  treatment. 

The  hardness  or  softness  of  water,  for  boiler  purposes,  depends  en- 
tirely upon  the  quantity  of  lime  or  magnesian  salts  in  solution.  There 
are  two  kinds  of  hardness  in  water, — "  temporary  hardness,"  due  to 
the  carbonates  of  lime  or  magnesia  held  in  solution  by  an  excess  of 
carbonic  acid,  which  can  be  gotten  rid  of  by  any  method  that  will 
drive  this  off  or  neutralize  it,  and  "  permanent  hardness,"  due  to  the 
presence  of  any  soluble  salts  of  lime  or  magnesium,  such  as  the  sul- 
phates, chlorids,  and  nitrates,  held  in  solution  by  the  solvent  proper- 
ties of  the  water  itself. 

The  "  total  hardness  "  is  best  distinguished  by  the  fact  that,  when 
soap  is  used  with  hard  water,  a  certain  proportion  of  it  will  be  de- 
stroyed before  a  lather  can  be  produced,  this  amount  being  in  direct 
proportion  to  the  degree  of  hardness  of  the  water.  This  destruction 
is  due  to  the  decomposition  of  the  soap  by  the  lime  or  magnesian 
^alts,  and  the  formation  of  an  insoluble  curd  of  oleate,  palmitate,  and 
stearate  of  lime,  or  magnesia.  By  using  a  sufficient  amount  of  soap 
the  water  can  finally  be  softened  so  that  a  lather  can  be  formed,  but 
this  is  a  very  expensive  process,  as,  according  to  Collet,  the  lime  salts 
in  a  thousand  gallons  of  water  will  destroy  1.7  pounds  of  the  best 
hard  soap  for  each  "  degree  of  hardness  "  in  the  water,  one  such  de- 
gree being  equivalent  to  one  grain  of  carbonate  of  lime  per  gallon,  or 
its  equivalent  in  soap-destroying  power. 

Stillman  gives  (in  his  "  Engineering  Chemistry")  the  following 
instructions  for  the  determination  of  the  hardness  of  water. 

(1)  The  preparation  of  a  standard  solution  of  "hard  water." 
*"  Dissolve  1. 11  grains  of  pure  fused  calcium  chlorid  in  a  little  water, 
and  dilute  to  1  liter  at  6o°  F.  ;   .  each  cubic  centimeter  of 

the  solution  will  correspond  to  0.001  gram  calcium  carbonate." 

(2)  Solution  of  soap.  ''Thirteen  grams  of  sodium  oleate  are 
dissolved  in  a  mixture  of  500  cubic  centimeters  of  alcohol  and  500 
cubic  centimeters  of  water,  and  filtered  if  necessary."    "  It  now  be- 
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comes  necessary  to  standardize  it,  so  that  one  cubic  centimeter  will  be 
equivalent  to  0.001  gram  of  calcium  carbonate."  This  is  effected  by 
taking  a  definite  volume  of  the  standard  hard  water  just  prepared, 
measuring  accurately  the  amount  of  soap  solution  which  must  be 
added  before  a  permanent  lather  is  formed,  and  then  diluting  the  soap 
solution,  if  necessary,  until  it  shows  the  proper  proportionate  strength. 

(3)  Determination  of  the  total  hardness.  "58.3  cubic  centi- 
meters of  the  clear  sample  of  the  water  to  be  examined  are  run  into  a 
250-cubic-centimeter  flask,  and  the  standard  soap  solution  added  in 
the  manner  described  above,  until  a  lather  capable  of  persisting  for 
five  minutes  is  produced. "  "The  number  of  cubic  centimeters  re- 
quired, minus  one  cubic  centimeter  for  the  water  itself,  will  give  the 
degrees  of  hardness  in  terms  of  calcium  carbonate  in  grains  per  U.  S. 
gallon. "  "  If  the  water  contains  a  fair  proportion  of  magnesian  salts, 
there  will  be  some  difficulty  in  obtaining  the  right  point,  owing  to  the 
slowness  with  which  magnesia  salts  decompose  soap  ;  an  apparent  per- 
sistent lather  is  formed,  which,  on  being  allowed  to  stand  a  little 
while  and  again  shaken  up,  will  disappear ;  a  little  experience  with 
magnesian  hard  waters  will  familiarize  the  operator  with  this  pecu- 
liarity.'* 

The  "permanent  hardness"—/.  e.%  that  which  is  not  due  to  the 
presence  of  the  soluble  bicarbonates  of  lime  and  magnesia — is  deter- 
mined by  a  substantially  similar  test  made  upon  the  water  after  boiling 
it  for  half  an  hour.  The  "  temporary  hardness  "  is  the  difference  be- 
tween the  "  total  "  and  the  "  permanent." 

"  The  French  standard  of  hardness  of  water  is  stated  in  terms  of 
milligrams  of  calcium  carbonate  in  100  grams  of  water,  or,  parts  cal- 
cium carbonate  per  100,000  parts  of  water." 

"The  German  standard  represents  milligrams  of  lime  in  100  grams 
of  water,  or,  parts  lime  per  100,000  parts  water." 

"  The  English  standard  represents  grains  of  calcium  carbonate  per 
gallon  of  70,000  grains  "  (the  imperial  gallon). 

"  The  American  standard  represents  grains  of  calcium  carbonate 
per  gallon  of  58,381  grains"  (the  United  States  gallon). 

Scale,  or  incrustation  in  boilers,  is  formed  by  the  settling  of  matter 
originally  held  in  mechanical  suspension,  or,  more  frequently,  by  the 
settling  of  precipitations  from  chemical  solutions. 

As  we  have  seen,  precipitation  from  solutions  is  caused,  first,  by 
the  expulsion  of  gases  which,  when  present,  held  these  matters  dis- 
solved, and,  second,  by  the  simple  concentration  of  solutions  beyond 
their  point  of  saturation. 

Incrustation,  strictly  defined,  refers  merely  to  hard  crusts  of  boiler 
scale,  but  in  boiler  parlance  it  is  made  to  include  all  precipitation  oc- 
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curring  in  boilers,  from  the  soft,  slushy  mud  to  the  very  hardest  scale. 
The  coherent  crusts  found  in  boilers  differ  widely  in  hardness  and 
tenacity.  Some  of  these  may  be  crumbled  between  the  fingers  to  a 
powder,  while  others  form  a  hard,  compact,  porcelain -like  scale, 
which  resists  the  chipping  tools  or  chisels  even  more  obstinately  than 
the  very  metal  of  the  boiler  itself.  The  scale  is  very  seldom  uniform 
in  composition;  it  usually  consists  of  successive  layers,  each  differing 
from  the  deposit  above  or  below  it.  Some  scale  is  very  porous,  and 
the  water  and  steam  seem  to  have  little  difficulty  in  finding  their  way 
through  it,  while  other  scale  is  solid,  compact,  and  entirely  im- 
pervious. 

The  preceding  article  considered  the  most  important  scale- making 
matters,  traced  them  back  to  their  source  of  supply,  and  studied  their 
individual  characteristics.  We  now  come  to  their  behavior  inside  the 
boiler. 

Free  floating  matter  in  boiler  waters,  to  which  reference  was  made 
in  Part  II  of  this  article,  is  apt  to  make  no  little  trouble,  as  in  most 
cases  it  is  composed  principally  of  clay,  which  forms  a  cementing  ma- 
terial for  the  matter  already  precipitated,  so  that  the  result  is  generally 
a  hard  scale  resembling  Portland  cement.  The  size  and  character  of 
the  particles  of  earthy  material  differ  considerably,  and  this  governs 
their  time  of  precipitation.  After  heavy  rains,  larger  particles  are  gen- 
erally found  in  suspension,  while,  when  the  source  of  water-supply  has 
remained  undisturbed  for  some  time,  this  sedimentary  matter  often  dis- 
appears entirely. 

The  larger  and  heavier  the  particles  are,  the  more  rapidly  they  will 
settle,  but  the  finer  particles  will  be  held  for  a  long  time  in  suspension 
by  the  circulating  currents  of  the  boiler,  and  often  will  not  settle  until 
these  currents  are  diminished,  or  cease  altogether  ;  this  condition  may 
be  attained  (in  factories)  during  "noon  hour,"  over  night,  or  on 
Sunday.  This  will  partially  explain  why  boiler  scale  so  often  occurs 
in  successive  layers. 

Vegetable  matter  is,  of  course,  lighter  than  the  earthy  material,  and 
therefore  remains  longer  in  suspension,  but  it  finally  settles  when  the 
water  in  the  boiler  is  at  rest,  or  nearly  so.  It  also  serves,  in  some 
cases,  to  bind  the  previous  precipitate  into  a  hard  mass,  while,  in  other 
cases,  it  prevents  the  formation  of  such  hard  crusts.  Organic  matter, 
as  a  general  thing,  discolors  the  scale,  giving  it  a  black  or  dark-brown 
appearance. 

When  the  temperature  of  a  solution  containing  the  bicarbonates  of 
lime,  magnesium,  or  iron  is  raised  to  1800,  a  considerable  percentage 
of  these  salts  is  precipitated,  while  at  a  temperature  of  2900  the  preci- 
pitation is  complete.    Thus  it  can  readily  be  understood  that  the  dis- 
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solved  carbonates  will  be  deposited  in  the  boiler ;  but  this  precipita- 
tion is  not  instantaneous. 

When  a  precipitation  of  carbonate  of  lime  or  carbonate  of  mag- 
nesia takes  place,  tiny  crystals  are  formed,  so  minute  that,  notwith- 
standing their  being  specifically  heavier  than  the  water,  they  remain 
suspended  for  a  long  time  before  settling,  especially  when  the  circulat- 
ing currents  in  the  boiler  keep  them  in  motion.  At  this  stage  these 
crystals  have  no  tendency  to  agglomerate,  but  remain  floating  freely  in 
the  water,  like  so  much  flour.  When  first  separated  from  the  solution, 
they  generally  rise  to  the  surface  of  the  water,  forming  a  scum  of  more 
or  less  thickness  and  density  ;  but  gradually  they  seem  to  grow  heavier, 
sometimes  adhering  to  the  other  impurities  in  the  water,  and  then  they 
settle  slowly  to  the  bottom  of  the  boiler,  unless  arrested  in  their  course 
by  tubes,  or  flues,  or  other  boiler  parts. 

This  settling  takes  place  where  the  circulating  currents  are  the  weak- 
est ;  when  the  boiler  is  put  out  of  active  service,  and  the  circulation 
slackens  and  eventually  ceases,  it  becomes  general. 

The  soft,  slushy  mud  which  is  thus  produced  will  not  form  even  a 
soft  coherent  scale,  unless  the  boiler  is  emptied  of  its  water  while  hot, 
in  which  case  the  heat  from  the  boiler  itself,  or  from  the  surrounding 
brick  work,  bakes  the  mud  into  a  solid  mass  much  more  difficut  to  re- 
move. If  attacked  while  soft,  it  can  easily,  in  most  cases,  be  washed 
out  with  water  from  a  hose  or  swept  out  with  a  brush. 

The  hard  scale  formed  from  this  precipitate  is  a  white,  porous  crust, 
having  comparatively  little  tenacity.  When  these  carbonates  occur  in 
considerable  quantity  in  boiler  waters,  the  water  often  becomes  sensibly 
thickened  by  the  precipitations,  and  this  interferes  not  a  little  with  the 
free  escape  of  the  steam.  The  action  of  the  steam  bubbles  rising  through 
this  thickened  water  is  not  at  all  dissimilar  to  that  occurring  when  we 
attempt  to  boil  milk,  mush,  or  oat  meal.  In  such  operations  the  cooks 
know  that  they  must  keep  up  a  constant  stirring  to  liberate  the  impris- 
oned steam  and  assist  the  convection.  If  such  stirring  is  omitted,  the 
contents  will  become  attached  to  the  vessel,  and  both  contents  and  the 
bottom  of  the  vessel  itself  will  soon  be  burned.  In  the  boiler  the  steam 
struggles  similarly  to  reach  the  surface,  where  it  finally  breaks  out  with 
a  small  explosion,  throwing  upward  with  considerable  force  small  drops 
of  water  along  with  particles  of  the  suspended  material. 

In  the  boiler  these  often  pass  off  with  the  outrushing  steam,  thus 
causing  serious  priming,  or  foaming,  and  many  of  the  small  globules 
of  water  entrained  in  the  steam  enclose  a  minute  crystal  of  the  solid 
matter.  This  is  eventually  dropped  in  the  steam  piping,  or  the  valve 
chambers  and  cylinders  of  the  engines ;  and  thus  we  are  able  to  ac- 
count for  the  white,  solid  incrustations  sometimes  found  in  these  places, 
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and  also  for  some  of  the  undue  wearing  of  the  valves,  pistons,  and 
their  seats  or  bearings. 

Concerning  the  effect  of  the  deposit  from  such  precipitations  on  the 
bottom  of  boilers,  President  Allen,  of  the  Hartford  Steam  Boiler  In- 
spection and  Insurance  Company,  says:  "  It  has  generally  been  sup- 
posed that  a  deposit  in  a  soft  state  caused  little  or  no  injury  to  a 
boiler ;  but  our  experience  has  proved  conclusively  that  the 
contrary  is  true."  .     .     "A  deposit  of  slush  or  sludge 

collects  on  the  bottom  of  boilers  and  around  the  seams,  and,  in  fire- 
box boilers,  around  the  furnace  sheets  and  around  the  water  legs." 
"  The  presence  is  detected  by  leakage  at  the  seams,  fractures  at  the 
edge  of  the  plates  and  in  the  line  of  rivets,  and  by  overheating  and 
consequent  depression  of  the  plates  where  it  rests."  .... 
"  This  difficulty  is  greatly  aggravated,  if  grease  finds  its  way  into 
boilers  ;  the  grease  appears  to  combine  mechanically  with  the  carbon- 
ate of  lime,  and  sinks  on  the  plates  when  the  boilers  are  at  rest."  "  It 
becomes  a  loose,  spongy  mass,  which  is  not  carried  off  by  the  circu- 
lation ;  but,  by  its  contact  with  the  plates,  it  keeps  the  water  from 
them,  and,  by  offering  resistance  to  the  free  transmission  of  heat, 
causes  overheating  and  burning  of  plates."  "  Before  we  had  fully 
investigated  this  subject,  our  opinion  was,  in  many  instances  where 
boilers  were  leaking  badly  and  showed  indications  of  having  been 
burned,  that  it  was  caused  by  the  carelessness  of  the  engineer  in  start- 
ing his  fire  with  no  water  in  the  boiler." 

Where  the  carbonates  are  present  in  boiler  waters  in  any  appre- 
ciable quantity,  the  blow-off  cocks  should  be  opened  with  more  or  less 
frequency,  according  to  the  amount  of  matter  precipitated.  The 
"  surface  blow  "  or  scummer  is  effectively  used  to  remove  the  scum 
from  the  surface  of  the  water  before  it  has  time  to  settle,  while  the 
"  bottom  blow  "  is  used  to  remove  the  mud  from  the  bottom  of  the 
boiler.    We  will  take  up  this  matter  in  greater  detail  later. 

We  have  thus  far  considered  merely  the  soft  friable  scale  formed 
by  the  precipitation  of  the  carbonates  alone  ;  a  much  harder  scale  is 
frequently  formed  by  mixture  with  other  precipitated  matter.  Clay, 
settling  with  this  salt  of  lime  and  magnesia,  forms  a  cement-like  mass  ; 
the  hydrates  of  lime  and  magnesia,  occurring  with  the  carbonates,  also 
cement  them  into  a  hard,  compact  scale,  difficult  to  remove;  but 
nothing  seems  to  have  so  strong  a  binding  effect  upon  them  as  the 
sulphate  of  calcium.  Its  long,  fibrous  crystals  are  frequently  seen 
binding  these  carbonates  into  a  solid  compact  mass,  and,  when  these 
gypsum  crystals  lose  their  water  of  crystallization  by  the  heat,  and  be- 
come anhydrite,  the  scale  becomes  all  the  more  solid  and  difficult  to 
remove. 
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When  the  carbonate  of  lime,  or  of  magnesia,  is  precipitated  in 
contact  either  with  the  hot  metal  of  the  boiler,  or  with  hot  piping,  or 
with  the  previously-deposited  scale,  crystals  are  formed,  which  adhere 
to  such  surfaces  with  some  tenacity. 

From  what  has  been  said,  it  will  be  seen  that,  when  a  carbonate  of 
lime  or  carbonate  of  magnesia  scale  (separate  or  together)  is  formed, 
some  cementing  substance  must  be  present  to  bind  it  into  its  solid 
form,  if  it  has  not  been  baked  into  the  crust. 

We  have  considered  carbonate  of  lime  and  carbonate  of  magnesia 
together,  on  account  of  their  similar  behavior  ;  but  lime  is  more  fre- 
quently found  as  a  carbonate  in  scale,  not  only  because  of  its  greater 
abundance,  but  also  because  the  bicarbonate  of  magnesia  is  generally 
precipitated  as  a  hydrate,  forming  a  powerful  cement.  Should  the 
hydrate  of  magnesia  be  accompanied  with  a  precipitate  of  sulphate  of 
lime,  the  hardest  kind  of  scale  will  form.  A  scale  of  this  kind,  ana- 
lyzed by  Silvester,  had  the  following  composition  : 

Percentages. 

Carbonate  of  lime   2.490 

Sulphate  of  lime   74.280 

Magnesium  hydrate   18.000 

Alumina  and  oxid  of  iron   1.276 

Silica   1 . 83c 

Organic  matter   2. 124 


100.000 

This  was  a  very  hard  scale,  which  had  to  be  chipped  from  the 
plates. 

The  bicarbonate  of  iron  is  seldom  found  in  boiler  waters  in  excess 
of  a  grain  per  gallon.  It  is  so  very  unstable  that  it  is  precipitated, 
the  moment  it  enters  the  boiler,  as  hydrated  oxid  of  iron  ;  it  is  scarcely 
worth  further  consideration  here. 

Of  all  scale-formers  doubtless  none  give  greater  trouble  than  the 
sulphate  of  lime.  Its  maximum  solubility,  as  already  stated,  is  at 
950  F. ,  while  at  a  temperature  of  3020  it  is  practically  insoluble.  In 
consequence  of  this  fact,  whenever  water  containing  this  salt  is  fed  to 
a  boiler  with  55  or  more  pounds'  steam  pressure,  nearly  all  the  salt  is 
precipitated.  The  solution  depends  entirely  upon  the  solvent  power 
of  the  water  itself,  and  not  upon  the  presence  of  gases ;  the  water, 
therefore,  seems  to  part  with  the  sulphate  of  lime  more  reluctantly, 
and  considerable  time  is  required  to  effect  this  precipitation  by 
heat. 

Very- low-pressure  boilers  may  be  operated  without  much  trouble, 
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even  when  this  salt  is  present,  provided  they  are  blown  off  sufficiently 
to  prevent  too  great  a  concentration  ;  but,  even  without  this  concen- 
tration, a  certain  amount  of  precipitation  of  sulphate  of  lime  always 
takes  place,  causing  more  or  less  hardness  in  the  scale. 

The  precipitated  sulphate  of  lime  appears  in  crystals  somewhat 
larger  and  considerably  heavier  than  those  formed  from  the  carbon- 
ates, and  consequently  settling  much  more  rapidly.  They  form  a 
semi -crystal line  scale  so  hard  and  solid  that  it  can  be  removed  only 
by  use  of  the  chisel  and  chipping  hammer. 

The  binding  effect  of  sulphate  of  lime  upon  other  scale  matter  is 
due  to  a  change  in  crystalline  structure.  This  salt  is  precipitated  in 
the  form  of  small  angular  crystals  as  the  hydrous  sulphate  of  lime.  As 
soon  as  it  reaches  the  heating-surface,  the  heat  drives  off  the  water  of 
crystallization,  changing  it  to  an  anhydrous  sulphate,  at  which  time 
the  crystals  alter  their  form  to  a  fine  needle-shape.  These  adhere  to 
each  other,  or  else,  scattered  through  the  previous  or  accompanying 
deposits,  bind  them  into  a  solid  mass. 

Some  have  stated  that,  owing  to  its  solid,  compact  structure,  sul- 
phate of  lime  will  transmit  heat  better  than  the  looser  or  more 
porous  scales ;  practice  does  not  confirm  this,  as  more  burned  tubes 
and  plates  are  found  under  this  hard  scale  than  under  the  softer  vari- 
ety, unless  the  latter  contain  oil ;  of  course,  a  great  deal  of  such  trouble 
must  depend  upon  the  temperature  or  intensity  of  the  fire,  a  forced 
fire  having  a  tendency  to  make  any  scale  harder,  and,  of  course,  it 
taxes  a  given  amount  of  heating-surface  with  a  greater  duty  in  trans- 
mitting heat  to  the  water. 

Silica  is  never  dissolved  in  large  quantities  in  boiler  waters,  and, 
therefore,  as  a  rule,  only  a  very  small  percentage  of  it  is  present  in 
boiler  scales,  although  it  is  contained  in  a  majority,  and  often  in  com- 
bination with  an  equally  small  amount  of  alumina.  Occasionally,  when 
present  in  certain  waters  containing  but  little  of  the  other  impurities, 
it  will  accumulate  in  time,  and  form  a  large  percentage  of  the  scale. 
In  such  cases,  after  long  runs  without  cleaning  or  blowing,  it  first  forms 
a  jelly-like  paste,  gradually  changing  under  the  effects  of  heat  into  a 
white,  laminated  mass  with  an  undulating  surface,  which  may  be  de- 
tached from  the  boiler  surfaces  by  scraping.  Finally,  the  heat  bakes  it 
into  a  hard,  dense,  resisting  crust,  which  only  hard  chipping  will  re- 
move. When  this  silicious  jelly  is  deposited  with  other  impurities  in 
any  appreciable  quantity,  it  passes  through  the  above-described 
changes,  and  tends  to  bind  the  mass  into  a  hard  scale. 

Silica  is  easily  precipitated  by  simply  boiling  the  water  at  atmo- 
spheric pressure,  and  it  is  for  this  reason  that  we  occasionally  find  it 
forming  a  considerable  percentage  of  the  scale  in  low-pressure  boilers 


Digitized  by  Google 


CORROSION  AND  SCALE  FROM  FEED-  WA  TERS.  239 


where  sulphate  of  lime  is  the  principal  other  impurity.  Chlorid  of 
magnesium,  owing  to  its  instability  at  boiler  temperatures,  will  gradu- 
ally decompose  and  precipitate  magnesium  hydrate,  the  cementing  ef- 
fect of  which,  when  mixed  with  other  precipitates,  we  have  considered. 
This  salt,  however,  is  soluble,  and  will  remain  in  solution  for  some 
time  before  decomposing. 

Practically  speaking,  we  have  now  considered  all  of  what  Silvester 
classifies  as  "direct  scale- formers "  under  ordinary  working  condi- 
tions. There  remain  for  our  consideration  the  "  indirect  scale - 
formers." 

These  consist  of  the  various  impurities  in  boiler  waters  which  re- 
main in  solution  under  ordinary  working  conditions,  and  include  the 
sulphate  of  magnesium  and  also  the  chlorids  and  nitrates  of  calcium, 
sodium*  and  potassium. 

The  individual  characteristics  of  these  salts  have  already  been  con- 
sidered in  the  preceding  article,  and  very  little  more  remains  to  be 
said.  It  will  be  seen  that  they  are  all  more  or  less  soluble  and  are 
not  precipitated  unless  by  concentration  of  the  solution  ;  and,  gener- 
ally speaking,  in  the  quantities  usually  present  in  boiler  waters,  they 
have  very  little  effect  upon  the  character  of  the  scale. 

After  examining  scale  from  boilers,  many  remark  upon  its  strati- 
fied appearance,  and  ask  why  it  is  that  such  a  variety  of  layers  is  found 
in  a  single  specimen.    This  is  easily  explained. 

The  character  of  many  feed-waters  changes  from  time  to  time.  In 
running  streams,  after  rains,  the  water  is  often  muddy  while  at  other 
times  it  is  clear.  In  large  rivers,  as,  for  example,  along  the  lower 
Mississippi,  the  dissolved  impurities  are  constantly  changing,  accord- 
ing to  the  geological  character  of  the  country  from  which  the  river 
receives  its  chief  supply,  this  being  regulated  by  flood  and  drought  in 
the  various  sections  forming  its  water -shed. 

As  these  varying  waters  are  fed  to  boilers,  of  course  the  deposited 
impurities  must  change.  Well-waters  also  are  likely  to  vary  from 
time  to  time. 

When  several  impurities  occur  in  a  boiler  water,  the  kind  of  ma- 
terial precipitated  depends  mostly  upon  the  temperature  or  degree 
of  concentration.  Thus,  should  we  fill  a  boiler  with  water  containing 
mechanically-suspended  matter,  this  matter  will  gradually  settle  to  the 
bottom,  forming  one  layer  ;  next,  if  the  water  be  heated  to  2i2°,much 
of  the  carbonates  will  be  deposited  ;  and,  if  afterwards  the  tempera- 
ture be  raised  to  3000,  the  sulphate  of  lime  will  be  precipitated.  By 
neglecting  to  blow  off  the  boiler,  we  may  concentrate  some  one  of  the 
solutions  of  a  very  soluble  salt  beyond  its  point  of  saturation,  when 
another  precipitation  takes  place.    During  all  of  this  time  much  light 
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floating  matter  will  be  held  in  suspension  by  the  circulating  currents, 
and,  when  we  finally  draw  our  fires  and  the  water  comes  to  a  state  of 
rest,  this  will  settle,  and  another  layer  be  formed. 

To  the  experienced  eye  there  is  much  instructive  information  in 
boiler  scale,  principally  as  to  the  manner  in  which  the  boiler  has  been 
handled.  Little  is  to  be  obtained  from  it,  however,  to  guide  one  in 
treating  the  boiler  water,  although  it  is  frequently  very  useful  when 
considered  along  with  the  water  analysis;  in  this  connection  it  is 
sometimes  desirable  to  analyze  the  scale ;  but  the  more  logical  and 
useful  course  is  to  analyze  the  water  before  it  enters  the  boiler. 

The  greatest  deposit  of  scale  seldom  occurs  directly  over  the  fire 
in  horizontal  boilers,  as  the  rapid  circulation  of  the  water  above  this 
part  tends  to  keep  the  floating  matter  in  suspension.  These  circulating 
currents  always  move  toward  a  part  of  the  boiler  where  the  heat  (in  con- 
tact with  the  boiler  surface)  is  less  intense,  and  the  movement  of  the 
water  diminishes  as  it  approaches  such  parts,  thus  allowing  the  floating 
particles  to  deposit.  In  consequence,  we  always  find  the  thickest  de- 
posit where  the  heat  is  least  intense,  or  where  the  water  in  the  boiler 
is  the  quietest.  Feed  and  blow-off  pipes  frequently  hold  water  at  rest 
for  long  intervals,  thus  allowing  deposits  to  line  their  inner  surfaces 
and  reduce  their  size.  These  coatings  are  sometimes  but  a  small  frac- 
tion of  an  inch  in  thickness,  while  in  other  cases  they  may  entirely 
choke  up  the  pipe. 

Scale  of  more  or  less  thickness  and  hardness  frequently  forms 
around  boiler  tubes  and  other  parts  above  the  fire  sheets.  Expansion 
and  contraction  of  the  boiler,  or  the  use  of  solvents  which  "rot" 
away  such  scale,  cause  it  to  fall  in  solid  pieces.  These  pieces  often 
lodge  between  the  tubes,  interfering  seriously  with  the  circulation  of 
the  water,  but  more  frequently  they  drop  upon  the  fire  sheet  and  pre- 
vent the  water  from  reaching  that  part  of  the  sheet  immediately  be- 
neath them,  often  resulting  in  serious  overheating. 

Sometimes,  when  a  large  number  of  these  crackcd-off  pieces  fall 
upon  a  lower  sheet,  and  a  deposit  of  scale-making  material  follows 
them,  they  are  cemented  into  a  dangerous  crust. 

It  has  been  contended  that  a  deposit  of  scale  in  a  boiler  is  a  good 
thing.  This  may  be  true  of  a  deposit  no  thicker  than  an  egg-shell, 
but  only  when  the  water  contains  corrosive  agents  which  attack  the 
boiler  parts  ;  and,  in  order  to  serve  its  purpose,  the  deposit  must  be 
evenly  distributed  over  the  entire  surface  to  be  protected,  since,  if  a 
few  small  patches  be  left  uncovered,  the  corrosive  agents  will  concen- 
trate their  effort  on  these  places.  I  have  already  spoken  of  the  use 
of  such  a  deposit  where  pitting  is  taking  place. 

It  has  been  my  experience  that,  where  a  slight  scale  is  to  be  al- 
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lowed  to  protect  the  interior  boiler  surfaces,  the  man  in  charge  is  very 
apt  to  permit  a  much  thicker  coating  to  form  than  is  desirable.  This 
is  often  very  dangerous  ;  besides,  with  such  a  coating  on  the  interior  of 
the  boiler,  it  is  impossible  to  make  proper  inspection,  such  a  scale  fre- 
quently hiding  serious  corrosion  and  wasting. 

The  best  way  to  overcome  such  difficulties  is  by  a  proper  treatment 
of  the  water  ;  then  the  dangerous  scale  will  not  be  formed  in  the 
boiler. 

I  have  often  been  asked  "  how  many  grains,  per  gallon,  of  scale- 
making  impurities  a  boiler  water  may  hold  without  being  considered 
bad."  A  direct  general  answer  to  this  question  is  almost  an  impossi- 
bility. So  much  depends  on  the  nature  of  the  impurities  that  their 
mere  amount  can  hardly  be  a  measure  of  fitness  A  water  may  hold 
as  high  as  fifty  grains  per  gallon  of  some  of  the  very  soluble  salts,  and 
still  be  a  very  good  boiler  water,  while  the  presence  of  one- tenth  of 
this  amount  of  sulphate  of  lime  would  cause  considerable  trouble. 
Silvester  has  attempted  to  make  a  general  classification  of  this  kind, 
as  follows. 

"  Less  than  8  grains  of  incrusting  solids  per  gallon  (carbonate  of 
lime,  carbonate  of  magnesia,  sulphate  of  lime,  chlorid  of  magnesium, 


etc. )   Very  good 

8  to  15  grains  per  gallon  Good 

15  to  20     "      «<     **   Fair 

20  to  30     "      11      "   Poor 

30  to  40     "      "      "   Bad 

Over  40     "      "      "   Very -bad. 


In  many  steam  plants  the  steam,  after  being  used,  is  condensed, 
and  the  water  thus  obtained  is  fed  back  into  the  boiler. 

Oil,  which  has  been  used  to  lubricate  the  steam  cylinders,  is  often 
present  in  water  so  condensed,  and  it  is  probably  the  source  of  more 
trouble  in  steam  boilers  than  any  other  feed-water  impurity  ;  certainly 
it  is  more  difficult  to  remove  or  treat. 

In  ordinary  practice,  an  oil  cup  or  lubricator  is  screwed  into  the 
steam  pipe  very  near  the  engine,  and  from  it  oil  is  introduced  into  the 
entering  steam  and  carried  by  it  into  the  cylinder,  where  the  greater 
part  of  it  is  supposed  to  reach  the  cylinder  walls,  the  piston  rod,  and 
other  rubbing  parts.  The  amount  of  oil  thus  introduced  varies 
greatly  in  different  plants,  the  conditions  governing  the  quantity  being 
the  design  of  the  lubricator,  the  design  of  the  engine  (some  requiring 
more  oil  than  others),  and,  last,  but  by  no  means  least,  the  notions 
of  the  man  who  operates  the  plant  (some  engine  tenders  insisting  on 
flooding  their  cylinders  with  oil). 
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When  oil  is  thus  fed  into  the  steam,  much  of  it  doubtless  enters- 
the  cylinder  in  the  form  of  minute  globules  held  mechanically  in  sus- 
pension, while  the  balance  is  changed  to  a  vapor  by  the  heat.  The 
velocity  of  the  steam  entering  the  cylinder  and  that  of  the  exhaust 
steam  rushing  out  of  the  cylinder  doubtless  carries  along  with  it  a 
considerable  percentage  of  the  mechanically-suspended  oil,  and  the 
fall  of  temperature  between  the  times  of  admission  and  exhaust  also, 
doubtless,  causes  some  of  the  oil  vapor  to  condense  back  into  the 
liquid  form  again,  and  thus  add  to  the  amount  of  suspended  oil  in  the 
exhaust  steam. 

A  certain  amount  of  the  oil  vapor  must  also  pass  off  with  the  ex- 
haust steam.  Exhaust  steam  contains,  too,  a  very  perceptible  per- 
centage of  condensed  steam — /'.  t.,  water— mechanically  suspended, 
and  the  oil  seems  to  be  greatly  attracted  to  the  surface  of  these  small 
particles  of  water,  forming  a  film  or  envelope,  which  coats  their  ex- 
terior surface.  We  now  have  before  us  the  three  different  forms  in 
which  oil  occurs  in  exhaust  steam, — namely,  as  solid  globules,  as  a 
vapor,  and  as  a  film  coating  the  small  particles  of  entrained  water. 
The  vapor  is  undoubtedly  the  most  troublesome,  as  it  will  flow  along 
with  the  steam  until  its  temperature  is  reduced  to  a  point  where  either 
it,  or  the  steam  which  carries  it,  is  condensed. 

Again,  as  this  vaporized  oil  is  carried  along  so  easily  with  the 
current  of  steam,  a  large  percentage  of  it  must  escape  with  the  ex- 
haust, and  thus  its  lubricating  effect  is  very  materially  lessened. 

It  is  now  easy  to  understand  that  the  larger  the  percentage  of  oil 
vaporized  when  it  enters  the  steam,  the  greater  will  be  the  quantity 
required  to  secure  the  necessary  lubrication. 

The  cheaper  grades  of  cylinder  oils  are  generally  composed  of  a 
mixture  of  mineral  oil  (which  has  not  been  sufficiently  deprived  of  its 
most  volatile  constituents)  with  some  of  the  animal  or  vegetable  oils, 
added  to  increase  the  viscosity.  These  last  named  oils  vaporize  at 
comparatively  low  temperatures,  and  therefore  are  not  fitted  for  cyl- 
inder use  with  the  present  high  steam  temperatures.  Indeed,  for 
every  reason,  cheap  cylinder  oils  are  the  poorest  kind  of  an  in- 
vestment. 

After  leaving  the  steam  cylinder,  oil  may  reach  the  boiler  in  sev- 
eral different  ways  :  the  steam  may  pass  through  a  condenser,  and 
the  resulting  water  may  pass  to  a  hot  well,  to  be  picked  up  by 
the  pump  and  put  into  the  boiler, — very  common  practice  in  marine 
work  ;  the  exhaust  steam  may  be  sent  through  a  heating  system, 
and  the  condensation  returned  to  the  boiler;  open  feed-water 
heaters  may  be  used,  in  which  the  exhaust  steam  is  sent  through  the 
entering  feed  water,  losing  at  least  a  part  of  its  oil,  which  necessarily 
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accompanies  the  feed  to  the  boiler ;  or,  exhaust-steam  injectors  may 
be  used  to  feed  water  to  the  boiler,  any  oil  in  the  steam  entering  the 
boiler  with  the  water. 

After  entering  the  boiler,  the  oil,  being  much  lighter  than  the 
water,  floats  on  the  surface,  the  minute  globules  coalescing  so  as  to 
form  an  oily  scum. 

We  have  already  seen  that,  when  the  dissolved  salts  in  the  boiler 
water  are  precipitated,  their  first  tendency  is  to  rise  to  the  surface,  and 
thus  the  oily  scum,  which  usually  occurs  in  isolated  patches,  collects 
these  floating  particles,  clinging  to  them  tenaciously  until  it  becomes 
too  heavy  to  float,  and  gradually  sinks  until  it  reaches  a  tube,  a  flue, 
or  the  shell,  where  it  becomes  firmly  attached  on  account  of  its  sticky 
character,  and  forms  the  most  dangerous  of  all  known  scales.  It  is 
entirely  impervious  to  water,  and,  as  it  is  also  a  very  bad  conductor  of 
heat,  it  allows  the  metal  beneath  to  become  overheated,  even  to  red- 
ness, and  a  bulge,  pocket,  or  rupture  occurs.  In  the  case  of  flue 
boilers,  a  collapsed  flue  generally  follows  such  a  deposit  of  oil,  while, 
in  the  case  of  fire-box  boilers,  it  is  by  no  means  rare  to  have  the  crown 
sheet  "  come  down." 

The  floating  patches  of  oil  in  boilers  may  vary  in  size  from  the 
area  of  a  small  coin  up  to  nearly  the  whole  water  surface.  On- 
account  of  the  resemblance,  some  have  termed  these  sinking  patches 
oil  pancakes." 

These  oily  deposits  are  not  always  found  on  the  top  of  flues  or 
tubes  ;  they  also  occur  on  the  bottom  and  sides,  the  place  of  deposit 
being  determined  by  the  position  of  the  patch  before  deposit.  If  it  is 
rising  on  the  surface  of  the  water,  it  is  apt  to  be  deposited  on  the  bot- 
tom, while,  if  falling,  the  reverse  will  be  the  case. 

The  appearance  of  this  oil  scale  varies  considerably.  Sometimes 
it  has  a  mud-like  consistency,  varying  from  a  light  grey  or  fawn 
color  to  a  brown,  or  even  black.  Most  of  these  scales  have  a  soft, 
springy  consistency ;  and  this  is  especially  true  of  another  form  of 
oil  scale,  very  leathery  or  "soft-rubber  like"  in  appearance  and 
feeling. 

This  last  is  the  most  dangerous  of  all  oil  scales.  After  lying  for  a 
while  in  close  contact  with  the  hot  sheet,  gases  are  generated  which 
will  inflate  the  original  deposit  (which  may  be  less  than  one  thirty- 
second  of  an  inch  thick)  to  several  times  that  thickness,  and  the  new 
porous  scale  thus  formed  is  even  a  worse  conductor  of  heat  than  the 
original  one.  The  sheet  beneath  such  scale  becomes  red-hot,  and  then, 
being  unable  to  withstand  the  pressure  of  the  steam,  it  bulges  or  blows 
out  like  a  soap-bubble,  and  finally  rupture  takes  place.  In  the  mean- 
time, the  great  heat  beneath  this  oil  scale  burns  out  the  organic  mat- 
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ter,  and  in  consequence  subsequent  examination  shows  only  a  com- 
paratively harmless  scale. 

There  is  a  most  erroneous  opinion  that  marine  boilers  are  much  bet- 
ter adapted  than  any  other  form  for  oily  feed  water.  The  reason  why 
they  give  less  trouble  from  oil  is  simply  that  the  water  in  them  is 
generally  more  or  less  salt  (due  to  leaky  condensers  if  to  no  other 
cause),  and  the  superior  densityof  the  water  prevents  the  oily  scale 
from  settling. 

Great  care  must  be  observed  in  blowing  off  boilers  containing  oil. 
If  the  bottom  blow  is  used,  the  floating  oil  must  descend  as  the  water 
is  lowered,  and  thus  become  attached  to  the  boiler  surfaces.  This  has 
occurred,  and  the  result  has  been,  almost  invariably,  that  the  parts 
covered  by  this  oil  deposit  have  become  overheated,  and  a  general  col- 
lapse of  the  boiler  has  followed.  All  boilers  supplied  with  oily  feed 
water  should  be  provided  with  a  surface  blow,  and  this  invariably 
should  be  opened  by  first  causing  the  scum  of  oil  to  collect  on  the  sur- 
face of  the  water ;  after  this,  the  lower  blow-off  cock  can  be  opened 
with  safety. 

On  account  of  the  ruinous  effect  of  the  oil,  engineers'  attention 
and  ingenuity  have  been  taxed  to  the  utmost  to  produce  some  method 
or  device  for  effectually  removing  it  from  the  exhaust  steam  or  from 
the  feed  water.  If  the  lubricant  used  in  the  cylinder  were  either  an 
animal  or  vegetable  oil,  the  water  in  the  hot  well  might  be  treated 
with  potash  or  soda,  which  would  saponify  the  oil,  and  the  resulting 
curd  might  be  removed  by  mechanical  means ;  but,  unfortunately, 
this  treatment  is  seldom  applicable,  as  the  base  of  most  cylinder  oils 
is  mineral  oil,  which  cannot  be  saponified.  It  is,  therefore,  necessary 
to  resort  to  some  mechanical  process  applied  directly  to  the  oily 
water.  Two  methods  of  treatment  are  in  general  use, — skimming 
and  filtration. 

In  the  concluding  article  on  this  subject,  which  will  appear  next 
month,  various  devices  for  effecting  this  purpose  will  be  described 
and  illustrated,  in  connection  with  the  general  exposition  of  appara- 
tus successfully  applied  to  the  removal  of  the  direct  and  indirect 
scale-making  impurities  in  feed-waters. 


Digitized  by  Go( 


THE  ARCHITECTURE  OF  AMERICAN  COUNTRY 

HOMES. 

By  H.  Neill  Wilson. 

EVERYTHING  in  nature  seeks  in  its  environment  the  shelter  or 
home  that  is  individually  its  own.  From  the  snail  carrying 
her  habitation  upon  her  back  to  the  fowls  of  the  air  ;  from 
the  mole  and  rabbits  burrowing  under  the  earth  to  the  larger  animals 
seeking  their  lairs  in  mountain  fastnesses, — the  creature  is  led  by  in- 
stinct to  find  for  itself  an  abiding-place,  and  to  build  or  select  that 
shelter  which  is  adapted  to  the  needs  of  the  life  to  be  lived  therein. 

Only  man,  the  highest  form  of  animal  life,  has,  from  age  to  age, 
changed  the  form  of  his  habitation,  and  it  is  curious  to  note,  in  re- 
viewing the  past,  the  evolution  of  the  home.  Progress  in  every  form 
has  pushed  us  from  the  rude  shelter  of  tents  and  boughs,  log  cabins, 
and  huts  of  mud  and  wood,  to  the  lofty  buildings  that  to  day  tower  in 
the  metropolis  and  fill  many  of  us  with  apprehension  as  we  gaze  up- 
ward, optical  illusion  leading  us  to  see  them  apparently  swaying  in 
space,  threatening  death  and  destruction  to  all  beneath. 
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PITTSFIELD,  MASS.    HOME  <>l  GEORC.KH.  LAFL1N. 

It  has  been  left  to  America  to  illustrate  in  domestic  architecture, 
in  infinite  variety,  the  uses  of  wood  in  house-building.  ( >ne  of  the 
first  impressions  made  upon  a  foreigner  is  this  multiformity  in  the 
wooden  construction  of  the  dwelling-houses  of  America.   Nearly  every 
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order  of  architecture  has  been  reproduced  in  wood,  to  the  bewilder- 
ment of  men  who  have  studied  their  profession  in  countries  where 
stone  and  brick  are  universally  used  in  building. 

America,  if  it  did  not  inaugurate,  may  be  said  at  least  to  have  am- 
ply exemplified  the  wooden  age  in  architecture.    Criticism  in  regard 
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to  this  prevailing  use  of  wood  varies  with  the  nationality  of  the  critic. 
If  he  be  Knglish  or  Scotch,  he  is  appalled  by  the  apparent  lack  of 
stability.  The  Frenchman  is  amused  at  the  ornate  nature  of  the  am- 
bitious reproductions  in  wood  of  that  which,  he  conceives,  should  be 
built  only  in  stone.  Germany  is  more  lenient  toward  American  pecu- 
liarities, owing  to  having  long  been  well-versed  in  the  adaptability  of 
wood  in  architecture,  and  also  owing  to  the  German  temperament, 
which  is  endowed  with  a  commendable  degree  of  toleration  and  a 
great  spirit  of  criticism,  the  result  of  which  is  seldom  given  unsought. 
The  reign  of  wood,  however,  is  gradually  being  superseded,  even 
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in  the  United  States,  and  the  stone  age  in  architecture  is  advancing 
with  remarkable  celerity.  In  the  not  far  distant  future  the  new  con- 
tinent may  even  gratify  that  most  severe  critic,  Mr.  Ruskin,  and 
boast  of,  and  luxuriate  in,  its  ruins !  Should  fire,  storm,  or  earth- 
quake visit  Kiltmore  to-day,  the  much-admired  result  would  be  ob- 
tained, and  time,  which  moulds  and  softens  every  outline,  would  soon 
produce  the  imperfect,  and  consequently  the  picturesque,  which  Mr. 
Hopkinson  Smith  declares  so  necessary  to  the  landscape.  "It  is 
onlv,"  savs  he,  "when  the  hand  of  man  smirches  the  face  of  nature 
that  we  really  find  the  picturesque." 

Probably  no  locality  is  more  famed  for  its  summer  or  country  homes 
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than  Berkshire  county,  Massachusetts,  and  a  few  illustrations  will  showr 
better  than  the  most  extended  critical  comment,  what  study  and  thought 
have  been  expended  and  what  results  accomplished.  Lenox,  Stock- 
bridge,  Great  Barrington,  Williamstown,  Pittsfield,  and  Dalton  are 
represented  ;  yet  there  are  so  many  others  that  are  worthy  that  one 
must  resort  to  that  very  charming  and  healthful  recreation  and  go  a- 
coaching  or  a-wheeling  through  the  Berkshires  to  obtain  an  adequate 
idea  of  its  beautiful  and  charming  country  homes. 

The  best  illustrations  of  the  Colonial  American  style  in  Lenox  are 
the  Appleton  and  the  Frelinghuisen  houses  ;  these  are  so  complete  and 
satisfactory  that  one  hardly  notices  the  superb  surroundings,  but  sees 
only  the  beautiful  in  the  buildings  themselves, — an  unconscious  and 
silent  tribute  to  the  skill  and  refinement  that  produced  them. 


RESIDENCE  OF  II.  H.  COOK,  LENOX,  MASS. 

Another  notable  house  is  the  H.  H.  Cook  house  in  Lenox;  while 
one  associates  this  style  with  a  situation  upon  the  border  of  a  lake 
protected  from  the  violence  of  winter-storms,  and  expects  the  accom- 
paniment of  forests  and  beautiful  reflections  and  sounds  of  rippling 
water,  the  grand  view  here  secured  from  the  higher  grounds  almost 
compensates  for  the  absence  of  other  charms. 

"Shadow  Brook,"  the  summer  residence  of  Anson  Phelps  Stokes, 
is  probably  the  most  extensive  of  the  many  large  houses  in  the  Berk- 
shires. This  house,  built  of  stone,  timber,  cement,  and  tile,  situated 
on  the  hillside,  with  the  forest  of  grand  old  chestnut  trees  rising  be- 
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hind  it,  and  overlooking  the  valley  and  lake  below,  and  with  superb 
views  from  all  its  many  rooms,  suggests  the  Old  English,  which  was 
built  by  generation  after  generation  with  but  little  regard  for  what 
had  gone  before.  The  color  of  the  timber-work  is  a  soft  brown  that 
is  very  attractive ;  the  effect  was  secured  by  burning  the  entire  ex- 
posed surface,  leaving  the  brown  and  black  the  natural  fire  colors. 

Elm  Court  is  an  example  of  note  ;  it  is  situated  on  high  ground, 
between  Laurel  and  Mackenack  lakes,  commanding  as  fine  a  view  as 
any  in  the  region,  and  is  built  of  white  marble  and  wood.  "Inter- 
lakes"  is  built  upon  a  site  similar  to  that  of  Kim  Court,  and] has  the 
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same  grand  view.  The  residences  of  Henry  W.  Bishop  and  Mr.  W. 
A.  Whittlesey,  of  Pittsfield,  are  illustrations  of  village  and  town  houses 
that  are  well  known, — the  former  being  entirely  of  wood,  the  latter 
of  brown  stone  and  wood. 

The  illustration  of  the  billiard-room  is  from  Blythewood,  on  I«ake 
Onota,  the  country  house  of  Mr.  Wirt  D.  Walker,  which  surpasses 
perhaps  any  country  seat  in  this  region  in  beauty  of  views  and  sur- 
roundings as  well  as  in  area.  This  house  is  a  curious  combination  of 
three  old  buildings,  the  center  of  which  is  conceded  to  be  the  oldest 
house  in  Pittsfield  ;  from  it  many  interesting  old  relics  were  secured 
and  worked  over.    The  house  of  Hon.  Zenas  Crane,  of  Dalton,  is  a 
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most  interesting  one  from  its  situation  on  the  low  land,  with  its 
streams,  lakes,  and  old  trees,  and  a  background  of  mountains  and 
forest,  presenting  a  most  attractive  and  hospitable  appearance. 

The  illustrations  from  Williamstown  are  sufficient  to  show  that  the 
same  character  and  styles  pervade  the  entire  region.  The  Smith  house 
(p.  254.)  is  in  Colonial  of  the  New  England  type,  and  distinctly  different 
from  the  other  buildings  illustrated.    The  Procter  house,  built  within 
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a  year  or  two,  is  another  example  of  the  Colonial  style  ;  while  denied 
the  grand  and  extensive  views  of  Lenox  and  Stockbridge,  it  has  a 
beautiful  location  in  the  heart  of  one  of  the  loveliest  villages  in  the 
country. 
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Probably  there  is  no  more  encouraging  sign,  in  these  times  of  ad- 
vancement and  prosperity,  than  the  desire  for  information  upon,  and 
understanding  of,  the  arts  and  sciences,  and  the  study  devoted  to 
them.  Many  people  are  to-day  interested  in,  and  laboring  for  the  in- 
stitutions that  help  toward  better  things.  In  the  United  States, 
museums,  libraries,  and  galleries  are  slowly  but  continually  growing, 
and  the  advancement  is  just  as  surely  being  developed  to  the  welfare 
of  all.  The  results  of  this  great  movement  are  seen  on  all  sides,  and 
what  is  more  natural  and  logical  than  that  those  so  active  and  instru- 
mental in  creating  and  in  maintaining  these  beautiful  influences 
should  themselves  dwell  in  houses  that  are  examples  of  cultivation  and 
refinement  ?  When  one  reads  the  criticisms  on  public  and  commer- 
cial, and  on  ecclesiastical,  Resigns  and  results,  and  recognizes  their 
justice  and  force,  the  task  of  writing  upon  domestic  architecture  be- 
comes a  difficult  and  hazardous  one.  For,  if  a  home  expressing  the 
sentiment,  taste,  and  refinement  of  its  inmates  be  not  beyond  the  in- 
trusion of  the  critic  and  scoffer,  where  may  we  look  for  seclusion, 
freedom,  and  relaxation  ?  The  difficulties  surrounding  the  designer 
of  a  country  house  are  so  numerous  and  insinuating,  and  so  hard  to 
overcome,  that  many  good  things  are  harmed,  and  the  best  intentions 
diverted  through  sheer  discouragement.  A  design  in  harmony  with 
the  surroundings,  and  in  some  degree  adapted  to  the  needs  and  re- 
quirements of  the  occupants,  is  submitted  to  the  criticism  of  friends 
and  relatives,  "who  have  had  great  experience  in  building,"  and 
then  the  mischief  begins  to  develop.  Their  suggestions,  made  in  all 
sincerity  and  honesty,  yet  without  understanding  the  situation  or  ob- 
ject of  the  design,  frequently  destroy  the  scheme  of  the  architect,  and 
the  whole  is  ruined  from  his  point  of  view,  and  the  spirit  departeth 
from  the  house.  When  the  architect  receives  the  degree  of  confidence 
and  reliance  shown  the  legal  or  the  medical  adviser,  ' '  then  shall  his  sins 
be  upon  him. ' '  But,  so  long  as  ' '  we  made  the  plans  ourselves,  and 
only  got  Mr.  Blank  to  draw  them  out,"  then  should  their  sins  be  upon 
them.  One  of  the  first  inquiries  made  when  a  client  explains  his  wants 
is :  What  style  or  character  of  a  house  do  you  wish  ?  Colonial  is  pop- 
ular and  frequently  desired,  and  naturally  the  question  arises  ;  What  is 
Colonial?  Is  it  an  effort  to  repeat  from  memory  and  without  skilled 
or  professional  assistance  the  Continental  or  Adams  Brothers  style,  as  so 
many  examples  in  the  southern  States,  and  the  old  manor  houses  of 
the  northern,  would  indicate,  or  is  it  the  low-hipped  and  gabled  style 
of  New  England,  so  attractive  in  its  simplicity  and  quiet  ?  And  here 
is  an  opportunity  to  say  a  few  words  upon  this  problem  of  the  owner's 
right  to  build  as  seemeth  best  to  him  and  for  his  own  pleasure  and 
comfort,  rather  than  to  satisfy  the  critic  or  tourist  who  chances  that 
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way.  Whom  should  the  architect  and  landscape-gardener  first  con- 
sider ?  Whom  please  ?  and  why  ?  Will  someone  more  enlightened 
give  the  answer,  and  thus  relieve  the  minds  of  many  now  laboring 
under  the  weight  of  uncertainty  and  doubt?  Another  not  unusual 
experience  is  that  the  needs  and  requirements  of  a  family  change  fre- 
quently and  radically,  and  what  was  at  one  time  the  ideal  for  comfort, 
convenience,  and  utility  becomes  insufficient  for  the  needs  of  the  house- 
hold. This  may  lead  to  disappointment  and  to  criticism ;  but  who 
may  see  and  provide  against  such  emergencies  ? 

Some  difficulties  are  encountered  in  Berkshire  that  are  not  met 
with  in  the  southern  or  coast  climates,  and,  after  experience,  the  ar- 
chitect learns  to  discard  many  of  the  features  that  are  so  attractive  in 
less  severe  regions.  The  middle  south,  about  the  vicinity  of  Cincin- 
nati and  St.  Louis  and  similarly-situated  cities,  for  instance,  permits 
of  treatment  that  is  entirely  unsatisfactory  in  Berkshire,  and  still 
greater  liberty  may  be  indulged  in  the  cities  of  Savannah  and  Charles- 
ton, and  locations  corresponding  to  them  in  environment  and  climate. 

The  north-west,  on  the  other  hand, — Minneapolis  and  St.  Paul 
"being  typical  examples,  —  is  more  like  Berkshire  than  any  other 
section  in  its  climatic  conditions.  The  severe  cold,  and  the  curious 
and  damaging  results  produced  by  the  formation  of  ice  on  the  shady 
portions  of  the  roof  while  the  snow  melts  on  its  sunny  slopes,  have 
taught  house-owners  and  architects  many  lessons  that  are  not  readily 
forgotten.  Yet  who,  having  lived  in  Berkshire  long  enough  to  enjoy 
her  people  and  her  hospitality,  has  been  quite  satisfied  to  leave  it  ?  It 
seems  a  country  so  full  of  beauty,  strength,  and  nobility  in  her  land- 
scape that  one  wonders  how  any  one  can  live  in  it  and  not  be  gener- 
ous, strong  and  true.  Nowhere  can  be  seen  so  many  exponents  of 
different  styles  of  architecture,  and  some,  no  doubt,  deserve  severe 
architectural  criticism.  But,  thanks  to  the  wondrous  hills  and  forests, 
every  outline  softens  into  an  effect  that  gratifies  the  eye,  even  while  it 
may  sometimes  offend  the  taste  of  the  witness  of  truth  in  art.  Truly, 
Berkshire,  with  her  inspiration  to  elevate  the  standard  of  the  homes  of 
America,  need  not  be  ashamed  of  the  results  thus  far  accomplished, 
and  happy  is  the  man  called  by  his  profession  to  add  his  conception  of 
truth  and  beauty  to  its  charm,  and  happier  still  he  who  may  own,  be 
it  a  castle  or  cottage,  a  home  in  Berkshire. 

•  The  Homestead  was  oriKinally  built  lor  Miss  Julia  Appleton,  from  drawings  by 
McKim,  Mead  an<l  White.  The  from  and  hall  are  from  their  design*.  Mr.  Wilson  added 
the  ball  room  lor  Mr.  Stokes.  The  Cook  house  is  by  Peabody  &  Steams,  of  Boston ;  the 
Laliin  and  H.  W.  Bishop  houses  bv  Hetirv  Ives  Cobb,  of  Chicago:  the  Sampson  house  by 
Fuller  &  Wheeler,  of  Albany  .  the  Procter  House  by  Mr.  Stickney  of  Providence,  R.  I. ;  the 
other  houses  illustrated  are  from  Mi.  Wilson's  own  designs. 
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THE  ROTARY  ENGINE. 


By  Elmer  S.  Farwell. 

INTEREST  has  revived  recently  in  the  war  periodically  waged 
against  that  piece  of  primitive  mechanism,  suggestive  of  bar- 
baric ignorance,  the  reciprocating  engine  of  Watt.  Occasion- 
ally an  article  appears  which  recites  the  extravagant  use  of  energy  of 
the  present  steam  engine,  and  gives  assurance  that,  with  some  forth- 
coming invention,  the  largest  ocean  greyhound  can  be  run  across  the 
Atlantic  with  the  energy  contained  in  a  pint  of  water,  provided  no 
one  on  board  is  skeptical  or  out  of  sympathy  with  the  new  motor. 
Such  a  statement  is  at  once  recognized  as  an  old  acquaintance.  It 
is  also  tame  news  that  the  steam  engine  is  to  be  supplanted  by  the 
electric  motor  deriving  its  energy  from  some  unknown  source. 

The  latest  canard,  however,  at  least  is  garbed  in  new  attire.  It 
emanates  from  a  little  town  bearing  the  significant  title  of  Sleepyeye, 
and  is  to  the  efTect  that  the  old  steam  engine  has  been  completely 
routed.  It  is  to  be  immediately  forced  into  oblivion  by  a  startling 
new  invention  in  the  shape  of  a  steam  engine  which  revolves,  and 
which,  Minerva-like,  has  sprung  into  full  and  complete  existence  from 
the  head  of  an  inventive  Jupiter.  For  this  rotary  engine  the  "Eng- 
lish Syndicate  "  so  dear  to  the  hearts  of  a  section  of  the  American 
public  is  said  to  have  paid  the  usual  fabulous  price. 

It  is  not  in  the  province  of  this  article  to  discuss  whether  or  not 
the  rotary  engine  ever  will  supersede  the  ordinary  reciprocating  en- 
gine, either  in  whole  or  in  part.  But  it  may  not  be  unprofitable  to 
glance  at  the  attempts  heretofore  made  to  accomplish  this. 

Retrace  the  paths  of  progress  through  the  dark  ages  almost  to  the 
dawn  of  history,  and  there  an  account  of  a  rotary  steam  engine  will 
be  found.  It  is,  in  fact,  the  first  attempt  to  utilize  steam  of  which 
any  account  exists,  either  in  history  or  in  tradition.  Known  to  the 
earlier  ages  of  Egyptian  science  and  to  the  later  ages  of  Grecian  re- 
finement, this  engine  appears  to  have  played  its  part  in  adding  to  the 
elegance  of  oriental  luxury  and  to  the  mystification  of  idol-worship- 
pers. 

It  is  possible  that,  had  not  the  magnificent  Alexandrian  library 
been  destroyed  by  the  Mussulman  zealots,  other  records  of  a  similar 
nature  would  now  exist.  Both  Pliny  and  Vitruvius  mention  Ktesibios 
as  famous  for  his  skill  in  the  invention  of  pneumatic  and  hydraulic  in- 
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struments,  and  refer  to  the  Commentaries  of  Ktesibios  himself.  These 
Commentaries  are  lost,  but  Hero,  a  pupil  of  Ktesibios,  in  a  work  on 
pneumatics,*  published  about  B.  C.  150,  has  preserved  many  inven- 
tions of  those  who  at  that  time  were  "  ancient  philosophers  and  me- 
chanicians." He  says  in  his  introduction:  "  We  have  thought 
proper  to  arrange  in  order  what  has  been  handed  down  by  former 
writers,  and  to  add  thereto  our  own  discoveries, — a  task  from  which 
much  advantage  will  result  to  those  who  shall  hereafter  devote  them- 
selves to  the  study  of  mathematics. ' ' 

The  fiftieth  proposition  of  this  remarkable  work  presents  the  em- 
bryonic steam  engine.  A  closed  boiler  supports  above  it  a  hollow 
ball,  which  communicates  with  the  boiler  through  a  hollow  support. 
Attached  to  this  ball  are  two  bent  tubes,  through  which  steam  issues, 
causing  the  ball  to  revolve  in  the  opposite  direction  by  its  reactive 
force.  The  uses  of  this  engine  were  various,  and  its  possibilities 
great.  No  one  can  guess  at  this  late  day  what  hazy  visions  floated 
over  the  mind  of  this  ancient  engineer,  as  he  "  arranged  in  order  " 
this  beginning  of  the  greatest  civilizing  art.  It  contains  the  germ 
which,  had  it  been  industriously  nurtured,  would  have  developed  into 
a  nineteenth-century  motor.  But  its  inventor  was  about  two  thousand 
years  in  advance  of  his  times.  The  Alexandrian  engineers  were 
content  to  raise  water  by  hand,  and  drag  their  immense  burdens  over 
the  sands  with  thousands  of  slaves. 

Following  this,  there  was  practically  nothing  done  toward  utiliz- 
ing the  energy  of  steam  for  sixteen  centuries.  In  the  awakening  after 
the  dark  ages  attention  was  directed  anew  to  the  subject,  and  a  few  at- 
tempts were  made  to  solve  the  problem. 

One  of  the  earliest  of  these  attempts  was  that  of  the  Italian 
engineer,  Giovanni  Branca,  in  1629.  In  his  engine  a  jet  of  steam 
impinged  upon  the  vanes  of  a  horizontal  wheel,  communicating 
through  a  series  of  toothed  wheels  with  a  shaft,  from  which  power  was 
to  be  taken  for  many  useful  purposes.    This  also  was  soon  forgotten. 

From  this  time  on  the  application  of  steam  to  the  production  ot 
rotary  motion  seems  to  have  been  entirely  neglected.  All  attention 
and  interest  were  now  absorbed  in  the  practical  problem  of  raising 
water.  So  important  to  the  Britons  had  this  problem  become  that  all 
others  were  obscured.  Their  mines  were  being  flooded,  and  would 
have  to  be  abandoned  unless  the  problem  should  be  soon  solved  eco- 
nomically. The  natural  product  of  this  condition  was  the  reciprocat- 
ing engine  of  Neweomen.  This  is  the  engine  which  Watt  found  and 
applied  to  the  rotation  of  a  shaft.  Great  as  was  this  step,  and  great 
as  has  been  the  resulting  progress,  it  does  not  necessarily  follow  that 

♦  "  Pneumatics  '  of  Hero,  translated  by  Woodcroft  :  London,  Taylor,  W.ilten  &  Moberly. 
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it  was  the  only,  or  even  the  best,  solution  of  the  problem.  If  an  en- 
gine could  be  devised  which  would  economically  produce  rotation 
direct  without  the  intervention  of  the  complicated  mechanism  of  the 
ordinary  engine,  it  would  certainly  be  a  great  advance.  Watt  recog- 
nized this,  and  set  out  to  accomplish  it.  In  his  first  patent,  granted 
in  1769,  he  suggested  a  "  rotatory  M  engine  in  which  the  steam  vessels 
or  cylinders  are  in  the  form  of  hollow  rings,  or  circular  channels, 
and  are  attached  to  the  shaft  which  they  rotate.  Later,  he  actually 
constructed  a  "  rotative  "  engine,  for  which  he  received  a  patent  in 
1782.  But  even  in  this  engine  the  dominant  idea  of  a  piston  and 
reciprocating  part  is  retained.  Rigidly  attached  to  the  shaft  is  a  pis- 
ton which  moves  in  a  cylindrical  vessel.  An  abutment  is  hinged  to 
the  outer  part  of  the  casement,  to  allow  the  piston  to  pass  and  rotate 
continuously  in  one  direction.  Some  modifications  in  detail  were 
suggested.  After  many  attempts  and  failures,  he  wrote:  "they  have 
their  respective  merits  ;  but  instead  of  being  more  simple  in  their  con- 
struction, they  are  more  complex  than  those  derived  from  reciprocating 
motions,  and  more  difficult  in  execution."  These  conclusions  have 
since  been  verified  by  a  great  many  inventors  of  this  type  of  engine. 

In  these  first  three  rotary  engines  are  illustrated  the  three  general 
types, — the  reaction  engine  of  Hero,  the  impulse  engine  of  Branca,  and 
the  piston,  or  pressure,  engine  of  Watt.  Each  of  these  pioneer  inventors 
has  had  many  followers,  as  the  records  of  the  patent  office  will  show. 
Most,  but  not  all,  of  these  engines  have  existed  only  on  paper,  or  in 
the  fertile  imagination  of  the  inventor.  In  some  instances  the  engine 
has  been  built,  and  proved  the  first  and  the  last  of  its  species. 

A  glance  at  an  ordinary  engine,  with  its  piston,  crosshead,  wrist 
pin,  crank  pin,  eccentric,  and  distributing  valves,  all  consuming 
power,  and  with  its  massive  frame  to  withstand  shocks,  heavy  fly- 
wheel, and  costly  foundation,  shows  at  once  that  it  is  not  an  ideal 
motor.  The  idea  of  a  rotary  engine  dispensing  with  all  these  com- 
plications at  once  presents  itself.  The  problem  seems  so  simple,  fas- 
cinating, and  easy  of  solution  as  to  have  induced  many  to  attempt  it. 
But  at  present  the  ordinary  engine  appears  to  be  very  much  in  evi- 
dence. The  contemplation  of  a  light,  simple,  compact  engine  run- 
ning quietly  at  a  high  speed,  with  no  dead  center,  the  pull  absolutely 
uniform,  no  fly-wheel,  and  on  practically  no  foundation,  is  truly  an 
alluring  dream. 

The  lack  of  originality  displayed  by  the  majority  of  these  inven- 
tors is  very  marked.  They  have  done  what  at  first  thought  seemed  so 
simple, — /'.  t.,  attached  the  piston  directly  to  the  crank,  and  let  it  ro- 
tate in  an  annular  cylinder.  They  have  dispensed  with  some  of  the 
objectionable  features  of  the  ordinary  engine,  but  retained  and  usually 
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aggravated  the  worst  one.  The  piston  must  still  be  packed  and  lubri- 
cated, so  that  the  same  difficulties  exist  in  the  use  of  high-pressure  or 
superheated  steam.  As  the  action  of  the  steam  is  the  same  as  in  an 
ordinary  engine,  no  more  of  its  intrinsic  energy  can  be  utilized,  and  the 
cylinder  is  still  subjected  to  alternate  heating  and  cooling.  The  diffi- 
culty of  making  a  rectangular  piston  to  fit  the  cylinder  so  tightly  as  to 
avoid  an  extravagant  leakage  of  steam  is  not  easily  overcome.  If  it 
is  made  steam-tight,  the  friction  is  out  of  all  proportion  to  the  size  of 
the  engine,  since  the  piston-speed  is  so  high. 

Many  engines  of  this  type  have  been  made  by  eminent  engineer- 
ing firms,  but  have  never  been  able  to  compete  with  the  ordinary 
engine  where  any  consideration  is  given  to  the  question  of  steam 
economy.  Some  fifty  years  ago  two  vessels  were  fitted  with  engines 
of  this  type,  made  in  accordance  with  the  patents  of  Peter  Borrie. 
Both  boats  were  lost  at  sea,  and  the  experiment  was  never  repeated. 

Mr.  Westinghouse  attempted  to  solve  this  problem  of  friction  by 
using  for  the  cylinder  a  bushing  which  was  free  to  revolve  with  the 
pistons.  Steam-packing  grooves  were  employed  between  the  bushing 
and  cylinder.  The  friction  of  this  bushing  on  the  cylinder  was  said 
to  be  but  one-twentieth  of  what  would  have  been  developed  with  no 
bushing  under  a  similar  condition  and  velocity  of  piston. 

Fully  eighty-five  per  cent,  of  the  rotary  engines  heretofore  pat- 
ented have  been  of  the  piston  type,  and  not  one  of  them,  it  is 
believed,  was  ever  in  successful  operation. 

The  reaction  engine  of  Hero  is  the  simplest  possible  form  of  steam 
engine,  and,  where  fuel  economy  is  of  little  moment,  it  has  been 
"successfully"  employed.  Its  success  apparently  lies  in  the  single 
fact  that  it  runs. 

About  the  year  1833  Mr.  Avery  built  several  engines  of  this  type, 
one  of  which  was  used  for  several  years  to  run  the  machinery  in  his 
shop.  Another  was  employed  to  drive  the  printing-presses  of  the 
American  Railroad  Journal.  The  editor  of  this  paper  records  that  "  it 
is  indeed  so  perfect,  and  the  velocity  so  great,  being  about  five  thou- 
sand revolutions  per  minute,  that,  but  for  other  machinery  attached  to 
the  engine,  a  casual  observer  would  scarcely  know  that  a  steam  engine 
was  in  operation."  This  engine  was  also  applied  to  a  locomotive 
which  ran  for  some  time  on  the  Newark  railroad, — "  with  great  suc- 
cess," the  enthusiastic  editor  states.  Continuing,  he  says :  "When 
Mr.  Avery  shall  have  completed  another  and  more  powerful  engine, 
which  he  has  now  in  course  of  construction,  we  doubt  not  his  attain- 
ing a  greater  velocity  than  has  ever  yet  been  attained  in  this  country 
or  even  in  Europe.  We  shall  probably  be  deemed  rotary-engine  mad 
when  forty  miles  an  hour  is  named  as  not  difficult  of  attainment." 
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"  This  engine  will,  we  doubt  not,  perform  all  we  have  here  predicted; 
and,  if  so,  what  can  prevent  them  from  being  generally  adopted  on  all 
our  railroads  ? ' '  But  it  does  not  appear  to  have  been  very  generally 
adopted.  At  least  a  large  percentage  of  the  locomotives  of  to-day  still 
cling  to  the  reciprocating  principle.  Possibly  Mr.  Avery  was  unfortu- 
nate in  living  at  a  time  when  the  "  English  Syndicate  ' '  was  unknown  in 
America.  But,  "with  true  Yankee  enterprise,"  he  took  one  of  his 
engines,  complete,  to  England.  "  If  the  mountain  will  not  come  to 
Mahomet,  Mahomet  will  go  to  the  mountain."  Although  this  ap- 
pears to  close  the  history  of  this  interesting  engine,  it  is  to  be  hoped 
that  it  did  not  prove  a  Jonah,  as  did  that  of  Peter  Borrie. 

Recently  Mr.  Morton  has  been  experimenting  on  this  type  of  en- 
gine. He  has  adopted  a  peculiarly-curved  and  expanding  nozzle,  and 
uses  two  or  more  discs  in  series.  He  obtained  fairly  good  results, 
but  not  such  as  to  warrant  their  general  adoption. 

In  this  type  of  engine  many  of  the  objectionable  features  re- 
tained in  the  rotary-piston  engine  have  been  disposed  of.  There  are 
no  moving  parts  to  be  packed  ;  consequently  there  is  no  friction,  ex- 
cept on  the  shaft.  The  steam  comes  in  contact  with  no  lubricated 
surfaces,  thus  permitting  the  use  of  high-pressure  superheated  steam. 
There  is  no  oil  in  the  exhaust  steam  to  cause  priming  in  the  boiler, 
and  priming,  if  it  should  occur,  cannot  ruin  the  engine.  With  a  prop- 
erly-shaped nozzle,  an  efficient  expansion  of  steam  may  be  had  with- 
out alternately  heating  and  cooling  any  surface. 

A  moment's  consideration,  however,  of  the  theory  of  reaction 
wheels  will  demonstrate  the  fallacy  of  their  use.  Their  efficiency 
cannot  reach  unity  until  the  wheel  revolves  with  a  peripheral  velocity 
equal  to  the  velocity  of  efflux  of  the  steam — a  practical  impossibility. 
Should  the  velocities  thus  become  equal,  the  work  which  might  be 
performed  would  become  zero.  No  economical  performance,  there- 
fore, can  be  expected  from  this  type  of  engine. 

The  impulse  engine  of  Branca  alone  remains  to  be  considered. 
Mr.  Dow  and  Mr.  Parsons  are  both  building  engines  of  this  type. 
Both  engines  operate  very  much  on  the  same  principle  as  the 
hydraulic  turbine.  The  steam  passes  through  a  set  of  fixed  guides, 
and  impinges  on  moving  vanes.  After  giving  up  part  of  its  energy 
here,  it  passes  through  another  set  of  guides,  and  impinges  on  another 
set  of  moving  vanes.  This  is  repeated  as  many  times  as  is  desirable, 
according  to  the  size,  power,  and  speed  of  the  engine.  Very  good 
results  are  said  to  have  been  obtained.  They  have  all  the  advantages 
of  the  reaction  engines,  together  with  some  additional  ones.  But, 
as  the  clearance  between  the  moving  vanes  and  fixed  guides  is  ap- 
preciable, it  would  seem  that  the  leakage  must  be  considerable,  and 
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the  steam  consumption  consequently  high.  Besides,  there  is  no  way 
of  regulating  them,  except  by  a  throttle  governor.  Notwithstanding 
these  apparent  objections,  Mr.  Parsons  has  succeeded  in  introducing  a 
number  of  his  engines  for  use  in  electric-lighting  plants.  The  perfect 
steadiness  of  motion  of  this  engine,  running  at  about  five  thousand 
revolutions,  is  said  to  prolong  the  life  of  an  incandescent  lamp  materi- 
ally. 

M.  de  Laval  has  attempted  to  solve  the  question  of  leakage  of 
steam  by  allowing  the  steam  to  completely  expand  in  a  properly-shaped 
nozzle,  and  convert  its  entire  energy  into  actual  energy  before  striking 
the  revolving  blades.  As  there  is  but  one  set  of  blades,  the  speed  is 
necessarily  from  twenty-five  to  thirty  thousand  revolutions  per  minute. 
Much  power  is  lost  in  the  high-ratio  reduction  gearing.  At  this  high 
speed  the  disc  assumes  its  own  center  of  rotation,  which  may  not,  and 
usually  does  not,  coincide  with  its  geometrical  center.  A  flexible 
shaft,  therefore,  has  been  found  necessary.  This  engine  also  is  gov- 
erned by  throttling.  No  provision  is  made  in  any  of  these  engines  to 
renew  the  parts  worn  by  the  action  of  steam,  and  by  that  of  "  grit  " 
which  comes  over  with  the  steam,  and  a  slight  deformation  of  the  noz- 
zle or  blades  reduces  the  efficiency  materially.  This  engine  is  meet- 
ing with  some  favor,  particularly  in  France.  Authentic  tests  place  the 
steam  consumption  low. 

Mr.  Curtis  has  recently  attempted  some  improvements  on  this  en- 
gine by  providing  a  better  regulation,  and  reducing  the  speed.  He 
provides  means  for  varying  the  size  of  the  nozzle,  but  at  the  sacrifice 
of  its  proper  shape.  For  complete  and  economical  expansion  of  steam 
the  nozzle  should  be  circular  in  cross-section  and  gradually  expanding. 
In  order  to  reduce  the  speed,  he  allows  the  steam  to  impinge  on  a 
series  of  blades  in  succession.  As  the  steam  is  completely  expanded 
in  the  nozzle,  there  is  not  the  tendency  to  leakage  that  exists  where 
the  steam  is  constantly  under  pressure.  Recent  preliminary  tests  of 
this  engine  show  that,  when  operated  non-condensing,  the  steam  con- 
sumption is  about  equal  to  that  of  a  non-condensing  high-speed 
simple  reciprocating  engine,  and,  when  operated  condensing,  the 
steam  consumption  is  about  seven  per  cent,  more  than  that  of  a 
compound  condensing  reciprocating  engine. 

On  the  whole,  it  is  safe  to  say  that,  whatever  the  advantages  of  the 
ideal  rotary  engine,  and  whatever  the  future  may  have  in  store,  the 
days  of  the  reciprocating  engine  are  not  at  present  easily  numbered. 
However,  the  indications  are  that  the  rotary  engine  has  come  to  stay, 
and  may  soon  find  a  place  in  the  arts  peculiarly  its  own.  It  is  inter- 
esting to  note,  also,  that  the  type  which  now  gives  the  greatest  promise 
of  success  is  the  second  oldest  known. 


Efficiency  of  Built-up  Wooden  Beams. 

Both  to  engineers  and  architects  the 
subject  named  in  the  above  title  is  of  grow- 
ing importance,  in  view  of  the  rapidly- 
diminishing  timber  resources  of  the  United 
States.    Already  difficulty  in  obtaining 
beams  of  large  size  is  experienced,  and  re- 
sort to  built-up  beams  will  become  more 
frequent  as  time  goes  on.  Prof.  Edgar  Kid- 
well,  in  Engineering  News  (March  1 1),  re- 
fers to  the  meager  literature  of  the  subject, 
consisting  for  the  most  part  of  data  supplied 
by  Tredgold  and  freely  copied  without 
question  by  other  writers.   The  majority 
of  these,  in  cautioning  against  the  belief 
that  a  built-up  beam  can  be  made  stronger 
than  a  solid  one  of  the  same  timber  and 
dimensions,  leave  it  by  implication  to  be 
inferred  that  such  beams  may  be  made  at 
least  as  strong  as  solid  beams, — a  conclu- 
sion which,  Prof.  Kidwell  affirms,  is  not 
warranted  by  his  own  practical  experience. 
He  has  therefore  made  the  strength  of 
built-up  beams  the  subject  of  experimen- 
tal tests,  and  promises  to  publish  later  a 
full  report  of  the  data  so  obtained.    In  his 
contribution  to    Engineering    News  he 
anticipates  this  report  by  a  brief  summary 
of  results,  defining  efficiency  as  "the  ratio 
of  strength  of  a  built  beam  "  to  the 
strength  "  of  a  solid  one  of  the  same  size 
and  quality  of  material."   The  method  of 
the  tests  is  given  as  follows :  "  Best  quality 
clear  white  pine  was  used,  and  each  piece 
was  sawed  into  four  equal  sticks  by  one 
longitudinal,  and  one  middle  cut.  Of 
these,  two  pieces  diagonally  situated  .  .  . 
were  made  up  into  a  compound  beam," 
while  the  other  two  "  were  tested  as  check 
pieces."   The  sum  of  the  breaking  loads 
of  the  two  check  pieces  was  doubled,  and 
to  this  was  added  the  weight  of  the  two 
pieces.   The  result  gives  four  times  the 
average  strength  of  a  check  piece,  which 
is  equivalent  to  the  strength  of  a  solid 
beam  double  the  depth  of  the  check  piece, 
and  of  exactly  the  same  quality.  The  break- 
ing load  of  the  built  beam,  corrected  for 


weight,  was  then  divided  by  the  quantity 
just  found,  and  the  result  was  the  efficiency. 
Up  to  date  seventy-four  built  beams  have 
been  tested.  Clark's  design  for  built  beams 
is  criticised  as  not  based  on  correct  princi- 
ples, and  as  lacking  both  in  efficiency  and 
stiffness.  The  efficiency  stated  by  Clark  is 
also  challenged  on  the  ground  of  an  error 
in  reasoning.  Keyed  or  joggled  beams  are 
considered  superior  to  any  other  form. 
The  average  efficiency  of  all  the  built 
beams  so  far  tested  by  Prof.  Kidwell  is 
87.7  per  cent.,  the  lowest  efficiency  being 
55.5  per  cent.,  and  the  highest  being  108.5 
per  cent., — a  solitary  instance  wherein  a 
figure  higher  than  that  of  the  solid  beam 
is  tabulated.  Whether  this  exceptional 
percentage  actually  existed,  or  is  a  mis- 
print, or  is  the  result  of  a  defective  experi- 
ment, seems  uncertain.  It  is  hardly  con- 
ceivable that  an  efficiency  greater  than 
that  of  a  solid  beam  could  have  actually 
existed.  Many  useful  hints  relating  to  the 
building  up  of  beams,  and  to  the  move- 
ment of  the  keys  and  other  fastenings  due 
to  the  yielding  of  the  wood,  are  presented 
in  Prof.  Kidwell's  article. 


English  Homes  for  Workingmen. 

The  above  is  the  title  of  an  illustrated 
article  contributed  to  The  Inland  Architect 
and  News  Record  for  March,  by  Octavius 
Grant  Wood.  It  describes  Port  Sunlight, 
a  model  village  for  working  people,  situ- 
ated less  than  six  miles  from  the  steamship 
landing  at  Liverpool.  The  problem  of 
supplying  comfortable  sanitary  dwellings 
for  working  people  has  had  many  of  its 
difficulties  removed  by  the  introduction 
and  great  extension  of  cheap  suburban 
transportation.  The  village  of  Port  Sun- 
light well  exemplifies  the  possibilities  in 
suburban  dwellings  erected  where  land  is 
comparatively  cheap,  though,  as  the  dwell- 
ings therein  are  occupied  mainly  by  work- 
men employed  in  a  manufacturing  indus- 
try conducted  there,  the  working  out  of 
the  solution  has  not  been  complicated  with 
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the  problem  of  transportation,  as  would 
have  been  the  case  had  the  inhabitants 
been  employed  in  the  adjacent  city.  No  one 
who  peruses  Mr.  Wood's  description  will 
dissent  from  his  view  that  "this  village  is 
worthy  of  the  attention  of  all  students  of 
political  economy  and  social  science,  as 
showing  by  actual  practical  demonstration 
how  much  can  be  done  to  bring  about  hap- 
piness and  plenty  to  all  employed  there." 
The  industry,  we  are  told,  has  prospered 
under  this  liberal  policy  to  the  workmen, 
but  some  additional  information  concern- 
ing its  nature,  the  wages  paid,  etc.,  would 
have  been  acceptable,  and  is  desirable. 
The  village  is  young,  having  been  founded 
a  little  over  ten  years  ago.  "  The  streets 
are  laid  out  after  the  style  of  our  American 
cities  somewhat,  with  trees  planted  in  the 
streets  and  lawns  in  front  of  the  houses. 
It  is  not  modern  in  the  sense  of  some  of 
our  American  towns,  with  electric  cars 
rushing  through  the  streets,  and  saloons 
on  every  corner ;  there  are  no  aldermen  to 
give  away  franchises  regardless  of  the  will 
of  the  people ;  but  the  homes  of  the  work- 
men are  modern,  and  contain  the  luxuries 
of  bath,  hot  and  cold  water,  gas,  water- 
closet,  etc.,— in  fact,  all  scientific  sanitary 
arrangements.  Cosy  fireplaces  are  in 
nearly  every  room,  and  all  are  neatly  deco- 
rated." All  this  is  afforded  for  a  monthly 
rental  of  from  four  to  six  dollars.  The 
rent  includes  gas  and  water,  and  "  is 
scarcely  sufficient  to  keep  the  houses  in 
repair."  It  is  evident,  therefore,  that 
houses  of  this  kind  could  not  be  rented  at 
such  rates  to  people  not  employed  in  the 
industry  which  supports  the  town,  and 
that  the  difference  between  the  stated 
rentals  and  such  rentals  as  would  pay, 
over  and  above  repairs,  a  fair  interest  on 
the  investment  must  be  regarded  as  part 
of  the  wages  of  those  who  reside  in  them. 
The  employer  and  employed  together  gov- 
ern the  village.  There  are  some  twenty 
departments  in  the  works,  and  each  elects 
from  one  to  six  members  of  a  "  village 
council,"  the  manager  of  each  department 
being  also  a  representative  therein.  The 
village  appears  to  be  remarkable  for  its 
clubs  and  social  institutions.  In  fact,  Mr. 
Wood  tells  us,  "the  main  work  of  the 


council  appears  to  be  the  management 
and  care  of  these  clubs  and  social  institu- 
tions. .  .  .  To  be  a  member  of  any  club 
or  society  costs  twenty-four  cents  a  year, 
the  firm  adding  three  times  this  amount 
for  each  person  joining,  and  supplying 
billiard  tables,  music,  musical  instruments, 
band  uniforms,  etc."  Here,  therefore,  is 
another  item  in  the  wages  of  the  em- 
ployees. There  are  public  buildings,  in- 
cluding a  large  hall ;  a  pavilion  for  club 
meetings;  brick  school  buildings,  costing 
$70,000,  finished  with  English  oak,  and 
supplied  with  school  furniture  made  in  the 
United  States ;  and  a  church  which  "  dates 
back  to  the  time  of  Cromwell,  and  was 
only  saved  from  destruction  by  that  great 
reformer  turning  it  into  a  stable  for  cav- 
alry." The  schools  are  free,  being  main- 
tained by  the  employing  firm  (Lever 
Brothers).  Here  is  still  another  wage 
item.  The  homes  of  the  workingmen 
arc,  however,  the  great  feature  of  interest 
to  architects.  Think  of  the  dwelling  of 
the  immortal  Shakespeare,  at  Stratford  on 
Avon,  having  been  adopted  as  a  model 
for  workingmen's  homes,  the  interior  hav- 
been  "modernized  and  arranged  for  fam- 
ily comfort."  This  has  been  done,  how- 
ever, "and  the  workman  returning  home 
after  his  eight  hours'  work,  to  one  of 
these  beautiful  cottages,  all  clean  and 
neat,  may  be  just  as  happy  as  the  prince 
returning  from  the  chase  to  his  castle. 
.  .  .  There  is  a  total  absence  of  all  signs 
.  .  .  that  the  place  does  not  belong  to  the 
employee  as  well  as  the  employer  ;  and 
whether  it  is  socialism,  collectivism,  com- 
munism, profit-sharing,  or  simply  good, 
sound  business  management,  the  fact  is 
plain  to  all  that  prosperity  and  good 
wages,  short  work-day,  and  all  manner  of 
pleasures  are  to  be  found  in  Port  Sun- 
light." 


Curious  Freak  of  a  Voltaic  Arc 

Western  Electrician  (March  27)  de- 
scribes the  curious  behavior  of  an  electric 
arc,  its  cause  and  its  remedy.  The  arc 
was  used  in  connection  with  a  hemispher- 
ical reflector  to  illuminate  an  advertising 
device,  one  of  the  carbons  being  slightly 
below,  and  the  other  substantially  above. 
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the  axis  of  the  reflector.  The  reflector 
was  set  at  such  a  distance  from  the  point 
of  ignition  of  the  lower  carbon  that,  when 
the  upper  carbon  was  ignited,  the  heat 
from  it  was  concentrated  directly  upon 
the  lower  carbon.  When  the  latter  carbon 
burned  away,  which  it  did  so  rapidly  as  to 
almost  extinguish  the  light  in  about  half 
an  hour  from  the  time  of  lighting,  the 
lamp  adjusted  itself  to  a  position  that 
focussed  the  heat  from  the  reflector  upon 
the  upper  carbon,  which  then  burned  away 
in  about  the  same  time  as  the  lower  one 
did.  Considerable  annoyance  was  experi- 
enced before  the  discovery  of  the  cause 
led  to  the  proper  remedy— the  substitu- 
tion of  a  parabolic  reflector  for  the  hemi- 
spherical one.  Previous  attempts  to  cure 
the  trouble  by  changes  of  voltage  and  am- 
perage failed  to  produce  the  desired  effect, 
because  the  curious  action  of  the  carbons 
depended  upon  a  cause  entirely  independ- 
ent of  the  current, — the  concentration  of 
heat  upon  the  carbons  by  the  hemispher- 
ical reflector.  The  latter  cause  would 
probably  have  suggested  itself  at  once  to 
a  tinman  of  forty  years  ago ;  for,  when  the 
old  tin  wall  candle-sticks  were  used  with 
tin  reflectors  placed  so  as  to  improperly 
focus  the  heat  upon  the  candle,  the  candle 
was  sure  to  melt  away  till  too  short  to 
receive  the  intense  heat- reflection  at  the 
focus. 


Hot-Water  Heating  without  Fuel. 

Such  is  the  kind  of  hot-water  heating, 
according  to  The  Metal  Worker  (March 
20),  in  use  "in  the  vicinity  of  Boise,  Idaho, 
where,  in  1891,  thermal  waters  were  dis- 
covered at  a  depth  of  nearly  four  hundred 
feet."    As  the  water,  when  discovered, 
gushed  to  a  height  of  about  forty  feet,  it 
is  plain  that  it  has  pressure  enough  to 
raise  it  to  the  top  floors  of  ordinary 
dwellings,  whence  it  will  flow  down  and 
out,  and,  passing  through  pipes  and  radia- 
tors, will  radiate  heat  precisely  as  though 
this  water  circulated  in  an  ordinary  hot- 
water  heating  apparatus  in  which  the 
water  is  heated  artificially.    In  fact,  it  is 
probable  that  the  expression  "heating 
without  fuel "  is,  in  this  case,  strictly  ac- 
curate, the  water  being  heated  by  subter- 


ranean chemical  action,  which  is  analo- 
gous to  the  action  of  water  upon  quick 
lime ;  though,  if  we  should  trace  the  series 
of  causes  back  far  enough,  we  probably 
should  find  combustion  going  on  some- 
where in  the  line  of  approach.  But,  tak- 
ing the  matter  as  it  now  stands,  there  is, 
in  the  vicinity  of  Boise,  a  store  of  subter- 
ranean hot  water  which  is  under  pressure 
enough  to  spout  above  the  surface  when 
tapped  by  artesian  wells.  In  any  place 
where  subterranean  hot  water  can  be  pro- 
cured, at  a  depth  from  which  it  can  be 
economically  pumped  through  the  pipe 
systems  of  houses,  heat  can  be  distributed 
in  this  way.  It  would  make  substantially 
no  difference  whether  the  hot  water  was 
first  pumped  to  the  top  of  a  building  for 
this  purpose,  or  pumped  into  the  bottom 
of  a  pipe  system  to  be  forced  up  through 
such  a  system  ;  but  the  latter  plan  would, 
we  think,  require  less  water.  This  would 
introduce  the  hottest  water  into  the  lower 
part  of  the  system,  and  it  would  get  cooler 
as  it  rose  to  the  more  easily  warmed  upper 
part.  Somewhat  less  water  might  thus  be 
required,  and  less  pumping  would  be 
needed  to  supply  it.  The  water  at  Boise 
is  said  to  have  a  temperature  of  171*  F.  A 
company  has  been  formed  for  piping  the 
streets  and  supplying  this  hot  water  for 
heating  purposes.  The  Metal  Worker 
gives  plans  of  the  different  floors  and  base- 
ment of  a  large  building  piped  for  heating 
in  this  way.  It  is  claimed  that,  at  the 
rates  at  which  the  water  will  be  supplied, 
heating  by  this  method  will  cost  about 
fifty  per  cent,  of  the  expense  of  heating 
with  coal  at  five  dollars  per  ton. 

Direct  Generation  of  Electricity  from 
Carbon. 

In  a  lecture  delivered  by  Willard  E. 
Case  before  the  New  York  Electrical  So- 
ciety on  February  24.  belief  was  expressed 
that  tremendous  results  will  be  reached  in 
a  field  of  which  we  have  only  crossed  the 
boundaries.  This  field  i?  that  of  the  direct 
generation  of  electricity  from  carbon  with- 
out the  intervention  of  the  dynamo,  or  its 
equivalent.  A  number  of  thermo-cells 
were  described  and  experimentally  illus- 
trated by  Mr.  Case  in  the  course  of  the 
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lecture.  In  the  most  ordinary  method  of 
obtaining  current  electricity,  these  waste- 
ful processes  must  be  successively  per- 
formed. First,  heat  must  be  generated 
from  fuel  and  stored  up  in  some  expansive 
material, — say,  steam  ;  second,  this  heat 
(or,  more  properly,  only  a  fraction  of  it)  is 
converted  into  work,— the  most  wasteful 
process  of  the  three ;  and,  finally, the  work 
so  performed  is  converted  into  current 
electricity  by  a  dynamo.  Doubtless,  in  any 
process  for  directly  generating  electricity 
from  a  chemical  reaction  between  carbon 
and  oxygen  or  other  substance  found  suit- 
able, there  will  always  be  some  waste  ;  but 
in  a  well-developed  process  waste  would, 
in  all  probability,  be  very  much  less  than 
the  total  wasie  in  the  three  processes 
named.  The  carbon-consuming  cells  of 
Jablochkoff,  Bard,  Crumm,  Edison, 
Wright,  and  Thompson  were  briefly  men- 
tioned, and  the  cell  invented  by  Mr.  C.  S. 
Bradley  with  the  cooperation  of  Prof.  F. 
B.  Crocker  was  described  more  at  length. 
This  cell  consisted  of  an  iron  vessel  con- 
taining fused  sodium  manganate  and  car- 
bon. When  air  was  blown  through  the 
fused  sodium  manganate,  nascent  oxygen 
was  presented  to  the  carbon.  These  two 
combining,  a  current  of  electricity  with  an 
e.  m.  f.  of  one  volt  was  obtained.  The  so- 
dium manganate  was  formed  in  the  cell 
itself  by  heating  caustic  soda  and  peroxid 
of  manganese,  in  the  containing  vessel  of 
the  cell,  2%  inches  in  diameter  and  6  inches 
deep.  The  heating  was  effected  by  a  gas 
flame.  The  lecturer  asserted  that  the  cell 
of  W.  W.  Jacques,  which  has  of  late  been 
considerably  discussed  in  the  technical 
press,  is  substantially  nothing  more  than 
the  Bradley-Crocker  cell ;  or,  rather,  it  is 
something  less,  since  it  differs  from  the 
former  in  nothing  except  the  disuse  of  the 
peroxid  of  manganese,  employing  the  fused 
caustic  soda  alone.  Mr.  Case  thinks  the 
theory  of  the  action  of  these  cells  is  very 
imperfectly  understood,  basing  this  view 
upon  the  erratic  character  and  action  of 
both  of  them  ;and  he  described  some  cur- 
ious variations  in  their  operation  under 
different  conditions.  Mr.  Case  exhibited  a 
cell  of  his  own  for  the  direct  generation  of 
electricity  by  the  oxidation  of  carbon  with* 


out  increase  of  heat  above  the  normal  tem- 
perature, and  gave  a  good  description  of 
the  same.  "  It  consists  of  two  electrodes, 
one  of  carbon,  surrounded  by  powdered 
carbon,  in  a  porous  cup,  and  one  of  plati- 
num, both  being  immersed  in  a  glass  jar 
about  one  inch  in  diameter  and  six  inches 
in  height  and  containing  sulphuric  acid." 
Chlorate  of  potash  being  added,  peroxid  of 
chlorine  is  formed,  which  yields  its  oxygen 
to  the  carbon  and  sets  up  an  electric  cur- 
rent between  the  electrodes,  thee.  m.  f.  be- 
ing i|  volts,  more  or  less,  according  to  the 
conditions.  Mr.  Case  said :  "  What  I  wish 
to  impress  upon  you  is  this :  in  this  bat- 
tery .  .  .  carbon  is  completely  oxi- 
dized at  normal  temperature  by  oxygen 
which  is  held  in  loose  combination.  So  it 
is  done  in  the  human  body,  and  we  know 
that  to  be  a  very  efficient  machine."  In 
conclusion  he  expressed  his  entire  belief 
that  a  cheap  means  for  doing  this  will  ulti- 
mately be  found. 

Education  of  Railroad  Men. 

Probably  few  men  could  be  found  bet- 
ter qualified  by  occupation,  training,  ex- 
perience, and  observation  to  speak  author- 
itatively upon  this  subject  than  Mr.  Walter 
G.  Berg,  well  and  widely  known  as  an  able 
engineer,  a  capable  railroad  man,  and  a 
very  acceptable  contributor  to  technical 
publications  devoted  to  engineering  and 
railroading.  In  these  reviews  we  have  fre- 
quently recorded  valuable  opinions  and 
suggestions  publicly  expressed  by  him. 
Not  the  least  valuable  of  these  are  broad 
views  of  the  need  of  special  training  for 
railway  men,  to  fit  them  for  a  service 
which,  in  many  of  its  features,  more 
nearly  approaches  military  service  than 
perhaps  any  other  civil  occupation.  The 
present  deliverance  printed  in  the  pro- 
ceedings of  the  New  York  Railroad  Club 
for  January  of  the  present  year,  he  intro- 
duced by  stating  that  he  had  been  "  inter- 
ested for  a  great  many  years  in  the  ques- 
tion of  the  proper  education  of  railroad 
men ; "  that  twenty  years  ago  he  "  pre- 
pared the  data  for  a  report  on  technical 
education  abroad,  embodied  in  one  of  the 
United  States  consular  reports,  and  vis- 
ited, supplied  with  suitable  government 
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credentials,  the  principal  technical  and 
trade  schools  of  the  continent  and,  subse- 
quently, of  this  country."  He  also  di- 
rected attention  to  the  fact  that  he  had 
written  and  published  an  outline  for  a 
proposed  school  for  railroad  men.*  He 
therefore  asserted  his  views,  not  as  crude, 
immature  concepts,  but  with  the  positive- 
ness  of  convictions  long  ago  formed  (and 
subsequently  strengthened  by  personal 
observation  and  study)  concerning  "  the 
conditions  existing  in  the  important  busi- 
ness of  railroading,  taken  as  a  science,  a 
profession,  and  a  trade."  Mr.  Berg's  re- 
marks were  in  the  nature  of  a  discussion 
of  a  valuable  and  suggestive  paper  read 
before  the  New  York  Railway  Club  on 
January  21,  by  Mr.  George  B.  Leighton, 
which  set  forth  the  facts  that  in  the  up- 
per ranks  of  the  service  the  highest  pro- 
fessional skill  has  to  be  brought  into 
play ; "  that  "  the  railway  service  bears  a 
most  marked  analogy  to  a  military  sys- 
tem ; "  that  "  railway  managers  are  unfor- 
tunately, as  a  rule,  forced  to  devote  their 
time  and  strength  to  daily  routine  details, 
instead  of  being  able  to  maintain  a  gen- 
eral oversight,  to  settle  difficult  questions, 
and  to  prescribe  rules  and  systems  to  be 
followed,— the  correct  work  of  true  gener- 
alship,—and  that  •  the  men  who  decide 
these  problems  to-day  have  trained 
their  minds  almost  wholly  by  experi- 
ence,— a  most  thorough  teacher,  but 
sometimes  a  costly  and  slow  one.'  "  Mr. 
Berg  concedes  all  these  facts,  and  also 
agrees  with  Mr.  Leighton  "that  much 
...  of  the  work,  and  most  of  the  princi- 
ples that  underlie  the  successful  operation 
of  a  railway,"  can  be  taught  in  schools 
adapted  to  the  railway  profession ;  and 
that  it  is  desirable  that  the  higher  class  of 
railroad  work  should  rank  as  a  profession 
in  itself.  But  he  believes  that  it  would  be 
a  grave  error  to  provide  alone  for  the 
training  of  this  higher  grade,  as  seems  to 
be  the  aim  of  Mr.  Leighton.  On  the  con- 
trary, Mr.  Berg  is  very  positive  that  the 
proper  solution  of  the  educational  railway 
problem,  as  a  whole,  lies  in  making  sharp 
distinctions,  and  maintaining  strictly  the 
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divisions  between  the  educational  plans 
for  the  various  grades  of  railroad  men." 
He  holds  that  "heterogeneous  elements 
cannot  be  shaped  in  the  same  educational 
mold,  and  that  combination  systems  can 
never  meet  successfully  the  educational 
requirements  of  all  the  various  classes  of 
railroad  employees.  In  other  words,  any 
contemplated  educational  system  should 
define  specifically  which  grade  of  railroad 
men  it  is  primarily  intended  for,  and  be 
strictly  arranged  accordingly.  Then  the 
party  who  has  a  shop  mechanic  in  mind 
could  not  taunt  the  advocate  of  a  special 
collegiate  course  with  the  query :  •  What 
good  is  calculus,  theory  of  government, 
political  economy,  and  railway  law  to  a 
shop  mechanic?'  while,  vice  versa,  the 
other  party,  having  in  mind  an  education 
preparatory  for  entrance  into  the  general 
or  professional  offices  of  a  railroad,  could 
not  retort  by  asking :  '  Why  waste  years  of 
a  boy's  life  at  a  lathe  ? '  The  much-vaunted 
and  misunderstood  manual-work  depart- 
ments of  collegiate  institutions  would  then 
be  relegated  to  their  proper  sphere,— 
namely,  to  serve  as  a  practical  illustrative 
adjunct  to  the  class-room."  Therefore, 
dividing  railroad  men  into  three  classes, — 
(a)  the  highly  educated  class,  instructing 
and  leading,  {b)  the  middle  class,  which 
supervises  and  carries  out  details,  and  (r> 
the  lower  class,  performing  the  heavy  com- 
mon labor,— Mr.  Berg  would  draw  the 
line  of  distinction  between  the  high  and 
middle  classes  as  definitely  as  possible, 
"keeping  the  education  of  the  two  as 
separate  and  individual  as  possible,"  as 
"  the  first  and  most  important  step  forward 
in  the  solution  of  the  problem."  By  im- 
plication there  are  other  steps  to  be  taken, 
and  Mr.  Berg  elaborates  these  and  pre- 
sents a  programme  for  a  special  railroad 
trade  school,  very  much  too  long  for  re- 
print in  this  place,  but  to  which,  from  its 
nature,  justice  could  be  done  only  by  pre- 
senting it  entire. 

Decimal  Wire  Gage  for  Wire  and  Sheet 
Iron. 

There  is,  no  doubt,  a  most  decided 
leaning  towards  the  adoption  of  the  deci- 
mal wire  gage,  on  the  part  of  the  majority 
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of  American  engineers  and  mechanics. 
Such  being  the  case,  there  is  little  doubt 
that  a  decimal  gage  is  to  be  the  gage  of  the 
future.    An  influence  that  retards  the 
adoption  of  the  system  is  the  effort  to  sub- 
stitute the  metric  unit  for  the  inch.    It  is 
impossible  to  accurately  express  thou- 
sandths of  an  inch  in  the  metric  system. 
Hence,  if  the  inch  is  to  be  a  unit  retained 
(we  believe  a  large  majority  of  engineers, 
mechanics,  and  manufacturers  want  it  re- 
tained), the  metric  system,  if  also  retained, 
will  compel  another  scale  of  sizes,  and 
therefore  we  shall  be  working  under  dif- 
ferent systems  as  at  present,  with  the  same 
attendant  inconveniences.    At  the  request 
of  the  council  of  the  American  Institute 
of  Mining  Engineers,  Mr.  R.  W.  Raymond 
presented  at  the  Chicago  meeting  of  that 
body,  in  February,  an  abstract  of  the  re- 
port of  Mr.  Albert  Ladd  Colby,  of  South 
Bethlehem,  Pa.,  which  the  latter  gentle- 
man presented  at  the  meeting  of  the  Asso- 
ciation of  American  Steel  Manufacturers 
at  its  October  meeting  in  New  York.  The 
report  credits  the  American  Institute  of 
Mining  Engineers  with  originating  the 
movement  for  a  decimal  gage  in  1877,  a 
committee  appointed  to  consider  the  mat- 
ter having  in  October  of  that  year  reported 
favorably  upon  the  proposed  change.  In 
1892  the  American  Society  of  Mechanical 
Engineers  also  received  a  report  favoring 
the  change  from  a  committee  appointed 
to  consider  the  subject.   The  change  has 
also  been  favored  by  the  American  Master 
Mechanics'  Association,  while  committees 
of  cooperation  were  constituted  by  the 
Canadian  Society  of  Civil  Engineers,  the 
Engineers'  Club  of  Philadelphia,  the  Civil 
Engineers'  Society  of  St.  Paul,  and  the 
Engineers'  Club  of  St.  Louis.   The  report 
of  the  committee  of  the  Association  of 
Steel  Manufacturers  was  mainly  directed 
to  the  consideration  of  the  advisability  of 
the  endorsement  by  the  association  of  the 
United  States  standard  gage,  approved  by 
act  of  congress,  March  3,  1893,  and  it  ad- 
vocated the  exclusion  of  all  other  gages 
now  in  use.    The  fact  that,  while  the 
United  States  standard  was  disapproved, 
a  decimal  gage  of  thousandths  of  an  inch 
was  recommended  shows  very  plainly  the 


drift  of  opinion  in  the  United  States.  The 
United  States  standard  was  based  upon 
the  relation  of  weight  to  the  thickness  of 
a  square  foot  of  iron  rolled  to  a  thickness 
of  of  an  inch.  Such  a  sheet  of  iron 
would  weigh  one  ounce,  estimating  a  cubic 
foot  to  weigh  480  pounds.  The  absurdity 
and  practical  inconvenience  of  such  a  basis 
is  set  forth  in  Mr.  Colby's  report  in  the 
following  quotation : 

"  There  is  no  practical  value  to  this  as- 
sociation in  the  simple  relationship  be- 
tween the  United  States  gage  numbers 
and  the  weight  in  ounces  per  square  foot 
of  the  sheet  or  plate  measured  :  first,  be- 
cause when  plates  are  ordered  by  weight, 
customers  specify  the  weight  in  pounds 
per  square  foot,  and  not  ounces  (there  is 
no  simple  relationship  between  pounds 
per  square  foot  and  these  gage  numbers 
.  .  .  ) ;  and,  second,  because  the  simple 
relationship  between  ounces  and  gage 
numbers  is  only  true  when  the  sheet  or 
plate  is  made  of  iron."  This  gage  merely 
adds  another  to  the  long  list  of  arbitrary 
gages  with  numbers  in  inverse  order  to 
thickness,  and,  as  it  is  open  to  severe 
criticism  in  other  respects  for  defects  from 
which  the  decimal  gage  would  be  wholly 
free,  the  report  is  decidedly  favorable  to 
the  latter  and  adverse  to  the  United  States 
gage. 


American    Machine-Tools— An  English 
Criticism. 

It  is.  in  our  opinion,  quite  possible  that 
there  is  more  truth  than  poetry  in  the 
statement  of  M.  H.  Austin,  works  mana- 
ger of  the  Wolseley  Sheep-Shearing  Mach. 
Co.,  Limited,  Birmingham,  England,  made 
in  American  Machinist  (March  25).  He 
says  he  has  charge  of  about  fifty  thousand 
dollars'  worth  of  American  machine-tools, 
and  that  the  term  "  manufacturing  "  rather 
than  "  building,"  as  these  terms  are  used 
in  England,  is  most  applicable  to  the  pro- 
duction of  the  American  tools  sent  to 
England,  judged  by  the  samples  he  has 
charge  of.  As  we  have  said,  this  may  be 
the  truth.  Fifty  thousand  dollars'  worth 
of  machine-tools  is  not  a  large  fraction  of 
the  entire  American  output.  It  would  not 
be  considered  even  a  large  order  by  many 
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of  our  machine-tool  builders.  If  the  pur- 
chaser of  these  tools  desired  to  obtain 
them  at  the  lowest  possible  price,  he  could 
easily  have  got  such  tools  as  are  com* 
plained  of.  Builders  of  inferior  tools  are 
to  be  found  in  America;  possibly  some 
could  also  be  found  in  England.  It  is,  we 
submit,  hardly  fair  to  judge  the  entire  out- 
put of  American  tools  from  the  small  frac- 
tion named,  unless  it  can  also  be  shown 
that  they  were  selected  from  the  tools  of 
representative  American  builders.  We  are 
the  more  inclined  to  the  belief  that  the 
machines  complained  of  are  not  the  pro- 
duct of  our  best  establishments  from  the 
statement  of  the  defects  made  by  this  Eng- 
lish critic.  The  drills  are  stated  to  have 
their  bases  and,  in  some  cases,  their  tables 
out  of  square  with  their  spindles,  and  to 
have  "  too  light,  unsupported  columns." 
True,  be  says  further  on  that  among 
these  tools  there  are  American  lathes, 
"some  of  all  the  best  makes"  not  one  of 
which  bores  a  parallel  hole;  but  here  we 
do  not  know  what  or  who  the  critic  has  in 
mind  when  he  says  best  makes.  If  he  in- 
tends to  assert  that  no  lathes  are  made  in 
the  United  States  that  will  bore  a  parallel 
hole,  or  that  have  their  spindles  in  line 
with  their  beds,  within  the  limits  of  ac- 
curacy possible  to  the  most  accomplished 
English  mechanics,  he  knows  little  or 
nothing  of  the  "best  makes  "  of  American 
machine-tools.  The  rule  laid  down  by 
this  critic  with  reference  to  testing  ma- 
chine-tools before  they  are  sent  out  from 
the  works  for  sale  is  a  good  one.  He  is 
correct  in  saying  that  "no  system  of 
manufacture,  however  elaborate,  is  of  any 
use  without  this  precaution,  at  least,"  if 
complete  satisfaction  is  aimed  at. 

Refined  Measuring  of  Bridge  Strains. 

The  record  of  the  progress  of  science  is 
more  an  account  of  improvement  in  and 
performance  of  refined  and  accurate 
measurement  than  anything  else.  In  pro- 
portion as  mankind  has  learned  how  to 
measure  and  weigh,  not  merely  the  gross- 
n«s  of  matter,  but  the  thrusts,  stresses, 
attractions,  and  repulsions  of  invisible 
forces,  has  the  human  race  acquired  a 
broader  and  more  complete  mastery  of  the 


potentialities  of  nature.    Chemistry  was 
nothing,  till  the  balance  became  its  most 
important  aid.     Astronomy  is,  par  excel- 
lence, a  science  of  refined  measurement. 
Civil  engineering  is  based  wholly  upon 
data  obtained  experimentally,  upon  formu- 
la; derived  from  the  mathematical  analysis 
of  such  data,  and  upon  refined  measure- 
ment in  surveying,  triangulating,  levelling, 
and  grading.    Scientific  American  Supple- 
ment (March  20)  notes  a  number  of  instru- 
ments whereby  very  delicate  determina- 
tions can  be  made,— among  them  a  new 
instrument  which  measures  so  accurately 
a  small  fraction  of  the  total  strain,  say,  of 
a  structure  like  the  great  suspension  bridge 
connecting  New  York  and  Brooklyn,  that 
the  increase  of  strain  due  to  the  step  of  a 
foot-passenger  on   that  great  mass  of 
metal  would,  it  is  claimed,  be  instantly 
and  correctly  indicated  by  it  when  used 
with  proper  precautions  against  certain 
errors  to  which  it  is  liable  in  the  hands  of 
an  unskilled  manipulator.     The  instru- 
ment embodies  a  principle  which  has  been 
much  used  in  delicate  measurements — to 
wit,  the  change  of  the  direction  of  a  re- 
flected beam  of  light  by  a  slight  change  in 
the  position  of  a  small  mirror.   The  re- 
flecting galvanometer  ol  Lord  Kelvin,  ac- 
cording to  Prof.  Sylvanus  P.  Thompson, 
is  capable  of  indicating  to  an  audience 
of  a  thousand  persons  an  electric  current 
of  one  fifty-four-thousand-millionth  part 
of  one  ampere,  when  a  lime  light  is  em- 
ployed.  The  new  instrument,  designed  to 
test  the  expansion  and  stretching  of  metals 
under  heat  or  strain,  is  described  as  being 
very  simple.   "  Its  chief  part  consists  of  a 
couple  of  little  mirrors  carried  on  spindles, 
which,  in  turn,  are  fastened  to  a  couple  of 
knife-edges,  so  that  the  slightest  change 
in  the  position  of  the  knife-edge  causes  a 
deflection  of  the  mirrors.    For  the  rest 
there  is  an  ordinary  reading  telescope,  to 
which  is  attached  a  finely-graduated  scale, 
reading  down  to  a  hundred-thousandth  of 
an  inch.  These  readings  cannot,  of  course, 
be  detected  with  the  naked  eye,  but  only 
through  a  strong  telescope.    Now,  when 
the    knife-edges    are    lightly  clamped 
against  the  object  to  be  tested,  say,  a  bar 
of  steel,  and  the  latter  be  stretched  or 
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expanded,  the  knife-edges  will  change 
position,  the  mirrors  will  be  deflected,  and, 
as  the  latter  is  looked  at  through  the 
telescope  from  a  distance  of  five  or  ten  feet, 
the  graduated  scale  which  the  mirror  re- 
flects seems  to  move  up  or  down."  Of 
course,  the  amplitude  of  this  apparent 
movement  supplies  the  needed  datum  for 
calculating  the  extent  of  the  stretching  or 
expansion.  This  being  the  case,  great 
care  must  be  taken  to  prevent  the  vitia- 
tion of  tests  by  even  very  minute  varia- 
tions in  temperature.  On  account  of  its 
sensitiveness  to  temperature,  it  seems 
hardly  possible  that,  as  our  contemporary 
seems  to  intimate,  the  instrument  could 
ever  be  of  service  in  out-of-door  deter- 
minations of  variations  of  strains  in  bridge 
structures  and  the  like,  however  much  it 
may  be  adapted  to  refined  researches  in 
the  laboratory. 


Resistance  of  Ships  at  Deep  and  Shallow 
Draft. 

The  literature  of  this  subject  is  prob- 
ably more  extensive  than  that  of  any  other 
connected  with  marine  engineering.  Mr. 
Joseph  R.  Oldham,  in  a  paper  read  before 
the  Civil  Engineers'  Club  of  Cleveland 
{Journal  of  the  Association  of  Engineering 
Societies  for  February),  says  that  it  would 
be  "a  formidable  task  to  merely  enumer- 
ate the  names  of  eminent  mathematicians 
and  experimentalists  who  have  endeavored 
to  discover  the  laws  of  the  resistance 
which  water  offers  to  the  progress  of 
ships,  and  still  more  formidable  would  be 
any  attempt  to  describe  the  various  theo- 
ries that  have  been  devised.  Again  and 
again  has  the  form  of  least  resistance 
been  announced,  but  none  of  these  has 
largely  influenced  the  practical  work  of 
designing  ships,  nor  can  any  be  regarded 
as  on  a  thoroughly  scientific  basis.  In 
fact,  a  century  and  a  half  of  almost  con- 
tinuous inquiry  has  firmly  established  the 
conviction  that  the  problem  is  one  that 
pure  theory  can  never  be  expected  to 
solve.   The  experimental  tank  for  ascer- 


taining the  resistance  of  the  wave-making 
qualities  of  ship  models  has  proved  the 
most  valuable  adjunct  of  the  scientist  in 
confronting  the  multitude  of  mistaken 
theories  advanced  from  time  to  time  in 
connection  with  ship  resistance."   It  was 
once  very  generally  believed  that  a  ship's 
resistance  was  principally  the  result  of 
the  inertia  of  the  water,  and  that  skin  fric- 
tion was  the  lesser  factor.   Now  this  be- 
lief is  reversed ;  the  friction  factor  is  the 
one  most  considered,  and  the  element  of 
resistance  caused  by  the  inertia  is  little  re- 
garded. The  modern  view  is  that  the  re- 
sistance which  a  ship   encounters  from 
the  water  is  that  generated  by  minute  ed- 
dies against  the  hull,  and  that  the  ve- 
locity of  these  eddies  is  a  function  of  the 
velocity  of  the  ship  and  her  model.   "  At 
ten  knots  per  hour  the  eddy  resistance  is 
one  pound  per  square  foot  of  augmented 
surface,  and  varies  generally  for  other 
speeds  as  the  square  of  the  velocity.  The 
bow,  however,  always  experiences  resist- 
ing pressure  in  proportion  to  the  square 
of  its  velocity  of  motion,  and  requires 
horse  power  as  the  cube  of  the  velocity  to 
overcome  resistance.  Mr.  Oldham's  paper 
proceeds  to  a  discussion  of  the  effect  of 
draft  and  depth  of  water  in  which  a  ves- 
sel moves  upon  her  speed  ;  he  cites  ex- 
perimental data  to  show  that,  if  the  total 
depth  of  the  water  be  too  small  in  propor- 
tion to  the  draft  of  the  vessel  floating 
therein,  a  reduction  of  speed  is  a  conse- 
quence.  This  is  one  of  the  conditions 
which  have  retarded  success  with  self- 
propelling  boats  in  shallow  canals.  One 
example  is  given  wherein  a  difference  of 
speed  of  half  a  knot  over  the  same  meas- 
ured mile  was  found  to  exist  between 
high  and  low  tide.    A  proper  depth  of 
water  is,  therefore,  an  essential  for  a 
trustworthy  speed  trial.   This  question  of 
the  relation  between  the  speed  of  vessels 
and  draft  and  total  depth,  is  of  great  im- 
portance in  the  construction  of  vessels  for 
navigating  shallow  lakes,  rivers,  and  can- 
als. 
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The  Mutual  Relations  of  the  Architect 
and  the  Public. 
It  is  interesting  to  note  the  opinions  of 

an  accomplished  and  experienced  archi- 
tect upon  so  broad  a  topic.  This  review 
is  an  abstract  of  a  paper  dealing  with  it, 
read  by  Mr.  W.  H.  Bid  lake  before  the 
Royal  Institute  of  British  Architects  and 
printed  in  The  Builder  (Feb.  27).  Al- 
though there  is  not  an  inherent  antag- 
onism, but  quite  the  contrary,  between  the 
architect  and  the  public,  there  is  not  that 
harmony  which  is  desirable.    Each  tax- 
payer and  rate-payer  is  a  client  where 
State  or  municipal  buildings  are  con- 
cerned.  His  interest  in  the  matter  will 
lean  toward  economical  construction.  The 
British  public  is  charged  with  indifference 
to  architectural  matters,  and  it  is  to  the 
credit  of  British  architects  that,  notwith- 
standing this  fact,  so  much  good  archi- 
tectural work  is  done.   In  the  time  of  Seti 
or  Ramcses  the  services  of  the  architect 
were  counted  among  the  highest  in  the 
State.  The  architect  was  held  in  similar 
regard  in  ancient  Athens,  and  in  Florence 
in  the  days  of  the  Renaissance.   Some  of 
the  architects  of  that  period  achieved 
immortal  fame.    While  "a  certain  degree 
of  wealth  ungrudgingly  spent  is  necessary 
before  the  enthusiasm  of  a  people  can  ex- 
press itself  in  grand  architecture,"  a  too 
"  easy  commercial  prosperity  "  begets  "  a 
content  with  the  uneventful,  common- 
place present."   Under  such  a  condition, 
instead  of  longing  and  idealizing,  people 
seek  luxury  and  social  position ;  but, 
"when;  a  people  is  touched  in  its  heart 
and  emotions,  especially  when  it  has  been 
emancipated  from  some  yoke  and  is  intox- 
icated by  the  spirit  of  freedom  and  hope, 
then  there  is  an  outburst  of  music  and 
song,  and  exquisite  and  grand  creations  of 
art."  To  stimulate  the  architect  to  do  his 
best  work,  there  must  be  an  architecturally 
appreciative  public,  but  public  apprecia- 
tion is  worthless,  if  it  be  not  "  critical, — 
founded  on  knowledge  and  good  taste." 
As  indifference  breeds  ignorance,  the  Brit- 
ish public,  profoundly  indifferent  to  archi- 


tecture, is  charged  with  being  profoundly 
ignorant  of  it,  and  deficient  in  good  taste. 
This  popular  lack  of  taste  is  responsible 
for  the  production  of  "  an  ostentatious 
class  of  buildings."  which,  Mr.  Bidlake 
asserts,  is  vulgarizing  whole  districts. 
From  the  yield  to  the  popular  demand 
for  this  class  of  work,  it  must  be  inferred 
either  that  "  there  are  architects  as  insen- 
sible to  modesty  and  refinement  in  design  " 
as  the  public. "  or  else  that  they  are  content 
to  sacrifice  whatever  principles  they  may 
have  in  order  to  captivate  the  popular 
taste."  The  architects  lack  the  healthy 
stimulus  of  a  cultivated  public  opinion, 
and  this  reacts  upon  the  public  by  placing 
it  at  the  mercy  of  the  architect.  "  The 
tender  mercies  of  the  architect  may  be 
very  cruel.  Having  revived  Greek,  me- 
dieval, Gothic,  or  some  other  more  or  less 
unsuitable  style,  the  architect  will  tell  his 
client  what  is  at  present  the  fashion,  and 
what  is  the  proper  thing  to  have,  and  the 
client,  with  British  long-suffering,  will  pay 
heavily  for  being  made  miserable  and  un- 
comfortable until  his  lease  of  life  runs 
out."  This  public  ignorance  and  lack  of 
taste  in  matters  architectural  is  not  to  be 
wondered  at,  since  the  study  of  English 
architecture  is  not  part  of  a  curriculum. 
Even  in  the  schools  of  art  throughout  the 
kingdom,  while  building  construction  may 
be  taught,  "  the  study  of  architectural  his- 
tory and  design  is  conspicuous  by  its  ab- 
sence." The  cause  being  pointed  out,  the 
remedy  seems  sufficiently  obvious ;  but 
Mr.  Bidwell  is  not  content  with  a  mere 
implication.  He  discusses  this  phase  of 
the  subject  very  explicitly.  We  quote  him 
on  one  point,—"  the  public  distrust  of  the 
architect  on  financial  grounds."  "It  is 
often  said  that,  if  you  go  to  an  architect  to 
build  you  a  house,  you  never  know  when 
the  expense  will  end.  The  client  lays  his 
wants  before  his  architect,  and  tells  him 
.how  much  he  is  prepared  to  spend. 
Usually  the  sum  is  quite  inadequate.  Of 
course  the  architect  tells  him  so  ?  Not  at 
all.  He  tells  him  that  it  will  need  economy, 
and  implies  that  the  design  which  he  sub- 
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mits,  and  which  meets  his  client's  approval, 
can  be  carried  out  for  the  sum  named. 
All  goes  well  until  the  builder's  tenders 
are  opened,  and  then  comes  the  disillusion- 
ment of  the  client.  The  lowest  tender  is 
half  as  much  again  as  the  sum  to  be  spent. 
The  architect  anticipated  as  much,  but  he 
trusted  to  his  power  to  surmount  the  diffi- 
culty when  the  time  came."  This  is  a 
common  occurrence.  But  the  architect  is 
not  without  excuse.  "  How  much  more 
confidence  would  a  client  have  in  his  archi- 
tect ...  if  the  latter  told  him  at 
once  that  it  would  be  impossible  to  erect 
the  building  for  the  sum  named  ? "  Not 
any  more.  "  He  would  doubt  the  archi- 
tect's judgment,  and  say  that  Mr.  So-and- 
So  had  built  a  house  of  similar  size  for  less 
money,  and  eventually  he  would  consult 
another  architect  .  .  .  willing  to  mis- 
lead him."  Nevertheless,  the  straight- 
forward way  is,  in  the  long  run,  the  best 
way.  It  will  in  time  secure  "the  rare  dis- 
tinction of  being  regarded  as  an  architect 
whose  estimate  can  be  trusted,  and  that 
means  ...  a  practice  based  upon  the 
most  solid  foundation." 


A  Proposed  Irish-Channel  Tunnel. 
"  A  scheme  second  to  none  in  the  an- 
nals of  engineering"  is  the  expression  em- 
ployed by  Mr.  J.  Ferguson  Walker,  in  the 
Contemporary  Review  for  March,  to  char- 
acterize the  project  of  connecting  the 
islands  of  Great  Britain  and  Ireland  by  a 
channel  tunnel,  affording  thus  continuous 
railway  communication  between  London 
and  Dublin.  Without  pausing  to  note  the 
political  reasons  assigned  by  Mr.  Walker 
for  considering  this  subject  at  present, 
we  pass  to  the  various  schemes  for  uniting 
the  two  islands  that  have,  from  time  to 
time,  been  projected.  These  include 
"  causeway,  bridge,  submerged  tube,  and 
tunnel."  The  project  of  a  causeway  was 
brought  forward  in  the  sixties  by  a  mem- 
ber of  the  bar,  and  obtained  some  mention 
in  the  house  of  commons  at  the  timet 
"  The  Land  Junction  of  Great  Britain  and 
Ireland  by  an  Isthmus  at  the  Mull  of 
Cantyre  "  is  the  title  of  a  pamphlet  written 
"about  fifteen  years  ago  by  Mr.  J.  Charles 


King."   It  reached  a  second  edition.  The 
author's  estimate  of  cost  was  ^2,000,000, 
but  other  authorities  estimated  it  at  £70,- 
000,000, — a  rather  noticeable  difference  of 
opinion,  from  which  it  may  probably  be 
inferred  that  any  approximately  accurate 
judgment  of  the  probable  cost  could  not 
be  made  by  any  one.   A  channel  bridge, 
which  would  probably  cost  from  thirty  to 
forty  millions  of  pounds  (on  the  assump- 
tion that  it  could  be  built  at  all),  has  been 
proposed.   Mr.  Walker  asserts  that  the 
question  of  cost  is  fatal  to  all  these 
schemes,  not  excepting  the  scheme  of 
Ernest  A.  Le  Sueur,  who  proposed,  in  1894. 
through  the  medium  of  the  Popular  Science 
Monthly,  to  dam  up  the  waters  of  the 
channel,  for  the  purpose,  chiefly,  of  obtain- 
ing a  motive  power  that  would  supply  the 
whole  United  Kingdom  with  electricity. 
Such  a  dam  would  also  supply  the  desired 
support  for  a  railway  track,  but,  as  Col. 
Eschol  Sellers  would  have  said,  "this  is 
only  a  side  issue  "  in  the  scheme.  Mr. 
Walker  declares  the  project  of  an  isthmus 
between  the  north  of  Scotland  and  the 
Mull  of  Cantyre  to  be  entirely  worthless 
for  railway  purposes,  because  the  present 
means  of  communication  is  quicker  than 
that  ever  could  be;  and  a  further  objec- 
tion to  this  scheme  is  that  it  would 
probably  leave  the  ports  of  Glasgow,  Liver- 
pool, Belfast,  and  Dublin  high  and  dry. 
The  submerged  tubular  bridge  proposed  by 
Mr.  Maxton  about  six  years  ago  is,  in  the 
opinion  of  Mr.  Walker,  the  only  rival  of 
the  tunnel  scheme.   The  cost  is  estimated 
at  ^5,250,000,  but  he  believes  the  admit- 
tedly somewhat  greater  cost  of  a  tunnel 
would  be  more  than  compensated  by  the 
greater  safety.  The  idea  of  tunnelling  the 
channel  was  first  seriously  proposed  by 
Messrs.  Maccassey  and  Scott  in  1868.  At 
the  time  the  practicability  of  the  project 
was  considered  doubtful,  and  it  was  criti- 
cised as  not  having  been  worked  out  in 
sufficient  detail.    In  18S2  the  subject  was 
again  agitated,  and  "  was  publicly  advo- 
cated on  many  occasions."   Lord  Wolse- 
ley  favored  it,  believing  it  to  be  more  de- 
sirable than  the  much-mooted  English 
channel  tunnel.    In  that  year,  also,  letters 
favoring  a  tunnel  "  from  Laggan  Head  to 
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the  Maiden  Islands,  near  Lame,  and 
tbence  to  the  coast  of  Antrim  "  were  pub- 
lished in  The  Railway  News.  One  im- 
portant reason  for  favoring  this  route  was 
that  it  would  avoid  the  narrow  loch  in  the 
bottom  of  the  channel,  known  as  Beau- 
fort's Dyke,  which  is  1 50  fathoms,  and  is 
situated  between  the  coasts  of  Wigstone- 
shire  and  Antrim.  Sir  Edward  Watkin 
favored  the  scheme  of  a  tunnel,  and  even 
went  so  far  as  to  employ  a  staff  of  survey- 
ors to  examine  the  route  corresponding 
with  the  shortest  sea- passage  between  the 
coasts,  known  as  the  Portpatrick  and 
Donaghadee  route.  In  1886  the  subject 
was  twice  mentioned  in  the  house  of  com- 
mons, but  was  not  favorably  received ;  the 
project  was  still  discussed,  however,  in 
various  quarters.  In  1888  Mr.  Gladstone's 
speech  advocating  the  proposed  English 
channel  tunnel  called  forth  a  pamphlet 
from  Hon.  F.  Lawley  favoring  an  Irish 
channel  tunnel  instead.  In  February, 
1892,  the  subject  was  again  brought  up  at 
the  annual  meeting  of  the  chamber  of 
commerce  in  Belfast.  The  scheme  "  was 
warmly  supported  by  Sir  Wm.  Q.  Ewart, 
.  .  .  and  during  the  month  of  February 
the  Edinburg  and  Belfast  newspapers 
were  deluged  with  letters  on  the  ques- 
tion." In  March  of  that  year  Mr.  F.  W. 
M'Cullough,  civil  engineer,  published  a 
comparison  of  the  merits  and  demerits  of 
the  different  routes  proposed,  and  arrived 
at  the  conclusion  that  the  best  route 
would  be  from  Whitehead  to  Portpatrick. 
In  April  of  the  same  year  Mr.  Maxton 
brought  out  his  scheme  for  a  channel 
tube.  Messrs.  James  and  John  G.  Bar- 
ton, civil  engineers,  of  Dundalk,  in  con- 
nection with  Messrs.  Hawkshaw  &  Hay- 
ter,  a  firm  of  London  engineers  previously 
engaged  on  the  Severn  tunnel,  having 
made  investigations,  a  public  meeting  was 
called  by  the  mayor  of  Dublin  to  hear  the 
results  in  detail.  The  names  signed  to  the 
call  for  this  meeting  indicated  that  the 
movement  did  not  lack  influential  support. 
These  engineers  advocated  a  new  route 
(The  Gobbtns  in  the  Island  Magee  to 
Portobello),  and  the  practicability  of  the 
scheme,  with  many  other  propositions  and 
facts  relating  to  sub-aqueous  tunnels,  was 


so  thoroughly  debated  that  the  question 
of  a  tunnel  was  left  "  in  a  very  different 
position  from  what  it  had  occupied  before." 
It  was  made  clear  that  there  are  no  in- 
superable obstacles  to  the  execution  of  the 
work,  should  capital  back  it  up  with 
sufficient  strength.  In  1891  a  discussion 
of  the  details  of  the  various  routes  pro- 
posed were  discussed  in  the  Belfast  Nat- 
ural History  and  Philosophical  Society. 
The  project  was  urged  by  the  Spectator, 
and  in  February  Sir  Roper  Lethertdge 
read  a  paper,  entitled  "  The  Proposed 
Irish  Tunnel,"  before  the  Society  of  Arts. 
It  elicited  much  discussion.  The  result  of 
all  this  agitation  has  been  the  formation  of 
the  opinion  held  by  able  engineers  and 
statesmen  that  such  a  tunnel  is  practicable 
and  desirable;  and  Mr.  Walker  appears  to 
have  been  convinced  that  such  a  tunnel 
will  ultimately  be  constructed.  With 
such  a  connection  passengers  could  take 
trains  to  Londonderry  or  Sligo,  and  from 
these  points  could  reach  Nova  Scotia  by 
steamer  in  four  days.  Mr.  Walker  makes 
an  elaborate  attempt  to  forecast  the  extent 
of  probable  traffic  through  a  tunnel  from 
Whitehead  to  Portpatrick,  and  thinks  it 
would  pay  a  2%  per  cent,  dividend  on  the 
capital  required  for  construction  and  oper- 
ation. 


Ropeways. 

An  abstract  of  a  paper  read  by  Mr.  W. 
Carrington,  M.  Inst.  C.  E.,  at  the  last 
meeting  of  the  Federated  Institution  of 
Mining  Engineers  is  given  in  The  Colliery 
Guardian  (March  19).  The  paper  de- 
scribed the  various  types  of  ropeways,  dis- 
cussed their  mechanical  construction,  and 
pointed  out  that  the  selection  of  a  type  of 
ropeway  for  a  particular  service  should  de- 
pend upon  the  character  of  the  country 
to  be  traversed,  the  materials  to  be  trans- 
ported, the  inclines  to  be  surmounted,  the 
quantity  to  be  transported  daily,  etc.  The 
attempt  to  make  a  single  type  of  ropeway 
answer  for  any  situation  and  all  require- 
ments has,  in  the  author's  opinion,  brought 
undeserved  discredit  on  the  system  of 
wire-rope  transport— a  system  which  can 
do  thoroughly  efficient  and  satisfactory 
work,  and  can  compete  well  with  the  or- 
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dinary  ground  railways  of  the  class  found 
in  mines.  The  practical  introduction  of 
wire  ropes  for  the  carriage  of  loads  to  any 
notable  commercial  extent  is  credited  to 
Charles  Hodgson,  who  erected  a  ropeway 
at  Bardon  Hill  quarries,  near  Leicester, 
England  (date  not  stated),  believed  to  be 
the  first  erected  on  any  system  similar  to 
those  now  in  use.  Hodgson  patented  two 
systems,  one  an  endless  wire  rope  (speed 
about  four  miles  per  hour)  on  which  the 
loads  were  supported  and  with  which  they 
moved,  and  a  second  wherein  the  loads 
were  hung  upon  two  fixed  ropes  and  moved 
by  an  endless  hauling  rope,  by  means  of 
which  the  motion  was  given  to  the  carriers. 
This  system  has  been  most  largely  used 
on  the  European  continent,  while  the  run- 
ning-rope system  has  been  most  employed 
in  the  British  colonies.  The  running- 
rope  system  was  for  years  the  only  system 
used  in  the  United  States,  but  more  re- 
cently the  fixed-rope  system  has  very  suc- 
cessfully competed  with  it.  Mr.  Carring- 
ton  classifies  ropeways  into  five  types  ;  (i) 
the  endless  running  rope  (greatly  improved 
in  all  its  details  since  its  first  use  at  Bardon 
Hill  quarries) ;  (2)  an  endless- rope  type  of 
ropeway,  with  the  carriers  rigidly  attached 
to  the  rope  ;  (3)  the  fixed-rope  type, — two 
ropes, — also  much  improved  since  its  first 
invention  ;  (4)  the  single  fixed-rope  type, 
in  which  one  carrier  is  drawn  to  and  fro  by 
an  endless  hauling  rope ;  and  (5)  two  fixed 
ropes  with  an  endless  hauling  rope,  in 
which  one  carrier  travels  on  one  fixed  rope 
in  an  opposite  direction  to  that  in  which 
another  carrier  moves  on  the  other  fixed 
rope.  Of  these  each  is  better  adapted  to 
a  certain  set  of  conditions  than  any  of  the 
others.  The  endless  mining  rope  is  con- 
sidered the  most  suitable  for  use  where  the 
quantity  to  be  carried  does  not  exceed  400 
to  500  tons  in  10  hours,  where  inclines  do 
not  exceed  1  in  3,  where  a  single  load  does 
not  exceed  6  cwt.,  and  where  no  spans  ex- 
ceeding 600  feet  are  required.  The  end- 
less rope  with  fixed  carriers  is  preferable 
where  there  are  very  steep  inclines,  with 
sudden  and  frequent  changes  of  level.  The 
fixed  parallel  rope  type  should  be  used 
where  the  quantities  to  be  transported 
exceed  500  tons  per  day  of  ten  hours 


(grouped  lines  of  the  first  type  may  be 
used  instead),  where  the  single  load  ex- 
ceeds 6  cwt.,  where  inclines  exceed  1  in  2 
or  3,  and  where  spans  exceed  600  to  1,000 
feet.  The  single  fixed- rope  system  is  most 
suitable  for  the  transport  of  moderate 
quantities  per  diem,  in  heavy  single  loads, 
over  long  spans  and  steep  inclines.  The 
use  of  two  fixed  ropes  with  an  endless 
hauling  rope  which  moves  the  two  carriers 
in  opposite  directions  is  moresuitable  when 
the  quantity  to  be  moved  is  not  enough 
to  justify  the  use  of  No.  3,  where  the 
single  load  is  heavy,  where  spans  are 
long,  and  when  simplicity  of  detail  is  de- 
sirable. It  is  said  to  be  cheaper  in  cost 
and  maintenance,  and  its  operation  re- 
quires fewer  men.  Loads  of  two  or  three 
tons  can  thus  be  carried  over  very  long 
spans  under  favoring  circumstances. 

The  Bertrand-Thiel  Open-Hearth  Process. 

The  belief  expressed  at  the  close  of  the 
article  upon  this  process  in  our  March 
number  is  somewhat  shaken  by  the  ad- 
verse remarks  made  by  open-hearth  steel 
makers  in  the  discussion  that  followed  the 
reading  of  Mr.  Gilchrist's  paper,  and  by 
the  comments  that  have  appeared  in  the 
technical  press, — for  example,  The  Engi- 
neer (London,  Feb.  5),  which  says  "  the 
general  tone  of  the  discussion,  although 
very  sympathetic,  was  not  in  the  direction 
of  accepting  the  author's  conclusions  in 
their  entirety."  Most  of  those  who  took 
part  in  the  discussion  appeared  to  think 
that  the  rapid  working  of  the  charges  de- 
scribed by  Mr.  Gilchrist  was  due  to  the 
large  amount  of  scrap  in  the  charges. 
Mr.  J.  H.  Darby,  of  Brymbo,  referred  to 
the  observations  of  his  brother  at  Kladno, 
as  indicating  that,  when  thirteen  tons  of 
high  phosphorus  pig  was  heated  with  four 
tons  of  scrap,  the  time  for  working  off  the 
charge  was  about  the  same  as  in  the  ordi- 
nary way  (about  twelve  hours).  A  want  of 
clearness  in  statement  in  some  points  was 
charged  by  Mr.  J.  E.  Stead.  For  instance, 
he  stated  that  "  the  paper  was  not  clear  as 
to  whether  the  increased  percentage  of 
pig  in  the  charge  had  increased  the  abso- 
lute yield  of  steel  ingots."  He  intimated, 
also  that  "  the  enticing  reaction  between 
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the  metalloids  and  iron  ore  added,  as  a 
means  of  increasing  the  yield  of  steel 
above  that  charged  as  pig  iron,  was  sub- 
ject to  the  objection  that  the  productive 
capacity  of  the  furnace  was  reduced,  owing 
to  the  greater  length  of  time  required." 
He  regarded  "  the  rapidity  of  action  of  the 
secondary  furnace  as  due  rather  to  the 
violent  agitation  produced  by  the  mixing 
of  the  two  charges  than  to  any  extremely 
high  temperature  in  the  metal."  The 
brown  smoke  emitted  from  the  metal,  de- 
scribed by  Mr.  Gilchrist  and  regarded  by 
the  latter  as  evidence  of  a  very  high  tem- 
perature, was  said  by  Mr.  Stead  not  to 
warrant  the  inference  that  the  heat  was 
"anything  like  that  of  the  boiling-point 
of  iron."  Mr.  Ainsworth,  another  open- 
hearth  steel  maker,  gave  it  as  his  opin- 
ion that  "  this  brown  smoke  was  commonly 
seen  in  working  Siemens  furnaces."  In 
short,  a  general  skepticism  was  apparent, 
which  Mr.  Gilchrist  did  not  wholly  allay 
in  his  replies  to  the  various  queries  and 
objections  put  forward.  It  is  probably  wise 
to  reserve  judgment  upon  this  process  till 
future  developments  shall  have  tested 
the  conclusions  reached  by  Mr.  Gilchrist. 

Prevention  of  Fires  Due  to  Leaks  from 
Wires. 

The  efficient  aid  rendered  by  fire-insur- 
ance companies  in  devising  rules  for  the 
safe  use  of  electric  currents  for  power 
and  lighting  having  very  much  greater 
strength  than  those  previously  employed 
for  telegraphy  is  fully  acknowledged  by 
Mr.  Frederick  Bathurst,  A.  I.  £.  E.,  in  his 
Fothergill  prize  essay  (Journal  of  the  So- 
ciety of  Arts,  Mar.  13).  In  his  opinion 
the  introduction  and  use  of  electric  cur- 
rent for  illumination  and  power  purposes 
would  have  been  seriously  retarded,  ex- 
cept for  this  timely  assistance.  At  the 
same  time  it  is  intimated  that  these  rules 
act  now,  in  some  measure,  as  a  bar  to 
progress,  as,  with  the  lapse  of  time,  "  con- 
ditions are  arising  which  prevent  their 
rigid  and  consistent  enforcement."  While 
there  is  a  much  greater  degree  of  confi- 
dence as  to  the  relative  safety  of  the  elec- 
tric light  than  formerly  existed,  there  still 
"  lurks  ominously  in  the  public  mind  an 


undefined  presentiment  that  electricity 
and  electric  fittings  of  all  kinds  are  in 
some  way '  dangerous ' — if  only  as  present- 
ing to  the  lay  mind  the  possibility  of  an 
accidental  shock."  The  author  states  the 
problem  of  safe  wiring  to  be  identical  with 
the  adoption  of  the  best  means  of  insula- 
tion,— a  remark  that  will  seem  rather  trite 
to  electrical  engineers  ;  but  his  enumera- 
tion of  principles  and  discussion  of  the 
conditions  under  which  they  have  to  be 
applied  are  good.  He  finds  an  analogy  to 
the  evolution  of  safe  wiring  methods  in 
the  earlier  history  of  the  introduction  of 
illuminating  gas,  wherein  the  use  of  glass 
tubes,  tinned  iron,  or  copper  pipes 
led  finally  to  the  use  of  iron  pipes, 
through  the  use  at  first  of  old  gun-barrels. 
These  having  demonstrated  that  iron 
piping  was  the  proper  thing,  the  manufac- 
ture of  iron  gas-pipe  was  begun.  The 
first  gas-pipes  were  heavy  and  expensive. 
Not  till  the  year  1825  were  iron  gas-pipes 
produced  by  machinery  and  approxi- 
mating the  present  lightness  of  such  pipes. 
Electricity,  unlike  gas,  needs  a  solid,  in- 
stead of  a  hollow,  conductor.  Copper  has 
proved  the  transmitter,  par  excellence,  of 
electric  energy,  and  it  is  as  universally 
used  for  this  purpose  as  iron  pipes  for 
conveying  gas.  To  confine  the  current 
of  energy  to  the  solid  copper  wire 
a  covering  more  or  less  resistant  to 
the  passage  of  the  current  is  placed 
around  the  wire.  The  covering,  being  con- 
tinuous, has  the  form  of  a  tube  slipped  on 
over  the  wire, — another  analogy  between 
the  conduct  of  electricity  and  of  gas  from 
one  point  to  another.  The  electromotive 
force  tends  to  force  electricity  out  of  the 
prescribed  path  through  the  insulating 
covering,  in  a  manner  analogous  to  the 
tendency  of  gas  to  escape  through  holes  or 
imperfect  joints  in  piping.  In  both  cases 
the  higher  the  pressure,  the  greater  is  the 
tendency  to  escape,  and  the  more  will  ac- 
tually flow  through  any  open  outlet.  De- 
fects in  insulation  are  analogous  to  open- 
ings in  gas-pipes.  The  imperviousnessof  a 
gas-pipe  depends  upon  the  quality  of  the 
metal  from  which  it  is  made,  the  quality 
of  the  fittings  used,  and  the  skill  with 
which  the  fitting  is  performed.   So,  also, 
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the  electrical  imperviousness  of  the  insu- 
lating covering  of  a  copper  wire  depends 
upon  the  quality  of  the  insulating  material, 
and  the  skill  with  which  it  is  applied  to 
the  wire.  A  pipe  originally  impervious  to 
gas  may  become  pervious  by  the  action  of 
exterior  substances  brought  into  contact 
with  it.  Similarly,  an  insulating  coating 
may  be  made  pervious  to  the  electric 
current.  The  coating  may  be  destroyed 
by  such  contact  with  a  destructive  agent, 
or  it  may  be  rendered  pervious  by  contact 
with  a  substance— for  example,  moisture 
— which,  without  directly  destroying,  neu- 
tralizes more  or  less  its  power  to  insulate. 
But,  when  the  current  escapes  through  a 
porous  insulator  rendered  ineffective  by 
absorbed  moisture,  it  generates  heat,  and 
may,  by  charring,  destroy  the  insulating 
quality  of  the  material,  so  that,  when  sub- 
sequently dried,  it  is  no  longer  a  good  in- 
sulator. Those  who  wish  to  follow  out 
these  analogies  will  find  abundant  ma- 
terial in  Mr.  Bathurst's  essay.  We  shall 
here  trace  them  no  further.  Most  leaks 
begin  with  small,  incipient  faults  that  in- 
crease as  the  leakage  goes  on.  "  They  are 
not  at  first  readily  detected. — usually  only 
when  a  sensational  notice  of  the  defect  is 
given.  This  possibility  further  accentuates 
the  necessity  of  insisting  upon  good  work 
and  the  right  conditions  to  start  with.  An 
insulator,  to  be  perfect,  should  be  one  that 
will  keep  its  insulating  properties  under 
all  conditions  of  temperature,  being  non- 
corrodible,  durable,  moisture-proof,  fire- 
resisting,  and  a  reliable  armoring.  This 
combination  of  qualities  is  at  present  only 
partially  provided  in  commercial  work ; 
and,  considering  the  growing  tendency  to 
increase  the  voltage  of  supply,  this  insula- 
tion problem  represents  a  strife  between 
the  power  of  penetrating  and  the  power  of 
resisting,  with  an  all  too  favorable  possibil- 
ity on  the  side  of  penetration."  The  heat- 
ing effect  of  a  current  increasing  as  the 
square  of  the  amperage,  a  short  circuit  rush 
at  a  defective  point  can  easily  become  so 
great  as  to  fuse  the  conductor.  Of  course 
any  combustible  material  in  contact  with,  or 
near  too,  the  point  where  such  heating  oc- 
curs is  liable  to  ignite,  and  thus  start  a  fire 
in  a  building.   The  safety  fuses  used  to 


prevent  such  accidents  have  limitations. 
Some  time  elapses  before  such  fuses  heat  to 
the  fusing- point,  and  they  do  not  give  pro- 
tection against  leaks  which  are  less  than 
those  required  to  fuse  them.    In  other 
words,  a  fuse  of  five-ampere  capacity  will 
not  prevent  a  four- ampere  leak,  and  a  leak- 
age current  of  two  amperes  can  cause  a 
fire.   The  insurance  companies  name  the 
following  as  sources  of  danger  from  electric 
wires:  "(i)  inferior  materials  and  work- 
manship; (2)  conductors  of  inadequate 
size  and  conductivity;  (3)  perishable  and 
inferior  insulating  materials;    (4)  dust, 
dirt,  and  moisture;  (5)  undue  heating; 
and  (6)  neglect  of  frequent  testing  and  in- 
spection."  Mr.  Bathurst  summarizes  the 
conditions  of  danger  under  three  head- 
ings, which,  he  claims,  include  in  broader 
terms  all  specified  by  the  companies.  His 
categories  are : "  (a)  imperfect  insulation  ; 
(b)  imperfect  conductivity ;  and(f)  imper- 
fect workmanship."  Seventy  per  cent,  of 
electrically-caused  fires  result  from  de- 
fective conductivity  and  insulation,  and 
the  remaining  thirty  percent,  from  imper- 
fect workmanship.   Fully  one-third  of  the- 
conductor  troubles  come  from  crosses  be- 
tween wires  of  different  systems.  The 
breaking  down  of  insulation  under  excess- 
ive voltage  is  also  a  frequent  cause  of  fires. 


Increased  Use  of  Glazed  Bricks  for  Building 
Purposes. 

Both  for  exterior  and  interior  work  the 
use  of  glazed  bricks  in  building  is  notably 
on  the  increase.  "They  possess."  says 
The  Builder  (London,  Feb.  27)  "  several 
advantages  over  plaster  and  other  wall 
surfaces,  but  they  also  have  some  disad- 
vantages. They  are  practically  impervious 
to  moisture,  easily  cleaned,  and  proof 
against  the  acids  present  in  the  air  and 
rain.  On  the  other  hand,  some  glazed 
bricks  are  easily  chipped  or  cracked,  and 
the  glaze  may  soon  be  stripped  by  frost." 
The  best  glazed  bricks  made  in  England 
are  those  produced  in  the  vicinity  of  Leeds 
and  Halifax.  The  common  salt-glazed 
bricks  are  far  inferior  to  "  the  specially- 
prepared  pressed  brick,  the  face  of  which 
is  dipped  into  a  '  slip '  of  fine  clay  before 
being  fired  and  salted."   The  common 
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glazed  bricks  are  glazed  by  salt  thrown  into 
the  kiln.  These  are  chiefly  used  for  sewers, 
manholes,  etc.,  where  a  clean,  impervious 
surface,  costing  little,  is  desired.  As  a  rule, 
they  are  not  considered  suitable  for  exter- 
nal or  internal  face-work.  "  Dipped  bricks, 
known  as  best  salt-glazed,  are  also  used  in 
manholes,  but  more  largely  in  urinals,  for 
dadoes  and  other  internal  work,  and  also 
for  external  work,  chiefly  in  plinths  .  .  .  ; 
bat  occasionally  for  the  whole  front  of  a 
building.  Dipped  bricks  are  first  pressed, 
and,  while  still  green,  their  faces  are  dipped 
into  a 'slip' of  fine  clay  carefully  weath- 
ered and  ground,  and  sifted  through  fine 
silk  sieves."  This  clay  must  be  of  the  same 
kind  as  that  in  the  body  of  the  brick,  to 
prevent  crazing  or  shelling  off  as  a  result 
of  uneven  contraction  in  the  kiln.  A  good 
salt-glazed  brick  is  alleged  to  be  almost  as 
smooth  as  an  enamelled  brick,  and,  possess- 
ing other  desirable  qualities  is  now  a 
formidable  rival  of  the  latter.  In  fact,  it 
has  the  advantage  that  its  glazing  pene- 
trates and  is  an  integral  part  of  the  sur- 
face, while  in  the  enamelled  brick  the 
glazing  is  a  layer  of  foreign  material — por- 
celain or  earthenware — fused  fast  to  the 
surface.  Glazed  bricks,  besides  being  of 
unquestionable  durability,  are  preferable 
as  a  material  for  building,  on  account  of 
the  great  variety  of  color,  varying  from 
orange  or  light  red  to  a  deep  red  brown, 
which  "adds  a  great  charm  to  finished 
work."  An  account  of  the  processes  em- 
ployed in  the  manufacture  of  glazed  bricks, 
and  of  the  accidents  liable  to  occur  in 
firing,  adds  interest  to  the  article. 


The  Ashcroft  Processes  for  the  Electrolytic 
Treatment  of  Ores. 

We  find  in  the  Australian  Mining 
Standard  (Jan.  20)  an  article  devoted  to  a 
general  description  of  the  above  processes, 
which  are  claimed  to  be  the  first  to  deal 
successfully  with  the  difficulties  of  treating 
electrolytically  the  sulphid  ores  on  a  com- 
mercial scale.  The  processes,  having  been 
tested,  are  about  to  be  put  into  practical 
operation  at  Cockle  Creek,  near  Newcas- 
tle, in  New  South  Wales.  They  are  the 
more  interesting  on  account  of  their  in- 
vention by  a  young  electrician,  who,  though 


not  a  metallurgist,  discovered  the  solution 
of  the  problem  that  had  hitherto  baffled 
those  skilled  in  the  art  of  extracting  met- 
als from  ores.  It  is  not  claimed  that  the 
idea  of  treating  this  class  of  ores  electro- 
lytically was  new  when  Mr.  Ashcroft  es- 
sayed its  development.  "  On  the  contrary, 
the  problem  had  been  often  approached, 
with  the  result  that  every  inventor  had 
been  beaten  back  with  heavy  loss,  in  spite 
of  the  many  successes  which  had  been 
from  time  to  time  reported."  Mr.  Ash- 
croft, having  installed  an  electric  lighting 
station  for  the  Broken  Hill  Proprietary 
Company,  whose  mines  had  developed 
enormous  masses  of  zinciferous  galena,  re- 
mained as  engineer  in  charge  of  the  sta- 
tion. That  company  having  called  to  their 
aid  Dr.  Schnabel,  an  expert  metallurgist, 
to  advise  as  to  the  best  method  of  treating 
this  ore,  Mr.  Ashcroft  assisted  him  in  pre- 
paring a  report  which  was  considered  very 
able  and  exhaustive.  This  report  did  little 
more  toward  the  solution  of  the  problem 
than  to  place  in  a  strong  light  the  utter 
and  total  inadequacy  of  the  ordinary  oper- 
ations of  metallurgy  to  deal  with  the  dif- 
ficulties presented  by  this  class  of  ores. 
Two  conclusions  arrived  at  were  that  "  it 
would  pay  to  take  the  ore  to  the  coal, 
rather  than  to  bring  the  coal  to  the  ore," 
and  that  any  successful  process  must  pro- 
ceed on  the  lines  of  leaching  out  the  zinc 
before  the  lead  and  silver  were  subjected 
to  furnace  treatment.  Sulphuric  or  sul- 
phurous acids  were  indicated  as  the  most 
promising  leaching  reagents.  Thus  the 
problem  came  before  Mr.  Ashcroft,  who, 
besides  being  "  a  trained  electrical  and  me- 
chanical engineer,  had  also  a  good  knowl- 
edge ot  chemical  principles."  The  works 
at  Cockle  Creek  are  designed  to  treat  some 
two  millions  of  tons  of  sulphid  ores  which 
are  already  exposed.  It  is  said  that  this 
ore  averages  thirty  per  cent,  of  lead,  thirty 
per  cent,  of  zinc,  and  twenty-five  ounces  of 
silver  per  ton.  It  is  expected  to  handle 
five  thousand  tons  of  this  ore  per 
week,  when  the  installation  gets  into 
full  operation.  The  process  is  cyclic. 
The  ore  is  first  ground  fine,  and  theti 
roasted  at  a  temperature  so  low  that,  while 
the  lead  and  zinc  sulphids  are  converted 
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into  oxids,  sulphates,  and  basic  sulphates, 
the  silicates  in  the  ore  are  not  caked.  The 
roasted  ore  is  then  leached  in  shallow  vats 
with  ferric  chlorid  (ten  grammes  of  iron 
per  liter)  and  an  equivalent  of  sodium 
sulphate. 

The  zinc  oxid  is  dissolved  as  zinc 
chlorid,  while  the  sodium  sulphate  pre- 
vents solution  of  the  lead ;  but  "  some 
iron  and  manganese,  and  a  trace  of  silver, 
go  into  solution  with  the  zinc  chlorid." 
When  the  solution  gets  a  strength  of  about 
thirty  grams  of  zinc  per  liter,  the  leaching 
is  discontinued.  The  ferric  oxid  carried 
off  in  considerable  quantity  in  the  solution 
is  extracted  in  the  purification  process. 
In  this  part  of  the  operation  the  solution 
is  heated  by  injection  of  steam,  and  small 
quantities  of  bleaching  powder  are  added, 
which  changes  ferrous  iron  to  the  ferric 
state ;  a  small  quantity  of  zinc  oxid  added 
brings  down  the  iron.  Large  agitators  are 
used  for  this  purification.  The  liquor  is  fil- 
tered, and  the  cakes  of  solid  matter,  rich  in 
silver,  left  behind  are  added  to  the  leached 
ore  when  it  goes  to  the  furnaces  for  smelt- 
ing. Silver  and  traces  of  other  metals  are 
removed  in  another  set  of  agitators,  in 
which  zinc  is  used  as  a  precipitant.  Alum- 
inum and  manganese  remain  in  solution, 
but,  as  they  do  not  interfere  with  the  elec- 
trolytic treatment,  it  is  not  sought  to  re- 


move them.  The  electrolysis  of  the  puri- 
fied solution  is  the  next  step.  The  process 
is  so  controlled  that  a  bright,  hard  deposit 
of  pure  zinc  is  obtained,  with  a  current 
of  five  amperes  and  a  low  electro-motive 
force,  iron  anodes  being  used,  which  lose 
one  equivalent  of  iron  for  every  equivalent 
of  zinc  deposited.  The  iron  expended  is  of 
use  in  the  smelting  operations  as  a  flux 
for  the  lead.  "  Chlorid  of  zinc,  however, 
will  not  deposit  well,  if  it  carries  much 
iron  in  solution,  so  that  porous  diaphragms 
have  to  be  employed,  in  order  to  separate 
the  anolyte  from  the  katholyte."  The 
order  in  which  the  electrolysis  proceeds  is 
as  follows :  "  The  purified  chlorid  of  zinc 
flows  past  zinc  kathodes  of  pure  rolled 
zinc.  It  returns  over  iron  anodes,  where  it 
takes  into  solution  the  ferrous  equivalent 
of  two-thirds  of  the  zinc  deposited  ;  finally 
it  passes  as  anolyte  over  carbon  anodes, 
where  it  takes  up  chlorine  equivalent  to 
one-third  of  the  zinc  deposited."  So  far 
it  has  been  found  expedient  to  exhaust  the 
solution  to  the  extent  of  twelve  grams  of 
zinc  per  liter  of  the  solution.  The  solution 
still  containing  much  zinc  is  again  used 
for  leaching,  and  so  on,  over  and  over. 
The  round  of  processes  thus  forms  a  cycle. 
The  article  reviewed  presents  engravings 
of  the  installation  at  Cockle  Creek,  and  a 
portrait  of  the  inventor. 
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The'Society  of  Civil  Engineers  of  France. 

The  completion  of  the  new  house  (or 
the  French  Society  of  Civil  Engineers  has 
been  the  occasion  of  several  articles  in 
the  technical  journals ;  the  following  ac- 
count is  condensed  from  the  Ginie  Civil, 
the  Construction  Modtrne,  and  the  Schwei- 
serische  Bauzeitung. 

TheSoctM  des  Inginieure  Ctvils  de 
France  was  organized  in  the  stormy  year 
1848,  with  a  membership  of  134,  while 
now,  after  fifty  years,  the  membership  has 
reached  a  total  of  2,724,  and  the  society 
stands  as  one  of  the  leading  professional 
organizations  of  Europe.  Its  monthly 
transactions,  "  Mtmoires  et  Compte-rendu 
des  Travaux  de  la  SociiU  des  Ingenieurs 
Crvils  de  France,"  are  everywhere  recog- 
nized as  the  record  of  the  best  typical 
work  of  French  engineers,  and  member- 
ship in  the  society  is  an  acknowledged 
mark  of  professional  eminence. 

Those  American  engineers  who  had  the 
good  fortune  to  be  the  guests  of  the 
French  society  during  the  exposition  of 
1889  will  remember  the  then  quarters  in 
the  Cite*  Rougemont,  one  of  those  curious 
little  interior  towns  encysted,  so  to  speak, 
in  the  heart  of  Paris ;  even  then  it  was 
evident  that  the  membership  had  out- 
grown the  limited  accommodations.  The 
new  building,  recently  finished  upon 
ground  purchased  by  the  society  in  the 
rue  Blanche,  places  the  society  on  a  level 
with  the  British  Institution  of  Civil  En- 
gineers, so  far  as  residence  is  concerned, 
and  it  is  a  question  whether  the  house  in 
Great  George  street  is  not  fully  equalled 
by  the  building  in  the  rue  Blanche. 

The  ground  floor  of  the  building  con- 
tains a  large  entrance-vestibule,  coat- 
room,  lavatories,  conversation-  and  smok- 
ing-room, and  large  meeting-hall.  The 
last-named  room,  72  by  49  feet,  including 
the  communicating  conversation- room,  is 
especially  interesting  because  of  the  pe- 
culiar construction  of  the  floor,  whereby 
it  may  be  mechanically  lowered  at  the 
platform  end  and  thus  in  a  few  minutes  be 
converted  into  a  sloping  hall  for  meetings, 


or  as  readily  made  level  when  it  is  to  be 
used  for  receptions,  etc.  This  hall,  being 
in  the  rear,  is  but  one  story  high,  with 
great  arched  ceiling  10  meters  high,  and 
ample  skylight  illumination. 

On  the  upper  floors  are  committee 
rooms,  offices,  etc.,  the  second  floor  con- 
taining ample  room  for  the  valuable 
library,  while  on  the  third  floor  is  a  labora- 
tory and  photographic  room  and  the  resi- 
dence of  the  general  secretary,  all  rooms 
being  lighted  by  electricity  and  warmed 
by  hot  water. 

The  building  was  constructed  in  the 
short  space  of  nine  months,  from  designs 
by  Professor  Delmas,  and  the  severe  archi- 
tecture of  the  Louis  XIV  period  is  ap- 
propriately applied  to  the  principal  facade. 
The  dedication  ceremonies  took  place  on 
January  14,  President  Faure  assisting,  and 
the  congratulations  of  American  engineers 
should  be  heartily  extended  to  their 
French  brothers  upon  the  completion  of 
the  work. 

The  cost  of  the  building  alone  was  $1 10,- 
000,  to  which  must  be  added  $80,000  for 
the  ground,  making  a  total  of  $190,000. 


German  Locomotives. 

The  exhibition  at  Nuremberg  last  year 
was  the  occasion  of  the  display  of  a  num- 
ber of  locomotives  showing  the  latest  ex- 
amples of  design  by  the  leading  builders  of 
Germany,  and  some  notice  of  these,  to- 
gether with  those  shown  at  Berlin  and  at 
Budapest,  has  already  been  given  in  these 
columns.  The  issue  of  the  Zeitschrift  des 
Vereines  deutscker  Ingenieure  for  January 
23  and  February  13  contains  an  article  de- 
voted especially  to  the  engines  exhibited 
at  Nuremberg,  with  numerous  details 
and  a  full  drawing  of  the  special  engine 
by  Krauss,  of  Munich,  as  well  as  illustra- 
tions of  the  other  locomotives  shown  ;  and 
the  whole  forms  a  very  complete  display 
of  the  latest  types  of  German  engines. 

The  author  of  the  article,  Herr  Brilck- 
mann,  enumerates  the  leading  points  of 
advance  in  the  modern  locomotives  as  fol- 
lows: 
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(1)  The  introduction  of  much  larger 
boilers,  constructed  for  increased  press- 
ures; 1 80  to  200  pounds ; 

(2)  The  use  of  larger  driving  wheels,  and 
consequent  increase  in  the  distance  from 
the  rails  to  the  center  of  the  boilers ;  83  to 
98  inches; 

(3)  The  general  introduction  of  swivel 
trucks,  instead  of  the  former  rigid  wheel 
base; 

(4)  The  introduction  of  quick-acting 
automatic  brakes,  not  only  on  the  drivers, 
but  also  on  the  truck-wheels. 

In  addition  to  these  mechanical  changes 
there  are  the  numerous  arrangements  for 
compounding,  of  which  the  engines  at 
Nuremberg  included  a  variety  of  types. 

The  most  interesting  engine  shown  was 
the  compound,  double-cylindered  locomo- 
tive of  Krauss,  above  referred  to.  Two 
engines  of  this  type  have  been  used  by  the 
Bavarian  State  Railway  for  a  year.  Pri- 
marily the  engine  is  a  two-cylinder  com- 
pound with  a  single  pair  of  73-inch  drivers, 
swivel  truck,  and  single  trailing  axle. 

In  addition,  however,  there  isan  auxiliary 
axle  between  the  main  driving  axle  and 
the  forward  truck,  carrying  an  independent 
pair  of  small  drivers,  forty  inches  in  dia- 
meter, these  being  operated  by  a  separate 
pair  of  cylinders  situated  directly  under- 
neath the  main  cylinders.  The  journal 
boxes  of  this  auxiliary  axle  are  connected 
by  equalizing  levers  to  the  system  of 
springs  upon  which  the  weight  of  the  en- 
gine is  supported,  and  under  ordinary  con- 
ditions the  weight  is  distributed  among 
all  the  wheels  in  proportion  to  their  lever- 
age. The  auxiliary  axle,  however,  is  pro- 
vided with  a  steam-pressure  cylinder  above 
it,  so  connected  to  the  boiler  that,  when 
steam  pressure  is  admitted  above,  a  greatly- 
increased  pressure  is  brought  upon  it; 
when  the  pressure  is  reversed,  it  may  be 
lifted  entirely  out  of  contact  with  the 
rails. 

This  makes  it  possible  to  give  a  concen- 
trated pressure  upon  the  small  drivers, 
which  effectually  prevents  slipping  and 
enables  the  entire  power  of  the  auxiliary 
engine  to  be  available  for  starting  or  as- 
cending steep  grades,  while  upon  all  other 
portions  of  the  road  the  large  single  drivers 


operated  by  the  compound  engine  are 
alone  used.  The  engine  appears  rather 
complicated,  but  is  really  not  more  so  than 
some  four-cylinder  compounds,  and  cer- 
tainly attacks  the  starting  problem  in  an 
effective  manner. 

Krauss  also  exhibited  a  four  cylinder 
tandem  engine  of  the  trunk  variety,  which 
closely  resembles  in  its  cylinder  arrange- 
ments some  of  the  old  horizontal  marine 
compounds  long  since  abandoned.  A 
compound  engine  by  Maffei,  of  Munich,  has 
the  high- pressure  cylinders  inside,  con- 
necting to  the  forward  cranked  axle,  while 
the  low-pressure  cylinders  are  outside  and 
connect  to  the  two  rear  axles,  all  three 
axles  being  also  coupled. 

Another  interesting  engine  was  one  of 
the  so-called  "  Mallet  "  type,  built  for  the 
Bavarian  State  Railways  by  Maffei.  This 
locomotive  differed  from  the  ordinary 
Mallet  engine  in  being  compounded,  one 
pair  of  cylinders  being  high-pressure  and 
the  other  low-pressure,  and  the  steam  con- 
nection between  the  two  swivel  wheel 
bases  being  made  by  a  peculiar  flexible 
pipe  constructed  of  a  number  of  corruga- 
ted diaphragms  riveted  together. 

In  these  exhibits  there  is  seen  the  result 
of  efforts  to  increase  the  economy  by  com- 
pounding, to  increase  the  speed  by  higher 
pressures  and  better  arrangement  of  parts, 
and  to  increase  the  tractive  power  by  bet- 
ter distribution  of  weights.  While  many 
of  the  ideas  show  evidence  of  a  transition 
state,  they  are  for  that  very  reason  the 
more  interesting,  and,  notwithstanding  the 
different  conditions  which  obtain  in  this 
country,  there  are  many  points  of  value  to 
be  gathered  from  the  exhibits  at  Nurem- 
berg. 


The  Monier  System  of  Construction. 

The  so-called  Monier  system  of  com- 
bined beton  and  metal  construction  is  the 
subject  of  continual  discussion  in  the 
technical  press,  especially  the  proper 
method  of  computing  the  proportion  and 
strength  of  the  relative  parts. 

Herr  S.  Rappaport,  of  St.  Gall,  con- 
tributes a  lucid  article  on  this  subject  to 
the  Schweizertsche  Bauzeitung  for  Febru- 
ary 27,  from  which  we  make  extracts. 
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The  idea  of  employing  materials  of  dif- 
ferent kinds  to  form  a  combination  of  su- 
perior economy  or  sustaining  power  is  by 
no  means  new.  It  was  not  long  after  man 
conceived  the  construction  of  timber 
framing  that  it  was  seen  that  the  use  of 
iron  for  certain  members  would  be  ac- 
companied with  advantages,  and  the  same 
line  of  reasoning  doubtless  led  to  the  pro- 
duction of  the  Monier  system.  Beton 
possesses  a  high  degree  of  resistance  to 
compression,  as  does  iron  to  tension  ;  if, 
therefore,  we  can  so  arrange  the  construc- 
tion that  the  compressive  stresses  shall  be 
received  by  b6ton  and  the  tensions  by 
iron,  good  results  should  certainly  be  ob- 
tained. 

In  computing  the  relative  proportions 
of  the  materials  and  their  disposition, 
however,  something  more  than  their  rela- 
tive resistances  must  be  considered,  if  the 
true  value  of  the  construction  is  to  be 
realized.  We  must  consider  the  relative 
elasticity  under  the  existing  conditions 
rather  than  the  resistance  to  rupture. 
This  is  well  seen  if  we  carry  the  form  of 
construction  to  an  extreme, — such,  for  in- 
stance, as  would  be  found  in  a  beam  of 
granite  reinforced  by  a  beam  of  rubber 
beneath,  the  whole  supported  at  the  ends 
and  loaded  in  the  center.  It  is  very  evi- 
dent that  rubber  would  add  nothing  to  the 
strength  of  the  granite,  since  the  granite 
beam  would  be  broken  by  a  deflection  so 
small  that  the  rubber  would  not  be  sub- 
jected to  any  appreciable  stretch.  As 
soon,  however,  as  the  granite  breaks,  the 
entire  load  comes  upon  the  rubber,  which 
will  then  assume  such  a  sag  as  will  enable 
it  to  sustain  the  stress,  or  will  break  if  its 
strength  be  exceeded. 

In  computing  the  proportions  for  such 
combinations,  therefore,  it  is  most  essen- 
tial that  the  various  coefficients  of  elas- 
ticity be  determined  by  careful  experi- 
ments under  conditions  similar  to  those 
which  obtain  in  actual  practice.  When 
this  is  done,  the  computations  may  be 
made  with  greater  approach  to  accuracy 
than  has  heretofore  been  attempted. 

In  this  connection  we  may  also  call  at- 
tention to  a  very  valuable  series  of  tests 
upon  the  strength  and  elasticity  of  gran- 


ite made  by  Herr  C.  Bach,  and  published 
in  the  issue  of  the  Zeitschr.  d.  Vereines 
eUutscher  Ingenieure  for  February  27.  The 
tests  included  resistance  to  compression, 
tension,  shearing,  and  torsion,  with  espe- 
cial reference  to  the  modulus  of  elasticity, 
the  results  being  both  tabulated  and  ex- 
pressed graphically. 

The  same  article  also  includes  a  general 
discussion  of  the  laws  of  elasticity,  based 
upon  the  study  of  the  behavior  of  various 
metals,  stone,  cement,  mortar,  and  beton, 
with  exponential  formulas  deduced  from 
the  experimental  tests,  for  use  in  determin- 
ing the  extension,  under  any  given  case, 
for  the  various  materials  considered. 

Automobile  Vehicles  in  Warfare. 

In  an  article  discussing  the  above  sub- 
ject in  La  Revue  Technique,  for  February 
25,  Colonel  Fix  examines  the  requirements 
and  conditions  which  must  be  met  inorder 
to  achieve  success. 

Since  all  military  vehicles  must  be  both 
solid  and  simple,  many  features  which 
might  be  otherwise  acceptable  must  be 
omitted.  Roads  which  in  time  of  peace 
are  good  soon  become  neglected  and  de- 
moralized in  time  of  war,  and  a  vehicle,, 
like  a  soldier,  should  be  able  to  accommo- 
date itself  to  all  inconveniences.  Tires  of 
rubber,  whether  pneumatic  or  solid,  are 
inadmissible,  both  because  of  the  greater 
weight  to  be  carried  and  because  of  the 
rough  usage  to  be  endured.  Iron  tires 
alone  meet  the  requirements,  and,  in  view 
of  the  great  torsional  strains,  the  hubs 
should  be  larger  than  they  would  other- 
wise need  to  be,  while,  in  order  to  clear 
surface  obstacles,  the  diameter  of  the 
wheels  should  not  be  less  than  that  now 
found  in  field  artillery. 

Electricity  is  barred  as  a  motive  power, 
on  account  of  the  impracticability  of 
charging  accumulators  in  the  field  or  en 
route,  and  steam  or  petroleum  motors 
alone  remain,  between  these  steam  having 
the  preference,  at  least  for  greater  powers, 
since  the  petroleum  motors  at  present  have 
not  proved  satisfactory  above  10  h.  p. 

Practically  an  automobile  vehicle  for 
military  service  must  be  a  carefully-de- 
signed steam-traction  engine,  planned  to- 
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haul  artillery  and  supply-trains  anywhere 
where  horses  can  go ;  the  questions  of 
speed  and  personal  comfort,  so  important 
in  pleasure  vehicles,  need  hardly  be  con- 
sidered. 

Colonel  Fix  shows  some  very  interest- 
ing figures  relating  to  the  cost  of  horses 
in  military  service,  and  makes  out  a  strong 
case  for  the  side  of  the  machine,  and  it  is 
not  at  all  unlikely  that  the  use  of  ma- 
chinery in  warfare  may  soon  enter  the  field 
service  as  extensively  as  it  has  already 
entered  other  departments. 


Granite  Asphalt  Paving. 

According  to  an  article  in  Le  Genie 
Modern*  for  February  1 5,  Paris  is  not  al- 
together satisfied  with  her  fine  wood 
pavements,  realizing  that,  although  wood, 
when  maintained  in  perfect  condition,  is 
without  a  superior  for  driving  or  walking, 
it  is  far  from  being  unobjectionable  on 
hygienic  grounds. 

Asphalt  alone  has  had  ample  trial  in 
Paris,  and  the  only  objection  which  it  has 
raised  is  that  of  extreme  slipperiness;  now 
a  new  combination  called  granite-asphalt 
is  proposed. 

This  is  simply  a  concrete  composed  of 
crushed  granite  and  melted  asphalt ;  when 
used  for  paving,  it  is  spread  upon  a  founda- 
tion bed  of  beton.  The  first  layer  upon  the 
beton  is  a  thin  coating  of  asphalt  alone, 
followed  by  a  thicker  layer  of  crushed 
granite,— not  pebbles,— followed  by  a 
grouting  of  liquid  asphalt  mingled  with 
finer  crushed  granite,  rolled  in  as  usual. 

This  pavement  is  said  to  possess  all  the 
desirable  qualities  of  asphalt,  together 
with  a  surface  which  does  not  become 
slippery  in  wet  weather,  and  which  is  en- 
tirely impervious  to  all  deleterious  absorp- 
tion. It  has  been  used  for  some  time  in  the 
cavalry  barracks  of  Germany,  and  the  tests 
made  upon  it  by  the  Department  of  Fonts 
et  Chausse'es,  in  Paris,  have  given  very  satis- 
factory results. 

Slag:  Cement. 
The  extending  use  of  slag  as  a  material 
for  cement,  and  the  varied  opinions  as  to 
its  real  value,  render  the  account  of  the 
methods  used  at  the  large  work  at  Vitry- 


le-Francais,  and  published  in  the  Moniteur 
Industriel  for  February  13,  of  value  and 
interest. 

The  manufacture  of  slag  cement  con- 
sists of  two  distinct  operations, — the  selec- 
tion and  preparation  of  the  powdered 
slag,  and  the  incorporation  of  the  lime. 
All  slag  is  not  adapted  for  the  production 
of  good  cement,  and  both  its  composition 
and  the  manner  of  its  preparation  are 
matters  of  importance.  The  slag  supplied 
to  the  above  works  comes  from  the  blast 
furnaces  at  Pont-A-Mousson,  and  is  espe- 
cially satisfactory  for  cement,  on  account  of 
the  proportion  of  lime  which  it  contains, 
and  because  of  its  uniform  composition. 
Its  average  composition  is : 

Alumina  22 

Silica  32 

Lime  42 

Oxids  of  iron,  magnesia,  etc.  4 

100 

Black  slags—/,  e.,  those  containing  a 
large  proportion  of  metallic  oxids— are 
unsuited  for  the  production  of  good  ce- 
ment. Although  the  slag  should  be  basic, 
the  silico-aluminate  should  not  contain  an 
excess  of  lime,  as  it  in  that  case  becomes 
too  fusible,  and  flows  from  the  furnace 
before  it  has  attained  the  proper  tempera- 
ture to  develop  the  best  hydraulic  proper- 
ties. It  is  also  desirable  that  the  slag 
should  be  suddenly  cooled  as  soon  as 
drawn  from  the  furnace ;  this  is  effectively 
accomplished  by  directing  against  it  a 
stream  of  water  under  high  pressure, 
which  delivers  the  slag  into  a  basin  of 
masonry,  where  it  is  deposited  in  a  fine 
granular  form.  The  granular  material  is 
then  thoroughly  dried  in  an  oven  upon 
sheet-iron  plates  at  a  temperature  of  about 
1,000s  F.,  diminishing  gradually  to  about 
300°.  It  is  then  finely  ground  and  bolted, 
the  product  being  a  grayish  meal,  ex- 
tremely fine  and  unctuous  to  the  touch, 
and  requiring  only  to  be  mixed  with  the 
proper  proportion  of  lime  to  make  the 
marketable  cement. 

The  mixing  with  lime  is  effected  in  steel 
tumbling  barrels,  cast-iron  balls  being 
placed  in  the  mass  to  render,  by  their  mo- 
tion, the  mixture  more  intimate,  the  mix- 
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ture  being  completed  in  from  sixty  to 
eighty  minutes.  The  proportion  of  lime 
varies  from  one-fourth  to  one-fifth  part  of 
the  powdered  slag  by  volume,  a  good  hy- 
draulic lime  being  employed.  At  Vitry 
the  lime  is  produced  in  kilns  belonging  to 
the  works. 

Slag  cement  has  been  used  very  success- 
fully in  the  manufacture  of  cement  pipes, 
about  one  thousand  pounds  of  cement 
being  used  to  the  cubic  yard  of  siliceous 
sand.  The  pipes  are  formed  by  ramming 
in  sheet-iron  molds,  and,  after  three  days' 
drying,  immersion  in  water  for  twenty- 
four  hours.  They  are  stacked  in  the  yard 
for  three  or  four  months  before  using. 

Electric  Cranes. 
The  electric  traveling  crane  is  distinctly 
an  American  invention,  but  is  finding 
prompt  acceptance  abroad.  Less  than  two 
years  ago  two  small  single- motor  cranes  in 
the  new  foundry  of  Gebrueder  Sulzer  at 
Winterthur  were  pointed  out  as  great  nov- 
elties, but  now  several  such  cranes  are  de- 
scribed and  illustrated  in  an  account  of 
the  electrical  exhibition  recently  held  at 
Stuttgart.  A  ten-ton  three-motor  travel- 
ing crane  shown  at  this  exhibition  is  il- 
lustrated and  described  in  the  Zeitschrift 
dts  Vtreines  Deutscker  Ingenieure  for 
January  16 ;  while  it  shows  a  number  of 
points  of  merit,  it  does  not  include  the 
latest  and  best  points  of  practice  on  this 
side. 

The  bridge  travel  is  effected  by  a  squar- 
ing shaft  operated  by  its  own  motor,  and 
this  motor  is  properly  placed  in  the  mid- 
dle of  the  shaft,  in  order  that  any  torsion 
may  affect  both  ends  of  the  bridge  alike  ; 
like  the  motors  for  hoisting  and  for  trol- 
ley travel,  it  operates  through  worm  gear- 
ing. The  hoisting  chain  is  wound  over  a 
pocketed  sheave  instead  of  around  a 
drum,  thus  permitting  all  the  defects 
which  wear  and  stretch  have  been  found 
to  introduce,  and  there  appears  to  be  no 
method  of  lowering,  except  that  of  re- 
versal of  the  motor.   An  automatic  strap 
brake  is  provided,  which  assists  the  worm 
gearing  to  hold  the  load  if  the  current 
should  be  interrupted,  and  the  bridge  and 
trolley  are  built  up  of  wrought* iron  sec- 


tions in  the  manner  now  in  general  use. 
Under  maximum  load  the  speed  of  hoist 
is  about  4  feet  per  minute,  increasing  for 
lighter  loads  to  about  20  feet.  The  trolley 
travel  is  about  25  feet,  and  the  bridge 
travel  50  feet,  per  minute,  and  the  crane 
operates  with  a  current  of  120  volts' 
pressure. 

Electric  Steering  Machinery. 
The  use  of  electric  power  on  shipboard  is 
being  extended  to  nearly  all  the  functions 
formerly  performed  by  auxiliary  steam  en- 
gines, and  it  is  to  be  expected  that  the 
steam  steering  engines  will  prove  no  ex- 
ception. The  EUktrotechnische  Zeitschrift 
(Feb.  4)  gives  an  illustrated  account  of 
Essberger's  electric  steering  gear,  show- 
ing very  clearly  its  arrangement  and  op- 
eration. The  principle  upon  which  this 
gear  operates  is  that  of  two  continuously- 
running  motors  coupled  to  an  epicyclic 
train  of  gearing  in  such  a  manner  that, 
when  both  motors  run  at  the  same  speed, 
the  motion  of  the  final  wheel  is  zero,  but 
for  any  difference  in  speed  the  shaft  is  op- 
erated in  one  direction  or  the  other.  This 
"  over-running,"  as  it  may  be  called,  can 
continue  only  so  long  as  the  lever  upon 
the  bridge  is  moved,  as  otherwise  a  re- 
sistance interposes  to  check  the  overrun- 
ning motor,  much  in  the  same  manner  as 
the  action  of  a  steam  steering  gear  is  con- 
trolled. 

Among  the  advantages  of  the  electric 
gear,  the  greatest,  of  course,  is  the  absence 
of  the  necessity  of  any  mechanical  con- 
nection between  the  bridge  and  the  motor 
room ;  and  the  motor  portion  of  the  ap- 
paratus can  be  placed  as  near  the  rudder 
as  convenient,  the  wires  being  readily  run 
to  the  desired  point  of  control. 

It  is  also  an  improvement  to  have  the 
motors  continuously  in  motion.  The  rud- 
der of  a  ship  may  require  to  be  moved 
several  thousand  times  a  day,  and  the 
constant  reversal  of  the  engines  forms  a 
great  part  of  the  wear  and  tear  upon  a 
steam  steering  gear.  Essberger's  appara- 
tus is  now  being  introduced  and  tested  in 
the  German  navy,  and  similar  devices 
doubtless  will  be  tried  soon  in  the  mer- 
chant marine. 
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The  Liquefaction  of  Gases. 

The  recent  experiments  of  Professor  C. 
Linde.  of  Munich,  upon  the  simplification 
of  apparatus  for  liquefying  those  gases 
which  have  a  very  low  critical  point  have 
attracted  considerable  attention,  and  a 
description  and  illustration  of  his  appar- 
atus is  given  in  "the  Zeitsckr.  d.  Oesterr. 
Ing.  u.  Arch.  Vereines  for  February  12. 

As  is  well  known,  there  is  for  every  ma- 
terial a  so-called  critical  temperature 
above  which  a  gas  cannot  be  liquefied,  no 
matter  how  great  the  pressure  exerted 
upon  it.  the  gaseous  form  being  retained 
for  the  smallest  volume  into  which  it  can 
be  compressed.  In  order,  therefore,  that  a 
gas  may  be  liquefied  by  pressure,  it  is  nec- 
essary that  it  be  maintained  at  a  tempera- 
ture below  the  critical  point.  For  the  fol- 
lowing gases  the  critical  temperatures  are : 
water,  3620  C. ;  bisulphid  of  carbon,  275° 
C. ;  alcohol,  2590  C. ;  ether,  1960  C. ;  car- 
bonic acid,  31 0  C. ;  oxygen,  —  1 180  C. ;  car- 
bonic oxid,  — 140"  C. ;  nitrogen,  — 1450  C. 

To  liquefy  atmospheric  air,  therefore, 
it  is  necessary  that  the  temperature  be  re- 
duced to  the  critical  point  of  nitrogen,— 
/'.  e.,  below  — 145*  C.  The  usual  method  of 
reaching  this  very  low  temperature  is  first 
to  liquefy  by  pressure  some  gas  which  has 
a  critical  point  readily  attained,  and  then, 
by  permitting  this  liquid  to  evaporate  at  a 
lower  pressure,  to  produce  a  much  lower 
temperature,  under  the  influence  of  which 
a  second  gas  may  be  liquefied.  By  thus 
proceeding  in  several  stages,  the  very  low 
critical  points  may  be  reached,  and  it  was 
by  this  method  that  Cailletet  and  Pictet 
succeeded  in  bringing  oxygen,  nitrogen, 
and  even  hydrogen  to  the  liquid  state. 

Prof.  Linde,  however,  has  succeeded  in 
dispensing  altogether  with  the  auxiliary 
apparatus  for  lowering  the  temperature, 
and  uses  instead  the  expansion  of  a  por- 
tion of  the  already  compressed  gas  which 
it  is  desired  to  liquefy.  Briefly,  the  prin- 
cipal portion  of  the  apparatus  consists  of 
a  pair  of  concentric  tubes,  the  compressed 
gas  being  allowed  partly  to  expand  as  it 
enters  the  inner  one  and  then  returned  to 
the  compressor  through  the  annular  space 
between  the  tubes,  where  it  is  cooled  by 
the  absorption  of  heat  by  the  expanding 


gas.  The  heat  generated  by  the  compres- 
sion is  removed  by  a  separate  cooler,  and 
the  operation  may  be  continued  indefi- 
nitely, or  until  the  critical  point  of  the  gas 
is  reached,  when  it  is  delivered  in  the 
liquid  form  in  a  collecting  vessel. 

With  this  apparatus  air  has  been  lique- 
fied by  compressing  it  to  about  900  pounds 
per  square  inch,  and  subsequently  expand- 
ing it  to  300  pounds,  in  continuous  cycle, 
the  temperature  being  lowered  by  the  ex- 
pansion until  the  latter  pressure  was  suffi- 
cient to  produce  the  liquefaction.  The 
liquid  air,  when  drawn  off  in  a  glass 
beaker,  well  protected  against  access  of 
heat,  appeared  as  a  pale  bluish  liquid, 
slightly  milky  from  particles  of  solidified 
carbonic  acid.  Since  nitrogen  has  a  lower 
boiling-point  than  oxygen,  the  former  at 
once  began  to  evaporate,  and  the  remain- 
ing liquid  thus  became  constantly  richer 
in  oxygen,  the  temperature  rising  in  half 
an  hour  from  — 189.10  to  — 184.80  C. 

An  interesting  deduction  in  this  connec- 
tion is  that  of  the  reduction  of  electrical 
resistance  for  low  temperatures.  Accord- 
ing to  Holborn  &  Wien,  who  have  deter- 
mined the  electrical  resistance  of  platinum 
at  o°  C,  at  the  temperature  of  liquid  car- 
bonic acid,  and  at  the  temperature  of 
liquid  air,  the  relation  of  the  temperature 
to  the  resistance  may  be  expressed  by  the 
equation : 

t  =  —  258.3  +  5.0567  R  +  0.005855  R«. 

If  this  relation  continues  to  hold  good 
for  temperatures  below  that  of  liquid  air, 
it  follows  from  the  formula  that  at  a  tem- 
perature of  —258.3  C.  the  resistance  of 
platinum  would  become  zero. 

The  Dusseldorf  Bridge. 

A  number  of  long-span  bridges  have 
lately  been  constructed  and  projected  in 
Germany ;  among  those  projected  the  Dtts- 
seldorf  bridge  possesses  several  points  of 
interest.  From  an  article  by  Herr  R. 
(Crohn  in  the  issue  of  the  Zeitsckr.  des 
Ver.  deutscker  Ingenieure  for  February  1 3 
the  following  facts  are  obtained  : 

Dusseldorf  is  situated  at  a  sharp  bend 
in  the  Rhine,  on  the  outer  side  of  tbe 
bend  ;  on  the  opposite  side  of  the  Rhine 
the  low-lying  land  is  protected  against 
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floods  by  a  dike.  The  present  means  of 
communication  between  the  two  banks 
is  a  floating  pontoon  bridge.  The  con- 
struction of  a  permanent  bridge  at 
DUsseldorf  has  been  frequently  discussed, 
but,  as  this  always  involved  the  improve- 
ment of  the  left  bank  of  the  stream,  the 
expense  has  heretofore  been  too  great  an 
obstacle. 

Moreover,  the  city  authorities  have  al- 
ways maintained  that  a  bridge  would  be 
of  small  benefit  to  the  municipality,  hold- 
ing that  the  improvement  would  be  mainly 
in  the  value  of  property  on  the  opposite 
bank.  Taking  advantage  of  this  short- 
sighted policy,  a  company  of  capitalists 
has  obtained  a  concession  by  which  the 
company  secures  a  large  slice  of  the  land, 
now  frequently  under  water,  but  lying  di- 
rectly opposite  the  city,  and  also  the  right 
to  build  a  bridge,  the  State  undertaking 
the  regulation  of  the  river  so  far  as  to 
build  a  new  dike  about  one  thousand  feet 
further  out,  dredging  the  material  beyond 
and  filling  it  in  behind  the  embankment. 
The  company  also  owns  the  right  for  a 
tramway  to  Crefeld,  about  ten  miles  away. 

In  this  way  the  city  will  get  a  fine  new 
bridge  at  small  cost,  while  the  company 
expects  to  be  fully  repaid  by  the  advanced 
value  of  the  reclaimed  land,  which,  will 
be  placed  within  a  few  minutes  of  the 
heart  of  DUsseldorf.  The  company  also 
takes  all  the  tolls  on  the  bridge,  and  runs 
its  tramway  across  to  the  city. 

The  design  for  the  bridge  is  excellent, 
and  consists  of  two  great  steel  arches, 
each  with  a  span  of  594  feet,  the  roadway 
being  suspended  at  the  level  of  the  spring- 
ing of  the  arches.  Three  smaller  spans 
on  the  left  bank,  and  one  on  the  right, 
complete  the  bridge,  making  a  total  length 
of  more  than  two  thousand  feet.  The 
plans  were  made  by  the  Gutehoffnung- 
shOtte.  by  which  company  the  ironwork 
will  be  executed,  and  one  of  the  condi- 
tions of  the  concession  is  the  maintenance 
of  an  uninterrupted  waterway  of  160  feet 
in  width  during  the  entire  period  of  con- 
struction. The  construction  of  the  piers 
was  begun  last  summer,  and  the  bridge  is 
expected  to  be  opened  for  travel  by  the 
close  of  1898. 


Acetylene. 

The  interest  in  the  development  of 
acetylene  as  an  illuminating  agent  seems 
to  be  rather  on  the  increase  abroad,  pos- 
sibly owing  to  judicious  commercial  de- 
monstrations; and,  apart  from  the  strict 
police  regulations  enforced  in  Berlin  since 
the  fatal  explosion  of  liquefied  acetylene 
there,  its  progress  has  been  marked. 

An  exhibition  of  a  generator  was  given 
before  a  committee  of  the  Austrian  Socie- 
ty of  Engineers  by  the  company  which  has 
the  development  of  the  new  illuminant  in 
Vienna,  and  a  report  of  the  meeting, 
which  took  place  on  February  9,  is  given 
in  full  in  the  Zeitschr.  d.  Oesterr.  Ing.  u. 
Arch.  Vereines  for  February  26. 

According  to  Professor  Lippmann,  the 
first  definite  isolation  of  acetylene  was 
that  of  Bertbelot  in  1859,  who  produced  it 
by  decomposing  various  organic  com- 
pounds, such  as  alcohol,  ether,  etc.,  by  the 
electric  spark  or  in  red-hot  tubes,  and  also 
synthetically  by  surrounding  the  electric 
arc  between  carbon  points  with  hydrogen. 

The  apparatus  shown  in  Vienna  was 
practically  the  same  as  the  well-known 
generator  for  sulphuretted  hydrogen,  used 
in  every  laboratory,  exeept  that  the  sul- 
phid  of  iron  is  replaced  by  calcium  car- 
bid  and  the  sulphuric  acid  by  water.  The 
carbid  being  placed  in  a  tight  vessel  sub- 
merged in  a  tank  of  water,  the  water  is 
allowed  to  enter  through  a  small  pipe  ris- 
ing from  the  bottom  nearly  to  the  top  of 
the  generator.  As  the  acetylene  is  gener- 
ated, its  pressure  increases  until  further 
entrance  of  water  is  stopped,  when  the 
generation  of  gas  ceases;  when  the  press- 
ure is  reduced  by  drawing  off  the  gas,  the 
water  again  enters. 

Especial  emphasis  was  laid  by  Prof. 
Lippmann  upon  the  fact  that  disastrous  ex- 
plosions were  due  only  to  the  careless  use 
of  the  liquefied  gas.  The  explosion  at 
Pictet's  laboratory  in  Paris  was  due  to  the 
compression  in  a  vice  of  a  cylinder  of  the 
gas  under  the  impression  that  it  was 
empty,  while  the  disastrous  explosion  at 
Isaac's  workshop  in  Berlin  was  caused  by 
the  heating  of  a  steel  cylinder  full  of  the 
liquefied  gas,— an  event  which  would  have 
occurred  with  any  gas. 
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A  New  Copper  Alloy. 

A  new  competitor  in  the  field  of  mate- 
rials of  construction  has  appeared  in  the 
form  of  the  so-called  Durana  metal,  an  al- 
loy of  copper  which  has  certainly  shown 
most  remarkable  properties,  according  tu 
the  account  given  by  Professor  Dr.  DUrre 
in  the  Schweizerische  Bauneitung  for  March 
6.  Durana  metal  is  an  alloy  of  copper 
made  by  the  firm  of  Hupertz  &  Harkort, 
of  Duren,  in  Rhenish  Prussia,  and  the  pe- 
culiar properties  which  it  possesses,  as 
well  as  the  very  high  tests  which  it  has 
shown,  should  make  it  a  most  valuable 
addition  to  the  long  line  of  copper  alloys 
already  in  use. 

According  to  Dr.  DUrre,  Durana  metal 
has  a  melting  point  not  greatly  different 
from  that  of  the  ordinary  bronzes,  so  that 
it  can  be  melted  and  cast  in  the  ordinary 
brass  furnace,  its  fluidity  enabling  excel- 
lent castings  to  be  made  without  difficulty. 
When  carefully  heated  in  a  suitable  fur- 
nace, it  may  be  readily  wrought,  the  tem- 
perature being  raised  to  a  point  between  a 
dark  and  a  cherry  red.  This  malleability 
enables  it  to  be  worked  under  the  hammer 
and  in  the  rolls,  until  the  redness  has  en- 
tirely disappeared,  its  behavior  under 
these  conditions  being  that  of  a  very  soft 
wrought  iron,  showing  none  of  the  extra- 
ordinary hardness  and  resistance  which 
appear  at  ordinary  temperatures. 

The  makers  have  succeeded  in  produc- 
ing four  different  varieties  of  Durana 
metal,  which  have  shown,  under  many 
hundreds  of  tests,  the  following  results  : 

Ultimate  Elastic  Eaten* 

Strength.  Limit.  sion. 

Hard  alloy ...  .90,000  lbs.  74,000  lbs.  9% 

Medium"   72.500  "  60,000  "  i2jf 

Soft       "  ....57,000  "  50,000  "  31$ 

Very  soft"  ..  .45.000  "  20.000  "  50$ 

When  to  these  valuable  properties  are 
added  so  low  a  specific  gravity  as  8.3 
and  a  high  resistance  to  oxidation,  we  see 
that  the  new  metal  has  claims  to  consid- 
eration. 


Nationality  of  Travelers. 

The  frequency  with  which  the  railways 
are  used  in  the  various  countries  of  Eu- 
rope has  been  tabulated  with  somewhat 


interesting  results,  according  to  an  item 
in  the  Oesterr.  Monantschr.  /.  d.  oeff.  Bau- 
dienst.  England,  with  its  38,000,000  in- 
habitants, leads,  with  864,500,000  travelers 
on  its  railways  every  year,  or  23  travelers 
to  each  inhabitant.  Belgium  comes  next, 
with  86,500,000  travelers  for  6.000,000  peo- 
ple, or  14  to  1.  Germany  holds  the  third 
place,  having  483,000,000  travelers  to  49.- 
000,000  people, — a  ratio  of  10  to  1.  After 
which  come  in  the  order  named:  Hol- 
land, with  7  to  1  ;  France,  6  to  1 ;  Aus- 
tria, 4  to  1  ;  Hungary,  3  to  1  ;  and  Italy, 
with  only  two  travelers  to  each  inhabitant. 
The  smallest  travel  in  proportion  to  the 
population  is  found  on  the  Russian  rail- 
ways, where  there  are  3  inhabitants  for 
every  traveler  each  year. 

A  New  Engineering  Review. 
The  appearance  of  Vol.  I,  No.  1,  in  any 
line  of  publication  is  not  always  cause  for 
congratulation,  but  it  requires  no  dissimu- 
ation  on  our  part  to  extend  a  hearty  well- 
come  to  the  new-comer  into  the  field  of 
engineering  journalism,  the  Revue  de  Mtca- 
nique. 

When  a  review,  devoted  to  mecha- 
nical engineering,  bears  upon  its  editorial 
committee  such  names  as  those  of  MM. 
Haton  de  la  Goupilliere,  Gustave  Richard, 
Hirsch,  Raffard,  and  others  of  like  stand- 
ing and  reputation,  its  position  is  estab- 
lished in  advance ;  and  this  promise  is  al- 
ready redeemed  by  the  appearance  of  con- 
tributions by  MM.  Dwelshauvers-Dery, 
Boulvin,  Sauvage,  and  Richard. 

As  indicated  in  the  programme  laid  out 
by  the  committee,  the  new  review  is  to  be 
devoted  to  the  production  of  articles  upon 
selected  subjects  in  mechanical  engineer- 
ing, bearing  upon  original  investigations, 
either  theoretical  or  experimental,  and 
forming  complete  monographs  upon  dis- 
tinct groups  of  machines  of  exceptional 
importance.  Most  of  the  contributions 
take  the  form  of  serial  articles,  so  that  it 
is  not  possible  immediately  to  review  in 
these  columns  the  first  instalments,  but  the 
substance  of  the  various  monographs  will 
be  taken  up  here,  as  their  progress  permits, 
and  in  the  meantime  the  new  journal  is 
welcome  and  recommended. 


Digitized  by  Google 


THE  ENGINEERING  INDEX. 


A  DESCRIPTIVE  INDEX  TO  THE  LEADING  ARTICLES  PUBLISHED  CURRENTLY  IN  THE  AMERI- 
CAN, BRITISH  AND  CONTINENTAL  ENGINEERING  JOURNALS. 

INTRODUCTORY 

This  Index  is  Issued  separately  from  the  Magazine,  printed  on  one  side  of  the  paper  only,  and  is 
supplied  to  subscribers  at  a  nominal  charge  of  fifty  cents  a  year  to  cover  cost.  In  thts  form  it  meets  the 
exact  requirements  of  those  who  desire  to  clip  the  items  for  card-index  purposes. 

We  hold  ourselves  ready  to  supply— usually  by  return  mall— the  full  text  of  every  article  Indexed,  and 
our  charge  In  each  ease  Is  rtgulated  closely  by  the  cost  of  a  single  copy  of  the  Journal  from  which  the 
article  Is  taken.  The  price  of  each  article  is  given  Just  after  the  number.  In  ordering,  eare  should  be 
taken  to  give  the  number  of  the  article  desired,  not  the  title  alone. 

Serial  publications  are  Indexed  on  the  appearance  of  the  first  installment. 

The  titles  and  addresses  of  the  Journals  regularly  reviewed  are  given  In  full  below,  but  only  abbre- 
riated  titles  are  used  in  the  Index.  Other  abbreviations  employed  are:  Ills  Illustrated;  W= Words; 


To  avoid  the  Inconvenience 
of  small  remittances,  and  to 
cheapen  the  cost  of  articles  to 
those  who  order  frequently,  we 
tell  the  coupons  which  are  repre- 
sented here  In  miniature. 

The  price  of  theso  coupons  is 
15c.  each,  or  fifteen  for  $2,  forty 
or  $5,  and  one  hundred  for  $12 


With  a  supply  of  these  coup  -  ns 
on  hand  no  letter  writing  is  re- 
quired. Simply  fill  In  the  number, 
and  your  address.  A  stamped  en 
velope  does  the  rest, 

This  system  is  strongly  com- 
mended to  our  readers.  The 
coupons  need  only  a  trial  to  de- 
monstrate their  convenience. 


THE  PUBLICATIONS  REGULARLY  REVIEWED  AND  INDEXED. 


Age  of  Steel,  The  to.  93.  St.  Louis. 

American  Architect,  The  to.    96.  Boston. 

American  Electrician,  m.  Si.  Mew  York. 

Am.  Engineer  and  Railroad  Journal,  m.  |2.  N.Y. 

American  Oaa  Light  Journal,  to.  93.  New  York. 

American  Geologist,  m.     $3.50.  Minneapolis. 

American  Journal  of  Science,  m.  96.  New  Haven. 

American  Journal  of  Sociology,  b-m.  |2  Chicago. 

American  Machinist,  to.  93.  New  York. 

American  Magazine  of  Civics,  m.  93.  New  York. 

Am.  Manufacturer  and  Iron  World,  to.  94.  Pittsburg. 

American  Shipbuilder,  to.  92.  New  York. 

Am.  Hoc.  of  Irrigation  Engineers,  or.  94.  Denver. 

Am.  60c.  of  Mechanical  Engineers,  m.  New  York. 

Annals  of  Am.  Academy  of  Political  and  Social 
Science,  b-m.  93.  Philadelphia. 

Annates  des  Ponti  etChaussees.  m.  31  francs.  Paris. 

Architect,  The.  to.  Ma.  London. 

Architectural  Record,  q.  91-  New  York. 

Architectural  Review.  »-Q.  |S.  Boston. 

Architecture  and  Building,  to.  $.4  New  York. 

Archltektonlsche  Rundschau,  m.  18  marks.  Stutt- 
gart. 

Arena,  The  m..  96.  Boston. 
Atlantic  Monthly,  m.  94.  New  York. 
Australian  Mining  Standard,  to.  sot.  8ydney. 
Baker's  Railway  Magazine,  m.  92.  N.Y. 
Bankers'  Magazine,   m  96.  New  York. 
Bankers'  Magazine,  m.  las.  London. 
Bankers'  Magazine  of  Australia,  m.  93.  Melbourne. 

Berlin. 

Board  of  Trade  Journal,  m.  8s.  London. 
Boston  Journal  of  Commerce.  to.  93.  Boston. 
Bradstreet's.  to.  $*.  New  York. 
Brick  Builder,  The  m.  $2.60.  Boston. 
British  Architect.  The.  v>.  23«.  8d.  London. 


Builder.  The.    to.   26f.  London. 
Bulletin  Am.  Iron  and  Steel  Asso.  to.  94.  Phlla. 
Bulletin  of  the  Univ.  of  Wisconsin.  Madison. 
California  Architect,  m.    S3.  San  Francisco. 
Canadian  Architect,  m.  |2.  Toronto. 
Canadian  Electrical  News.  m.  ?1.  Toronto. 
Canadian  Engineer,  m.  91.  Montreal. 
Canadian  Mining  Review,  m.  93.  Ottawa 
Century  Magazine,  m.  94.  New  York. 
Chautauquan,  The  m.    92.    Meadvllle,  Pa 
Colliery  Engineer,  m,  92.  Scran  ton,  Pa. 
Colliery  Guardian,  to,  27s.  6d.  London. 
Compressed  Air.  m.  91.  New  York. 
Contemporary  Review,   m.  94.00.  London 
Deutsche  Bauzeltung.  b-to.  16  marks.  Berlin. 
Dlngler's  Polytechntsches  Journal,  to.  43.60  marks. 
Stuttgart. 

Domestic  Engineering,  m.  92.  Chicago 
Electrical  Engineer.  10.  19s.  ed.  London. 
Electrical  Engineer,  to.  93.  New  York 
Electrical  Engineering,  m.   91.  Chicago. 
Electrical  Review.  10.  sit.  8d.  London. 
Electrical  Review.  10. 98.   New  York. 
Electrical  World,  w.    98.    New  York. 
Electrician,  to.  2w.  London. 
Electricity,  to.  $2.00.  New  York. 
Electricity,  to.  7«.  ed.  London. 
ElektrocbemUche  Rundschau,  b-m.  9.60  marks. 
Frankfurt. 

Elektrotecbnisches  Zeltsehrift.  m.  18.40  marks. 
Berlin. 

Blektrotechnlschee  Echo.  to.  12  marks.  Magdeburg 
Blektrotechnlker.  b-m.  12  marks.  Vienna. 
Blektrotechnischer  Anzelger.  s-to.  10  marks.  Berlin. 
Elektrotechnlsche  Zeltsehrift.  to.  26  narks.  Berlin. 
Engineer,  The.  s-m.  92.  New  York. 
Engineer,  The.  10.    86s.  London. 
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Engineers'  Gazette,  m.  8*.  London. 
Engineering,  to.   36s.  London. 
Engineering  Assns.  of  the  South.  Nashville. 
Engineering  and  Mining  Journal,  ir.    95.  N.  Y. 
Bnglneering  Magazine,  m.  93.  New  York. 
Engineering-Mechanics,   m.  $2.  Phila. 
Engineering  News.  to.  95.  New  York. 
Engineering  Record,  to.  $6.  New  York. 
Eng.  80c.  or  the  School  of  Prac  Sci.  Toronto. 
Eng.  80c.  of  Western  Penn'a.  m.  87.  Pittsburg. 
Fire  and  Water,  to.  9*.  New  York. 
Forester,  The.  bi-m.  60  cts.  May's  Landing,  N.J. 
Fortnightly  BeTlew.  m.  94.50.  London. 
Forum,  The.  m.  $8.  New  York. 
Foundry,  The.  m    $1.  Detroit. 
Garden  and  Forest,    w.   94.   New  York. 
Gas  Engineers'  Mag.  m.  6s.  6d.  Birmingham. 
Gas  World,  The.  to.   13*.  London. 
Gesundbelts-Ingenleur.  a-m.  16  marks.  Milnchen. 
Glasers  Annalen  ftlr  Gewerbe  und  Bauwesen.  a-m. 

20  marks.  Berlin. 
Gun  ton's  Magazine,  m.  $2.  New  York. 
Harper's  Weekly.  10.  94.  New  York . 
Heating  and  Ventilation,  m.  |l.  New  York. 
111.  Carpenter  and  Builder,  to.   8*.  M.  London. 
India  Rubber  World,  m.  93.  New  York. 
Indian  and  Eastern  Engineer,  w.  20  Rs.  Calcutta. 
Indian  Engineering.  to.   18  Rs.  Calcutta. 
Industries  and  Iron.  10.  £1.  London. 
Inland  Architect,  m.  95.  Chicago. 
Iron  Age,  The.  to.  94.50.  New  York. 
Iron  and  Coal  Trade  Review.  u>.  30a.  4d.  London 
Iron  A  Steel  Trades'  Journal.  u>.  25*.  London 
Iron  Trade  Review,    to.  fi.  Cleveland. 
Jour.  Am.  Soc.  Naval  Engineers,  or.  95.  Wash. 
Journal  Assoc.  Eng.  Society,  m.  98.  St.  Louis. 
Journal  Franklin  Institute,   m.   95.  Phila 
Journal  of  Gas  Lighting,  to.  London. 
Jour.  N.  E.  Waterw.  Absoc.  q.  92.  New  London. 
Journal  Political  Economy,    q.  93.  Chicago. 
Journal  Royal  Inst,  of  Brit.  Arch.  *-q.  6a.  London. 
Journal  of  the  Society  of  Arts.  to.  London. 
Journal  of  the  Western  Society  of  Engineers,  o-m 

92.  Chicago. 
Kansas  University  Quarterly,  qr.  92.  Lawrence 

Kan.  * 
La  Nature,  to.  24.50  francs.  Paris. 
La  Revue  Technique,  b-m.  28  francs.  Paris. 
L'Eclairage  Electrlque.  60  fr.  Paris. 
Le  Genie  Civil,  to.  45  fr.  Paris. 
L'Electrlclen.  w.  25  fr.  Paris. 
Le  Moniteur  des  Architectes.  m.  33  francs.  Paris. 
Le  Moniteur  Industrie!,  w.  40  francs.  Paris. 
Locomotive  Engineering,   m.   92.  New  York. 
Machinery   m.  91.  New  York. 

Manufacturer's  Record,  to.  94.  Baltimore. 
Marine  Engineer,  m.  u.  Id.  London. 
Master  Steam  Fitter,  m.  91.  Chicago. 
Mechanical  World.   1*.  8s.  8d.  London 
McClure's  Magazine,  m.  91.  New  York. 
Metal  Worker.  to.  92.  New  York. 
Mining  and  Set.  Preas.  to.  93.  San  Francisco 
Mining  Industry  and  Review,    to.  92.  Denver 
Mining  Journal,  The.  to.  £1.8s.  London. 
Mltlheilungen  des  Vereines  fllr  die  Kiirderung  des 

1/Ocal-  und  Strassenbaunwesens.  m.    fl  12 

Vienna. 

Monatsschrlft  des  WUrtt.  Vereines  fllr  Raukunde 

10  parts  yearly.  3  marks.  Stuttgart. 
Municipal  KnKlneertng.  m.  92.  Indlanapolii 
National  Builder,  m.  98.  Chicago. 
Nature.  to.  97.  London. 


New  Science  Review,  The.  qr.  92.  New  York. 
Nineteenth  Century,  m.  94.U.  London 
North  American  Review,  m.   95.  New  York 
Oe8terreichiscbe  Monatsschrlft  fllr  den  Oeffent- 

licben  Baadienst.  m.  14  marks.  Vienna. 
Oesterr.  Zeltschrlft  ftlr  Berg-  &  Huttenwesen.  u>. 

24  marks.  Vienna. 
Physical  Review,  The.  b-m.  93.  New  York. 
Plumber  and  Decorator,  m.  6a.  6d.  London. 
Popular  Science  Monthly,  m.  95.  New  York. 
Power,    m.  91.    New  York. 
Practical  Engineer,  to.  10*.  London. 
Proceedings  Engineer's  Club.  q.  $2.  Phila. 
Proceedings  of  Central  Railway  Club. 
Pro.  of  Purdue  Soc.  of  Civ.  Engs.  yr.  60  cts.  La 

Fayette,  Ind. 
Progressive  Age.  *-m.  93.  New  York. 
Railroad  Car  Journal,  m.  f  1 .   New  York. 
Railroad  Gazette.  u>.  94.20.  New  York. 
Railway  Age.  10.  94.  Chicago. 
Railway  Magazine,  m.  92.  New  York. 
Railway  Master  Mechanic  m.  91.  Chicago. 
Railway  Press,  The.  m.  7s.  London. 
Railway  Review.  u>.  94.  Chicago. 
Railway  World,  m.  5*.  London. 
Review  of  Reviews,  m.  92J50.  New  York. 
Safety  Valve,  m.  91.  New  York. 
Sanitarian,  m.  94.  Brooklyn. 
Sanitary  Plumber.  $-m.  92.  New  York. 
Sanitary  Record,  m.  10*.  London. 
School  of  Mines  Quarterly.  92.  New  York. 
Schweitzerlsches  Bauwesen.  u».  20  marks.  Zurich. 
Science,  to.  95.  Lancaster,  Pa. 
Scientific  American.  10.  93.  New  York. 
Scientific  Am.  Supplement.   10.  95.  New  York. 
Scientific  Machinist,  s-m.  91.60.    Cleveland,  O 
Bcribner'i  Magazine,  m.  93.  New  York. 
Seaboard.  10.  92.  New  York. 
Sibley  Journal  of  Eng.  m.  92.  Ithaca,  N.  Y. 
Southern  Architect,  m.  $a.  Atlanta. 
Stahl  und  Elsen.  »-m.  x  marks.  DusseldorL 
Stationary  Engineer,  m.  91.  Chicago, 
steamship,  m.  Lelth,  Scotland. 
8tevens'  Indicator,  qr.  $IM.  Hoboicen. 
Stone,  m.  9a.  Chicago 
Street  Railway  Journal,  m.  94.   New  York. 
Street  Railway  Review,  m.  92.  Chicago. 
Technology  Quarterly.  93.  Boston. 
Tradesman,  s-m.  92.  Chattanooga.  Ten n 
Trans.  Assn.  Civil  Engs.  of  Cornell  Univ.  Ithaca. 
Trans.  Am.  Ins.  Electrical  Eng.   m.  95.  N.  Y. 
Trans.  Am.  Ins.  of  Mining  Eng.    New  York. 
Trans.  Am.  Soc  Civil  Engineers,  m.  910.  New  fork 
Transport,  to.  £1. 6a.  London. 
Western  Electrician,  to.  93.  Chicago. 
Western  Railway  Club,  Pro.  Chicago. 

Wiener  Baulndustrle   Zeitung.     to.    27  marks. 

Vienna. 

Wisconsin  Engineer,  qr.  91-50.  Madison,  Wis. 
Yale  Scientific  Monthly.  The.  tn.  92.50  New  HaT-n. 
Zeltschrlft  fllr   LokomotlvfUhrer.  nt.  6  marks. 
Hannover. 

Zeltschrlft  fllr  Maschlnenbau  A  Schlosserel,  Berlin. 
Zeltschrlft  des  Oesterrelchlscben  Ingenleur  und 

Archlteku»n  Vereines.  10.  68  mark..  Vienna. 
Zelttch rift  des  Vereines  Deutscber  Ingeuleure.  to. 

32  marks.  Berlin. 
Zeltschrlft  ftlr  Elektrochemte.    «-m.    16  marks. 

Halle,  a.  S. 

Zeltschrlft  fur  Elektrotechnlk.   a-m.    16  mark*. 
Halle  a.  S. 

Zeltschrlft  fllr  Instrumentenkunde.  m.  20  marks. 
Berlin. 
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CONSTRUCTION  AND  DESIGN. 

BATH-HOUSE. 

Brookline's  Model  Bath-House.  Illus- 
trated detailed  description.  2,300  w.  Eng 
Rec— March  6.  1897.  No.  11,459.  15  cts. 

CHI  R OH. 

The  New  Church  of  S.  Matthew  at 
Bale.  (Die  Neue  Protestantlsche  Matth&us 
Klrche  in  Basel.)  Description  and  per- 
spective of  Gothic  church  building  for 

I,  200  sitters.  1,000  w.  1  plate.  Schweiz- 
erische Bauzeitung— March  13,  1897.  No. 

II,  742.   30  cts. 

GOKGRESSlOKAl*  LIBRARY. 

The  Building  for  the  Library  of  Con- 
gress. J.  K.  Orvls.  A  genera]  account  of 
the  leading  architectural  characteristics, 
mentioning  some  of  the  most  striking 
works  of  art  which  it  contains.  111.  11,000 
w.  Arch  &  Build— April  3,  1897.  No. 
12.026.  15  cts. 
DOMES. 

The  Modern  Dome.  A.  D.  F.  Hamlin. 
A  study  of  dome  design  in  both  ancient 
and  modern  buildings;  the  value  and 
beauty  of  this  feature,  with  special  refer- 
ence to  the  dome  of  the  new  library  of 
the  university.  4,000  w.  Sen  of  Mines 
Quar—  Jan.,  1897.   No.  11,988.   45  cts. 

Ki  POSITION  of  1900. 

The  New  Palaces  of  the  Champs-Ely- 
s-§cb  (Lea  Nouveaux  Palais  des  Champs- 
Elysees.)  Plate  and  brief  description  of 
the  new  buildings  being  erected  on  the 
site  of  the  former  Palace  of  the  Champs- 
Ely  6ees.  500  w.  and  plate.  La  Revue 
Technique— March  10,  1897.  No.  11,760 
30  cts. 

FALSE  PEHSI'KCTIVE. 

Deliberate  Deception  in  Ancient  Build- 
ings G.  A.  T.  Middleton.  Comment 
on  the  discoveries  of  Prof.  Goodyear  and 
others,  relating  to  curves  in  ancient  build- 
ings intended  apparently  to  give  impres- 
sions of  greater  length  by  intentionally 
exaggerated  perspectives.  1,800  w..  Nine- 
teenth Cent— March,  1897.  No.  11,609.  45 
cts. 

OTRE  Station. 

Station  for  a  Boston  Fire  Company. 
Illustrated  description  of  new  building  on 
Warren  street  1,400  w.  Eng  Rec— 
March  20,  1897.  No.  11.806.  15  cts. 

FLOORS. 

Origin  and  History  of  Hollow  Tile  Fire- 
Proof  Floor  Construction.  Peter  B. 
Wight.  Part  first  gives  the  early  history 
in  the  United  States  of  the  use  of  I  beams, 
brick  arches  and  other  forms  of  floor  con- 
struction which  finally  led  to  the  use  of 
hollow  tile.  Illustrated.  2,500  w.  Br 
Build— March,  1897.  Serial.  1st  part.  No. 
11,940.  30  Cts. 

VOIXDATIONS. 

The  Conditions  of  Uniform  Pressure  in 


Foundations.  (Ueber  die  Bedingungen 
einer  gleichformigen  Druckverthellung  in 
den  Fundamenten.)  R.  F.  Mayer.  A  con- 
tinuation of  Prof.  Mayer's  interesting  and 
valuable  studies  of  the  actual  conditions 
existing  in  foundations  of  masonry  piers. 
2,000  w.  Zeitschr  d  Oesterr  Ing  u  Arch 
Ver— Feb.  19,  1897.   No.  11,728.  30  cts. 

The  Distribution  of  Pressure  in  Ir- 
regular Foundations.  (Druckverthellung 
in  gebrochenen  Fundamentflachen.)  A 
criticism  by  Prof.  Spltzer,  of  Milan's  the- 
ory, together  with  a  graphical  demonstra- 
tion of  a  method  of  determining  the  dis- 
tribution of  pressure,  especially  in  arch 
piers.  2,000  w.  Zeitschr  d  Oesterr  Ing  u 
Arch  Ver— Feb.  12,  1897.  No.  11.723.  30 
cts. 

Distribution  of  Pressure  in  Irregular 
Foundations.  (Druckverthellung  in  ge- 
brochenen Fundamentflachen.)  A  reply 
by  Prof  Melan  to  the  strictures  of  Prof. 
Spitzer,  with  diagram  further  elucidating 
the  subject.  1,000  w.  Zeitschr  d  Oesterr 
Ing  u  Arch  Ver— Feb.  26,  1897.  No.  11,733. 
30  cts. 

FHAJfCB,  Soc.  of  Civil  Engineers. 

The  New  House  of  the  Society  of  Civil 
Engineers  of  France.  (Das  neue  Vereins- 
haus  der  "Societe  des  lngenieurs  civile  de 
France,"  in  Paris.)  Illustrated  descrip- 
tion of  the  fine  new  building  of  the  French 
Civil  Engineers.  1,600  w.  Schweizerische 
Bauzeitung— Feb.  27,  1897.  No.  11,738. 
30  cts. 

MASONRY. 

Ancient  and  Modern  Masonry.  Brief 
accounts  of  various  constructions,  with 
illustrations.    111.  900  w.    Ill  Car  and 
Build— Feb.  26,  1897.    No.  11,511.   30  cts. 
MOXIER  Construction. 

Computations  for  Monier  Beams.  (Be- 
rechnungen  der  Monier-Trager.)  A  dis- 
cussion by  Herr  Rappaport  of  the  com- 
bined beton  and  metal  construction,  show- 
ing the  importance  of  considering  very 
carefully  the  relative  elasticity  of  the  ma- 
terials used.  2,500  w.  Schweizerische 
Bauzeitung.  Feb.  27,  1897.  No.  11,739. 
30  cts. 

NIJIfl-lfOVOOROD. 

The  Nijni-Novgorod  Exhibition.  Illus- 
trations and  brief  descriptions  of  water- 
tower  and  buildings  constructed  on  Mr. 
Schuchof's  patent  principle;  their  charac- 
teristic feature  is  the  absence  of  any  kind 
of  roof-truss  or  girder.  600  w.  Eng  Lond 
—March  19,  1897.   No.  11,916.   30  eta 

ROOFING. 

Roofing  Tiles  and  Their  Manufacture. 
C.  W.  Crawford.  The  manner  of  holding 
the  tiles  to  the  roof,  their  advantages  and 
disadvantages,  followed  by  a  discussion 
which  includes  the  paper  of  Mr.  Blelninger 
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with  the  one  presented.  7,500  w.  Brick- 
March,  1897.   No.  11,474.   IB  CtB. 

STYLE. 

Is  a  National  Twentieth  Century  Style 
of  Architecture  Probable?  Banister 
Fletcher.  Report  of  a  lecture  given  at  the 
hall  of  the  Carpenters'  Company,  London. 
Thinks  design  and  planning  must  be  a 
work  of  gradual  development  1,500  w. 
Arch  Lond— March  19,  1897.  No.  11,943. 
30  cts. 

SUNDAY  School. 

Sunday  School  Planning.  A.  F.  Wick- 
eon.  Points  out  the  requirements  of  these 
buildings  and  gives  plans.  Read  before 
the  Toronto  Chapter  of  Architects.  1,600 
w.  Can  Arch— March,  1897.  No.  11,836. 
30  cts. 

TALL  BolldinsN. 

Foundation  Construction  for  Tall  Build- 
ings. Charles  Sooysmlth.  illustrated. 
Devoted  principally  to  a  description  of  the 
caisson  method.  3,800  w.  Eng  Mag- 
April,  1897.   No.  12,047.   30  cts. 

THIS  ATHJ3  S . 

On  Some  American  Theatre  Designs. 
Editorial  review  of  book  on  "The  Plan- 
ning and  Construction  of  American  Thea- 
tres," by  William  H.  Birkmire,  with  criti- 
cisms of  presented  designs.  2,200  w. 
Builder— March  6,  1897.  No.  11,640.  30  cts. 
WORKMEN'S  Houses. 

The  Vienna  Society  for  Better  Dwell- 
ings. (Der  Verein  fur  Arbeiterhauser  in 
Wien.)  A  review  of  the  report  of  the 
Vienna  society  for  improvement  in  work- 
men's houses,  with  illustrations  of  de- 
signs, with  data  as  to  cost  of  building 
and  maintenance.  1,500  w.  Zeitschr  d 
Oesterr  Ing  u  Arch  Ver— Feb.  19,  1897. 
No.  11,726.   30  cts. 

English  Homes  for  Workingmen.  Octa- 
vius  Grant  Wood.  Illustrated  description 
of  the  cottages  at  Port  Sunlight  and  an 
account  of  the  ideal  conditions,  demon- 
strating the  possibility  of  bringing  hap- 
piness and  plenty  to  the  employee  and 
also  prosperity  to  the  proprietors.  1,500 
w.  In  Arch— March,  1897.  No.  11,655. 
45  cts. 

HEATING  AND  VENTILATION. 

BOILERS. 

Church  Heated  with  Battery  of  Boil- 
ers. Describes  the  heating  arrange- 
ments in  use  at  St.  Patrick's  Church  at 
Utica,  N.  Y.  1,000  w.  Mas  St  Fit- 
March,  1897.    No.  11,920.    15  cts. 

CAPITOL. 

Heating  and  Ventilation  of  the  Penn- 
sylvania State  Capitol.  Brief  descrip- 
tion, with  engravings.  The  building  has 
been  destroyed  by  fire.  400  w.  Heat  and 
Ven— March  15,  1897.   No.  11.821.   15  cts. 

CHIMNEY. 

A  Chimney  Trouble  and  the  Cause  of 
It  Frederick  Dye.  Describes  a  trouble 
called  "syphonage"  by  those  who  know 
of  it,  that  occurred  in  an  English  home. 


1,400  w.  Heat  and  Ven— March  15,  1897. 
No.  11,823.   15  cts. 

CONVENTION. 

The  First  Convention  of  Warming  and 
Ventilating  Engineers,  Berlin,  1896.  (Die 

I.  Versammlung  von  Heizungs-und  Luft- 
unga-Fachmannern  in  Berlin,  1896.) 
Containing  a  general  report  of  the  pro- 
gress and  present  state  of  the  art  of 
warming  and  ventilation  in  Germany. 
3,500  w.  Zeitschr  d  Oesterr.  Ing  u  Arch 
Ver— March  5,  1897.    No.  11,735.  30  cts. 

ENGINEERING. 

Heating  and  Ventilating  Engineering. 
Calls  attention  to  the  demands  made  on 
architects,  and  the  growth  of  these  two 
allied  branches,  demanding  expert  ser- 
vice. Also  dlscusseB  the  commissions 
paid  architects  and  their  need  of  being 
Increased.  2,200  w.  Am  Arch — March 
20,  1897.   No.  11,840.   15  cts. 

New  Method  of  Heating  and  Ventila- 
tion. Charles  Carroll  Oilman  read  at  meet- 
ing of  Am.  Soc.  of  Civ.  Engs.  Describes 
experiments  based  on  the  fact  that  air 
rarifled  by  heating  will  cause  a  circula- 
tion in  the  rooms  of  a  building.  1,100  w. 
Arch  and  Build — March  27,  1897.  No. 

II,  895.    15  cts. 
HEATING. 

Improved  Apparatus  for  Heating  and 
Cooking  by  Electricity.  (Noveaux  Ap- 
pareils  de  Chauffage  et  de  Cuisine  par 
l'ElectrlcitG.)  Description  of  the  simple 
and  portable  cooking  and  heating  de- 
vices for  use  with  electric  current,  now 
being  made  in  Paris.  2,000  w.  Le  Genie 
Moderne.  Feb.  15,  1897.  No.  11,747.  45 
cts. 

Rules  for  Proportioning  Furnace  Sys- 
tems. J.  H.  Kinealy.  A  study  of  the 
problem.  Part  first  states  the  things 
necessary  to  determine  and  examines 
some  of  them.  1,800  w.  Met  Work- 
March  13.  1897.  No.  11,562.  15  cts. 
HOT  WATER. 

Hot  Water  Heating  Without  Fuel.  De- 
scribes a  system  found  possible  in  the 
vicinity  of  Boise,  Idaho,  where  thermal 
waters  were  discovered  at  a  depth  of 
nearly  400  feet,  and  the  water  gushed  to 
a  height  of  40  feet  above  the  ground. 

I,  000  w.  Met  Work— March  20,  1897.  No. 

II,  696.    15  cts. 

RADIATORS. 

Some  Relations  Between  the  Arrange- 
ment of  Heating  Surfaces  In  Radiators, 
the  Velocity  of  the  Air  Passing  Over 
Such  Surfaces,  and  Their  Efficiency.  H. 
Elsert  An  analysis  of  the  results  from 
tests  and  a  study  under  stated  condi- 
tions. 3,800  w.  Heat  and  Ven— March 
15,  1807.  Serial,  1st  part.  No.  11,825. 
16  cts. 

SCHOOL  Ventilation 

Ventilation  of  a  Brooklyn  (N.  V.) 
School.  Ventilation  is  effected  by  forc- 
ing the  air  through  the  buildings  by  a 
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blower  and  out  through  a  system  of  vent 
flues  leading  to  a  main  ventilating  shaft 

I,  500  w.  Bng  Rec— March  20,  1897.  No. 

II,  808.    15  cts. 
STEAM  Heatln*. 

Defective  Steam  Heating  Plants.  W. 
H.  Wakeman  calls  attention  to  some  de- 
fects which  cause  steam  plants  used  for 
heating  purposes  to  work  In  an  unsatis- 
factory manner.  1,400  w.  Heat  and  Ven 
—March  15,  1897.  No.  11,822.  15  cts. 

LANDSCAPE  GARDENING. 

OARDKJf. 

Garden  Design.    Editorial  comment  on 
a  recent  article  by  Inlgo  Thomas.  1,400 
w.    Oar  and  For— March  31,  1897.  No. 
11.961.   15  cts. 
PARKS. 

Chicago's  Lake  Front  Parks.  An  ac- 
count of  the  improvements  being  made, 
at  great  expense,  along  the  shore  of  Lake 
Michigan.  2,000  w.  Harper'B  Wk— April 
3,  1897.    No.  11,947.    15  cts. 

New  York  Zoological  Park.  William  T. 
Hornaday.  Brief  account,  with  illustra- 
tions, of  some  of  the  noted  zoological  gar- 
dens of  Europe,  with  statement  of  New 
York's  prospect  of  a  fine  zoological  park, 
and  some  particulars  relating  to  the  pro- 
posed plan.  2,700  w.  Harper's  Wk— 
March  20.  1897.   No.  11,610.    15  cts. 

TREES. 

Roadside  Trees.  Editorial  protest 
against  the  cutting  down  of  trees  in  rural 
roads.  1,100  w.  Gar  and  For— March  24, 
1897.   No.  11,866.    15  cts. 

PLUMBING  AND  GAS  FITTING. 
BATH-Ho«b«. 

Plumbing  a  Public  Bath  House.  De- 
scribes the  plumbing  of  a  new  building 
in  Newark,  N.  J.  Illustrated.  1,700  w. 
Met  Work— March  27,  1897.  No.  11,894. 
15  cts. 

BATHS. 

St.  Marylebone  New  Baths  and  Wash- 
Houses.  Description  of  the  arrangement 
of  the  new  baths  and  wash-houses  re- 
cently opened.  1,800  w.  Arch  Lond— 
March  12,  1897.  No.  11.815.  30  cts. 

DRAINAGE. 

Notes  on  Drainage  and  Sanitation. 
Prom  the  Building  World.  Calls  attention 
to  points  of  importance  In  the  construc- 
tion of  drains  and  the  renewing  of  a 
drainage  system.  Illustrated.  1,400  w. 
Dom  Engng— March,  1897.  No.  11,801. 
30  cts. 

The  Ventilation  of  House  Drains.  Rich- 
ard Horton.  Read  before  the  Inst,  of 
8an  Engs,  England.  States  the  usually 
accepted  theory  of  ventilation,  compares 
it  with  the  facts  and  gives  a  few  experi- 
ments and  their  results.  1,400  w.  SaD 
S:Mfl"li  6.  1897.  Serial.  1st  part.  No. 
11,628.   30  cts. 

SASITATIOJT. 

Progress    in    Household  Sanitation. 


From  the  Albany  Argus.  Reviews  recent 
advancement  in  sanitary  plumbing.  1,100 
w.  San  Plumb— March  15,  1897.  No. 
11,630.  15  cts. 

MISCELLANY. 

The  Architect  and  the  Public.  W.  H. 
Bldlake.  Read  before  the  Architectural 
Assn.  of  London.  Discusses  how  to  bring 
about  a  more  harmonious  working  for 
their  mutual  help.  Followed  by  discus- 
sion. 9,500  w.  Builder— Feb.  27,  1897. 
No.  11,526.  30  cts. 
ART. 

Art  and  Architecture.  Frederick  Bau- 
mann.  Considers  the  two  questions.  Is 
Architecture  a  Living  Art?  and  Can 
Architecture  Again  Become  a  Living  Art? 
Historical  review  of  the  development, 
with  features  of  the  architecture  of  dif- 
ferent ancient  nations,  finally  answering 
the  first  question  negatively.  The  educa- 
tional requirements  and  paths  leading  to 
the  affirmative  answer  of  the  second 
question  are  discussed.  7,500  w.  Stone- 
March,  1897.    No.  11,658.   30  cts. 

BEAMS. 

See  same  title  under  Civil  Engineering 
— Miscellany. 

BRICKS. 

Glazed  Bricks.  Discusses  the  advan- 
tages and  disadvantages  of  salt-glazed  and 
enamelled  bricks,  describes  their  manu- 
facture and  method  of  testing.  1,500  w. 
Builder— Feb.  27,  1897.  No.  11,525.  30 
cts. 


The  Architecture  of  Our  Large  Provin- 
cial Towns.  Cardiff.  Historical  account 
and  illustrated  description  of  architectural 
points  of  interest  and  of  the  important 
buildings.  5,800  w.  Builder— March  13, 
1897.  No.  11,810.  30  cts. 
GBSSO. 

Gesso.  Matthew  Webb.  Read  before  the 
Applied  Art  Section,  Society  of  Arts.  Ex- 
plains the  distinction  between  gesso  and 
stucco  and  touches  also  on  stucco  works, 
the  composition  of  gesso  and  treatment. 
3,000  w.  Arch,  Lond— March  5,  1897.  Ser- 
ial. 1st  part  No.  11,657.  30  cts. 
GRANITE,  Tests  of. 

Experimental  Investigations  Upon 
Granite.  (Untersuchungen  von  Granit.)  C. 
Bach.  A  most  valuable  series  of  ex- 
periments upon  the  strengtb  and  elas- 
ticity of  granite,  with  tabulated  and 
graphical  records;  also  an  extension  of 
the  principles  developed  to  other  ma- 
terials of  construction.  10.000  w. 
Zeitschr  d  ver  deutscher  Ing — Feb.  27, 
1897.  No.  11,711.  30  cts. 
GREECE. 

Greek  Sculpture  and  Greek  Legend.  F. 
S.  Granger.  Read  before  the  Architec- 
tural Assn.  Discusses  the  sculpture  of  the 
Acropolis    of    Athens;    the    legend  of 
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Athena,  the  divine  protector  of  the  Athen- 
ians, and  the  architecture.  5,200  w. 
Arch.  Lond— March  12,  1897.  No.  11,816. 
30  eta. 

HERALDRY. 

Heraldry  in  English  Mediaeval  Archi- 
tecture. W.  H.  St.  John  Hope.  Abstract 
of  a  paper  read  before  the  Roy.  Inst,  of 
Brit.  Archts.  Confined  to  the  period  be- 
tween 1216  and  1547.  Followed  by  brief 
discussion.  1,600  w.  Arch,  Lond— March 
19.  1897.  No.  11,942.  30  cts. 
LANDSLIDE. 

The  Fall  of  the  Gumpendorf  Slaughter- 
House  in  Vienna.  (Der  Elnsturz  in  Gum- 
pendorfer  Schlachthause  In  Wien.)  Illus- 
trated description  of  the  wrecking  of  a 
large  building  by  the  slipping  of  the  foun- 
dation of  a  retaining  wall.  1,000  w. 
Zeitschr  des  Oesterr  Ing  u  Arch  Ver 
—Feb.  26,  1897.  No.  11,732.  30  cts. 

LIBRARY. 

The  National  Library  Notes  on  a  lec- 
ture by  Mr.  Barnard  R.  Green.  111.  2,600 
w.  In  Arch— March,  1897.  No.  11.656.  45 
cts. 

NEW  YORK. 

The  Sky-Line  of  New  York,  1881-1897. 
Montgomery  Schuyler.  Comments  on  the 
changes  wrought  in  the  appearance  of 
the  city  as  viewed  from  the  harbor,  with 
illustrations  giving  the  view  in  1881  and 
again  in  1897.  1,300  w.  Harper's  Wk— 
March  20,  1897.   No.  11,611.   15  cts. 

PARIS. 

Paris  the  Magnificent.  H.  H.  Ragan. 
Describes  the  striking  features  of  the 
city,  giving  Illustrations  of  the  beautiful 
architecture  and  streets.  3,000  w.  Chau. 
April,  1897.    No.  11.870.    30  cts. 

ROOFISG. 

Roofing  Tiles  in  the  Fatherland.  Albert 


V.  Bleininger.  Considers  the  process  of 
the  manufacture  of  these  tiles,  and  their 
classification  according  to  patterns.  3,500 
w.    Brick— March,  1897.    No.  11.473.  15 

Ct8. 

SCHMIDT  MONUMENT. 

Dedication  of  the  Monument  to  Fried- 
rich  Schmidt  in  Vienna.  (Das  Frledrich 
Schmidt  Denkmal  in  Wien.)  An  account 
of  the  ceremonies  of  the  dedication  of  the 
portrait  statue  of  the  late  eminent  archi- 
tect of  Vienna  with  an  excellent  Illustra- 
tion. Zeitschr  d  Oesterr  Ing  u  Arch  Ver — 
Feb.  19.  1897.  No.  11,729.  30  cts. 
STAINED  GLASS. 

The  Art  of  Stained  Glass.  Pauline  King. 
The  gradual  progress,  waning  and  new 
life  of  stained  glass;  the  artists  most 
noted  in  this  work,  and  its  success  in  this 
country.  1,800  w.  Chau— April,  181*7 
No.  11.872.    30  cts. 

TIMBER. 

See  same  title  under  Civil  Engineering 
—Miscellany. 

TRAINING. 

On  the  Probable  Influence  of  the  Tech- 
nical Education  Movement  Upon  the 
Architect  and  His  Work.  Frank  Caws. 
Read  at  meeting  of  the  Northern  Arch 
Assn.  Short  discussion.  5600  w.  Jour 
Roy  Inst  of  Brit  Archs—  March  4,  18*j7. 
No.  11.848.    30  cts. 

TRAINING. 

The  Educational  Training  of  Archi- 
tects. Leopold  Eidlitz.  Reviews  the  past 
practice  in  the  training  of  architects  and 
its  effects.  The  Influence  of  the  science 
of  mechanics  on  architecture:  the  influ- 
ence of  history.  Discussion  follows.  7,000 
w.  Jour  Roy  Inst  of  Brit  Archs— March 
4.  1897.    No.  11.847.    30  cts. 
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BRIDGES. 

BRIDGES. 

See  Standard  Specifications  for  Metal 
Bridges,  Boston  &  Maine  R.  R.,  under 
Railroad  Affairs.     Maintenance  of  Way 
and  Structures. 
BRIDGE  ExteitNlon. 

Extension  of  Skinner  Street  Bridge. 
Description  and  illustration  of  work  made 
necessary  by  the  extension  of  the  ter- 
minal station  of  the  Great  Eastern  Rail- 
way. 2,000  w.  Eng  Lond— Feb.  26,  1897. 
No.  11.515.    30  cts. 

CANTILEVER. 

The  FranciB-Joseph  Bridge  at  Buda- 
pest. (Die  Franz-Josefs-Briicke  in  Buda- 
pest.) Illustrated  description  of  the  new 
steel  cantilever  bridge  over  the  Danube  at 
Budapest.  The  main  clear  span  is  674 
feet,  the  side  spans  260  feet  each.  3,500 
w.  Zeischr  d  Oesterr  Ing  u  Arch  Ver— 
Feb.  26.  1897.   No.  11,731.   15  cts. 


DRAW  BRIDGE. 

The  Hydraulic  Rolling  Bridge  of  the 
Port  of  Cherbourg.  (Pont  Rouland  Hy- 
draullque  du  Port  de  Cherbourg.)  This 
is  a  bridge  spanning  the  passage  between 
two  of  the  basins  of  the  Cherbourg  docks 
and  is  arranged  to  be  lifted  and  drawn 
back  by  hydraulic  power;  span  98  feet 
2.500  w.  1  Plate.  La  Revue  Technique— 
Feb.  25,  1897.    No.  11,751.    30  cts. 

DULtTTH-Snperlor. 

The  Duluth-Superior  Bridge.  Eleva- 
tion, plan,  cross-section,  and  general  de- 
scription of  an  important  bridge  nearly 
completed,  connecting  Rice's  Point,  Du- 
luth,  with  Connor's  Point,  Superior.  800 
w.  R  R  Gaz— March  12, 1897.  No.  11,552. 
15  cts. 

FOUNDATIONS. 

Foundations  for  Masonry.  Deals  prin- 
cipally with  the  setting  out  of  founda- 
tions for  bridges  and  the  care  necessary. 
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111.  1,400  w.  Ill  Car  &  Build— Feb  26, 1897. 
No.  11.510.   30  cts. 

GIRDERS. 

Contribution  to  the  Question  of  the 
Cross  Section  of  Continuous  Plate  Gird- 
ers. (Beltrag  zur  Frage  der  Querschnitt- 
sermittlung  Kontinuilicher  Blechbalken. 
A  Meves.)  A  graphical  examination  of  a 
method  by  which  the  greatest  bending 
moment,  and  consequent  section,  may  be 
obtained  with  little  labor  for  any  given 
conditions.  2,500  w.  Zeltschr  d  ver 
deutscher  Ing— Feb.  6,  1897.  No.  11,703. 
30  cts. 

New  Formulas  for  Finding  the  econom- 
ical Height  of  Plate  Girders.  Henry 
Szlapka.  Formulas  given  are  simpler 
than  those  generally  used  and  claimed  to 
be  theoretically  exact  within  the  limits  of 
the  assumption.  600  w.  Eng  Rec— March 
27.  1897.  No.  11.900.  15  cts. 
LONG  Span. 

Long-Span  Bridges  for  Great  Cities.  O. 
F.  Nichols.  A  paper  presented  at  the 
meeting  of  the  Dept.  of  Engng.  of  the 
Brooklyn  Inst  of  Arts  and  Sciences, 
having  special  reference  to  projects  for 
crossing  the  East  River,  N.  Y.  6,000  w. 
Eng  Rec— March  13, 1897.  No.  11,638.  15  cts. 
MASONRY. 

Masonry  for  Bridges.  C.  E.  Fowler. 
Illustrated  examples  of  noted  bridges  are 
given  with  a  few  suggestions.  800  w. 
Stone— March,  1897.   No.  11,660.    30  eta. 

MASONRY  Arch. 

Brick  Arch  with  Stone  Facing  at  the 
Entrance  to  Cornell  University  Campus, 
Ithaca,  N.  Y.  Illustrated  description  of 
arch  built  in  place  of  old  cast-iron  bridge 
at  the  entrance  to  the  campus.  900  w. 
Eng  News— March  11,  1897.  No.  11,550. 
15  cts. 

MOWEKT  Table. 

An  Improved  Moment  Table.  W.  C. 
Armstrong.  A  table  for  computing  mo- 
ments and  shears  In  bridge  trusses  from 
concentrated  loads,  presenting  new  fea- 
tures aiming  to  reduce  the  arithmetical 
work  to  the  least  possible  limit  consistent 
with  the  desired  accuracy.  1,200  w.  Eng 
News— March  11, 1897.  No.  11,549.  15  cts. 
SEW  ORLEANS. 

The  Proposed  Mississippi  River  Bridge 
at  New  Orleans.  Brief  description  of  de- 
sign, the  special  features  of  which  are  a 
span  of  1,000  ft  and  the  character  of  the 
foundation  material.  700  w.  Eng  News 
-April  1.  1897.  No.  12,014.  15  cts. 
NIAGARA. 

New  Steel  Arch  Bridge  for  Trolley  Line 
Across  the  Niagara  Gorge.  Orrin  E.  Dun- 
lap.  Describes  bridge  in  course  of  con- 
struction which  will  afford  the  first  trol- 
ley car  connection  between  the  Dominion 
of  Canada  and  the  United  States.  700  w. 
W  Elec— April  3,  1897.   No.  12.025.   15  cts. 

STEEL  Areh. 

Recent  Bridge  Competitions.  (Neue 


Briickenwettbewerbe.  R.  Krohn.)  A  dis- 
cussion by  the  engineer  of  the  Gutehoff- 
nungshutte,  of  recent  designs  for  steel 
arch  bridges  of  spans  of  400  to  640  feet, 
including  the  bridges  for  Bonn,  Bern, 
and  DQsseldorf.  6,000  w.  Zeltschr  d  Ver 
deutscher  Ing— Feb.  13,  1897.  No.  11,706. 
15  cts. 
STRAINS. 

Measures  the  Bridge  Strain.  An  ac- 
count of  an  instrument  so  sensitive  as  to 
accurately  measure  the  strain  caused  by 
the  footfall  of  a  pedestrian  crossing 
Brooklyn  Bridge.  1,100  w.  Sci  Am  Sup 
—March  20,  1897.  No.  11,670.  15  cts. 
SUSPENSION  Brldare. 

The  Suspension  Bridge  Over  the  Ohio 
River  at  Rochester,  Pa.  E.  K.  Morse. 
Illustrated  description  of  a  bridge  with  a 
channel  span  of  800  ft.,  with  some  opin- 
ions of  the  writer  on  the  construction  of 
suspension  bridges.  3,000  w.  Eng  News 
—April  1,  1897.    No.  12,010.    15  cts. 

Suspension  Bridge  Over  the  Ohio  River 
at  East  Liverpool,  O.  Hermann  Laub.  Il- 
lustrated description  of  bridge  for  high- 
way and  electric  railway  traffic,  of  the 
stiffened  suspension  type.  1,500  w.  Eng 
News— April  1,  1897.    No.  12.012.    15  cts. 

CANALS,  RIVERS  AND  HARBORS. 

CAISSON. 

Movable  Pneumatic  Caisson  for  Sub- 
marine Rock  Excavation.  From  Revue 
Technique.  Description  of  an  apparatus 
installed  by  the  Prussian  Government, 
near  Bingen,  for  the  removal  of  the  rocks 
in  the  river  Rhine.  600  w.  Eng  Rec— 
March  6,  1897.   No.  11,455.   15  cts. 

The  Caisson  at  North  Pier-Head,  Mad- 
ras Harbor,  Robert  William  Thompson. 
Description,  with  illustration,  of  a  diffi- 
cult piece  of  work.  2,400  w.  Ind  &  East 
Eng— Jan.  30,  1897.  No.  11,465.  45  cts. 
CANAL. 

The  DlBmal  Swamp  (North  Carolina) 
Canal.  Croatan.  Letter  to  the  editor  call- 
ing attention  to  errors  in  an  article  pub- 
lished in  this  same  paper  in  the  issue  of 
March  5.  1,100  w.  R  R  Gaz— March  19, 
1897.  No.  11,691.  15  cts. 
DAM. 

See  Electrical  Engineering — Power,  and 
Civil  Engineering— Miscellany. 

GREAT  LAKES. 

Raising  the  Levels  of  the  Great  Lakes. 
B.  H.  Muehle.  Abstract  from  the  advance 
proofs  of  a  paper  presented  to  the  Michi- 
gan Engng.  Soc.  A  study  of  the  effect 
the  construction  of  deep  water  channels 
to  the  sea  will  have  on  the  levels  of  the 
lakes,  with  a  discussion  of  projects  for 
artificially  raising  the  lakes.  1,700  w. 
Kng  News— March  18,  1897.  No.  11,789. 
15  cts. 

LOCKS. 

Cascade  Locks.  Edw.  K.  Bishop.  Inter- 
esting description  of  locks  on  the  Colum- 
bia River,  rivalling  those  of  Sault  Ste. 
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Marie  In  size,  and  affecting  a  territory 
about  double  the  area  of  New  York  State. 
2,300  w.  Sci  Am— March  13,  1897.  No. 
11,633.  15  eta. 

Mississippi  Improremcnt. 

The  Problem  of  Deep  Water  Navigation 
Through  the  Passes  from  the  Mississippi 
River  to  the  Gulf  of  Mexico.  J.  A.  Ocker- 
eon.  An  account  of  the  character  of  the 
passes  and  the  work  done  on  them,  with 
the  questions  that  must  be  considered  in 
the  selection  of  a  proper  site  for  carrying 
on  successful  works  of  channel  improve- 
ment. Maps.  4,000  w.  Jour  Assn  of 
Engng  Soc— Feb.,  1897.  No.  11,891.  30 
cts. 

NEW  YORK 

See  New  York  Harbor,  under  Marine 
Engineering— Miscellany. 

NICARAGUA  Canal. 

A  Spanish  View  of  the  Nicaragua  Canal. 
Jose  Oultierres  Sobral.  States  briefly  the 
three  proposed  routes  and  the  difficulties 
to  be  met;  then  discusses  the  value  of  a 
canal  cutting  the  Isthmus,  and  its  im- 
portance in  a  military  sense.  3,500  w. 
N  Am  Rev— April,  1897.  No.  11,977  45 
cts. 

PROPULSION. 

See  Propellers  and  Propulsion  under 
Marine  Engineering. 

RIVER  IMPROVEMENT. 

The  Correction  of  the  Flon  and  Its  Afflu- 
ents at  Lausanne.  (Correction  du  Flon 
Lausannols  et  de  ses  Affluents.)  An  illus- 
trated account  of  the  improvements  of  a 
mountain  torrent  which  had  been  a  con- 
stant source  of  danger  from  sudden  Inun- 
dations. Gives  a  good  idea  of  Swiss  hy- 
draulic problems.  4,500  w.  La  Revue 
Technique.  March  10,  1897.  No.  11.756. 
30  cts. 

IRRIGATION. 

IRRIGATION. 

A  Few  Hints  to  Students  of  Irrigation 
Engineering.  A.  M.  Ryon.  The  work  In 
this  Held  that  will  be  required  in  the  fu- 
ture, and  the  importance  that  the  irriga- 
tion engineer  should  understand  the  laws 
and  business  side  of  the  undertaking. 
2,600  w.  Sch  of  Mines  Quar— Jan..  1897. 
No.  11.992.    45  cts. 

WATER  Supplier. 

Water  Supplies  in  Southern  California. 
J.  L.  Van  Ornum.  A  consideration  of  the 
physical  characteristics  of  this  region, 
with  a  study  from  personal  investigations 
made  eighteen  months  ago  in  the  San 
Gabriel  and  San  Bernardino  Valleys.  The 
chief  mode  of  development  is  by  tunnel- 
ling, though  it  contains  examples  of  all 
Important  methods.  5,500  w.  Jour  Assn 
of  Engng  Soc— Feb.,  1897.  No.  11.893.  30 
cts. 

MISCELLANY. 

BEAMS. 

The  Efficiency  of  Built-Up  Wooden 
Beams.    Edgar  Kidwell.   Summary  of  re- 


sults obtained  from  a  series  of  tests  of 
such  beams.  111.  1,500  w.  Eng  News — 
March  11,  1897.  No.  11,546.   15  eta. 

CEMENT. 

European  Portland  Cement  Industry. 
Frederick  H.  Lewis.  Notes  of  travel.  Part 
first  refers  to  the  works  at  Grays.  Essex, 
and  the  Francis  works  at  CI  iff  e.  1,600  w. 
Eng  Rec— March  13,  1897.  No.  11,637.  15 
cts. 

Notes  on  the  Use  and  Testing  of  Hy- 
draulic Cements.  H.  P.  Board  man.  These 
notes  are  the  result  of  nearly  two  years* 
experience  In  the  cement  testing  labora- 
tory of  the  Sanitary  District  of  Chicago. 
Effects  of  varying  proportions  of  water, 
testing,  machine  mixing,  &c.,  are  treated 
in  part  1st.  2,700  w.  Wis  Eng— Jan.,  1897. 
No.  11,865.   45  cts. 

Methods  of  Cement  Testing.  Replies  to 
a  series  of  questions  sent  to  civil  engi- 
neers, chemists  and  others.  3,400  w. 
Munlc  Engng— April,  1897.  No.  11,997. 
30  cts. 

CIVIL  Engineer**  Society. 

Homes  of  the  Engineers.  An  illustra- 
tion of  the  new  house  of  the  Institution  of 
Civil  Engineers  in  London,  with  a  refer- 
ence to  the  work  which  is  being  carried 
on  within  its  walls,  and  brief  history  of 
the  society.  2,600  w.  Ir  &  Coal  Trds 
Rev— March  12,  1897.   No.  11,852.   30  cts, 

COMPENSATION. 

Engineering  Compensation.  M.  S.  Park- 
er. Brief  statement  of  facts  bearing  upon 
the  remuneration  of  civil  engineers,  and 
claiming  that  they  are  not  compensated 
as  highly  as  in  other  professional  em- 
ployments, nor  as  well  in  the  United 
States  as  in  England.  2,000  w.  Jour 
Assn  of  Engng  Soc— Feb.,  1897,  No.  11,- 
890.   30  cts. 

DAM. 

The  Proposed  Steel-Faced  Concrete 
Arch  Dam,  Ogden,  Utah.  Bids  were 
called  for  on  three  distinct  plans,  which 
are  illustrated  and  described.  1,800  w. 
Eng  Rec— March  6,  1897.  No.  11,454.  16 
cts. 

PILE  Screwing. 

A  New  Hydraulic  Pile-Screwing  Plant. 
Illustrated  description.  600  w.  Ind  Engng 
-Feb.  27.  1897.   No.  11,950.   45  cts. 

ROADS. 

Recent  Legislation  on  Improved  Roads. 
J.  L.  Van  Ornum.  A  digest  of  road  legis- 
lation in  the  United  States,  with  editorial 
comment.  4,500  w.  Eng  News— March  25, 
1897.    No.  11,877.    15  cts. 

TIMBER  Preservation. 

The  Preservation  of  Structural  Timber. 
John  D.  Isaacs.  Reprinted  from  the  Thir- 
teenth Report  of  the  State  Mineralogist 
of  California.  Processes  tried  and  aban- 
doned, with  a  description  of  the  prac- 
tically successful  processes  in  use,  and 
those  useful  under  stated  conditions.  4,000 
w.  Eng  News— March  11,  1897.  No.  11.- 
548.    15  cts. 
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TlXXEL,. 

An  Irish  Channel  Tunnel.  J.  Ferguson 
Walker.  A  collection  of  the  main  facta 
of  the  history  of  proposed  railway  com- 
munication between  Great  Britain  and  Ire- 
land, with  some  suggestions  as  to  the 
practical  realization  of  the  scheme.  7,800 
w.  Contemporary  Rev— March,  1897.  No. 
11.644.   45  cts. 


WATERPROOF  Cements. 

Practical  Points  About  Waterproof  Ce- 
ments. (Praktische  Erfahrungen  ttber  die 
Herstellung  wasserdichte  Kltte.)  A  dis- 
cussion, with  many  practical  recipes  for 
cements,  glues,  luting,  &c,  Ac,  which  will 
resist  the  action  of  moisture.  2,500  w. 
Glaser's  Annalen— March  1,  1897.  No.  11,- 
720.   45  cts. 


ECONOMICS  AND  INDUSTRY. 


COMMERCE  AND  TRADE. 

CHINA. 

China:  Its  Resources,  Industries  and 
Markets,  with  Special  Reference  to  Brit- 
ish Trade.  General  discussion  of  the  po- 
sition of  this  country  in  relation  to  trade, 
with  information  relating  to  products, 
communication,  tariff,  labor,  resources, 
Ac.  10,800  w.  Ir  ft  Coal  Trd  Rev— Feb. 
26,  1897.    No.  11.561.    30  cts. 

ELECTRIC  Machinery. 

Foreign  Duties  on  Electric  Machinery 
and  Lamps.  A  statement  showing  the 
rates  of  import  duty  leviable  on  dynamo- 
electric  machinery  and  electric  lamps  in 
the  principal  European  countries  and  In- 
dia. 1,500  w.  Cons  Repts— March,  1897. 
No.  11,873.    45  cts. 

EXPORT  Trade. 

The  Significance  of  Our  Expanding  Ex- 
port Trade.  Thomas  A.  Eddy.  Showing 
the  dependence  of  export  interests  upon 
international  banking  facilities,  swift  and 
regular  shipping  facilities,  and  the  adap- 
tation of  production  to  foreign  demands. 
4.100  w.  Eng  Mag— April,  1897.  No. 
12.045.  30  cts. 
FAILURES. 

The  Decreasing  Commercial  Death  Rate. 
An  improvement  of  11  per  cent  in  the 
number  of  business  failures  compared 
with  the  first  quarter  of  1896.  900  w. 
Bradstreefs— April  5.  1897.  No.  12.008. 
15  cts. 

FOREIGN  Trade. 

Foreign  Trade  of  Argentina,  Uruguay 
and  Brazil.  Results  of  Investigations  con- 
ducted by  a  commission  organized  by  Na- 
tional Assn.  of  Manufacturers  of  the  U. 
S.  A.  The  object  Is  to  give  practical 
knowledge  of  the  resources  of  these  coun- 
tries and  to  Indicate  means  by  which  trade 
between  these  nations  and  the  United 
States  could  be  enlarged.  Maps.  33,000 
w.  Circ  of  Nat  Assn  of  Mfrs— No.  12.  No. 
12.041.  45  cts. 

JAP  All. 

Commercial  Museum  in  Japan.  The  rules 
and  regulations  of  the  Osaka  Commercial 
Museum,  the  purpose  of  which  is  to  afford 
a  central  place  for  the  exhibition  of  the 
productions  of  native  and  foreign  pro- 
ducers. 3,800  w.  Cons  Repts— March, 
1897.  No.  11.875.   45  cts. 


NAVIGATION  Lawn. 

Protective  Navigation  Laws.  Remarks 
on  the  upbuilding  of  our  merchant  mar- 
ine and  the  bright  outlook  for  our  ship- 
ping. 2,000  w.  Gunton's  Mag— April,  1897. 
No.  12,004.  30  cts. 
TARIFF. 

Need  of  Integrity  In  Tariff  Discussion. 
Discusses  the  subject  as  presented  by  dif- 
ferent journals  and  from  different  points 
of  view.  2,500  w.  Qunton's  Mag— April, 
1897.   No.  12,003.  30  cts. 

New  Customs  Tariff  of  Barbados.  List 
of  import  duties  to  be  levied  during  the 
period  from  Jan.  1,  1892,  to  Dec.  31,  1897. 
1.600  w.  Bd  of  Trd  Jour— March.  1897. 
No.  12,042.   30  cts. 

Queensland  Customs  Tariff.  A  list  of 
articles  exempt  from  duty  on  Importation 
into  the  colony,  with  the  dates  from 
which  such  exemption  takes  effect.  3.400 
w.  Bd  of  Trd  Jour— March.  1897.  No. 
12.043.    30  cts. 

The  Dingley  Tariff  Bill.  The  metal 
schedule  of  the  new  Tariff  bill  introduced 
by  the  Ways  and  Means  Committee  of  the 
United  States  Congress,  with  editorial 
cemment.  7,800  w.  Ir  Age— March  18. 
1897.    No.  11.680.    15  cts. 

Tariff  Changes  and  Customs  Regula- 
tions. Russia,  Netherlands,  Netherlands- 
Curacoa,  Netherlands  -  Dutch  Guiana, 
France,  France-Tunis,  France-Ivory 
Coast,  Portugal,  Portugal-Southeast  Afri- 
ca. Italy,  Greece,  Turkey,  United  States, 
Brazil,  Bolivia,  St.  Lucia,  St.  Vincent. 
Victoria,  West  Australia.  3,700  w.  Bd  of 
Trd  Jour— March,  1897.  No.  12,044.  30 
cts. 

TRADE. 

Pushing  Our  Trade  Abroad.  A.  F.  Ten- 
nille.  Discusses  the  methods  adopted  by 
American  manufacturers  and  compares 
them  with  Germany,  and  suggests  the 
way  to  remedy.  1,100  w.  Elec— March 
31.  1897.   No.  11,978.   15  cts. 

CURRENCY  AND  FINANCE. 

CURRENCY. 

How  Not  to  Reform  the  Currency.  A 
discussion  of  Ideas  of  Austin  W.  Wright, 
as  expressed  In  an  article  in  "Free  Bank- 
ing, &c,"  in  Electrical  Engineering,  Aug. 
1896.  The  writer  thinks  the  situation  in 
the  United  States  requires  constructive 
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legislation,  obliging  all  banks  to  come 
under  a  gene»al  banking  act.   2,400  w. 
Gunton's  Mag— March,  1897.    No.  11,488. 
30  cts. 
CHINA. 

Chines©  Finance.  A  short  sketch  of  the 
main  points  of  an  interesting  article  by 
Mr.  Consul  Jamieson,  of  Shanghai,  bear- 
ing on  the  revenue  and  expenditure  of  the 
empire.  1,800  w.  Engng— March  12,  1897. 
No.  11,830.   30  cts. 

CURRENCY. 

The  First  Step  in  Currency  Reform. 
Henry  J.  Ford.  A  discussion  of  the  situ- 
ation in  the  United  States,  urging  bank- 
ing reform  before  the  retirement  of  treas- 
ury notes,  and  criticism  of  the  resolutions 
of  the  Indianapolis  Monetary  Convention. 
1,800  w.  Bankers'  Mag  N  Y— March,  1897. 
No.  11,645.    45  cts. 

FINANCE. 

Growth  of  Sound  Financial  Opinion.  Re- 
views the  history  of  financial  opinion  in 
the  United  States,  shows  encouraging 
signs  of  a  general  growth  of  uniform 
opinion  on  the  essential  principles  of 
finance,  and  gives  the  suggestions  for  re- 
form as  presented  in  the  N.  Y.  Journal  of 
Commerce.  3,800  w.  Gunton's  Mag— March, 
1897.    No.  11,486.    30  cts. 

FINANCIAL  Problem. 

Arbitration  the  Only  Solution  of  the 
Financial  Problem.  Allen  Ripley  Foote. 
Reasons  for  constituting  a  United  States 
currency  commission  are  given  and  the 
various  phases  of  the  problem  discussed. 
4.200  w.  Forum— April,  1897.  No.  11,945. 
30  cts. 

MONEY. 

Money  Without  Law.  Carlyle  Mc- 
Klnley.  Discusses  means  of  adjusting 
the  differences  between  the  advocates  and 
opponents  of  free  coinage  of  silver.  Sug- 
gests the  adoption  of  gold  and  silver 
pieces  of  uniform  weight  and  quality,  as 
the  only  thing  necessary  to  establish  a 
perfect  system  of  international  money  for 
all  nations  that  adopt  it.  3,200  w.  Bank- 
ers' Mag  N  Y— March,  1897.  No.  11,646. 
45  cts. 

RAILWAY  Finance. 

A  Pivotal  Movement  in  Finance.  A 
discussion  of  the  Lake  Shore  Railway  re- 
funding plan  and  its  effect.  1,000  w. 
Bradstreefs— March  13,  1897.  No.  11,564. 
15  cts. 

GOVERNMENT  CONTROL. 

ANTI-TRUST  Law. 

Railroad  Agreements  Under  the  Anti- 
Trust  Law.  Discusses  the  decision  in  the 
action  brought  by  the  United  States  Gov- 
ernment against  the  Tranti-Missouri 
Freight  Assn.  Also  some  of  the  effects 
of  the  decision.  2,200  w.  Bradstreefs— 
March  27,  1897.    No.  11,896.    15  cts. 

TRUSTS. 

Investigation  of  the  "Rubber  Trust." 
Comments  on  the  Investigations  of  the 
United  States  Rubber  Co.   2,500  w.  Ind 


Rub  Wld— March  10.  1897.  No.  11.650. 
45  cts. 

The  Lexow  Anti-Trust  Report.  Com- 
ment on  the  report  of  the  New  York  State 
Investigating  Committee,  reviewing  the 
work  and  what  was  accomplished.  2.500 
w.  Gunton's  Mag— April,  1897.  No.  12,- 
006.   30  cts. 

Views  of  an  Anti-Monopolist  on  Trusts. 
A  statement  of  Mr.  Thurber's  views  as 
presented  to  the  Lexow  Committee  In 
New  Yor^.  1,600  w.  Gunton's  Mag — 
April,  1897.    No.  12,007.   30  cts. 

LABOR. 

EIGHT-Honp  Day. 

How  to  Attain  the  Eight-Hour  Day. 
Rev.  Jesse  H.  Jones.  Suggestions  for  the 
attainment  of  this  end  and  arguments 
showing  that  business  will  be  as  profita- 
ble as  on  the  ten-hour  system.  2,000  w. 
Gunton's  Mag— March,  1897.  No.  11.487. 
30  CtS. 
JAPAN. 

Conditions  of  Labor  in  Japan.  Fusa- 
taro  Takano.  Presents  the  life  conditions 
of  the  typical  classes  of  Tokyo  workers 
who  represent  Japanese  laborers  of  the 
whole  country  in  many  respects.  2,800  w. 
Gunton's  Mag— April,  1897.  No.  12.005. 
30  cts. 

PADRONE  Sr»tem. 

The  Padrone  System  and  Padrone 
Banks.  John  Koren.  Describes  the  sys- 
tem as  practised  in  the  United  States 
some  thirty  years  ago,  which  no  longer 
exists,  and  what  is  termed  the  padrone 
system  at  the  present  time,  with  other 
matters  relating  to  Italian  labor;  also  the 
peculiar  system  of  banking  in  vogue 
among  the  Italians  of  this  country.  8.000 
w.  Bui  of  Dept  of  Labor— March,  1S97. 
No.  11,647.    45  cts. 

STIUKE. 

An  English  Railroad  Strike.  W.  M. 
Acworth.  A  brief  account  of  the  recent 
strike  on  the  Northeastern  Railway  of 
England.  1.200  w.  R  R  Oaz— March  26. 
1897.    No.  11,889.    15  cts. 

The  Collapse  of  the  Northeastern 
Strike.  Short  account  of  the  trouble  and 
its  settlement.  1,800  w.  Trans — March 
5,  1897.   No.  11,605.  80  cts. 

TRADE  UNIONS. 

Organized  Labor  Abroad.  Evidence  of 
the  progress  of  trade-unionism  abroad. 

I,  600  w.  Gunton's  Mag— March,  1897.  No. 

II,  489.    30  cts. 

The  Engineers'  Dispute.  Editorial  dis- 
cussion of  labor  troubles  in  England,  with 
letters  sent  by  employers  to  the  Amalga- 
mated Soc.  2.800  w.  Engng— March  5. 
1897.  No.  11,598.  30  cts. 
WORKMEN'S  Hoa»ea. 

See  same  title  under  Architecture  and 
Building— Construction  and  Design. 

MISCELLANY. 

CANADA. 

The  Progress  of  Canada  During  the  Six- 
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ty  Years  of  Her  Majesty's  Reign.  J.  G. 
Colmer.  A  description  of  Canada  as  it 
was,  of  some  of  the  prominent  events  in 
the  last  sixty  years,  and  Canada  as  it  is 
to-day.  Short  discussion  follows.  10,500 
w.  Jour  Soc  of  Arts — March  6,  1897.  No. 

II.  590.  30  cts. 

CHINA. 

See  same  title  under  Electrical  Engi- 
neering—Miscellany. 

JAP  AX. 

Railroad  and  Industrial  Improvements 
in  Japan.  Calls  attention  to  the  efforts 
made  by  this  government  to  investigate 
the  methods  of  railroads  in  the  United 
States  and  Europe,  and  to  make  them- 
selves masters  of  allied  industries.  900 
w.  No.  11,885    15  cts. 

LIMBER  InrifMrtry-. 

Modern  Logging  in  the  Northwestern 
States.  Edward  K.  Bishop.  Describing 
the  Improved  methods  of  yarding  and 
hauling  logs  In  an  Oregon  logging  camp. 

III.  3,200  w.  Eng  Mag— April,  1897.  No. 
12,051.   30  cts. 

NETHERLANDS. 

The  Dutch  Society  for  General  Welfare. 


J.  Howard  Gore.  A  study  of  the  work  ac- 
complished by  this  society  in  Amsterdam, 
whose  purpose  is  to  "advance  general 
prosperity  and  to  strive  for  the  promotion 
of  the  intellectual,  moral  and  social  con- 
dition of  the  people,  especially  by  foster- 
ing education,  by  ennobling  their  concept 
of  life,  by  increasing  the  earning  capacity 
of  the  wage  earner  and  by  enabling  him 
to  better  enjoy  the  fruits  of  his  labor." 
9.000  w.  Bui  of  Dept  of  Labor— March. 
1897.  No.  11.648.  45  cts. 
NICARAGUA  Canal. 

See  Civil  Engineering,  Canals,  Rivers 
and  Harbors. 

PROSPERITY. 

What  Will  Bring  Prosperity?  Charles 
Stewart  Smith  and  Francis  B.  Thurber. 
Mr.  Smith  recommends  fair  play  to  honest 
Industry,  whether  represented  by  private 
workers  or  organized  capital,  and  the  dis- 
pelling of  all  doubt  as  to  the  circulating 
medium  of  the  country  (the  United  States). 
Mr.  Thurber  suggests  six  important  steps 
that  should  be  taken,  the  first  being  the 
settlement  of  finances.  2,800  w.  N  Am 
Rev— April,  1897.    No.  11,976.    45  cts. 
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ELECTRO  -  CHEMISTRY. 

BLEACHWO. 

The  Sulphite  and  Electric  Works  at  Hal- 
iein.  (Die  Sulphit  und  Elektrlschen  An- 
lagen  in  Halleln.)  An  account  of  the  new 
paper  pulp  works  at  Halleln,  near  Salz- 
burg, in  which  the  bleaching  is  performed 
by  Dr.  Kellner's  process  of  sulphite  and 
electric  current.  1,500  w.  Elektrochem- 
ische  Zeitschr— Feb.,  1897.  No.  11,771.  45 
cts. 

CARBON  Blement. 

Experiments  Upon  the  Carbon  Element. 
(Unteranchungen  iiber  die  Vorgange  im 
Kohle-Element.)  Experiments  In  the  pro- 
duction of  electricity  by  the  solution  of 
carbon  in  melted  caustic  potash,  with 
reference  to  the  researches  of  Dr.  Jacques 
and  Mr.  Reed,  made  in  the  laboratory  of 
the  Hagen  Accumulator  Works.  3,000  w. 
and  many  diagrams.  Zeitschr  fiir  Elek- 
trochemie—  Feb.  20,  1897.  No.  11,768.  30  cts. 

FURNACES. 

Electric  Furnaces.  J.  Warren.  De- 
scription of  some  of  the  most  notable 
furnaces  constructed  with  a  view  to  trans- 
forming ordinary  carbon  into  its  denser 
modifications.  111.  2.000  w.  Elec,  Lond— 
March  12.  1897.  Serial.  1st  part.  No. 
11.800.  30  cts. 

A  Simple  Form  of  Electric  Furnace. 
(Ueber  eine  geeignete  Form  des  Elek- 
trisohen  Ofens.)  A  small  furnace,  suitable 
for  the  production  of  calcium  carbide  or 
carborundum,  made  of  solid  blocks  of  car- 
bon. 1.500  w.  Zeitschr  fur  Elektrochemie 
-Feb.  5, 1897.  No.  11,766.  30  cts. 


METALLURGY. 

Metallurgical  Applications  of  Electric 
Heating.  H.  Poisson,  in  Revue  Industrie 
elle.  Describes  processes  and  furnaces. 
111.  2,200  w.  Sci  Am  8up— March  20,  1897. 
No.  11,671.   15  cts. 

LIGHTING. 

ALTERNATING  Current*. 

Alternating  Current  Working.  H.  E. 
Raymond.  Suggestions  Intended  to  aid 
the  Inexperienced  in  the  practice  of  alter- 
nating-current transmission.  1,600  w.  Am 
Elect'n— March,  1897.    No.  11,780.  15  cts. 

ARC. 

Curious  Freak  of  a  Voltaic  Arc.  Brief 
illustrated  description  of  irregular  per- 
formance, and  the  cause  and  remedy.  500 
w.  W  Elec— March  27,  1897.  No.  11,901. 
15  cts. 

ARC  Lamp*. 

Regulation  of  Arc  Lamps.  Calls  atten- 
tion to  the  work  that  is  being  done  in 
Europe.  Three  distinct  types  of  arc  lamp 
are  presented;  the  Eck  arc  lamp,  Kloster- 
man  lamp  "la  moderne"  and  Barrlere 
table  lamp.  111.  2.200  w.  W  Elec— March 
20,  1897.    No.  11,797.    15  cts. 

Whistling  Arcs— A  Case  of  Electro- 
static Induction  aLd  the  Remedy.  Foree 
Bain.  An  account  of  a  strange  phenome- 
non and  the  experiments  made  to  deter- 
mine the  cause,  with  the  remedy  adopted. 
3.300  w.  W  Elec— March  6,  1897.  No. 
11.468.   15  cts. 

CAR  LIGHTING. 

The  Electric  Lighting  of  the  Austrian 
Railway  Post-Offices.     (Die  Elektrische 
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Beleuchtung  yon  Eisenbahn  Postwagen  in 
OeBterreich.)  Illustrated  description  of 
the  system  of  incandescent  lamps  and 
storage  batteries  used  in  the  railway  post- 
offlce  cars  in  Austria.  2,500  w.  Elektro- 
technlsche  Zeltschr— March  4,  1897.  No. 
11,766.   30  cts. 

COAST  Defense. 

The  Electric  Light  for  Coast  Defense. 
M.  A.  Boyd.  Synopsis  of  a  lecture  as 
given  in  an  English  journal,  giving  views 
held  abroad  on  this  subject  after  practical 
tests.  900  w.  W  Elec— March  18,  1897. 
No.  11,681.   15  cts. 

COLD  Lt*ht. 

A  Cold  Light.  A  brief  acoount  of  ex- 
periments now  being  carried  out  in  Eu- 
rope by  Puluj.  700  w.  Bos  Jour  of 
Com— March  27,  1897.   No.  11,921.   16  cts. 

ELECTRIC  Light. 

See  "Electric  Light,"  under  Marine 
Engineering. 

DECORATIVE  LiKhtlnff. 

The  Electrical  Features  of  the  Inaug- 
ural Ball.  Louis  Denton  Bliss.  Illus- 
trated description  of  the  electrical  decora- 
tions. 2.000  w.  Am  Elect'n— March,  1897. 
No.  11,778.   16  cts. 

DISTRIBUTION. 

Principles  of  Electrical  Distribution. 
Francis  B.  Crocker.  Studied  chiefly  from 
the  development  In  electric  lighting.  Part 
first  deals  with  the  series  system  of  dis- 
tribution. 6.000  w.  Sch  of  Mines  Quar— 
Jan.,  1897.  Serial.  1st  part.  No.  11,987. 
45  cts. 

FAULTS. 

A  Direct-Reading  Fault  Localizer.  F. 
Charles  Raphael.  Illustrated  description 
of  instrument  to  facilitate  the  localization 
of  faults  in  light  and  power  cables.  1,000 
w.  Elect'n— March  12,  1897.  No.  11,849. 
30  cts. 

pnt.ES. 

The  Prevention  of  Fires  Due  to  Leak- 
age of  Electricity.  Frederick  Bathurst, 
The  Fothergill  prize  essay.  Gives  a  re- 
view of  the  present  methods  of  wiring 
and  reasons  for  advocating  insulating  tub- 
ing. Discussion  follows.  7.500  w.  Jour 
Soc  of  Arts— March  12,  1897.  No.  11,835. 
30  cts. 

HIGH- VOLTAGE. 

The  1897  High-Voltage  Lamp.  The 
progress  made  during  the  past  year.  111. 
1,100  w.  Elect'n— March  5,  1897.  No.  11,- 
653.    30  cts. 

INCANDESCENT  Lamp*. 

Exhausting  Lamps  by  the  "Chemical" 
Method  at  the  Edison  Lamp  Works.  De- 
scribes the  method  used  and  states  its  ad- 
vantages. 111.  1.000  w.  Elec  Eng — March 
31,  1897.   No.  11,954.    15  cts. 

Street  Lighting  In  England  by  Incan- 
descent Lamps.  A  few  facts  and  opinions 
on  the  advantages  and  disadvantages  of 
the  system,  from  experts  and  practical 


men  of  England.  2,100  w.  Elec  Wld — 
March  20.  1897.  No.  11313.  15  cts. 

The  Selection  of  Incandescent  Lamps  for 
Use  in  Trolley  Cars.  W.  Sonneberg. 
Points  out  the  necessity  for  discrimina- 
tion. 1.100  w.  Am  Elect'n— March,  1897. 
No.  11,781.   15  cts. 

INSULATION  and  Resistance. 

Investigations  Upon  Electric  Plants. 
(Untersuchung  von  Elektrischen  Anlagen.) 
A  brief  outline  of  the  methods  of  meas- 
uring the  insulation  and  resistance  of 
electric  lighting  systems.  1,000  w.  Glas- 
er's  Annalen— Feb.  15,  1897.  No.  11,717. 
45  cts. 

On  the  Measurement  of  the  Insulation 
Resistance  of  Continuous  Current  Three- 
Wire  Systems  While  at  Work.  Edwin  J. 
Houston  and  A.  E.  Kennelly.  A  response 
to  criticism  of  method  of  the  writers  by 
Maurice  Travallleur  in  L'Eclairage  Elec- 
trlque.  1,600  w.  Elec  Wld— March  6.  1897. 
No.  11.499.   16  cts. 

ISOLATED  riant. 

The  Isolated  Plant  at  the  Hillside 
House,  Scranton,  Pa.  H.  B.  Coho.  Illus- 
trated detailed  description  of  the  inter- 
esting features  of  this  plant.  1.80O  w. 
Elec  Eng— March  31,  1897.  No.  11,955.  15 
cts. 

LAMP  Testing*. 
Lamp  Testing  Bureau  Proposed  for  the 

National  Electric  Light  Association. 
President  Nichol's  plan  for  establishing 

a  lamp  testing-bureau.  U800  w.  Elec 
Eng— March  10,  1897.    No.  11,498.    15  cts. 

LIGHTING. 

Electric  Lighting.  Henry  Stooke.  Part 
first  consists  of  an  introduction  of  subject 
and  definition  of  arc  lamp.  111.  900  w. 
Ill  Car  and  Build— Feb.  26,  1897.  Serial, 
1st  part.    No.  11,509.   30  cts. 

MUNICIPAL  Lighting-. 

Municipal  Lighting  Reports.  George  S. 
Thayer.  Calls  attention  to  some  reasons 
why  municipal  ownership  does  not  pay, 
and  quotes  reports  from  various  places. 

I,  500  w.    Elec  Eng— March  24,  1897.  No. 

II,  864.    15  cts. 

Notes  on  the  Electric  Lighting  of  Fort 
William.  Illustrated  description  of  the 
installation  of  a  town  in  Scotland,  the 
first  in  that  country  to  be  lighted  by 
means  of  water  power.  1,300  w.  Elec 
Rev,  Lond— March  5,  1897.  No.  11,664. 
30  cts. 

The  Municipal  Electric  Lighting  Plant 
at  Frankfort-on-the-Main.  Describes  the 
design  of  the  station,  the  distributing  sys- 
tem and  the  operation  of  the  plant.  111. 

I,  900  w.    Eng  Rec— March  20,  1897.  No. 

II,  807.   15  cts. 

P  HOTOMETR  Y. 

The  Question  of  Photometric  Units. 
(Zur  Frage  der  photometrischen  Einhel- 
ten.)  An  argument  for  the  establishment 
of  International  units  of  strength,  brill- 
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iancy,  efficiency,  &c,  of  light,  similar  to 
the  electrical  units  already  In  use.  8,500 
w.    Elektrotechnische  Zeitschrift  Feb. 
18, 1897.  No.  11,761.  16  cts. 
VACUUM  TUBE. 

Vacuum  Tube  Lighting.  M.  A.  Edson. 
Read  before  the  Chicago  Electrical  Assn. 
Discusses  the  various  sources  of  artificial 
illumination  and  the  problem  of  reflection 
and  diffusion  of  light,  with  a  review  of 
the  work  done  In  vacuum  tube  lighting. 
2.800  w.  W  Blec— March  6.  1897.  No.  11,- 
m.  15  cts. 

POWER. 

ALTBIUT  ATORS. 

The  Maximum  Output  of  Alternators. 
Dugald  C.  Jackson.  Gives  theoretical  for- 
mulas which  apply  with  a  considerable 
degree  of  accuracy  to  the  only  machine 
with  which  the  writer  had  an  opportun- 
ity to  experiment.  6,500  w.  Elec  Wld— 
March  20.  1897.  No.  11,812.  15  cts. 
DYNAMO. 

A  New  Three-Wire  Dynamo.  T.  R.  D. 
Kenny.  A  discussion  of  the  advantages 
of  the  machine.  1.600  w.  Elec  Rev. 
Lond— Feb.  26.  1897.    No.  11,621.    30  cts. 

Dynamo  Connections  —  Circuits  and 
Methods  of  Operating.  Frank  R.  Jones.  The 
first  of  a  series  of  papers  aiming  to  show 
some  of  the  different  modes  of  connect- 
ing dynamos  to  their  circuits,  the  method 
of  control  and  the  operations  of  starting 
and  stopping  the  machines  when  so  con- 
nected. Tradesman— April  1,  1897.  Ser- 
ial.  1st  part.    No.  12,022.    15  cts. 

Equalizing  Connections  for  Compound- 
Wound  Dynamos  Coupled  In  Multiple.  E. 
R.  Keller.  Shows  the  action  of  com- 
pound machines  together  with  the  equal- 
izer connection  and  the  function  which 
it  has  to  perform,  giving  methods  of  at- 
taining the  end  desired.  2,700  w.  Jour 
Ft  Inst— March,  1897.   No.  11,451.   45  cts. 


and  Elmer  Q.  Wlllyoung.  Describes  a 
new  form  of  automatic  interrupter,  pos- 
sessing many  advantages  over  other 
forms.  1,000  w.  Jour  Fr  Inst— March, 
1897.    No.  11.463.    45  cts. 


The  Handling  of  Electric  Circuits, 
Arcs,  Ac.  A.  J.  Wurts.  Abstract  of  a 
lecture  delivered  before  Sibley  College. 
Deals  with  the  handling  of  alternate  and 
direct  currents,  describing  apparatus,  es- 
pecially the  Wurts  switches.  111.  3,500 
w.  Lib  Jour  of  Engng— March,  1897. 
No.  11.681.  30  cts. 
FAULTS. 

See  same  title  under  "Lighting." 

GENERATION  of  Electricity. 

The  Present  Status  of  the  Direct  Gen- 
eration of  Electricity  from  Fuel.  (Ueber 
die  blsuerigen  Bestrebungen,  Elektrlcltat 
unmittelbar  aus  Brennstoffen  zu  erzeu- 
gen.)  A  historical  review  of  the  subject 
from  the  time  of  Mayer  to  the  present 
day.  Paper  read  before  the  Electrotechnlc 
Society  by  Dr.  Weber.  2,500  w.  Elektro- 
technische Zeltschr— Feb.  25.  1897.  No. 
11,763.   30  cU. 

umconoit  coils. 

An  improved  Automatic  Interrupter 
for  Induction  Coils.    H.  Lyman  Sayen 


Destruction  of  the  Philadelphia  Trac- 
tion Company's  Mount  Vernon  Street  Sta- 
tion. Illustrated  description,  with  dia- 
gram giving  an  idea  of  situation.  1,200 
w.  Elec  Wld— March  13,  1897.  No. 
11,589.  15  cts. 
ISOLATED  Plant. 

Electric  Plant  of  the  St  Paul  Build- 
ing, New  York  City.  General  description 
of  the  building,  with  illustrated  detailed 
description  of  the  electrical  plant  2,800 
w.  Elec  Wld— March  27,  1897.  No. 
11,926.    15  cts. 

The  Separation  of  the  Losses  of  Three- 
Phase  Motors  and  a  Comparison  of  the 
Losses  on  Balanced  and  Unbalanced  Cir- 
cuits. Ernest  B.  True.  Gives  method  of 
testing  and  the  results.  2,000  w.  Wis 
Eng— Jan.,  1897.  No.  11,854.  30  cts. 
Mimiro. 

See  "Electricity"  and  "Hoisting,"  un- 
der Mining  and  Metallurgy,  Mining  and 
Coal  and  Coke. 

MOTORS. 

Electric  Motors  at  the  Baldwin  Loco- 
motive Works.  Describes  a  change  in 
machine  shop  practice.  In  place  of  the 
long  line  shafting  to  which  the  ma- 
chines were  belted,  independent  electric 
motors  are  used.  Information  in  regard 
to  the  present  status  of  the  work  of 
changing  the  shop  methods.  2,200  w. 
RR  Gas— April  2,  1897.    No.  12,002.  15 

Ct8. 

The  Theory  of  Constant  Speed  Direct 
Current  Motors.  W.  G.  Rhodes.  Inves- 
tigates the  compounding  of  motors  so  as 
to  maintain  a  constant  speed  under  all 
loads,  up  to  a  certain  limit  800  w.  Elec 
Rev,  Lond— Feb.  26,  1897.  No.  11,522. 
30  cts. 

POLYPHASE. 

Polyphase  Electric  Currents.  Sketches 
briefly  the  chief  features  of  the  system. 

I,  400  w.  Eng,  Lond— March  19,  1897.  No. 

II,  914.    30  cts. 
POWER  Stmtloa. 

The  Electric  Plant  at  Rathausen,  near 
Lucerne.  (Das  Elektriclt&tsweric  Rat- 
hausen bei  Luzern.)  An  extensive  illus- 
trated description  of  the  new  hydraulic 
electric  plant  near  Lucerne — 900  H.  P. 
now  in  use,  and  at  present  being  in- 
creased to  1,600  H.  P.  7,500  w.  Elektro- 
technische  Zeltschr— March  4,  1897.  No. 
11,764.   30  cts. 

Design  and  Construction  of  Electric 
Power  Plants.  Broic  J.  Arnold.  Part 
first  discusses  the  possible  sources  of 
energy.  5,500  w.  W  Elec— April  3,  1897. 
No.  12,023.    15  cts. 
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PUMPING. 

The  Pumpinf  Plant  for  Condensing 
Water  at  the  Berlin  Exhibition,  1896. 
(Kondenswasser-Pumpenanlage  auf  der 
Berliner  Gewerbeausstellung,  1896.)  An 
account  of  the  performance  of  two  elec- 
trically driven  centrifugal  pumps,  with 
table  of  data  and  efficiency.  1,200  w. 
Zeltschr  d  Ver  deutscher  Ing— Feb.  6, 1897. 
No.  11,704.   30  cts. 

RESISTANCE. 

A  Simple  Way  of  Testing  the  Resis- 
tance of  a  Field  Coil  When  Instruments 
Are  Not  Available.  Frank  B.  Porter.  A 
simple  device  for  testing  the  electrical  re- 
sistance of  a  field.  600  w.  Elec  Wld— 
March  13,  1897.    No.  11,587.    15  cts. 

RHEOSTATS. 

On  the  Construction  and  Calculation  of 
Rheostats.  P.  M.  Heldt.  Considers  only 
rheostats  in  which  the  resistance  material 
is  metallic  wire.  Illustrated  description 
of  dynamo  field  rheostats,  motor-starting 
rheostats  and  motor-regulating  rheostats. 
2,500  w.  Am  Elect'n— March,  1897.  No. 
11,779.  15  cts. 
ROCK  Drllllntr. 

Electric  Rock  Drilling  by  the  Societe 
de  Charbonnages  des  Bouches-du-Rhone. 
Albion  T.  Snell.  Particulars  taken  from 
a  description  by  M.  M.  H.  Dubs  In  the 
Bulletin  de  la  Societe  Sclentifique  de  Mar- 
seille of  the  Galerle  de  la  Mer.  111.  2,200 
w.  Elect'n— Feb.  26,  1897.  No.  11,517.  30 
cts. 

STATION. 

Light  and  Power  Station  at  the  Altofen 
Shipyards.  (Elektrische  Kraft  und  Licht- 
zentrale  auf  der  Altofner  Schiffswerft.) 
An  illustrated  account  of  the  plant  of  the 
Danube  Steam  Navigation  Company.  Over 
400  H.  P.  is  distributed  over  the  yards 
among  small  motors,  besides  400  H.  P.  in 
lighting.  3,500  w.  ZeltBchr  d  Ver  deuts- 
cher Ing— Feb.  27,  1897.  No.  11.712.  30 
cts 

See  also  "Boston"  under  Street  and 
Electric  Railways.  Power;  "Electricity" 
under  Mining  and  Metallurgy.  Mining,  and 
"Station"  under  Street  and  Electric  Rail- 
ways. 

STEAM  ENGINE. 

The  Selection  of  a  Power  Plant  Steam 
Engine.  Abstract  of  a  lecture  delivered 
by  Prof.  Hutton  at  the  rooms  of  the  Araer. 
Inst.  The  questions  discussed  were  high 
and  low-speed  engines,  automatic  cut-off 
engines  as  contrasted  with  throttling  en- 
gines, and  the  arguments  In  favor  of  con- 
densing engines.  1,500  w.  Elec  Wld— 
March  13,  1897.   No.  11,586.   15  cts. 


STORAGE  BATTERY. 

Storage  Battery  Engineering  Practice. 
Joseph  Appleton.  Part  first  consists  cf 
introductory  remarks  and  an  explanation 
of  the  construction  and  operation  of  stor- 


age batteries.  1,600  w.  Elec  Eng— March 
17.  1897.   No.  11,620.   15  cts. 

The  Bowling  Green  Storage  Battery  Sta- 
tion of  the  New  York  Edison  Co.  A  short 
account  of  the  objects  for  which  the  bat- 
tery has  been  installed  and  the  work  it 
accomplishes,  with  illustrated  detailed  de- 
scription. 1.800  w.  Elec  Eng— March  10, 
1897.   No.  11.496.   15  cts. 

The  influence  of  Manganese  in  Accumu- 
lators. (Ueber  den  Einfluss  von  Mangan- 
verblndungen  auf  Bleiakkumulatoren.)  An 
investigation  of  the  action  of  the  superox- 
ide of  manganese  in  storage  batteries.  Its 
presence  is  declared  to  be  unfavorable, 
causing  the  battery  to  run  down  more  rap- 
idly when  at  rest.  1,500  w.  Zeltschr  f 
Elektrochemie— Feb.  20,  1897.  No.  11.769. 
30  cts. 

TRACTION. 

Electrically  Driven  Vehicles.  A  topical 
discussion  opened  by  Mr.  Andrew  L. 
Riker.  1,200  w.  Trans  Am  Inst  of  Elec 
Engs— Jan.,  1897.    No.  11,583.    45  cts. 

TRANSFORMERS. 

Rotary  Transformers.  J.  E.  Woodbridge. 
Description  of  a  device  without  moving 
wire,  which  will  perform  the  duties  of 
both  "static"  and  "rotary"  transformers. 
900  w.  Elec  Wld— March  27,  1897.  No. 
11,927.  15  cts. 

Transformer  Regulation.  Joseph  Bijur. 
An  investigation  of  the  causes  which  pro- 
duce a  drop  of  potential.  3,200  w.  Elec 
Wld— March  27,  1897.   No.  11,928.   15  cts. 

TRANSMISSION. 

Long  Distance  Electrical  Transmission 
in  California.  Illustrated  detailed  descrip- 
tion of  the  electrical  transmission  water 
power  plant  of  Fresno.  4,000  w.  Eng. 
Lond— March  5,  1897.   No.  11,592.    30  cts. 

Power  Transmission  on  the  Continuous 
Current  Series  System.  J.  S.  Hecht.  The 
principal  characteristics  of  the  series  sys- 
tem, with  description.  111.  4,200  w. 
25  and  March  4,  1897.   No.  11,762.    90  cts. 

The  Regla-Pachuca  Power  Transmis- 
sion. George  J.  Henry.  It  is  the  purpose 
of  the  article  to  give  a  complete  descrip- 
tion of  a  high  head  water  power  and 
electric  transmission  plant  in  Mexico,  and 
to  point  out  what  improvement  may  te 
effected  in  the  development  of  mining  and 
other  industries  in  localities  difficult  of 
access.  111.  2.700  w.  Elec  Wld— March 
13,  1897.  Serial.  lBt  part  No.  11,588.  15 
cts. 

Three-Phase  Transmission.  F.  C.  Arm- 
strong. Illustrated  description  of  three- 
phase  transmission  plant  in  the  Montreal 
Cotton  Company's  mills,  Valley  field,  Que. 
800  w.  Can  Eng— March,  1897.  No.  11.- 
569.   15  cts. 


TELEGRAPHY  AND  TELEPHONY. 

AUTOMATIC  Telephone. 

Telephone  System  Without  Calling  De- 
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rice  for  Subscribers.  (Fernsprechanlage- 
ohne  Rufstromquellen  bei  den  Theieneh- 
merstellen.)  Description  of  an  automatic 
system  by  means  of  which  the  unhooking 
and  hooking  up  of  the  receiver  gives  the 
call  or  rings  off.  Three  articles.  5,000  w. 
Elektrotechnische  Zeitsch rift— Feb.  18  and 
25  and  March  4,  1897.   No.  11,762.   90  cts. 

BERLINER. 

The  Berliner  Patent  Morgan  Brooks. 
A  suggestion  regarding  the  legal  status 
of  this  telephone  patent,  not  previously 
brought  out.  1,100  w.  Elec— March  10, 
1897.   No.  11,530.   15  cts. 

CABLE. 

A  Novel  Method  of  Lifting  a  Buoyed 
Cable  End.  F.  Alex  Taylor.  Brief  de- 
scription of  the  usual  method  as  given  by 
H.  D.  Wilkinson,  with  description  also  of 
a  novel  plan  suggested  and  applied  by  a 
French  telegraph  engineer.  500  w.  Elect'n 
-Feb.  26,  1897.   No.  11,519.   30  cts. 

Repairing  Submarine  Cable.  H.  Benest 
On  some  repairs  to  the  South  American 
Company's  cable  off  Cape  Verdi  in  1893 
and  1895.  A  brief  resume  of  the  estab- 
lishment of  the  submarine  telegraph  be- 
tween the  coasts  of  Africa  and  Brazil, 
with  some  novel  features  affecting  the 
cables.  3,300  w.  Engng— March  12,  1897. 
Serial.  1st  part.  No.  11,831.  30  cts. 

The  "Rapid"  Cable.  Arthur  Dearlove. 
Gives  details  of  some  observations  made 
on  two  sections  of  a  laid  cable  to  deter- 
mine the  value  of  leak  circuits.  The  re- 
sults are  not  favorable.  900  w.  Elect'n — 
Feb.  26,  1897.   No.  11,518.   30  cts. 

Telephone  Cables.  Dr.  V.  Wietlisbach. 
Talking  through  cables  is  considered,  with 
the  difficulties;  how  to  overcome  them  by 
proper  construction.  3,500  w.  Elec  Engng 
-April  1,  1897.    No.  11,973.    25  cts. 

The  Air-Drying  Process  for  Telephone 
Cables.  Dr.  V.  Wietlisbach.  The  princi- 
ples of  the  process,  method,  apparatus, 
*c.  1,700  w.  Elec  Engng— April  1,  1897. 
No.  11,974.    25  cts. 

CABLE  Teatln*. 

Cable  Testing.  George  D.  Hale.  Con- 
siders the  questions:  (1)  How  to  manufac- 
ture such  aa  will  be  suitable?  (2)  How  to 
test  the  same  during  and  immediately 
following  the  process  of  manufacture?  (3) 
How  to  prevent  their  deterioration  when 
laid?  (4)  How  to  locate  the  trouble  in 
:hera  when  it  arises?  1,800  w.  W  Elec— 
April  3,  1897.   No.  12,024.   15  cts. 

EXCHANGES. 

Benefits  Derived  from  Opposition  Tele- 
phone Exchanges.  C.  E.  Cory.  Presen- 
tation of  the  benefits  that  telephone  sub- 
scribers in  Fort  Scott  have  derived  from 
competition;  with  editorial  comment.  2,400 
w.  Elec  Engng— April  1,  1897.  No.  11,- 
975.  25  cts. 

The  New  Dey  Street  Telephone  Build- 
ing. New  York  City.  Herbert  Laws  Webb. 
Irtuatrated  detailed  description  of  what  is 


practically  an  enlargement  of  the  present 
building.  5,500  w.  Elec  Eng— March  17, 
1897.   No.  11,620.    15  cts. 

FTRE-A1.AR.3I. 

Some  Requi8ities  of  a  Perfect  Fire- 
Alarm  Box.  James  W.  Johnson.  Read 
before  the  Illinois  Firemen's  Assn.  Points 
out  a  few  of  the  essential  features  that 
should  be  embodied  in  all  boxes  to  ren- 
der them  reliable  and  efficient  under  the 
many  and  varying  conditions.  1,200  w. 
W  Elec— March  20,  1897.  No.  11,798.  15 
cts. 

RESONANCE. 

Some  Practical  Aspects  of  Electrical 
Resonance.  Kempster  B.  Miller.  Read 
before  the  Chicago  Elec.  Assn.  Briefly 
outlines  the  underlying  principles  of  res- 
onance, and  its  relation  to  telegraphy  and 
telephony.  3,700  w.  W  Elec— March  13, 
1897.  No.  11,579.  15  cts. 
STORAGE  Battery. 

The  Storage  Battery  in  Telegraph  Work. 
Maurice  Barnett.  Discusses  their  lower 
first  cost,  their  lower  maintenance  cost, 
the  smaller  floor  space  required  by  them 
and  their  more  satisfactory  performance 
In  service.  111.  2,200  w.  Am  Elect'n— 
March,  1897.   No.  11,783.    15  cts. 

TELEPHONES. 

How  to  Make  a  Telephone.  E.  E.  Clem- 
ent. Directions  with  illustrations.  2,000 
w.  Am  Elect'n— March,  1897.  No.  11,784. 
15  cts. 

TELEPHONY. 

Long  Distance  Work.  Dr.  V.  Wietlis- 
bach. A  careful  discussion  of  all  phases 
of  long  distance  work  and  the  methods 
and  devices  used.  111.  25,900  w.  Elec 
Engng— April  1,  1897.   No.  11,972.   25  cts. 

MISCELLANY. 

ALUMINUM. 

Recent  Determinations  of  the  Electrical 
Conductivity  of  Alumnium.  Joseph  W. 
Richards  and  John  A.  Thomson.  Gives 
the  causes  of  the  various  values  determ- 
ined for  the  electrical  conductivity  of  this 
metal,  with  experiments  and  conclusions. 
900  w.  Jour  Fr  Inst— March,  1897.  No. 
11,450.   45  cts. 

BATTERIES. 

Two  New  Galvanic  Elements.  (Ueber 
zwei  neue  Galvanlsche  Elemente.)  The 
first  is  composed  of  two  carbons,  one  in 
porous  cell  in  clorine  water,  the  other 
without  in  hyposulphite  of  soda;  electro- 
motive force  0.47  volt,  very  constant.  The 
second  is  composed  of  an  iron  anode  and 
carbon  cathode  in  a  concentrated  solution 
of  cloride  of  iron.  Very  constant;  electro- 
motive force  0.9  volt  l,500w.  Zeitschr 
d  Elektro  Chemie.  Feb.  5,  1897.  No. 
11,767.  30  cts. 

BURGLAR -PR  OO  F. 

The  Modern  Burglar.  Carl  E.  Kam- 
meyer.  Illustrated  description  of  work 
on  safes  by  burglars  with  electricity,  with 
description  of  protective  device.   900  w. 


We  tmfitfr  copies  of  these  articles. 
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Elec  Rev.   March  17,  1897.   No.  11,619.  15 

CtB. 
CELL. 

The  Lead  CelL   B.  E.  Moore.   A  the- 
oretical and  experimental  study,  with  re- 
sults.  6,000  w.  Phys  Rev.  March-April, 
1897.    No.  -x,606.   46  cts. 
CHARGES. 

Methods  of  Charging  for  Electricity  Sup- 
ply. R.  P.  Wilson.  Read  before  the 
Northern  Soc.  of  Elec.  Engs.,  Manchester, 
Eng.  Names  the  systems  in  use,  states 
the  objects  of  any  system,  and  considers 
the  merits  of  the  systems  named.  111. 
3,400  w.  Elec.  March  24,  1897.  No. 
11,869.   15  cts. 

CHINA, 

Electricity  and  Electrical  Engineering 
in  China  and  Japan.  R.  Van  Bergen.  The 
writer  gives  but  little  encouragement  to 
American  enterprise  in  Japan,  but  con- 
siders China  more  hopeful,  making  sug- 
gestions as  to  the  best  way  to  secure  at- 
tention. 1,000  w.  Elec  Eng.  March  10, 
1897.  No.  11,497.  15  cts. 
CURRENT. 

The  Insulating  Medium  Surrounding  a 
Conductor  the  Real  Path  of  Its  Current. 
E.  J.  Houston  and  A.  E.  Kennelly.  A 
brief  description  of  the  manner  in  which 
electric  current  is  Delieved  to  be  transmit- 
ted. Abstract  of  a  paper  road  before  the 
Am.  Phil.  Soc.  2,500  w.  Elec  Wld. 
March  27,  1897.  No.  11,929.  15  cts. 
ELECTRIC  ENERGY. 

Work  in  the  Electric  current.  (Ueber 
die  Stromarbeit)  A  mathematical  discus- 
sion of  i*ie  mechanical  laws  of  energy  ap- 
plied to  the  flow  of  electricity.  3,500  w. 
Electrochemishe  Zeitschr.  Feb.,  1897.  No. 
11,770.  45  cts. 
ELECTRICITY. 

Epoch-Making  Events  in  Electricity.  G. 
H.  Stockbridge.  Describing  Volta's  ex- 
periments and  the  succession  of  electricity 
of  motion  to  that  of  tension.  111.  4,200 
w.  First  paper.  Eng  Mag.  April,  1897. 
No.  12,049.  30  cts. 
GERMINATION. 

Amherst  Experiments  on  the  Electro 
Germination  of  Plants.  Extended  abstract 
from  a  bulletin  issued  by  the  Hatch  Ex- 
periment Station  of  the  Massachusetts 
Agricultural  College  describing  a  series 
of  experiments  carried  out  by  Mr.  Asa  S. 
Kinney.  111.  2,400  w.  Elec  Eng.  March 
17,  1897.  No.  11,622.  15  cts. 
MAGNETISM  and  Llffht. 

The  Latest  Discovery  In  Physics.  Oliver 
Lodge.  Reviews  the  work  of  Faraday  and 
others,  giving  special  attention  to  the  dis- 
covery of  Dr.  P.  Zeeman.  2,500  w.  Elect'n. 
Feb.  26,  1897.    No.  11,516.    30  cts. 

MA  GN  ETO-E  LECTlt  ICFTY. 

On  the  Mechanical  Conceptions  of 
Electricity  and  Magnetism.  W.  S. 
Franklin.  Read  before  the  Buffalo 
meeting  of  the  Am.  Assn.  Develops  the 
conceptions  of  the  dependence  of  electro- 


motive force  upon  changing  magnetic 
flux,  of  the  dependence  of  magneto-mo- 
tive force  upon  changing  electric  flux, 
of  the  production  of  electro-motive  force 
in  a  moving  wire,  of  the  energy  stream, 
of  electro-magnetic  waves,  and  of  the 
Hertz  vibrator.  3,000  w.  Phys  Rev— 
March-April,  1897.   No.  11,508.  45  eta. 

RA  DIOGRAPHY. 

Recent  Progress  in  Instantaneous  Ra- 
diography. (Lea  progres  R  Scents  de  la 
Radiographic  Instantanee.)  An  account 
of  the  methods  and  apparatus  by  means 
of  which  M.  Colardeau  has  succeeded  in 
obtaining  radiographs  in  the  250th  part 
of  second.  1,600  w.  Le  Genie  Mo- 
derne— Feb.  15,  1897.  No.  11,748.  30  cts. 
RESONANCE. 

Electric  Resonance  and  Consonance. 
(Ueber  Elektrische  Resonanz  und  Kon- 
sonanz).  Two  papers  by  Herr  C.  P. 
Feldmann,  giving  an  analytical  inves- 
tigation of  the  theory  with  graphical  ap- 
plications. 7,500  w.  Elektrotechnische 
Zeitschr— Feb.  18  and  25,  1897.  No.  11,- 
772.   30  cts. 

ROENTGEN  RAY. 

On  the  Manipulation  of  Rontgen-Ray 
Apparatus.  George  T.  Hanchett.  The 
experimental  experience  of  the  writer 
with  a  number  of  tubes  under  varying 
conditions.  1,200  w.  Elec  Wld— March 
20,  1897.  No.  11,811.  15  eta 
SAFES. 

Burglarizing  Safes  by  Electric  Heat. 
Is  It  Feasible?  Discusses  recent  articles 
that  have  appeared  setting  forth  thla 
new  danger  threatening  safes,  and  quotes 
the  authority  of  expert  electricians  in 
proof  that  there  is  no  need  of  great 
anxiety  on  the  subject  3,400  w.  Elec 
Eng— March  31,  1897.   No.  11,966.  15  cts. 

STEEL. 

The  Influence  of  Heat  Treatment  Upon 
the  Magnetic  Properties  of  Hardened 
Steel.  Dr.  K  E.  Guthe.  Abstract  of  a 
paper  presented  at  meeting  of  Am.  Inst 
of  Elec.  Engs.  A  contribution  to  knowl- 
edge of  the  dependence  of  magnetic 
properties  upon  the  percentage  of  carbon 
present  and  the  character  of  the  heating. 
A  report  of  careful  Investigations.  2,500 
w.  Elec  Wld— March  27,  1897.  No. 
11,925.    15  cts. 

SUBWAYS. 

The  Electrical  Subways  In  Utlca,  N. 
Y.  Illustrated  description  of  the  city 
subways  and  account  of  their  cost.  900 
w.  Eng  Rec— March  6,  1897.  No.  11,457. 
15  cts. 

X  RAYS. 

X-Rays,  Apparatus  and  Methods.  Elmer 
G.  Willyoung  and  H.  Lyman  Sayen.  Pis- 
cusses  apparatus  and  methods  for  practi- 
cal work,  with  especial  reference  to  the 
needs  of  the  physician  and  surgeon.  111. 
7,000  w.  Jour  Ft  Inst— March,  1897.  No. 
11.452.   45  cts. 

See  also  Radiograph  and  X  Ray,  above. 


We  supply  copies  of  these  articles.  See  introductory. 
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BATTLESHIPS. 

Thames-Built  Battleships.  Illustrations 
and  general  description  of  the  Fuji,  built 
for  the  Japanese  Navy  by  Thames  Iron 
Works.  4,400  w.  Engng— March  12,  1897. 
No.  11,829.  30  cts. 

COAST  Defense. 

See  same  title  under  Electrical  Engi- 
neering—Lighting. 

COMPRESSED  Air. 

Compressed  Air  System  on  the  Unite*? 
States  Monitor  Terror.  Engravings  and 
description  of  duties  performed  by  com- 
pressed air.  2,000  w.  Sci  Am— March  20, 
1897.  No.  11,667.   15  cts. 

furnaces. 

Collapse  of  a  Pair  of  Corrugated  Fur- 
naces. From  the  "Locomotive."  Illus- 
trated description  of  an  accident  which 
took  place  in  one  of  the  four  compound 
marine  boilers  of  the  whaleback  steamer 
City  of  Everett.  800  w.  Ir  Age— March 
11,  1897.   No.  11,532.   15  cts. 

LIQUID  FUEL. 

Liquid  Fuel  Under  Marine  Boilers. 
(Heizung  der  Schiffskeasel  mit  flussigem 
Brennstoff.)  A  general  statement  of  the 
advantage  of  liquid  fuel,  and  a  resume  of 
the  results  obtained  in  actual  practice. 
2,000  w.  Glaser's  Annalen— March  1,  1897. 
No.  11,721.   30  cts. 

ELECTRIC  Light. 

Electric  Light  Plants  for  the  British 
Navy.  Illustrated  description  of  a  pat- 
tern of  combined  engine  and  dynamo  set 
designed  for  the  ships  "Majestic,"  "Mag- 
nificent," "Terrible,"  "Powerful,"  "Dia- 
dem" and  "Andromeda"  class.  300  w. 
Elec'n— March  5,  1897.  No.  11,652.   30  cts. 

SEW  YORK. 

New  York  Harbor.  The  necessity  fof 
a  35-foot  channel  from  the  Narrows  to 
the  sea.  Report  of  Col.  O.  L.  Gillespie. 
800  w.  Sea— March  11,  1897.  No.  11,576. 
15  cts. 

The  Launching  of  H.  M.  S.  "Niobe."  Il- 
lustrated description  of  the  launching  and 
of  the  cruiser.  3,000  w.  Engng— March 
5,  1897.   No.  11,597.   30  cts. 

PROPELLERS. 

Screw  Propellers  for  Canal-Boats.  Henry 
Barcroft.  Consideration  of  the  principles 
involved  In  the  action  of  partially  im- 
mersed screw  propellers  for  canal-boats, 
with  the  experience  resulting  from  experi- 
ments and  observations  on  the  influence 
of  section  of  waterway  upon  the  progress 
of  canal -boats.  111.  3,300  w.  Engng — 
Feb.  26,  1897.    No.  11,505.   30  cts. 

PROPULSION. 

Mechanical  Propulsion  on  Canals.  Leslie 
S.  Robinson.   Part  first  reviews  early  in- 


vestigations, with  Btudy  of  resistance  on 
rivers.  3,000  w.   Ind  &  Ir— March  5,  1897- 
Serial.  1st  part.   No.  11,604.  30  cts. 
PURITAN. 

U.  S.  Monitor  "Puritan."  Illustrated  de- 
scription of  the  largest  craft  of  her  class. 

I,  100  w.  Eng,  Lond— March  19,  1897.  No. 

II,  915.   30  cts. 

RESISTANCE. 

Resistance  of  Ships  and  Other  Floating: 
Bodies  at  Deep  and  Shallow  Drafts  of 
Water.  Joseph  R.  Oldham.  Convictions 
and  opinions  held  by  eminent  scientists 
and  engineers  on  the  resistance  offered, 
by  water  to  ships  floating  therein  are  ex- 
amined, with  general  remarks.  5,000  w. 
Jour  Assn  of  Engng  Soc— Feb.,  1897.  No. 

II,  892.   30  eta. 
RACING. 

The  Prevention  of  Racing  in  Marine- 
Engines.  L.  Harlan.  Describes  inven- 
tion of  J.  S.  Yabsley,  of  Yokohama,  to 
effect  by  electrical  means  the  closing  and. 
opening  of  a  throttle  valve,  which  regu- 
lates the  supply  of  steam  to  the  engines. 

III.  1,200  w.  Elec  Rev,  Lond— Feb.  26, 
1897.   No.  11,620.   30  cts. 

SHIPBUILDING. 

About  Merrimac  Ship  Building.  Hor- 
ace C.  Hovey.  Facts  of  interest  concern- 
ing the  history  and  progress  of  ship 
building.  111.  1,400  w.  8ci  Am— March 
13,  1897.    No.  11,534.    15  cts. 

SHIPPING. 

American  Merchant  Shipping.  Edito- 
rial discussion  of  ideas  advanced  by  Cap- 
tain Alexander  McDougall.  1,600  w.  Eng, 
Lond— March  19,  1897.   No.  11,918.  30  cts. 

STEAMER. 

The  New  German  Mall  Steamer  Kdnlg. 
Illustrated  description  of  a  new  steamer 
in  service  between  Hamburg  and  the  Ger- 
man colonies  in  East  Africa.  500  w.  Scl 
Am  Sup— March  13,  1897.  No.  11,635.  15 
cts. 

The  Plant  Line  Steamship  "La  Grande 
Duchesse."  Illustrated  description  ,of 
new  steamship  running  between  New 
York  and  Savannah.  700  w.  Eng  News 
—March  25,  1897.   No.  11,879.   15  cts. 

The  Niger  stern-wheel  steamers  "Em- 
pire" and  "Liberty."  Two-page  plate 
with  description.  1,400  w.  Engng— March 
12,  1897.    No.  11,828.    30  cts. 

WARSHIPS. 

Our  Warships.  William  Allan.  A  criti- 
cism of  modern  ships  showing  that  fitted 
with  boilers,  as  they  have  been  and  are 
being  at  present,  are  not  reliable,  are  far 
from  safe,  and  not  the  best  3,000  w. 
Contemporary  Rev— March,  1897.  No. 
11,643.  45  cts. 
WATER-TIGHT  Doors. 

O'Brien's  Water-tight  Doors  for  Ships. 


Wt  imtffy  cofui  e/tkest  ariicUi.  Set  introductory. 
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Illustrated  description.    800  w.  Steam- 
ship—March, 1897.   No.  11,572.   30  cts. 
WATER-TUBE  Boliem. 

Salt-Water  Feed  for  Express  Boilers. 
Details  of  experiments  made  by  Messrs. 
Yarrow  &  Co.,  in  which  salt  water  was 
used  as  feed,  showing  that  in  case  of  a 
complete  breakdown  of  the  condenser  a 
vessel  fitted  with  these  small  tube  boil- 
ers would  be  safe  for  a  considerable  dis- 
tance of  steaming.  1,700  w .  Bngng — 
March  19,  1897,   No.  11,906.   30  cts. 

Salt-Water  in  Water-Tube  Boilers. 
Editorial  comment  on  the  experiments 
made  by  Messrs.  Yarrow  ft  Co.   1,400  w. 


Eng.  Lond— March  19,  1897.  No.  11,917. 
SO  cts. 

Water-Tube  Boilers  for  H.  M.  S.  "Pelo- 
ni8."  Drawings  of  boilers  and  engines, 
with  description.  The  small-tube  boiler 
was  adopted  for  the  first  time  in  cruisers, 
and  results  of  trials  are  given.  1,400  w. 
Engng— March  Id,  1897.  No.  11,908.  30 
cts. 

YACHT. 

The  Twin-Screw  Yacht  Varuna.  Ulus- 
trated  description  of  yacht  built  for  Mr. 
Eugene  Higglns,  of  New  York,  by  Messrs. 
A.  ft  O.  Inglls,  of  Glasgow.  1,500  w. 
Eng.  Lond— Feb.  26,  1897.   No.  11,514.  30 


MECHANICAL  ENGINEERING. 


BOILERS,  FURNACES  AND  FIRING. 

BOILER. 

The  Steam  Boiler.  Stephen  Christie 
discusses  the  effect  of  location  and  cites 
some  of  the  requirements  looked  for  in 
the  selection  of  boilers.  2.000  w.  Safety 
V— March,  1897.   No.  11,623.    15  cts. 

Progress  in  Heating  Boiler  Construc- 
tion. Hugh  J.  Barron.  A  study  of  the 
boiler  problem  with  sketches  of  work 
done  by  the  writer.  700  w.  Heat  and 
Ven— March  16,  1897.  Serial.  1st  part. 
No.  11,826.   15  cts. 

See  also  "Boilers"  under  Mining  and 
Metallurgy  Mining. 

'CHIMNEYS. 

Self-Supporting  Metal  Chimneys.  C. 
O.  Bobbins.   Discusses  their  design  and 
construction.    111.      5,800  w.  Power — 
April,  1897.    No.  12,016.    15  cts. 
CO Al<  Handlla*. 

Coal-Handling  for  Large  Boiler  Plants, 
illustrated  description  of  the  manner  in 
which  tne  problem  has  been  worked  out 
at  the  Ridgewood  Pumping  Station  of  the 
Brooklyn  Water-Works  and  at  the  power 
stations  of  two  of  the  Brooklyn  street 
railway  companies.  1,300  w.  Sci  Am 
Sup— March  20,  1897.    No.  11,669.    15  cts. 

EFFICIENCY. 

Limitations  of  the  Efficiency  of  Steam 
Boilers.  Editorial  calling  attention  to 
claims  made  in  boiler  tests  that  cannot  be 
correct.  1,600  w.  Eng  News— March  18, 
1897.    No.  11,793.   15  cts. 

EXPLOSION. 

Boilers  at  Acushnet  Mill,  New  Bedford, 
Explode.  An  account  of  an  explosion 
which  Killed  two  employees  and  destroyed 
much  personal  property.  1,000  w.  Bos 
Jour  of  Com— March  16,  1897.  No.  11,475. 
15  cts. 

The  New  Bedford  Explosion.  CallB  at- 
tention to  interesting  features  in  connec- 
tion with  a  recent  explosion.  1,600  w. 
Bos  Jour  of  Com— March  20,  1897.  No. 
11,799.   16  cts. 

FEED-PIUPI. 

Boiler  Feed  Pumps.   C.  A.  Collett  The 


abuses  of  the  steam  pump,  with  explana- 
tion of  its  construction  and  functions. 

I,  600  w.   Am  Electn— March,  1897.  No. 

II,  782.   15  cts. 
FKED-WATBR8. 

The  Cure  for  Corrosion  and  Scale  from 
Boiler  Waters.  Albert  A.  Cary.  Detail- 
ing the  Impurities  that  cause  the  forma- 
tion of  scale,  and  the  methods  of  treating 
them.  7,400  w.  Second  paper.  Eng  Mag 
—April,  1897.  No.  12,052.  30  cts. 
GAS  Ftrin*. 

A  Gas-Burning  Water  Heater  or  Steam 
Boiler.   Illustrated  description  of  inven- 
tion of  John  S.  Coe.   800  w.   Am  Mach— 
Mtrch  18,  1897.   No.  11,662.    15  eta. 
HEAT  Exchange! 

The  Exchanges  of  Heat  Between  the 
Steam  and  the  Cylinder  Walls.  (Der  Ue- 
bergang  *.er  Warme  Zwischen  dem  Dampf 
und  den  Wandungen  der  Dampfcylinder.) 
Prof.  A.  Fiegner.  A  valuable  mathemat- 
ical and  graphical  treatment  of  this  im- 
portant subject.  Three  articles.  10,000 
w.  Schweizerlsche  Bauzeltung— Feb.  27, 
March  6  and  13,  1897.  No.  11,737.  46  cts. 
LICENSE. 

The  Certification  of  Boiler  and  Engine 
Attendants.  Editorial  discussion  of  the 
bill  before  the  House  of  Commons  to  se- 
cure the  granting  of  certificates  to  per- 
sons in  charge  of  engines  and  boilers. 
2.400  w.  Engng— March  5,  1897.  No.  11.- 
599.  30  cts. 
SAFETY-VALVE. 

Safety-Valve  Practice.  F.  F.  Hemen- 
way.  Discusses  the  requirements  of 
safety-valves  and  the  means  of  deciding 
on  the  area.  1,300  w.  Am  Mach— March 
11,  1897.   No.  11,537.    15  cts. 

STEAM. 

Some  Notes  on  Steam-Raising.  Frank 
Leslie  Watson.  Read  before  the  Asso- 
ciation of  Yorkshire  students  of  the  In- 
stitution of  Civil  Engineering.  Part  first 
introduces  the  advantages  of  forced 
draught  111.  2,600  w.  Elec  Rev  Lond— 
Feb.  26,  1897.  Serial.  1st  part.  No,  11,- 
523.   30  cts. 


We  supply  copies  af  these  articles.    Set  introductory. 
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STEAM  Loop. 

The  Steam  Loop.  Its  use,  the  princi- 
ples upon  which  it  acts,  &c.  1,300  w.  San 
Plumb— March  15,  1897.  No.  11,629.  15 
eta. 

WATER-TUBE  Boilers 

Water  Tube  vs.  Shell  Boilers.  W.  Bar- 
net  Le  Van.  An  account  of  comparative 
tests  made  between  water-tube  boilers 
and  shell  or  horizontal  flue  boilers  at  the 
establishment  of  the  Brush  Electric 
Light  Co.,  Philadelphia,  in  October,  1882 
3,500  w.  Mach— March,  1897.  No.  11,- 
485.    15  cts. 

See  also  same  title  under  Marine  En- 
gineering. 

COMPRESSED  AIR. 
AIR  Compression. 

Theoretical  Modes  of  Air  Compression 
Lemuel  R.  Hopton.  A  short  outline  of 
the  various  modes  of  compression,  with 
a  comparison  of  their  efficiency  and  ad- 
vantage.   1.500  w.   Yale  Sci  M — March 
1897.   No.  11,684.  30  eta 

AIR-COMPRESSOR. 

Hydraulic  Air-Compressor  Plant  at 
Magog.  Illustrated  description  of  a  150 
h.  p.  compression  plant  erected  for  the 
Dominion  Cotton  Mill  Co.  as  a  test  sys- 
tem, by  the  Taylor  Hydraulic  Air-Com- 
pressing Co.  2,400  w.  Can  Eng— March, 
1897.   No.  11,567.   15  cts. 

A  Description  of  the  150-Horse  Power 
Hydraulic  Air  Compressor  Erected  for  the 
Dominion  Cotton  Mills  Company,  at  Ma- 
gog, Que.  C.  H.  Taylor.  Illustrated  de- 
scription with  results  of  tests.  2,800  w. 
Can  Min  Rev— March,  1897.  No.  12,038. 
30  cts, 

CA1SSOX. 

See  Civil  Engineering— Canals,  Rivers 
and  Harbors. 

LOCO  MOTIVE. 

Test  of  a  Compressed  Air  Locomotive 
for  the  Anaconda  Copper  Mining  Com- 
pany. Description,  Illustration  and  data 
of  tests,  as  obtained  from  H.  K.  Porter  & 
Co.,  of  Pittsburg.  1,200  w.  Ry  Rev- 
March  27,  1897.  No.  11,952.  15  cts. 
HA  VAX  U«o. 

S«e  "Compressed  Air"  under  Marine 
Engineering. 

PAIKTIlfG. 

See  Railroad  Affairs— Equipment. 

SNOW"  PLOW. 

See  Street  and  Electric  Railways. 

TRACTION. 

See  "Air  Cars"  under  Street  and  Electric 
Railways. 

ENGINES  AND  MOTORS. 

CONDENSERS. 

Central  Condensing  (Balcke  System.) 
C.  Habermann.  Describes  a  system  used 
at  several  collieries  and  iron  works  in 
Germany,  resulting  in  saving  of  coal.  111. 

I,  500  w.  Col  Guard— March  12,  1897.  No. 

II.  834.  80  cts. 

DYNAMO  Coastnotlon. 

The  Relative  Size,  Weight  and  Price 


of  Dynamos,  Electric  Machines.  Ernest 
Wilson.  Read  at  meeting  of  Inst  of 
Elec.  Engs.,  England.  Investigates  the 
way  in  which  weight  and  price  of  dyna- 
mo-electric machines  vary  with  the  varia- 
tion of  the  mass  factor.  Tables,  curves 
and  discussion.  3,000  w.  Elec  Eng  Lond 
—March  5,  1897.  No.  11,593.  30  cts. 
OAS  Engines. 

An  Improvement  in  Gas  Engines 
(Eine  Neuerung  an  Gaskraftmaschinen ) 
A  paper  before  the  Berlin  branch  of  the 
society  by  Dr.  Petreano,  showing  the 
odvantages  of  mixing  and  preheating 
the  air  and  gas.  3,000  w.  Zeitschr  d 
ver  deutscher  Ing— Feb.  6,  1897.  No. 

Recent  Developments  In  Gas  Engines 
Dugald  Clerk.  Read  before  the  Inst,  of 
Civ.  Engs.  A  review  of  advances  made 
In  the  construction  and  efficiency  of  gas 
engines.  Part  first  considers  mainly  the 
engines  working  in  accordance  with  the 
Otto  Cycle,  with  results  of  tests.  111. 
6,500  w.  Eng  News— April  1,  1897 
Serial.   1st  part.   No.  12,013.   16  cts. 

Gas  and  Gasoline  Motors.  From 
Revue  Industrlelle.  Illustrated  descrip- 
tion of  the  Lair-Delay  Gas  Motor,  exhib- 
ited at  the  Rouen  Exposition.   1,200  w 

15  ctt™  Sup~"AprI1  3«  1897-   No-  n>m- 
GASOLINE)  Motor. 

A  Small  High  Speed  Gasoline  Motor. 
W.  O.  Amsler.  Illustrated  description 
of  a  special  design  by  Mr.  Gottlieb  Daim- 
ler, of  Cronstadt,  Germany.  1,700  w.  Sib 
Jour  of  Engng— March,  1897.  No.  11,683. 
SO  cts. 

OIL  BSnarlnea. 

The  Oil  Machine.  George  Richmond. 
Historical  review  of  oil  engines,  with 
met/hods  used,  and  principles  involved 
efficiency,  &cl  4,500  w.  Sch  of  Mines 
Quar— Jan.,  1897.  No.  11,990.  45  cts. 
ROTARY  Rnfflne. 

The  Rotary  Steam  Engine.  R  H. 
Thurston.  Stating  that  the  prototypes 
of  the  most  successful  of  recent  forma 
of  rotary  engines  date  back  to  Hero,  of 
Alexandria,  and  showing  that  this  engine 
has  usually  failed  to  satisfy  in  all  the 
essential  characteristics  of  a  good  steam 
engine.  111.  1,600  w.  Sci  Am— April  3 
1897.    No.  11,979.    15  eta 

Rotary  Pumps  and  Engines:  Their 
Origin  and  Later  Development.  His- 
torical review  of  the  inventions  of  this 
class  of  engines,  with  illustrations.  1,800 
W.  Sci  Am  Sup— April  3,  1897.  Serial. 
1st  part.   No.  11,980.   15  cts. 

STEAM  Engines. 

The  steam  engines  at  the  Geneva 
Exhibition  In  1896.  (Die  Dampfmas- 
chinen  auf  der  Schw.  Landes-Ausstellung 
in  Genf,  1896.)  The  first  of  a  series  of 
articles.  This  contains  drawings  and  de- 
scription of  vertical  compound  engine  by 
Sulzer   Bros,   of   Winterlhur.   3,000  w. 


We  supply  copies  of  these  articles.  See  introductory. 
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Schweizerische    Bauzeitung— March  13, 
1897.   No.  11,741.   30  cts. 
VALVE  Motloaa. 

A  Rational  Method  of  Studying  Valve 
Motions.  Henry  Hesa.  Method  devised 
by  the  writer  to  trace  and  show  up  the 
performance  of  a  certain  complicated 
valve  gear.  111.  1,700  w.  Mch — April, 
1897.  No.  12,029.  15  eta. 
VALVE  Settlor. 

Valve  Setting  on  Steam  Pumps.  De- 
tails of  valve  gear  as  shown  on  the 
Deane,  of  Holyoke,  pumps  are  given  and 
discussed;  also  the  Deane  duplex  pump, 
and  a  compound  duplex  pump.  111. 
1,800  w.  Power— April,  1897.  No.  12,015. 
15  cts. 

See  also  Electrical  Engineering  Power. 
POWER  AND  TRANSMISSION. 

BELTING. 

Rules  for  Belting.  Calls  attention  to 
rules  that  should  be  observed  to  obtain 
the  greatest  economy  and  most  satisfac- 
tory results.  1,800  w.  Engng  Mech— 
March,  1897.  Serial.  1st  part.  No.  11,867. 
30  cts. 

ROPEWAYS. 

Various  Types  of  Ropeways.  W.  Car- 
rington.  Read  at  meeting  of  the  Federated 
Institution  of  Mining  Engs.  Describes 
types  and  makes  remarks  as  to  tfleir 
proper  selection.  2,500  w.  Col  Guard — 
March  19,  1897.  No.  11,913.  30  cts. 

SHOP  AND  FOUNDRY. 

BRONZE. 

Phosphor  Bronze.  Max  H.  Wickhorst. 
Read  before  Western  Foundrymen's  Assn. 
Gives  the  process  of  manufacture  used  by 
the  C,  B.  &  Q.  R.  R.  brass  foundry  at 
Aurora,  111.  2,000  w.  Ir  Age— March  25, 
1897.   No.  11,861.   15  cts. 

C  VM  S 

The  Drafting  of  Cams.  Louis  Rouillion. 
The  use  of  cams  is  explained,  and  the 
process  of  laying  them  out,  with  diagrams. 

I.  400  w.  Mach— March,  1897.  Serial.  1st 
part.   No.  11,483.   15  cts. 

CAST  IRON. 

Chemical  Hints  to  Foundrymen.  Guy  R. 
Johnson.  Read  before  the  Foundrymen's 
Assn.  The  elements  and  their  effects  are 
considered  seriatim.  Seventeen  tables  of 
tests  and  analysis  are  given.  2,700  w.  Ir 
Age— March  11,  1897.   No.  11,531.    15  cts. 

CORES. 

Steel  Cores.  George  L.  Roby.  Read  be* 
fore  the  Western  Foundrymen's  Assn. 
The  advantage  of  using  steel  cores  in  foun- 
dry work.  1,200  w.  Ir  Tr  Rev— March  25, 
1897.  No.  11,935.   15  cts. 

CYLINDERS. 

Strength  of  Thick,  Hollow  Cylinders. 
John  H.  Cooper.  A  comparison  of  the 
work  and  results  of  many  writers,  with 
data  of  actual  performance.  2,500  w. 
Mach— March,  1897.  Serial.  1st  part.  No. 

II,  484.    15  cts. 

DIES. 

Compound  Dies.   J.  L.  Lucas.  Illustra- 


tions of  compound  dies  and  their  work, 
with  information  regarding  them.  1,100 
w.  Am  Mach— March  18,  1897.  No.  11,661. 
15  cts. 

DRILL  Testing*. 

Some  Records  of  Drill  Testing.  De- 
scribes experiments  made  by  the  writer 
tending  to  show  the  superiority  of  milled 
drills  for  the  class  of  drilling  used.  800 
w.  Am  Mach— March  18,  1897.  No.  11,663. 
15  cts. 

GAGE. 

A  Decimal  Gage  for  Wire  and  Sheet- 
Iron.  R.  W.  Raymond.  Summary  of  a 
report  of  Mr.  Albert  Ladd  Colby,  favoring 
the  adoption  of  a  decimal  system  of  gag- 
ing all  materials  in  thousandths  of  an 
inch.  1,600  w.  Trans  Am  Inst  of  Min 
Engs— March,  1897.  No.  11,961.  45  cts. 
HINDLEY  Worm. 

The  Construction  of  the  Hlndley  Worm. 
An  illustrated  account  of  the  methods  of 
manufacture  of  these  worms  as  practised 
at  the  works  of  the  Sprague  Electric  Ele- 
vator Co.  1.000  w.  Am  Mach— March  25, 
1897.  Serial.  1st  part.  No.  11,859.  15 
cts. 

MACHINE  Shop. 

An  Unique  Manufacturing  Establish- 
ment. The  first  of  a  series  of  articles  pur- 
posing to  give  an  idea  of  the  factory  of 
the  National  Cash  Register  Co.,  of  Day- 
ton, O.,  and  of  the  spirit  that  pervades  it. 
It  is  conducted  on  a  plan  in  many  respect* 
different  from  the  usual  practice.  111. 
4,500  w.  Am  Mach— March  25.  1897.  Ser- 
ial. 1st  part.  No.  11,858.  15  cts. 
MACHINE  Shop  Management. 

Six  Examples  of  Successful  Shop  Man- 
agement. Henry  Roland.  Describing  the 
pension,  insurance  and  endowment  fea- 
tures of  the  plan  of  earnings  division  in 
operation  at  the  works  of  Alfred  Dolge  & 
Co.  4,800  w.  Sixth  paper.  Eng  Mag- 
April,  1897.  No.  12,046.  30  cts. 
TOOLS. 

American  Machine  Tools  Criticized  by 
an  English  Engineer.  H.  Austin.  Letter 
to  the  editor  calling  attention  to  imper- 
fection in  American  tools.  Also  editorial 
comment.  1,400  w.  Am  Mach— March  25, 
1897.  No.  11,860.  15  cts. 
SPRINGS. 

Concerning  Coiled  Springs.  E.  T. 
Adams.  Considers  springs  made  of  round 
steel  wire  wound  on  a  cylindrical  man- 
drel, the  data  being  taken  from  tests  made 
on  a  considerable  number  of  springs, 
mostly  governor  springs.  1,800  w.  Sib 
Jour  of  Engng— March,  1897.  No.  11,682. 
30  cts. 

MISCELLANY. 

BICYCLE. 

Chatnless  Bicycles.  (Les  Machines  sans 
Chalne.)  Illustrated  description  of  the 
Drzewlecki  bicycles  and  tricycles,  in  which 
the  chain  is  replaced  by  internal  gear  and 
pinion.  1,000  w.  Ve  Genie  Modern e— 
Feb.  15,  1897.   No.  11,760.   30  cts. 


We  ru&fr  copies  qf  these  articles.  Set  introductory. 
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The  Evolution  of  the  Safety  Bicycle. 
Historical  review  of  the  progress  of  the 
rear  driven  chain  geared  safety.  111. 
2,800  w.  Ir  Age— April  1,  1897.  No.  11,- 
984.    15  cts. 

CRUSHING. 

Crushing,  Grinding  and  Separating  Ma- 
chinery. An  account  of  machines  for 
crushing,  grinding  and  separating  mater- 
ials that  have  been  made  by  Messrs. 
Johnson  &  Sons,  Leeds.  111.  2.000  w. 
Engng— March  19,  1897.  No.  11,905.  30 
eta. 


The  use  of  Shade  Lines  in  Drawings. 
P.  A.  Halsey.  An  attempt  to  show  that 
the  light  and  shaded  surface  view  Is  un- 
tenable and  causes  many  lines  to  be  drawn 
in  a  way  which  is  the  reverse  of  clear  and 
would  not  be  understood  by  many.  Their 
purpose  is  to  make  the  drawing  plainer. 

I.  800  w.   Am  Mach— March  11.  1897.  No. 

II.  538.    15  eta. 


IUCATION. 

The  Administration  of  Schools  of  Me- 
chanical Engineering.  (Ueber  die  tech- 
nlsche  Hochschulbildung  der  Maschinen- 
ingenleure.  O.  Lelssner.)  A  long  discus- 
sion, with  symposium  of  opinions  from  va- 
rious educators,  upon  the  question  of  re- 
form in  technical  education  now  being 
much  agitated  In  Germany.  12,000  w. 
Glaser's  Annalen— Feb.  15,  1897.  No. 
11.714.    45  cts. 

Technical  Education  in  Europe.  Ex- 
plains what  is  meant  by  a  technical  school 
and  gives  many  interesting  facts.  1,800  w. 
Bos  Jour  of  Com— April  3,  1897.  No. 
12.027.   15  cts. 

The  Question  of  Trade  School  a  (Zur 
Frage  der  Werkmeisterschulen.)  A  paper 
by  Hr.  Telchmann,  before  the  Wurtemberg 
branch,  discussing  the  need  of  more  prac- 
tical   technical   education   in  Germany. 

I,  500  w.  Zeitschr  d  ver  deutscher  Ing  — 
Feb.  20,  1897.   No.  11,710.   30  cts. 

The  Technical  High  Schools  of  Austria 
and  Their  Future.  (Die  technlschen  Hoch- 
schulen  Oesterrelchs  und  ihre  Zukunft.) 
An  address  delivered  before  the  Rectors 
and  Professors  of  the  technical  schools 
of  Vienna,  comparing  the  income  and 
facilities  of  the  schools  of  Austria  with 
those  of  other  countries  and  urging  ad- 
vance and  improvement  Two  articles 
with  four  plates  of  plans  of  the  leading 
technical  schools  of  Europe.  7,000  w 
Zeitschr  d  Oesterr  Ing  u  Arch  Ver.— Feb. 
12  and  19,  1897.   No.  11,722.   30  cts. 

Technical  Training  in  Germany.  In- 
formation on  some  of  the  new  schools  from 
the  report  of  a  visit  to  Germany  with  a 
view  of  ascertaining  the  recent  progress 
of  technical  education  in  that  country 

t'7°!LW-   Arch'  Lond-Feb.  26,  1897.  No.' 

II,  527.   30  cts. 

BLBVATORS. 

Treatment  of  Water  for  Use  In  Hydrau- 


lic Elevators.  M.  O.  Kasson.  Recom- 
mends the  plentiful  use  of  soap  to  over- 
come evil  effects  of  hardness  of  water. 
700  w.  Sta  Eng— March,  1897.  No.  11,- 
492.   15  cts. 


Friction  and  Lubricating  Oils.  The  laws 
controlling  friction,  which  are  generally 
credited  to  Gen.  Morin,  are  discussed. 
1,500  w.  Bos  Jour  of  Com — March  6,  1897. 
No.  11,476.   15  cts. 

HEAT  TrammiMloa. 

The  Transmission  of  Heat  and  Accom- 
panying Phenomena.  (Ueber  Warme 
Durchgang,  und  die  darauf  bezuglichen 
Versuchsergebnlsse.  Dr.  Richard  Mol- 
lier.)  Experimental  and  mathematical  in- 
vestigation of  the  transmission  of  heat 
through  various  materials  and  under  va- 
rious conditions.  Two  valuable  papers. 
12,000  w.  Zeitschr  d  Ver  deutscher  Ing. 
Feb.  6  and  13,  1897.  No.  11,701.  60  cts. 

HOSE. 

Hose-Coup]  ing8,  Hose  Bands  and  Hose- 
Menders.  Gustav  Heinsohn.  Illustrated 
description  of  the  principal  features  of 
each  of  several  designs  offered  by  the 
trade.  2,000  w.  Ind  Rub  Wld.  March 
10,  1897.   No.  11,649.   46  eta. 

M  E  ASURBMElf  T9. 

Details  of  a  series  of  Precise  Measure- 
ments with  Steel  Tapes.  (Ueber  eine  An- 
relhevorrichtung  fflr  genauere  Messungen 
mit  dem  Stahlbande.)  An  account  of  a 
series  of  experimental  measurements  to 
determine  the  probable  error  and  limit  of 
precision  of  steel  tape  measurements.  An 
excellent  paper  with  useful  practical  de- 
tails. 3,500  w.  Zeischr  d  Oesterr  Ing  u 
Arch  Ver.— Feb.  12,  1897.  No.  11,724.  30 
eta 

MECHANICS. 

Mechanical  and  Technical  Gossip. 
(Mechanlache-technische  Plaudereien.)  A 
miscellaneous  treatment  of  a  number  of 
mechanical  problems,  chiefly  from  a 
mathematical  standpoint.  Two  articles. 
7,500  w.  Zeitsch  d.  Ver  deutscher  Ing.— 
Feb.  20  and  27.  1897.  No.  11,707.  60  cts. 

MICROPHONOGRAPH. 

The  Mlcrophonograph.  (Le  Microphon- 
ographe.)  Illustrated  description  of  Prof. 
Dussaud's  combination  of  the  microphone 
and  phonograph  for  enabling  deaf  persons 
to  train  their  hearing,  also  to  furnish  a 
means  for  most  delicate  auscultation,  re- 
cording accurately  by  the  normal  or  ab- 
normal sounds  of  the  body.  3,000  w.  Le 
Genie  Moderne— Feb.  15,  1897.  No.  11,746. 
30  cts. 

PATENT  Statutes. 

Amendments  to  the  Patent  Statutes. 
The  old  statutes  and  the  new  are  given 
with  editorial  comment.  3,600  w.  Scl 
Am— March  20,  1897.   No.  11,668.   15  cts. 


We  supply  copies  of  these  articles.  See  introductory. 
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PIPE  Work. 

Steam  Pipe  Work.  W.  S.  Huyette.  Part 
first  briefly  discusses  materials  and  valves. 
700  w.     Heat  &  Ven— March    15,  1897. 
Serial.  1st  part.  No.  11,824.  15  eta. 
POWER  Plant. 

A  Modern  Power  Plant.  Edward  J. 
Willi*.  Calls  attention  to  the  power-house 
of  the  Richmond  Traction  Co.,  Richmond, 
Va.,  showing  the  difficulties  under  which 
such  plants  sometimes  operate,  and  how 
good  results  can  be  obtained  in  spite  of 
unfavorable  conditions.  111.  2,000  w. 
Mach— April,  1897.   No.  12,028.   15  cts. 

PYROMETER. 

Pyrometric  Measurements  with  the  Le 
Chatelier  Thermo-element.  (Ueber  pyro- 
metrische  Messungen  mlt  dem  Le  Chatel- 
ierschen  Thermoelement  L.  Holborn.) 
An  account  of  the  construction  and  cali- 
bration of  the  Le  Chatelier  Pyrometer. 
Temperatures  up  to  1,700°  C  are  measured 


with  a  probable  eiror  of  6*^  1,500  w. 
Zeltsch  d  Ver  deutscher  Ing.— Feb.  20, 
1897.   No.  11,708.   30  cts. 

TRACTION. 

Stopping  and  Starting  in  Mechanical 
Traction.  (Les  Arrets  et  les  Demarrages 
en  Traction  Mecanique.)  A  mathematical 
discussion  of  the  loss  of  time  and  energy 
In  stopping  and  starting  mechanically  pro- 
pelled vehicles.  2,000  w.  La  Revue 
Technique— March  10,  1897.  No.  11,758. 
30  cts. 

UNIT  of  Work. 

A  New  Unit  of  Work.  (Ueber  eine  neue 
Arbeltseinhelt.)  It  is  suggested  that  a 
pressure  of  1  atmosphere  into  a  volume  of 
1  liter  be  called  a  liter  atmosphere  as  a 
unit  of  work  pv.  Proposed  by  H.  Lynen 
at  the  Aix-la-Chapelle  branch  meeting. 
1,000  w.  Zeitschr  d  Ver  deutscher  Ing— 
Feb.  20,  1897.   No.  11,709.   30  cts. 
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COAX  AND  COKE. 

CALORIFIC  Value. 

The  Calorific  Value  of  Certain  Coals  as 
Determined  by  the  Mahler  Calorimeter. 
N.  W.  Lord  and  F.  Haas.  Results  of  ex- 
periments conducted  in  the  metallurgical 
laboratory  of  the  Ohio  State  University 
to  determine  the  calorific  powers  of  coals 
in  general  use  in  Ohio,  and  how  far  ordi- 
nary analytical  methods  could  be  used  as 
a  basis  for  computing  their  values.  4,600 
w.  Trans  Am  Inst  of  Mln  Engs— March, 
1897.    No.  11,962.   45  cts. 

COAL  Handling. 

See  same  title  under  Mechanical  Engi- 
neering, Boilers,  Furnaces  and  Firing. 

COKE. 

The  Coke  Industry.  Reviews  the  ln- 
dusty  of  coking  and  the  idea  of  utilizing 
the  chemical  constituents  given  off  in  the 
processes  of  coking,  with  references  to 
ovens  for  saving  these  products.  111. 
2,700  w.  Scl  Am  Sup— March  27,  1897. 
No.  11,868.   15  cts. 

The  Manufacture  of  Coke  at  Bilbao 
Describes  the  plant  of  the  Vizcaya  Com- 
pany at  Bllboa.  the  retorts,  breaking  and 
distributing  of  the  coal,  extractors,  pumps, 
gas-washing  plant,  distillation  of  benzol 
and  manufacture  of  sulphate  of  ammonia. 
2.000  w.  Col  Guard— March  12,  1897.  No. 
11,832.   30  cts. 

ELECTRICITY. 

The  Application  of  Electricity  to  Coal 
Mining  Operations.  Frederick  J.  Piatt. 
Brief  review  of  electric  power  as  applied 
to  hauling,  drilling,  pumping,  hoisting 
and  lighting.  2,600  w.  Col  Guard — Feb. 
26,  1897.   No.  11,512.   30  cts. 

The  Largest  Electric  Coal  Mining  Plant 
in  the  World.  Describes  the  Essen  elec- 
tric coal  mining  plant,  about  17  miles 


from  Pittsburg.  2,000  w.  Am  Mfr  &  In 
Wld— March  19,  1897.   No.  11,827.   15  cts. 

LANARKSHIRE. 

The  Lanarkshire  Coalfield.  M.  E.  De- 
scribes the  Newton  collieries,  method  of 
working,  haulage,  pumping,  boilers, 
screening,  &c.  2,700  w.  Col  Guard- 
March  19,  1897.    No.  11,910.   30  cts. 

NOVA  SCOTIA. 

The  Drummond  Colliery.  Charles  Fer- 
gle.  An  illustrated  description  of  an  ex- 
tensive coal  mine,  giving  the  nature  of  the 
coal,  methods  of  working  and  preparing 
It,  the  drainage  and  ventilating  machinery 
used,  and  a  description  of  the  coke  plant 
3,000  w.  Col  Eng— March,  1897.  No.  11,- 
673.   30  cts. 

OHIO. 

The  Congo  Coal  Mine  In  Ohio.  Descrip- 
tion of  the  working  of  this  noted  mine 
which  1b  60  miles  southeast  of  Columbus. 

I,  100  w.  Eng  &  Mln  Jour— March  13. 1897. 
No.  11,575.   15  cts. 

PRODUCTION. 

Coal  Production  of  the  Principal  Coun- 
tries of  the  World.  Statistics  from  the 
third  annual  statement  of  Sir  R.  G  iff  en  of 
the  Board  of  Trade.  Tables  are  given, 
showing  the  quantity  and  value  of  coal 
produced  in  the  principal  countries  of  Eu- 
rope, and  in  Japan  and  the  United  States 
In  each  year  from  1883  to  1895  Inclusive. 
2,000  w.   Col  Guard— March  5,  1897.  No. 

II,  633.   30  cts. 

PUMPING  Engine. 

Pumping  Engine  at  Llanbradach  Col- 
liery. W.  Galloway.  From  a  paper  read 
before  the  Federated  Inst,  of  Min  Engs. 
Description  with  sectional  side  elevation 
through  the  pump  chamber  and  the  shaft. 
A  triple  expansion,  direct-acting  Worth- 
lngton  engine.  1,700  w.  Col.  Guard- 
March  5,  1897.   No.  11,636.   30  cts. 


We  supply  copies  of  thtie  articles.   See  introductory. 
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SOUTH  AFRICA. 

The  Karoo  Formation  of  South  Africa. 
L.  de  Launay.  Extract  from  a  paper  on 
"The  Gold  Mines  of  the  Transvaal."  read 
before  the  Federated  Institution  of  Min- 
ing Engineers.  Information  regarding 
this  formation,  which  frequently  contains 
workable  coal.  900  w.  Col  Guard- 
March  19,  1897.   No.  11,912.   30  cts. 

WALES. 

The  Control  of  the  Output  of  Coal  in 
South  Wales.  A  suggested  scheme  for 
the  adjustment  of  the  output  to  meet  the 
demand.  3,200  w.  Col  Guard— March  5 
1897.   No.  11,634.   30  cts. 


BRONZE. 

Durana  Metal,  a  New  Copper  Alloy. 
(Ueber  Durana— Metall  in  Vergleich  zu 
den  neueren  schmiedbaren  Kupferlegler- 
ungen.)  A  new  alloy  of  copper  capable 
of  being  forged  like  soft  wrought  iron,  and 
having  a  very  high  tensile  strength  and 
elastic  limit  6,000  w.  Schweizerlsche 
Bauzeitung— March  6,  1897.  No.  11,740. 
30  cts. 


The  Copper  Works  of  Messrs.  Bolton  & 
Sons.  Illustrated  account  of  works  solely 
devoted  to  the  refining  and  production  of 
copper,  preceded  by  general  remarks. 
4,000  w.  Elec  Rev  Lond— March  19,  1897. 
No.  11,941.  30  cts. 
BOSTON  and  Montana. 

Boston  and  Montana  Con  ■SO  lidated 
Copper  and  Silver  Mining  Company.  Ab- 
stract of  report  for  the  year  ending  Dec. 
31,  1896.  with  editorial.  1,800  w.  Eng 
and  Min  Jour— March  27,  1897.  No.  11,897. 
Id  cts. 

SAMPLING. 

The  Distribution  of  the  Precious  Metals 
and  Impurities  in  Copper,  and  Sugges- 
tions for  a  Rational  Mode  of  Sampling. 
Edward  Keller.  Results  of  a  series  of  ex- 
periments to  obtain  knowledge  of  this 
subject.  4,000  w.  Trans  Am  Inst  of  Min 
Engs— March,  1897.   No|  11,965.   45  cts. 

GOLD  AND  SILVER. 


Metal  Mining  in  Alabama.  William  M. 
Brewer.  Information  concerning  gold  and 
copper  mines  in  this  State  and  their  pros- 
pects. 1,000  w.  Eng  and  Min  Jour- 
March  13.  1897.   No.  11,573.    15  cts. 

AUSIflAHA. 

Mining  in  the  Australian  Alps.  R.  A. 
P.  Murray.  Notes  on  the  development  of 
these  mines.  2.900  w.  Aust  Min  Stand— 
Feb.  11,  1897.   No.  11.690.   30  cts. 

BLACK  HILLS. 

Mineral  Wealth  of  the  Black  Hills. 
The  geology,  with  brief  account  of  the 
silicious  ore  districts.  1,400  w.  Min  Ind 
Rev-March  4,  1897.   No.  11,495.   15  cts. 

BROKEN  HILL. 

The  SilverSulphidee  of  Broken  Hill.  The 
story  of  the  discovery  and  development  of 


this  region  in  Australia,  the  sulphides  and 
their  treatment,  works,  processes,  &c,  as 
given  in  special  edition  devoted  largely  to 
this  subject.  111.  12,400  w.  Aust  Min 
Stand— Jan.  20,  1897.   No.  11.624.   60  cts. 

CAMPS. 

Mining  Camps  of  the  West.  Sam  Davis. 
History  of  the  progress  of  mining  in 
Rocky  Mountain  region  and  of  the  effect 
of  the  discovery  of  the  precious  metals 
upon  the  entire  country.  4,000  w.  Chau 
—April,  1897.    No.  11,871.   30  cts. 

CHLORIJVATION. 

The  Gold  Industry  in  Australia.  (L'ln- 
dustrie  de  l'Or  en  Australie.)  An  ac- 
count of  the  chlorination  methods  used 
in  Australia,  with  illustration  of  plant. 
2,500  w.  La  Revue  Technique— Feb.  26,. 
1897.  No.  11,754.  30  cts. 
CONCENTRATION. 

The  Concentration  of  Gilpin  Co.  Ores, 
as  Carried  on  at  the  Golden  Concentra- 
ting Works.  John  Gross.  Describes  the 
method  and  gives  graphical  plan.  1,800 
w.  Min  Ind  and  Rev— March  18,  1897. 
No.  11,837.    15  eta 

COLORADO. 

Some  Mines  of  Roslta  and  Silver  Cliff, 
Colorado.  S.  F.  Emmons.  Paper  con- 
densed from  article  published  in  the  last 
Annual  Report  of  the  U.  S.  Geological 
Survey,  descriptive  chiefly  of  the  four 
principal  mines  of  the  district.  111.  1,800 
w.  Trans  Am  Inst  of  Min  Engs — March, 
1897.   No.  11,969.   45  eta 

The  Occurrence  and  Treatment  of  Cer- 
tain Gold  Ores  of  Park  County,  Colorado. 
B.  Sadtler.  The  distinctive  features  of 
the  occurrences  of  ore,  and  various 
methods  of  treatment  1,600  w.  Trans 
Am  Inst  of  Min  Engs— March,  1897.  No. 
11.971.   45  cts. 

CYANIDE  Proceaa. 

Applications  of  the  Cyanide  Process  in 
South  Africa,  Charles  Butters.  Ab- 
stract of  a  lecture  before  the  Chemical 
Section  of  the  Science  Assn.  of  the  Uni- 
versity of  California,  Gives  the  working 
details  and  method  of  treatment.  800 
w.  Eng  and  Min  Jour — March  6,  1897. 
No.  11,466.   15  cts. 

Notes  on  the  Cyanide  Process.  J,  B. 
Clennell.  A  letter  to  Pi  of.  S.  B.  Christy 
on  his  article  on  "The  Solution  and  Pre- 
cipitation of  the  Cyanide  of  Gold,"  and 
records  experiments  made  at  Johannes- 
burg. 2,500  w.  Min  and  Sci  Pr— March 
27,  1897.   No.  12,018.    15  cts. 

GOLD  Extraction. 

The  Extraction  of  Gold  by  Chemical 
Methods.-  T.  K.  Rose.  Discusses  tjne 
various  processes,  with  their  advantages 
and  disadvantages.  2,500  w.  Nature- 
March  11,  1897.   No.  11,809.   30  eta 

GOLD  Plelda. 

Gold  Fields  of  the  South.  Wm.  Ml 
Eewer.  The  regions  of  Georgia  and 
Alabama,  in  which  gold  deposits  are- 
found.     The  peculiar  features  of  the 
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mines,  the  geological  characteristics  of 
the  country,  and  the  forms  in  which  the 
ore  occurs,  with  some  observations  in  re- 
gard to  development.  2,700  w.  Col 
Bng— March,  1897.   No.  11,674.   30  eta. 

MEXICO. 

The  Gold  Fields  of  Altar,  Mexico.  W. 
George  Waring.   History  of  this  region 
and  the  attempt  to  open  the  old  mines, 
with  present  prospects.   1,800  w.  Eng 
and  Min  Jour— March  13,  1897.  No. 
11,574.   15  cts. 

NEW  SOUTH  WALES, 

The  Big  Dam  at  Junction  Point  (N.  S. 
W.)  Particulars  of  the  greatest  en- 
gineering work  of  the  kind  in  construc- 
tion with  mining  in  New  South  Wales. 
The  dam  across  the  Belubula  River. 

I,  100  w.  Aust  Mln  Stand— Jan.  28,  1897. 
No.  11,607.   30  cts. 

The  Timbilica  Reefs  (N.  S.  W.)  J.  B. 
Carne.  A  report  of  their  extent  and  pros- 
pects. 2,700  w.  Aust  Mln  Stand— Jan. 
28,  1897.   No.  11,606.   30  cts. 

DBLORO,  Ont. 

The  Mispickel  Gold  Ores  of  Deloro, 
Ont.  J.  Walter  Wells.  Describes  the 
location  briefly,  and  gives  results  of  ex- 
periments In  the  gold  ores  of  this  dis- 
trict. 2.20O  w.  Can  Min  Rev— March, 
1897.    No.  12.037.    30  cts. 

BL  DORADO. 

Characteristics  of  the  Eldorado  Gold 
Belt.  Aa.  Thurston  Heydon.  Some  in- 
formation of  this  rich  belt,  remarkable 
for  its  great  extent  and  the  permanent 
character  of  its  deposits.  1,300  w.  Min 
and  Sci  Pr— March  20,  1897.  No.  11,881. 
16  cts. 

GEORGIA. 

Gold  Mining  in  Georgia.  William  M. 
Brewer.  Brief  description  of  prospects 
In  this  State  recently  visited.  1,400  w. 
Eng  and  Mln  Jour— March  20,  1897.  No. 

II,  87.   15  cts. 

HOVA  SCOTIA. 

The  Gold  Bearing  Tailings  of  Nova 
Scotia.  F.  H.  Mason.  An  examination  of 
the  value  of  the  tailings  in  Nova  Scotia, 
with  results.  2,400  w.  Can  Mln  Rev- 
March,  1897.  No.  12,031.  30  cts. 
ONTARIO. 

Notes  on  the  Western  Ontario  Gold 
Fields.  Dr.  Coleman.  Briefly  refers  to  the 
geology,  gold-bearing  deposits,  and  veins*. 
1,500  w.  Can  Mln  Rev— March,  1897.  No. 
12.035.    30  cts. 

PRECIPITATION. 

The  Precipitation  of  Gold  by  Zinc 
Thread  from  Dilute  and  Foul  Cyanide 
Solutions.  Alfred  James.  Investigations 
showing  that  more  attention  to  the  close 
packing  of  the  zinc-shavings  tended  to 
improve  the  results.  1,700  w.  Trans  Am 
Inst  of  Min  Engs— March,  1897.  No.  11,968. 
45  cts. 

PROSPECTING. 

The  Hand  Auger  and  Hand  Drill  in 
Prospecting  Work.    Charles  Catlett.  A 


brief  account  of  the  work  of  this  device 
in  the  practice  of  the  writer.    2,000  w. 
Trans  Am  Inst  of  Mln  Engs— -March,  1897. 
11,959.    45  cts. 
RUSSIA. 

Gold  and  Silver  Production  in  Russia. 
Figures  as  reported  by  the  Imperial  Mint, 
with  comment.  900  w.  Eng  &  Min  Jour- 
April  3,  1897.   No.  12,019.   15  cts. 

QUEENSLAND. 

Government  Experts  on  Queensland 
Mining.  C.  C.  Longridge,  Special  features 
from  the  reports  of  R.  L.  Jack,  W.  H. 
Rand,  A.  G.  Maitland  and  P.  F.  Sellheim. 

I,  200  w.    Min  Jour— March  20,  1897.  No. 

II,  931.  30  cts. 
RAND  Miming-. 

Railway  Rapacity  and  Rand  Mining. 
Editorial  calling  attention  to  the  numerous 
handicaps  Imposed  upon  this  industry.  To 
import  mining  machinery,  &c,  means  an 
outlay  of  150  per  cent  on  prime  costs. 

I,  200  w.   Mln  Jour— March  20.  1897.  No. 

II,  932.   30  cts. 

RICO. 

Rico  Mining  District  Arthur  Lakes.  A 
sketch  of  the  formation  and  peculiar  mode 
of  occurrence  of  the  ores  of  the  region. 

III,  900  w.  Col  Eng— March,  1897.  No. 
11,678.    30  cts. 

SAN  JUAN. 

Peculiar  Formations  In  the  San  Juan 
Region.  Arthur  Lakes.  The  rocks  to 
which  nearly  all  the  mines  and  veins  are 
confined.  A  description  of  their  appear- 
ance and  mode  of  occurrence,  together 
with  their  characteristics,  and  the  prob- 
able method  of  their  deposition.  111.  1,800 
w.  Col  Eng— March,  1897.  No.  11,677.  30 
cts. 

SIBERIA. 

Gold  Gravel  Washing  in  Eastern  Si- 
beria. E.  D.  Levat  Illustrates  and  de- 
scribes the  sluices  in  the  placers  worked 
by  the  Zeya  Company.  800  w.  Eng  & 
Mln  Jour— April  3,  1897.  No.  12,020.  15 
cts. 

BLIMB4IORTIKG. 

The  Spltzkasten  and  Settling  Tank.  R 
H.  Richard  and  C.  E.  Locke.  The  means 
of  slime-sorting  approved  in  the  old  coun- 
try Is  discussed  and  the  writer's  investi- 
gations given.  3,300  w.  Trans  Am  Inst  of 
Mln  Engs— March,  1897.  No.  11,964.  45 
cts. 

SMELTING. 

Smelting  Ores  in  South  Australia.  Illus- 
trated description  of  the  Dry  Creek  works, 
Adelaide.    2,000  w.    Aust  Min  Stand— 
Feb.  4,  1897.   No.  11,608.   30  cts. 
SOUTH  AFRICA. 

See  "South  Africa"  under  Mining  and 
Metallurgy,  Coal  and  Coke. 

SULPHIDE  ORES. 

The  Electrolytic  Treatment  of  Sulphide 
Ores.  Richard  Threlfall.  Deals  with  the 
processes  of  Mr.  E.  A.  Ashcroft  which 
have  been  successful  in  New  South  Wales. 
Describes  the  processes  and  the  arrangc- 
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meats  for  carrying  them  out.  111.  9,500 
w.  Aust  Mln  Stand— Jan.  20,  1897.  No. 
11,625.    60  eta. 

SURVEYING. 

General  Practice  in  Surveying  Mineral 
Lands,  and  Gold  and  Silver  Mines.  Au- 
gusts Mathez.  A  description  of  the  in- 
struments, their  use,  adjustment  and  care, 
with  explanations  of  the  principles  in- 
volved In  practical  work.  1,800  w.  Col 
Eng— March,  1897.  Serial.  1st  part  No. 
11,675.    30  cts. 

ITT  AH. 

The  Tintlc  Mining  District  in  Utah.  H. 
L.  J.  Warren.  An  outline  of  a  visit  among 
the  mines  of  this  district,  which  Is  said 
to  he  the  most  prosperous  precious  metal 
mining  region  between  the  Atlantic  and 
Pacific.  2,500  w.  Eng  &  Mln  Jour- 
March  6.  1897.    No.  11,467.    15  cts. 

VICTORIA. 

The  Bendigo  Gold  Field.  The  first  of  a 
series  of  articles  in  this  field.  The  pres- 
ent number  Is  confined  to  the  famous 
Hustle's  line.  4,200  w.  Min  Jour— M arch 
20, 1897.  Serial.  1st  part.  No.  11,930.  30 
cts. 

The  Ell  earn  ere  Goldfield,  Victoria.  H. 
Herman.  An  account  of  the  geology  and 
gold  workings  of  this  region.  2,000  w. 
Aust  Mln  Stand— Feb.  11,  1897.  No.  11,688. 
30  cts. 

Quartz  Lodes  In  Ballarat  West.  Will- 
iam Bradford.  Illustrated  description  of 
the  formation  of  this  region.  1,200  w. 
Aust  Min  Stand— Feb.  11,  1897.  No.  11,689. 
30  cts. 

IRON  AND  STEEL. 

ANALYSIS. 

A  Method  for  the  Complete  Analysis  of 
Iron  Ores,  with  Notes  on  Sarnstrom's 
Method  of  Determining  Manganese. 
George  Auchy.  A  paper  presented  before 
the  American  Chemical  Society.  Investi- 
gations and  experiments,  with  results. 

I, 200  w.   Ind  and  M— March  19, 1897.  No. 

II.  936.   30  cts. 

The  Analysis  of  Ferro-Sllicon  and  Sill- 
co-Spiegel.  George  T.  Dougherty.  Direc- 
tions for  the  determination  of  silicon, 
manganese,  sulphur,  phosphorus,  iron  and 
carbon.  1,200  w.  Ir  Age— March  18,  1897. 
No.  11,679.    15  cts. 

BELGIUM. 

The  Iron  Industry  of  Belgium.  M.  Etnile 
Harzle,  In  the  Annales  des  Mines  de  Bel- 
glque.  Gives  information  on  iron  mining, 
iron  smelting,  finished  iron-making,  steel 
production,  steam  engines  and  boilers,  anu 
coal  consumption  in  mining  and  metal- 
lurgy. 1,000  w.  Col  Guard— March  5, 
1897.  No.  11,635.  30  cts. 
BLAST  Fanuue. 

American  and  English  Blast-Furnace 
Practlca  J.  Stephen  Jeans.  Showing  the 
growth  of  the  system  of  Intensified  pro- 
duction. 3,300  w.  First  paper.  Eng  Mag 
-April,  1897.   No.  12,048.   30  cts. 


CAST  Iron. 

A  Novel  Method  of  Testing  Cast  Iron  for 
Hardness.  Describes  a  test  made  by  the 
general  manager  of  the  Warder,  Bushnell 
&  Glessner  Co.,  at  Springfield,  O.,  which 
is  simple  and  believed  to  give  accurate 
knowledge.  1,200  w.  Am  Mach— April  1, 
1897.  No.  12.017.  15  cts. 
CONCENTRATION. 

Edison  Has  Found  How  to  Extract  Iron 
Ore  by  Magnetism.  An  account  of  Edi- 
son's experiments,  and  the  apparatus  for 
separating  iron  ore  from  sand.  1,400  w. 
Min  Ind  and  Rev— March  18,  1897.  No. 
11,838.  1«  cts. 
CRYSTALLIZATION. 

Crystallization  in  Iron  and  SteeL  H. 
F.  J.  Porter.  Considers  the  processes  un- 
der which  wrought  iron  and  steel  are 
manufactured,  as  explained  by  noted 
writers,  with  the  view  of  showing  that 
crystallization  is  not  the  cause  of  failures 
in  service.  3,000  w.  Sta  Eng— March, 
1897.    No.  11,491.    15  cts. 

FATIGUE. 

Microscopic  Observations  on  the  Dete- 
rioration by  Fatigue  in  Iron  and  Steel. 
Thomas  Andrews.  Part  first  consists 
mostly  of  references  to  various  authentic 
Information  and  opinions  on  the  subject, 
to  be  followed  by  the  writer's  investiga- 
tion. 2,800  w.  Engng— Feb.  26,  1897.  Se- 
rial.  1st  part.   No.  11,503.   30  cts. 

FURNACE  Plant. 

The  Duquesne  Furnace  Plant  of  the 
Carnegie  Steel  Company,  Limited.  Illus- 
trated detailed  description,  with  general 
plan  and  supplement.  5,000  w.  If  Age — 
Marcu  25,  1897.  No.  11,862.  15  cts. 
HARDENING. 

Current  Theories  of  the  Hardening  of 
Steel.  F.  Osmond.  A  contribution  to  the 
discussion  of  Mr.  Sauveur's  paper  on  "The 
Mlcrostructure  of  Steel  and  the  Current 
Theory  of  Hardening."  Differs  in  the  in- 
terpretation of  results.  10,500  w.  Trans 
Am  Inst  of  Min  Engs— March,  1897.  No. 
11,968.   45  cts. 

Mlcrostructure  of  Steel  and  the  Cur- 
rent Theories  of  Hardening.  Albert 
Sauveur.  Communications  received,  con- 
stituting a  part  of  the  discussion  of  Mr. 
Sauveur's  paper.  6,000  w.  Trans  Am 
Inst  of  Min  Engs— March,  1897.  No.  11,- 
958.  45  cts. 
LIMONITB. 

The  Limonite  Ores  of  Cherokee  County, 
North  Carolina.  H.  B.  C.  Nitze.  Describes 
the  deposits  and  the  work  on  the  different 
belts.  3,000  w.  Eng  &  Min  Jour— April 
3,  1897.  No.  12,021.  15  cts. 
MAGNETITES. 

The  Geology  of  the  Magnetites  near  Port 
Henry,  N.  Y.,  and  Especially  Those  of 
Mineville.  J.  F.  Kemp.  Notes  from  spe- 
cial study  of  this  region  by  the  writer,  con- 
taining valuable  data.  III.  15,400  w. 
Trans  Am  Inst  of  Min  Engs— March, 
1897.    No.  11,960.    45  cts. 
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PIG  Iron. 

Sulphur  In  Embreville  Plg-Iron.  Guy 
R.  Johnson.  An  explanation  of  the  pitted 
appearance  of  pig-iron,  generally  supposed 
supposed  to  Indicate  the  absence  of  silicon, 
claiming  that  it  Is  due  to  the  givtng-off  of 
included  gases,  particularly  sulphurous 
oxide.  900  w.  Trans  Am  Inst  of  Min 
Engs— March,  1897.  No.  11,967.  45  cts. 
STEEL*. 

Steel  as  Viewed  by  the  Engineer.  Briefly 
reviews  a  paper  read  by  P.  Kreuzpointner 
at  a  meeting  of  the  Engineers'  Club  of 
Philadelphia,  with  discussion.  1,300  w. 
Am  Mfr  &  Ir  Wld— March  12,  1897.  No. 

II,  582.   15  eta. 

High  Specification  Steels.  H.  K.  Landls. 
Considers  composition,  tensile  require- 
ments, residual  stresses,  heat  treatment 
and  fatigue.  2,300  w.  Mach— April,  1897. 
No.  12,030.  15  cts. 

See  also  Electrical  Engineering.  Mis- 
cellany. 

SOUTH  AFRICA. 

Mr.  Hays  Hammond  and  South  Africa. 
Editorial  review  of  article  of  Mr.  Ham- 
mond published  in  North  American  Re- 
view. 1,800  w.  Min  Jour— Feb.  27,  1897. 
No.  11.595.    30  cts. 

TARIFF  Bill. 

See  same  title  under  Economics  and  In- 
dustry. Commerce  and  Trade. 

TEMPERING. 

Effects  of  Tempering  on  the  Properties  of 
Steel.  H.  K.  Landis.  The  effects  of  the 
constituents  of  steel  and  the  functions 
they  fulfil,  the  tests  and  their  value,  the 
phenomena  of  hardening,  annealing  and 
tempering,  alloys,  &c.  3.500  w.  Pro  Age 
-March  15,  1897.    No.  11,641.   15  cts. 

MINING. 

BOILERS. 

Steam  | Boilers  for  Mining  Purposes. 
William  Kent.  The  principles  governing 
their  economical  and  efficient  use.  The 
Influence  of  local  conditions  on  the  size 
and  type  of  boilers,  and  an  Impartial 
study  of  best  types  for  varying  conditions 
at  mines.  4,000  w.  Col  Eng— March, 
1897.   Serial.  1st  part.  No.  11,676.  80  cts. 

CAPITALIZATION. 

The  Capitalization  of  Mining  Com- 
panies. Editorial  disucssion  of  this 
method  of  doing  business,  and  the  im- 
portance of  the  adjustment  of  capital  to 
a  moderate  estimate  of  the  value  of  a 
mining  property.  1,400  w.  Min  Jour — 
March  6.  1897.   No.  11,596.    30  cts. 

ELECTRICITY. 

Boring  a  Mine  Heading  by  Electricity. 
From  Le  Genie  Civile.  Describes  the 
system  recently  adopted  by  the  Societe 
de  Charbonnages  des  Bouches-du-Rhone 
for  driving  a  gallery.  The  electrical  en- 
ergy employed  as  motive  power  is  gene- 
rated by  the  pressure  of  the  pit  water. 

III.  2,300  w.  Col  Guard— Feb.  26,  1897. 
No.  11,513.   30  cts. 


Central  Electric  Station  of  the  Davis 
Coal  and  Coke  Company.  Timothy  W. 
Sprague.  Illustrated  detailed  description 
with  information  regarding  the  operation 
of  the  plant.  2,500  w.  Elec  Rev— March 
10,  1897.   No.  11,494.   15  cts. 

Electricity  In  Mining.  Discussion  of  the 
papers  on  "Electric  Mining  in  the  Rocky 
Mountain  Regloln,"  by  Irving  Hale,  and 
"Addition  to  the  Power  Plant  of  the 
Standard  Consolidated  Mining  Com- 
pany," by  Robert  G.  Brown.  8,000  w. 
Trans  Am  InsC  of  Min  Engs— March, 
1897.    No.  11,957.    45  cts. 

EASEMENTS. 

Mining  Easements.   An  explanation 
of  the  law  relating  to  easements  in  Eng- 
land.  2,200  w.      Col  Guard— March  5, 
1897.    No.  11,632.   30  cts. 
HOISTING. 

The  Electric  Motor  for  Hoisting  In 
Mines.  Illustrated  description  of  the 
electrical  hoist  at  the  Free  Silver  Mine, 
at  Aspen,  Col.,  with  account  of  test.  1,000 
w.  Ir  Age— April  1,  1897.  No.  11,983. 
15  cts. 

Preliminary  Hoisting  Plant  for  Mines. 
Robert  Peele.  An  account  of  the  hoist- 
ing appliances  appropriate  to  the  tem- 
porary work  generally  preceding  serious 
mining  operations,  and  sometimes  also 
employed  In  connection  with  the  develop- 
ment of  mines.  111.  2,400  w.  Sch  of 
Mines  QuaiWan.,  1897.  No.  11,986.  4S 
cts. 

LEVELLING. 

Levelling  in  Mines.  Bennett  H.  Brough. 
Abstract  of  a  lecture  given  at  Chesterfield, 
Eng.  Describes  the  various  forms  of  lev- 
elling instruments  used  in  mines.  1,700 
w.  Col  Guard— March  19,  1897.  No. 
11,911.   30  cts. 

MACHINERY. 

The  Growing  Efficiency  of  Modern 
Mining  Machinery.  Cyrus  Robinson.  De- 
scribing electrical  coal-cutters,  drills, 
mine  pumps,  and  mine  locomotives,  and 
the  conditions  under  which  they  may  be 
used  advantageously.  111.  2,700  w.  Eng 
Mag— April,  1897.  No.  12,053.  30  cts. 
MINE  Management. 

Mines  and  Management  Robert  Archi- 
bald. Devoted  mostly  to  mine  manage- 
ment, especially  of  men.  6,500  w.  Can 
Min  Rev— March,  1897.  No.  12.032.  30 
cts. 

MINING. 

The  Mechanics  of  Mining.  D.  W.  Robb. 
Read  before  the  Canadian  Mining  Assn. 
DealB  with  the  successful  operation  of  a 
mine.  1,400  w.  Can  Eng— March,  1897. 
No.  11,668.   15  cts. 

ROCK  Drilling. 

See  same  titie  under  Electrical  Engi- 
neering— Power. 

VENTILATION. 

Contribution  to  the  Study  of  Mine  Ven- 
tilation. M.  G.  Hanarte,  with  explana- 
tions by  J.  W.  P.   Gives  the  Hanarte  ar- 
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rangement  of  fan  and  Its  method  of  work. 
2.500  w.  Col  Guard— March  12,  1897.  Se- 
rial. 1st  part.   No.  11,833.   30  eta. 

Notes  on  the  Ventilation  of  Mines.  T. 
A.  Southern.  A  lecture  delivered  at  Uni- 
versity College,  Nottingham.  Part  first 
discusses  the  pressure  which  produces 
ventilation;  exhausting  fans  vs.  forcing 
fans;  upcast  or  downcast,  which  should 
be  the  larger,  &c.  7,800  w.  Col  Guard- 
March  19,1897.  Serial.  1st  part.  No.  11,- 
909.   30  cts. 

VICTORIA. 

State  Aid  to  Mining  in  Victoria.  C.  C. 
Longrldge.  The  article  approves  the  ac- 
tion of  the  State  in  mining  matters,  ex- 
plains ways  in  which  the  government 
have  undertaken  to  assist  capitalists,  and 
discusses  matters  of  interest.  1,000  w. 
Min  Jour— Feb.  27,  1897.  No.  11,594.  30 
cts. 

WATER. 

Appliances  for  Winding  Water.  W.  Gal- 
loway. Explains  an  instance  in  the  ex- 
perience of  the  writer  where  the  water  of 
a  mine  was  raised  by  winding  it  to  the 
surface  up  a  vertical  shaft.  1,000  w.  Ir 
and  Coal  Trds  Rev— Feb.  26,  1897.  Serial. 
1st  part.   No.  11,560.   30  cts. 

MISCELLANY. 

ALLOTS. 

Alloys.  W.  C.  Roberts-Austen.  Ab- 
stract of  the  first  of  a  new  series  of  Can- 
tor lectures.  Describes  methods  of  inves- 
tigation. 1,000  w.  Min  Jour— March  20, 
1897.  No.  11.933.  30  cts. 
ASBESTOS. 

Asbestos  Mining  and  Dressing  at  Thet- 
ford.  H.  Nelles  Thompson.  Conducted  by 
quarrying.  The  methods  are  explained. 
1,600  w.  Can  Min  Rev— March,  1897.  No. 
12,039.  30  cts. 
BRITISH  COLUMBIA. 

Notes  on  Some  Mining  Districts  in  Brit- 
ish Columbia.  John  E.  Hardman.  Re- 
cords facts  and  observations  obtained  dur- 
ing a  trip  In  the  summer  of  1896.  Touches 
briefly  the  geology,  ore,  production,  &c, 
of  the  different  districts.  5,000  w.  Can 
Min  Rev— March,  1897.  No.  12,033.  30 
eta 

COLORADO. 

The  Development  of  Colorado's  Mining 
Industry.  T.  A.  RIckard.  Historical  ac- 
count 5.000  w.  Trans  Am  Inst  of  Min 
Engs— March,  1897.  No.  11,970.  45  cts. 

The  Undeveloped  Economic  Resources 
of  Colorado.  Arthur  Lakes.  From  Den- 
ver "News."  Gives  general  geological 
section  of  the  formations,  and  locates  what 
each  contains;  Includes  ryolite  lava,  clays 
and  coal,  plastic  clays,  oil-bearing  zone, 
limestone,  sandstones  and  fire  clay,  gyp- 
Bum,  lithographic  stone,  marbles,  granite, 
slate  and  onyx.  111.  4,000  w.  Stone- 
March,  1897.  No.  11,659.  30  cts. 
O  ALICIA. 

The  Mines  of  Galicia.  Report  on  mines 


of  gold,  tin,  copper,  antimony,  Iron,  coal, 
plumbago,  asbestos  and  slate.  2,000  w. 
Cons  Repts— March,  1897.  No.  11,874.  45 
cts. 

GEMS. 

Australian  Gems.  An  account  of  the 
diamond  field  at  Bingara,  New  South 
Wales,  with  information  regarding  other 
gems  found  in  Australia.  1,800  w.  Aust 
Min  Stand— Feb.  11,  1897.  No.  11,687.  30 
cts. 

MANGANESE  Deposits. 

The  Manganese  Deposits  of  the  Depart- 
ment of  Panama,  Republic  of  Colombia, 
Eduardo  J.  Chibas.  Gives  location,  his- 
tory, character  of  the  ore,  geological  fea- 
tures, Ac,  with  suggestions  as  to  the 
origin.  111.  4,300  w.  Trans  Am  Inst  of 
Min  Engs— March,  1897.  No.  11,966.  48 
cts. 

MINING  Camp. 

The  Geology  of  a  Typical  Mining  Camp 
in  New  Mexico.  C.  L.  Herrick.  Describes 
the  Magdalena  mountain  range  as  illus- 
trating many  conditions  of  mineral  ac- 
cumulation and  a  variety  of  geological 
problems.  2,800  w.  Am  Geol— April,  1897. 
No.  11.985.    45  cts. 

PICTOU  Mines. 

A  Review  of  the  Report  of  the  Commis- 
sion on  Fires  in  PIctou  Mines.  H.  S. 
Poole.  Read  before  the  Mining  Soc.  of 
Nova  Scotia.  An  explanation  and  criti- 
cism of  this  report.  4,700  w.  Can  Min 
Rev— March,  1897.  No.  12,034.   30  cts. 

PLATINUM. 

A  Large  Nugget  of  Platinum.  Cyrus  O. 
Baker.  Interesting  facts  relative  to  the 
supply  and  consumption  of  this  rare  metal. 
111.  1,500  w.  Elec  Rev— March  24,  1897. 
No.  11,865.    15  cts. 

SLATES. 

Slate  Production  in  the  United  States. 
James  Hess.  A  review  of  the  slate  indus- 
try, the  different  localities,  varlatles,  &c, 
with  description  of  operation  of  slate  quar- 
ries. 1.800  w.  Yale  Sci  M— March,  1897. 
No.  11.685.    30  cts. 

SOUTH  AFRICA. 

The  Chartered  Company  in  South  Afri- 
ca. John  Mackenzie.  Reviews  the  record 
of  the  company  and  criticises  the  policy 
and  Influence.  11,000  w.  Contemporary 
Rev— March,  1897.  No.  11.642.  45  cts. 
TEMPERATURES. 

Subterranean  Temperatures  at  Wheel- 
ing, W.  Va.,  and  Pittsburg,  Pa.  W.  Hal- 
lock.  Observations  taken  from  two  re- 
markable wells  of  4,500  feet  and  5,386  feet 
in  depth.  111.  1,600  w.  Sch  of  Mines 
Quar— Jan..  1897.  No.  11,991.  45  cts. 

Tl'RQUOISB. 

Turquoise  Mining  in  Mexico.  W.  C. 
Fenderson.  Refers  to  superstitions  re- 
lating to  thlB  stone  because  of  its  change 
of  color,  and  gives  brief  account  of  method 
of  mining.  2,200  w.  Min  &  Sci  Pr— 
March  6,  1897.   No.  11,539.   15  cts. 
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GAS  SUPPLY. 

ACCIDENT. 

The  Accident  to  the  Rope-Guarded  Gas- 
holder at  Middlesbrough.  Report  relating 
to  the  recent  accident  to  the  rope-guided 
gasholder  at  the  Corporation  Gas  Works. 
2,000  w.  Jour  Gas  Lgt— March  16,  1897. 
No.  11,944.   30  eta. 

ACETYLENE. 

Acetylene.  A  discussion  of  the  proper- 
ties, its  dangerous  qualities  and  advan- 
tages as  an  illuminant.  1,200  w.  Fire 
and  Water— March  6,  1897.  No.  11,478. 
15  cts. 

A  German  Conference  on  Acetylene.  A 
summary,  compiled  from  the  Journal  fur 
Gasbeleuchtung"  of  the  conference  pro- 
ceedings of  the  German  Society  of  Chem, 
Ind.,  giving  the  precautions  considered 
necessary.  1,600  w.  Jour  Gas  Lgt— March 
23,  1897.   No.  11,999.   30  ct& 

Automatic  Generators  of  Acetylene 
(Generateurs  Automatiques  d' Acetylene.) 
Illustrated  description  of  Improved 
Acetylene  Generator;  also  Acetylene 
for  Generating  the  Gas  as  needed  for 
immediate  use.  1,000  w.  La  Genie  Mod- 
erne.    Feb.,  15,  1897.   No.  11,745. 

Report  upon  Acetylene  Gas  (Bericht 
iiber  den  corporativen  Besuch  des  von 
der  Acteylengas-Gesellschaft  Demonstra- 
tion). A  report  of  the  visit  of  a  com- 
mittee of  the  Society  of  Austrian  Engi- 
neers to  an  exhibition  of  Acetylene  Gas. 
With  Illustrations  of  Generators,  &c. 
2,500  w.  Zeltsch.  d.  Oesterr.  Ing.  u.  Arch. 
Ver.— Feb.,  26,  1897.    No.  11.734. 

AMMONIA. 

Does  the  Manufacture  of  Sulphate  of 
Ammonia  pay  In  Small  Works?  J. 
Wilkinson,  read  before  the  Manchester 
Dist.  Inst,  of  Gas  Engs.  Discusses  the 
subject,  concluding  that  the  intermittent 
still  is  the  most  efficient  method  to  adopt 
at  small  gas  works.  Duscussion.  4.000 
w.  Jour  Gas  Lgt— March  2,  1897.  No. 
11,578.   30  cts. 

ANALYSIS. 

A  Technical  Analysis  of  Hydrocarbon. 
Vapor  and  Gasses  in  Literature  and 
Laboratory.  Dr.  W.  H.  Birchmare.  Part 
first,  consists  of  an  examination  of  meth- 
ods and  published  work  in  this  field,  and 
will  be  followed  by  personal  work  of  the 
writer.  2,500  w.  Am  Gas  Lgt  Jour- 
March  22,  1897.  Serial,  1st  part.  No. 
11,844.    15  cts. 

BELFAST. 

Cost  of  Illuminating  Gas  in  Belfast. 
Consular  report  on  the  cost  of  the  mater- 
ial and  labor  required  for  the  manufac- 
ture of  gas  ready  for  consumption.  The 
price  to  consumers  is  60  cents  per  1,000 


cubic     feet.   500w.   Con     Repts— April, 
1897.    No.  11,919.   45  cts. 

C  ALO  RIMBT  R  Y. 

Calorimetry.  C.  D.  Jenkins.  Brief  ac- 
count of  investigations  with  short  discus- 
sion. 1,200  w.  Am  Gas  Lgt  Jour— March 
22,  1897.   No.  11,842.   15  cts. 

CARBIDE  of  Calcium. 

Restrictions  Placed  on  Carbide  of  Cal- 
cium In  England.  Notification  issued  by 
the  English  Home  Office  regarding  the 
keeping  of  Carbide  of  Calcium.  700  w. 
Pro  Age— April  1,  1897.   No.  11,982.  15 

Ct8. 

COKE  Ovena. 

Some  Remarks  i  on  Ooke  Ovens  and 
Their  Products.  S.  J.  Fowler.  Descrip- 
tion of  the  Semet  Solvay  Oven,  located 
at  the  works  of  the  Solvay  Process  Co., 
in  Syracuse,  N.  Y.,  with  drawing.  The 
Illuminating  coal  gas  plant  and  the  retort 
Coke  Oven  plants  are  compared,  and  re- 
lated matters  examined.  Discussion  fol- 
lows. 4,000  w.  Am  Gas  Lgt  Jour— March 
8,  1897.  No.  11,481.  15  cts. 
FLAMES. 

The  Source  of  Light  in  Flames.  Ar- 
thur Smithells.  Report  of  a  lecture  at  the 
Royai  Inst  A  study  of  the  flames  of 
various  gases.  2,200  w.  Gas  Wld— March 
20,  1897.    No.  11,937.   30  cts. 

FLOUV. 

The  Flow  of  Gas  or  Steam  Through 
Pipes.  Arthur  J.  Martin.  Table  of  the 
flow  of  gas  or  steam  through  pipes,  with 
an  examination  of  some  of  the  formulae 

now  In  use.   2,500  w.   Engng.— March  19, 

1897.    No.  11,903.    30  cts. 

OAS.  ,  . 

Some  Comparisons  of  Gas  Making, 
from  1853  to  December.  1896,  and  Some 
of  the  Writer's  Experiences  at  the  Small 
Gas  Works  at  Fitchburg.  The  paper  is 
almost  entirely  devoted  to  gas-making  in 
Fitchburg,  and  is  followed  by  short  dis- 
cussion. 2,u»<j  w.  Am  Gas  Lgt  Jour- 
March  22,  1897.    No.  11,843.    15  cts. 

GAS  Distribution.  _  m 

Gas  Distribution.  William  H.  Snow. 
Read  before  the  New  England  Assn.  of 
Gas  Engs.  Refers  to  pipes,  cocks,  gates, 
naphthaline,  Ac,  and  is  followed  by  dis- 
cussion. 5,800  w.  Am  Gas  Lgt  Jour- 
March  8,  1897.   No.  11,479.   15  cts. 

OAS  Industry. 

Inaugural  Address  of  Robert  Porter. 
Reviews  progress  during  the  present  reign, 
with  comparison  of  the  advantages  of 
carbureited  water-  gas  with  coal-gas'. 
4,000  w.  Jour  Gas  Lgt— March  2,  1897. 
No.  11,577.   3u  cts. 

LEAKS. 

Reports  of  Gas  Leaks.  Their  Manage- 
ment by  a  Large  Company.   W.  R.  Ad- 
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dicks.  A  statement  of  the  system  adopted 
in  Boston,  considering  their  management, 
when  they  occur,  and  the  methods  adopted 
to  prevent  their  occurrence.  Discussion 
follows.  7,500  w.  Am  Gas  Lgt  Jour- 
March  22,  1897.    No.  11,841.    16  cts. 

MEASUREMENT. 

Measurement  of  Gas.  C.  W.  Hinman. 
Read  be.ore  the  New  England  Assn.  of 
Gas  Engineers.  Consisting  the  apparatus 
used  for  measuring  the  requisites  of  gas 
meters,  diphragms,  capacity,  &c,  with  dis- 
cussion. 4,800  w.  Am  Gas  Lgt  Jour- 
March  15,  1897.   No.  11,591.    15  eta. 

MIXERAL  Oils. 

Determining  the  Gas-Making  Value  of 
Mineral  Oils.  Dr.  F.  Heifers.  Abstract 
translation  from  the  "Zeitschrift  fuer 
Angewandte  Chemie.  Results  of  thests 
made  by  tne  use  ot  Wernecke's  Laboratory 
Gas-Making  Apparatus,  which  gives  cor- 
rect results  from  the  gasification  of  1.4 
oz.  of  oil.  1,300  w.  Jour  Gas  Lgt— March 
23.  1897.  No.  12,000.  30  cts. 
OIL. 

The  Application  of  Oil  for  the  Produc- 
tion of  Illuminating  Gas.  C.  Hunt  Read 
before  the  Midland  Assn  of  Gas  Managera 
Gives  brief  instorical  review,  extant  pro- 
cesses, effect  of  temperature,  the  Peebles 
process,  &c.  4.500  w.  Gas  Wld— Feb.,  27, 
1897.  -,o.  11,529.  30  cts. 
PURIFICATION. 

The  Use  of  Atmospheric  Air  with  Lime 
for  the  Purification  of  Coal  Gas.  S.  Car- 
penter. Kemarks  from  the  writer's  exper- 
ience. 800  w.  Jour  of  Gas  Lgt-^March  9, 
1897.  No.  11.686.  30  cts. 
TEMPERATl'HE. 

The  Effect  of  Temperature  upon  Gas. 
W.  E.  McKay.  Read  before  the  New  Eng- 
land Assn.  of  Gas  Engs.  Gives  table  for 
carburetted  water-gas  saturated  with  aque- 
ous vapor,  no  other  vapors  being  present, 
showing  the  changes  made  by  change  of 
temperature,  with  discussion  of  the  sub- 
ject by  the  writer  and  members.  8,400  w. 
Am  Gas  Lgt  Jour— March  8,  1897.  No. 
11.480.  15  cts. 
WATER  Gaa. 

Carburetted  Water  Gas.  J.  T.  Wastcott 
A  paper  read  before  the  Civil  and  Mech. 
Engs.  Ass.,  given  in  abstract.  Reviews 
the  processes  now  in  successful  use,  des- 
cribes the  combined  type.  1,800  w.  Gas 
Wld— March  20,  1897.   No.  11,938.   30  cts. 

Inaugural  Address  of  Mr.  John  Young, 
before  the  Midland  Association  of  Gas 
Managers.  The  address  is  largely  confined 
to  experiences  in  Hanley.  Carburetted 
water  gas,  naphthalene  deposits,  and 
other  subjects  of  interest  are  discussed. 
6,000  w.  Gas  Wld— Feb.,  27,  1897.  No. 
11,528.   30  cts. 

SEWERAGE. 

ASSESSMENTS. 

Sewer  Assessments.  F.  Herbert  Snow. 
Discusses  the  fundamental  object  of  as- 


sessment, the  frontage  plan,  area  plan, 
frontage  and  area  combined,  entrance  fee 
plan,  valuation,  rental,  Brocton  plans,  &c. 
Followed  by  discussion  and  reports  from 
various  cities  of  Mass.  2,500  w.  Jour 
Assn  of  Engng  Soc— Jan.,  1897.  No.  11,785. 
30  cts. 

FILTRATION. 

Denny  and  Duniface  Sewage  Filtration 
Works.  Drawings  and  photograph  of  these 
sewage  filtration  works,  with  description. 
The  whole  of  the  sewage  is  treated  by  In- 
termittent downward  filtration.  700  w. 
Eng.  Lond— March  12,  1897.  No.  11,819. 
30  cts. 

The  Operation  of  the  Pawtucket,  R.  I., 
Sewage  Filter  Beds.  Information  of  the 
successful  operation  of  sand  filters.  70O 
w.  Eng  Rec— March  6,  1897.  No.  11,458. 
15  cts. 

INCINERATION. 

The  Incineration  of  the  Sewage  of  Paris. 
(L*  Incineration  des  Gadoues  de  Paris.)  A 
discussion  of  the  various  processes  for  in- 
cinerating solid  refuse,  with  especial  ref- 
erence to  the  introduction  of  such  appa- 
ratus into  Paris.  Descriptions  of  the  Old- 
ham, Javel  and  Horsfall  furnaces.  3,000 
w.  La  Revue  Technique— Feb.  25,  1897. 
No.  11,752.    30  cts. 

PURIFICATION. 

The  Purification  of  Sewage  and  Water. 
W.  J.  Dibdln.  It  is  proposed  in  this  series 
of  articles  to  place  on  record  the  results 
arrived  at  in  the  personal  experience  of  the 
writer.  The  purification  of  the  river 
Thames  revealed  facts  which  established 
principles  that  have  been  adopted  gener- 
ally. The  subject  will  be  fully  dealt  with 
and  the  practical  application  considered. 
4,000  w.  San  Rec— March  5,  1897.  Serial, 
1st  part.    No.  11,627.   30  cts. 

RIVER  Foliation. 

Report  of  the  Passaic  Valley  Sewerage 
Commission.  Gives  recommendations  of 
the  Commission  to  remedy  the  pollution 
of  this  stream.  Also  editorial  comment. 
2,200  w.  Eng  News— March  11,  1897.  No. 
11,547.   16  cts. 

SALT  LAKE  CITY. 

Outfall  Sewer  and  Sewage  Farm  at  Salt 
Lake  City,  Utah.  Illustrated  description 
of  the  gravity  intercepting  sewer  and  the 
sewage  farm,  which  were  undertaken  to 
prevent  the  pollution  of  the  Jordan  River. 

I,  500  w.   Eng  News— March  18,  1897.  No. 

II,  792.   15  cts. 

SEWAGE  Disposal. 

Sewage  Disposal.  W.  M.  Watson.  An 
examination  of  some  of  the  systems  for 
cleansing  sewage  and  their  inefficiency; 
claiming  that  no  chemical  process,  without 
some  secondary  treatment,  is  capable  of 
producing  a  sufficiently  pure  effluent  111. 
2,000  w.  Can,  Eng-^March,  1897.  No. 
11,570.   16  cts. 

Handling  Boston's  Sewage.   Henry  G. 
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Young.  Extracts  from  a  lecture  before  the 
Massachusetts  Assn.  No.  1,  N.  A.  S.  E.  The 
growth  of  the  system  In  Boston  and  the 
steam  plant  necessary  to  handle  it.  1,800 
w.  Bos.  Jour  of  Com— March  27,  1897.  No. 
1  922.    15  cts. 

'The  Utilization  of  Town  Sewage.  Alder- 
man Maskery.  A  paper  read  in  relation 
to  the  Peat  system  of  town  refuse  utiliza- 
tion as  adopted  at  Congleton.  2,500  w. 
San  Rec— March  19.  1897.  No.  11,923.  80  eta 

SEWERAGE. 

New  Sewerage  of  the  City  of  Melbourne. 
Report  of  the  Consul-General  to  the  State 
Dept.  Describes  the  conditions  to  be  met 
and  the  work  as  planned.  3,400  w.  San- 
March,  1897.    No.  11.490.   45  cts. 

SEWERS. 

Concrete  Monolithic  Sewers  of  Wilming- 
ton, Del.  T.  Chalkley  Hatton.  Illustrated 
description.   1,500  w.   Eng.  Rec— March 

1897.   No.  11,456.   15  eta. 

Sewers  for  Small  Cities.  Alfred  B. 
Phillips.  Considers  some  general  proposi- 
tions applicable  to  all  cases,  that  should 
be  given  weight  in  planning  a  system, 
with  hints  as  to  the  best  method  of  car- 
rying out  the  work.  4,300  w.  Wis  Eng— 
Jan.,  1897.   No.  11,853.   45  cts. 

STREETS  AND  PAVEMENTS. 

BRICK. 

A  new  Testing  Machine  and  the  Cross- 
Breaking  Test  of  Vitrified  Paving  Brick, 
p.  F.  Harrington.  Describes  the  testing 
machine  designed  by  M.  L.  Holman  and 
gives  the  results  of  an  investigation  of  the 
cross-breaking  test  of  paving  brick.  111. 
4,000  w.  Jour  Assn  of  Engng  Soc— Jan.. 
1897.   No.  11,786-    30  cts. 

Standard  tests  for  Paving  Brick. 
Almon  D.  Thompson.  Exceptions  to  con- 
clusions reached  by  the  committee  of  the 
Nat  Brick  Mfr  Assn.  1,700  w.  Munlc 
Engng— April,  1897.   No.  11,995.    30  cts. 

Supplemental  Specifications  by  the  Pav- 
ing Brick  Commission.  Supplemental  to 
the  report  of  the  commission  heretofore 
published.  Specifications  for  tests  with 
table.  1.400  w.  Munlc  Engng—  April. 
1897.  No-  11,996.  30  cts. 
PAVING.  „       .  ^  ti  % 

Granite- Asphalt.  (Le  Granite- Asphalte.) 
A  combination  of  asphalt  and  crushed 
granite,  furnishing  a  paving  having  all 
the  advantages  of  asphalt,  without  its  slip- 
perlness.  1,200  w.  Le  Genie  Moderne— 
Feb.  15,  1897.   No.  11,744.   30  cts. 

ROAD  Matin*. 

Tests  of  Resistance  of  Vehicles  on  Com- 
mon Roads  by  the  U.  S.  Department  of 
Agriculture.  Report  of  a  series  of  ex- 
periments to  determine  the  value  of  trac- 
tive force  in  the  case  of  vehicles  and  roads 
now  in  use.  1,300  w.  Eng  News— March 
18,  1897.   No.  11,791.    16  cts- 

STREET  Cleaaln*. 

Street  Cleaning  in  Paris  and  Berlin. 


Robert    Grimshaw.     Describing  plants, 
personnel    and    methods   of  European 
street  cleaning  department.      3,800  w. 
Eng  Mag— April,  1897.  No.  12,064.   SO  eta. 

VIENNA. 

Street  Improvements  In  the  City  of 
Vienna.  (Ueber  die  Regullrlng  der  innern 
Stadt  von  Wlen.)  A  plan  submitted  by 
Architect  Lots  for  the  improvement  of  the 
central  portion  of  Vienna  by  cutting  new 
streets  and  widening  old  ones.  An  excel- 
lent study  in  municipal  Improvement 

I,  500  w.  and  map.  Zeltschr  d  Oesterr 
Ing  u  Arch  Ver— Feb.  19,  1897.  No. 

II,  727.   30  cts. 

WOOD  PaTlm*. 

Hardwood  Pavements  in  Sydney,  New 
South  Wales.  R.  W.  Richards.  Abstract 
of  paper  read  before  the  English  Assn.  of 
Munlc.  and  Co.  Engs.  on  the  latest  ex- 
perience with  hardwood  pavements  in 
Sydney.  Favorable  to  its  use.  1,000  w. 
Eng  News— March  18,  1897.  No.  11,794. 
15  cts. 

A  Hygenic  View  of  Wood  Paving. 
Translated  for  Hardwood  from  L'Echo 
Foiestier.  A.  Petsch.  Thinks  wood  pav- 
ing has  not  interfered  with  sanitary  con- 
ditions. 900  w.  Set  Am  Sup.  March  20, 
1897.    No.  11,672.    15  cts. 

Maintenance  of  Wood  Pavement  in 
Europea  n  Cities.  Robert  Grimshaw. 
Brief  reports  from  London,  Paris  and 
Germany.  500  w.  Munic  Engng— April, 
1897.    No.  11,994.   30  cts. 

WATER  SUPPLY. 

BROOKLYN. 

The  report  of  the  Manufacturers*  Abso- 
claton  of  Kings  and  Queens  Counties  on 
the  Brooklyn  Water  Supply.  Abstract  of 
report  dealing  with  the  future  and  imme- 
diate needs  of  the  city,  advocating  the  use 
of  meters,  the  establishment  of  a  perma- 
nent analytical  laboratory,  and  recom- 
mendations for  increasing  the  supply. 
Also  editorial.  1,400  w.  Eng  Rec— March 
27,  1897.  No.  11,898.  15  cts. 
CAMBRIDGE,  Mall, 

Water-Works  of  Cambridge,  Mass.  Il- 
lustrated description  of  the  works,  which 
are  being  extensively  enlarged,  so  as  to 
increase  the  supply,  pressure  and  pumping 
capacity.  1,800  w.  Fire  and  Water- 
March  20,  1897.  No.  11,845.  15  cts. 
CONCORD,  N.  H. 

Concord,  N.  H.  Water  Department  Il- 
lustrated description  of  a  plant  that  has 
been  in  use  about  four  years  and  is  satis- 
factory In  every  respect  1,200  w.  Fire 
and  Water— March  13,  1897.  No.  11,651. 
15  cts. 

HUNGARY. 

Arad  Water-Works,  Hungary.  Illustra- 
tion and  brief  description,  with  table  giv- 
ing the  return  of  the  filters  for  OcL,  1895. 
800  w.  Ind  EngngWan.  30,  1897.  No. 
11,464.   45  cts. 
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METERS. 

The  progress  of  Water  Meterage.  Part 
first  calls  attention  to  the  rapid  progress 
made  in  the  Introduction  of  meters  and 
gives  report  from  Harrisburg.  1,200  w. 
Fire  and  Water— March  6,  1897.  Serial, 
1st  part.    No.  11,477.   16  cts. 

NEW  YORK. 

The  Future  Water  Supply  of  New  York. 
An  interview  with  Gen.  Duane,  President 
of  the  Croton  Aqueduct  Commission.  1,000 
w.  Fire  and  aWter—  March  20,  1897.  No. 
11,846.    15  cts. 

RESKRVOfR. 

The  Repairs  to  the  Queen  Lane  Reser- 
voir, Philadelphia,  Pa.  Gives  investiga- 
tions made  to  determine  the  power  of  as- 
phalt to  resist  percolation  of  water,  as 
some  of  the  work  failed  to  give  satisfac- 
tion. 1.300  w.  Eng  Rec— March  27,  1897. 
No.  11,899.  16  cts. 
TORONTO. 

Water  Supply  of  Toronto,  Ont.  An  ac- 
count of  the  cost  of  the  water  supply 
works,  now  owned  by  the  city,  and  of  an 
accident  causing  the  breakage  of  a  five- 
foot  and  a  four-foot  pipe.  111.  1,000  w. 
Fire  and  Water— March  27,  1897.  No. 
11,924.   15  cts. 

WATER  Supplies. 

See  Civil  Engineering,  Irrigation. 

WATER  Work*. 

Valuation  of  Water- Works  Property. 
Wynkoop  Kiersted.  Discusses  the  deter- 
mining power  of  water-works  property. 
The  difference  between  cost  and  value; 
the  various  methods  of  valuation.  &c. 
7,000  w.  Pro  Am  Soc  of  Civ  Hngs— March 
1897.   No.  11,882.    75  cts. 


GARBAGE. 

The  Garbage-DlspoBal  System  of  New 
Brighton,  N.  Y.  Information  relating  to 
the  Brownlee  crematory  In  use  on  Staten 
Island.  900  w.  Eng  Rec— March  13, 1897. 
No.  11.639.    15  cts. 

MUNICIPAL.  Llffhtlnr. 

See  same  title  under  Electrical  Engin- 
eering—Lighting. 


PAINT. 

The  Painter  as  a  Sanitarian.  John  De- 
war.  Calls  attention  to  the  Impurities 
that  accumulate  on  the  walls  and  ceiling, 
anc  the  use  of  paint  In  restoring  a  more 
healthful  condition  than  is  possible  in 
papered  rooms.  1,600  w.  Plumb  &  Dec- 
March  1,  1897.  No.  11,585.  30  cts. 
PUBLIC  Work. 

Public  Work  and  How  to  Do  It.  I.  A 
Boston  Argument  In  Favor  of  Direct  Mu- 
nicipal Performance.  Sylvester  Baxter. 
II.  Toronto  and  Chicago  C  ompared  in  the 
Matter  of  Street-Cleaning  by  Contract. 
George  E.  Hooker.  Part  1st  presents  the 
evils  of  the  contract  system,  with  com- 
parative costs  of  public  and  private  con- 
tract, etc.  Part  2d  gives  highest  praise 
to  the  direct  labor  system  of  Toronto  and 
severely  criticises  the  contract  system  in 
Chicago.  111.  4,500  w.  Rev  of  Rev— April, 
1897.    No.  11.998.   30  cts. 

PUMPINO. 

Comparative  Cost  of  Steam  and  Electric 
Pumping  in  New  Orleans,  La,  The  re- 
sults of  a  study  detailed  estimates  which 
have  led  B.  M.  Harrod,  chief  engineer  of 
the  Drainage  Commission,  to  report  in 
Tavor  of  a  central  power  station  with  elec- 
trical transmission  in  carrying  out  a  drain- 
age scheme  for  this  city.  1,000  w.  Eng 
Rec— March  20,  1897.  No.  11,803.  15  cts. 
PURIFICATION. 

See  same  title  under  Municipal  Engin- 
eering— Sewerage. 

SANITATION. 

European  Sanitary  Engineering.  James 
H.  Fuertes.  Describes  the  arrangement 
and  operation  of  the  refuse-disposal  plant 
at  Cambridge,  Eng.  111.  1,300  w.  Eng 
Rec— March  20,  1897.  Serial.  1st  part. 
No.  11,804.   15  cts. 

The  Evolution  of  Sanitation  in  Relation 
to  the  Plumber.  John  Glalster.  Extract 
from  a  paper  read  In  Edinburgh.  Calls 
attention  to  the  problems  that  arose  In  the 
evolution  of  man  from  the  barbaric  to  the 
civilized  state,  and  to  the  main  points  to 
be  attended  to  in  sanitary  plumbing.  2,000 
w.  Plumb  &  Dec— March  1,  1897.  Serial 
1st  part.   No.  11,584.   30  cts. 


RAILROAD  AFFAIRS. 


NEW  CONSTRUCTION. 

CONSTRUCTION. 

Mistakes  and  Improvements  In  Railroad 
Construction.  George  H.  Paine.  Show- 
ing that  the  tendency  In  maintenance  of 
way  work  is  towards  more  subsoil  tile 
drains,  abundance  of  good  stone  ballast 
and  immovability  of  track  (111).  4,500  w. 
Second  paper.  Enrfng  Mag— April,  1897. 
No.  12,050.   30  cts. 


The  Lancashire,  Derbyshire  and  East 


Coast  Railway.  Illustrated  description  of 
the  line  and  some  of  the  constructive 
works,  with  information  concerning  the 
road.  2,200  w.  Eng  Lond— March  12. 
1897.  No.  11,820.  30  cts. 
EGYPT. 

Railway  Development  In  Egypt  Infor- 
mation from  the  report  of  Lord  Cromer, 
relating  to  railway  extension.  1,700  w. 
Trans— Feb.  26,  1897.   No.  11,524.   30  cts. 

GAGE. 

Fixed  Point  on  the  Mixed  Gage.  J.  E. 
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A  suggestion  to  overcome  difficulties  aris- 
ing from  the  use  of  the  mixed  gage.  III. 
1  SCO  w.  Ind  Eng'ng— Feb.  18,  1897.  No. 
11,814.  45cts. 

GREAT  Western  By.  „ 

The  Progress  of  the  Great  Western  Rail- 
way An  account  of  the  schemes  and  pro- 
jects by  which  a  great  improvement  in 
the  traffic  is  to  be  accomplished  3,300 >  w. 
Eng  Lond-March  12,  1897.  No.  11,818. 
SO  cts. 

K™ifroads  in  Korea.   J.  Henry  Dye.  In- 
formation concerning  the  prospects  for 
railroad  building,  and  the  various  lines 
under  consideration.   3.500  w.   RR  Oaz 
March  12,  1897.   No.  ll,o55.   15  cts. 

Track'  Elevation  at  Brockton,  Mass;  N. 
Y  N  H  &  H  R.  R.  Illustrated  descrip- 
tion of  an  interesting  example  of  work. 
1200  W.  Eng  News-March  25,  1897.  No. 
11,876.    15  cts. 

TDtpres8slon  of  the  Tracks  of  the  Boston 
&  Albany  RR.,  at  Newton,  Mass.  Illus- 
trated description  of  the  depression  of  the 
four-track  line  of  the  Boston  &  Albany, 
below  the  normal  surface  of  the  ground. 
900  w.  Eng  News — March  18,  xno. 
11,790.'  15  cts. 

MAINTENANCE  OF  EQUIPMENT. 

Revolution-Testing  Machine  for  Axle 
Material— Pennsylvania  Railroad.  De- 
scribes and  Illustrates  an  interesting  de- 
vice for  testing  the  effect  of  reversal  of 
stress  upon  metals  designed  for  the  pur- 
nose  of  determining  the  behavior  of  ma- 
terial used  for  axles,  when  subjected  to 
rapidly  repeated  alternating  strains.  8.W0 
w  Ry  Mas  Mech— March,  1897.  No. 
11.461.   15  cts. 

HOI  STKRS. 

Finding  the  Stresses  In  Trussed  Bol- 
sters Explanation  of  the  graphical 
method,  with  diagrams,  showing  how 
clearly  this  method  brings  out  the  result 
of  the  combination  of  various  assump- 
tions. 1,000  w.  Ry  Mas  Mech— March, 
1897.   No.  11.460.   15  cts. 

Standard  Twin-Hopper  Gondola  Car- 
New  York  Central  and  Hudson  River 
Railroad.  Illustrated  description  of  a  car 
considered  the  proper  thing  for  the  coal 
traffic  of  one  of  the  most  important  sys- 
tems. 800  w.  Loc  Engng— March,  1897. 
No.  11.468.   30  cts. 

Steel  Hopper  Car  of  100,000  Lbs.  Capac- 
ity Pittsburg,  Bessemer  and  Lake  Erie 

Railroad.  Illustrated  description  of  car 
especially  intended  to  carry  ore  from  the 
Lake  Erie  terminal  to  Pittsburg.  2,500 
w.  RR  Car  Jour— March,  1897.  No.  11,- 
540.   15  cts. 

COAL*  _ 

Efficiency  of  Coal  Consumption  In  Rail- 


way Practice.  Herbert  Wallls.  Extract 
from  the  president's  address  at  the  meet- 
ing of  the  Cannadlan  Soc  of  Civ  Eng*. 
Some  facts  about  fuel  in  its  relation  to 
locomotive  steam  practice,  especially  coal. 
2,200  w.  Can  Eng— March,  1897.  Serial. 
1st  part.  No.  11,566.  15  cts. 
COUPLER. 

Some  of  the  Curiosities  of  the  Car- 
Coupler.  Illustrated  description  of  2m 
couplers  out  of  the  6,500  forms  in  tht. 
Patent  Office.  None  of  those  shown  have 
been  really  used.  1,600  w.  RR  Gaz.— 
March  12,  1897.    No.  11,559.    15  eta. 

CRADLES. 

Rolling  Cradles  for  Light  Railways. 
C.  S.  Du  Rlche  Preller.  Results  of  the 
writer's  Inspection  of  several  typical  roll- 
ing-cradle Installations,  notably  In  South- 
ern Germany  and  Switzerland.  111.  3,500 
w.  Engng— March  19,  1897.  No.  11.904. 
30  cts. 

HEADLIGHT.  .„  _ 

The  Pyle  National  Electric  Headlight. 
Illustrated  description  of  the  essential 
features.  1,000  w.  RR  Gaz— March  12. 
1897.   No.  11.554.   15  cts. 

LOCOMOTIVES.  _ 

Corliss  Valve  Gear  for  Locomotive  En- 
gines. M.  E.  Polonceau.  Notes  and  sum- 
marized translation  from  Les  Annuales 
des  Mines.  The  writer  has  made  use  of 
a  system  of  four  Corliss  valves  for  loco- 
motives. This  system  is  explained  and 
its  advantages  stated.  2,000  w.  Engng— 
Feb  26,  1897.    No.  11.504.   30  cts. 

Details  of  Eight-Wheel  Locomotive- 
Illinois  Central  Railroad.  Illustrated  de- 
tailed description,  with  sections,  plan  and 
elevations  of  frames.  900  w.  Ry  Rev — 
March  13.  1897.  Serial,  1st  part.  No.  11,- 
665.   15  eta. 

Details  of  the  Compound  Mastodon  Lo- 
comotives for  the  Northern  Pacific  Rail- 
road. Detail  drawings,  with  description. 
2.000  w.  Am  Eng  &  RR  Jour— April,  1897. 
No.  12,001.   30  cts. 

Early  Engines  of  Stephenson  and  Com- 
pany. Clement  S.  Stretton.  Historical  ac- 
count, with  illustrations  and  list  of  en- 
gines built  from  1824  to  1833.  1,200  w. 
Ry  Wld— March,  1897.  No.  11,603.   30  cts. 

European  Locomotive  Frames.  Robert 
Grimshaw.  Illustrated  description  of 
frames  used  in  European  locomotive 
practice.  1,000  w.  Ry  Mag— Feb,  1897. 
No.  11,472.    30  cts. 

Standard  South-Western  Locomotives. 
Illustrated  detailed  description.  1,500  w. 
Ry  Wld— March,  1897.  No.  11,600.  30  cts. 

The  Hagans  Locomotive  Engine.  (Ha- 
gans  Locomotive.)  (An  illustrated  de- 
scription of  a  new  type  of  eight-driver 
locomotive,  without  trucks  and  with  flex- 
ible wheel  base.  1,500  w.)  Glaser's  An- 
nalen— Feb.  16,  1897.   No.  11,715.   30  eta 

LOCOMOTIVE  P«rfon»»»ee. 

Some  Questions  of  Locomotive  Per- 


We  tupply  copiet  of  thtse  articles.  See  introductory. 
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tormance.  Summary  of  editorial  in  the 
Engineer,  London,  with  reply  from  Mr. 
Vawclaln.  3,000  w.  RR  Oaz—  March  19, 
1897.  No.  11,692.  16  eta. 

PAIXTIXG. 

Painting  Freight  Care  by  Compressed 
Air.  Charles  E.  Copp.  Abstract  of  a  re- 
port read  at  meeting  of  New  England  RR 
Club,  the  result  of  a  visit  to  Pittsburg 
for  the  purpose  of  Investigating  the  sub- 
ject 1,000  w.  RR  Car  Jour— March, 
1897.  No.  11,542.   16  cts. 

Pneumatic  Painting  Criticized.  Gives 
reason  for  objecting  to  this  method  of 
painting.  900  w.  RR  Car  Jour.— March, 
1897.  No.  11,641.   16  cts. 

ROCKET. 

George  Stephenson's  Rocket.  A  histori- 
cal difficulty  explained.  111.  600  w.  Sci 
Am  Sup— March  13,  1897.  No.  11,636.  16 
eta 

SWIVEL  Truck. 

The  Action  of  the  Krauss  Swivel  Truck 
on  Curves  (Die  Elnstellung  des  Krauss- 
schen  Drehgestelles  in  Krfimmungen. 
Von  Bonies.)  An  examination  of  the  un- 
equal rail  pressure  of  swivel  trucks  upon 
curves  of  different  radii.  1,000  w.  Gla- 
aer's  Annalen— Feb.  15,  1897.  No.  11,716. 
30  cts  . 

VALVKS. 

The  Schenectady  Intercepting  and  Ex- 
haust Valves.  Engravings,  with  descrip- 
tion of  the  intercepting  compound  loco- 
motives, as  designed  by  Mr.  Pitkni  and 
Mr.  Sague  for  the  Northern  Pacific  twelve- 
wheeler.  1,000  w.  RR  Gaz.— March  26, 
1897.   No.  11,887.   16  cts. 

MAINTENANCE  OF  WAY. 

BRIDGE  Extension. 

See  same  title  under  Civil  Engineering 
—Bridges. 

BRIDGES. 

Standard  Specifications  for  Metal 
Bridges,  Boston  and  Maine  RR.  An  ab- 
stract of  some  of  the  more  novel  features 
of  these  specifications.  1,100  w.  Eng 
News— March  18,  1897.   No.  11,796.  16  cts. 

CURVES. 

Adjustment  Curves  William  G.  Ray- 
mend.  From  a  forthcoming  text-book, 
"The  Elements  of  Railroad  Engineering." 
Toe  theory  and  practice  of  curves  In  rail- 
roading. Treats  of  the  two  general  meth- 
ods of  providing  for  gradual  entry  to  a 
curve.  1.  The  three-centre  compound 
curve.  2.  The  transition  curve,  or  spiral. 
4,500  w.  Polytechnic— March  27,  1897.  No. 
11.948.  15  cts. 

The  Elevation  of  the  Outer  Rail  of  Rail- 
way Curves.  Wm.  G.  Raymond.  Ab- 
stract of  a  paper  in  the  last  issue  of  "The 
Polytechnic"  discusBlng  the  proper  amount 
of  cant  to  give  railway  track  on  curves. 
700  w.  Eng  News— March  25,  1897.  No. 
11,878.   15  cts. 

STATION. 

A  Handsome  Structure  for  Galveston. 


Illustrated  description  of  a  new  |epot  and 
general  office  building  for  the  Gulf,  Colo- 
rado and  Santa  Fe.  1,000  w.  Ry  Age — 
March  5,  1897.   No.  11,482.   16  cts. 

Van  Buren  Street  Suburban  Station — 
Illinois  Central  RR,  Chicago.  Illustrated 
description.   700  w.     Ry  Rev— March  6, 
1897.   No.  11,602.   16  cts. 
TIBS. 

Cedar  Ties  in  Service.  Moses  Burpee. 
A  study  of  the  character  of  the  wood, 
reasons  for  its  failure  under  certain  condi- 
tions, Its  weak  points  and  redeeming  qual- 
ities. 111.  3,700  w.  Ry  Rev— March  13. 
1897.   No.  11,664.   15  cts. 

TIMBER. 

See  same  title  under  Civil  Engineering 
— Miscellany. 

TRACKS. 

Undulations  in  Railway  Tracks.  P.  H. 
Dudley.  A  study  of  the  deflections  ot 
rails,  the  causes  and  remedy;  the  objects 
of  permanent  way  construction  and  the 
success  attained  between  New  York  and 
Buffalo,  on  the  N.  Y.  C.  and  H.  R.  RR. 
111.  5,400  w.  Sch  of  Mines  Quar— Jan., 
1897.   No.  11,989.   45  cts. 

TURNTABLES. 

Some  Examples  of  Recent  Practice  in 
Turntable  Design.  An  examination  in  a 
general  way  of  some  of  the  theoretical  and 
practical  considerations  which  enter  into 
turntable  design  and  construction,  with  a 
study  of  the  particular  designs  illustrated 
in  the  present  number.  3,500  w.  Eng 
News— April  1,  1897.  Serial,  1st  part.  No. 
11,705.   16  cts. 

SIGNALING. 

CROSSINGS. 

Crossing  Protection  Between  Electric 
and  Steam  Railways.  Extract  from  ad- 
vance sheet  of  report  of  the  Railroad 
Commissioners  of  Massachusetts.  A 
statement  of  dangerous  conditions,  with 
suggested  remedies.  1,000  w.  Ry  Rev — 
March  27,  1897.  No.  11,953.  15  cts. 
ELECTRO-PNEUMATIC. 

Electro-pneumatic  Contact  System. 
(Pneumatisch-elektrischer  Kontakt-Ap- 
parat)  Illustrated  description  of  the 
Boldt  &  Vogel  automatic  signal.  An  elec- 
tric contact,  made  by  the  elastic  depres- 
sion of  the  rail,  operates  the  valve  of  a 
pneumatic  system  of  signals  and  switches. 
2,000  w.  Glaser's  Annalen— March  1,  1897. 
No.  11,719.   30  cts. 

INTERLOCKING. 

Two  New  Interlocking  Plants.  Illus- 
trated description  of  two  plants  recently 
installed.  One  at  Germantown  Junction, 
Philadelphia  and  Reading  RR,  the  other 
at  Seattle,  Wash.,  Great  Northern  Ry. 
800  w.  Eng  News— March  11,  1897.  No. 
11,643.   16  cts. 

SIGNALLING. 

Some  Signal  Problems.  H.  M.  S perry. 
Read  befare  the  Railway  Signalling  Club, 
Chicago.    Considers  some  of  the  prob- 


We  suppiy  copies  of  these  articles.  See  introductory. 
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lems  that  have  not  yet  been  satisfactorily 
solved,  such  as  colors  for  night  signals,  a 
method  of  checking  the  operation  of  dis- 
tant signals,  &c.  2,300  w.  RR  Gaz— 
March  19,  1897.  No.  11,693.  16  cts. 

TRANSPORTATION. 

ACCIDENTS. 

Train  Accidents  in  the  United  States  In 
February.  Report  of  accidents  of  the 
month,  with  classified  summary.  2,000  w. 
RR  Gaz— March  26,  1897.  No.  11,886.  16 
cts. 

COM  PETITION. 

Railway  Rivalry  in  Scotland.  A  state- 
ment of  the  competitive  schemes  and  dif- 
ficulties affecting  the  railroads  of  Scot- 
land. 2.000  w.  Engng— March  19,  1897. 
No.  11,907.  30  cts. 

Suburban  Competition.  Charles  J. 
Bates.  Considers  the  requirements  of  a 
system  that  will  enable  lines  to  compete 
successfully  with  electric  lines  in  hand- 
ling traffic.  1,600  w.  RR  Gaz— March  12, 
1897.   No.  11,653.   15  cts. 

EARNINGS. 

Improving  Railway  Earnings.  Tables 
of  gross  earnings  in  Feb.  2,000  w.  Brad- 
streefs— March  13,  1897.  No.  11,665.  15 
cts. 

ELECTRICITY. 

Electricity  on  Steam  Roads.  Extracted 
from  the  address  of  Charles  P.  Clark  be- 
fore the  Railroad  Committee  of  Connec- 
ticut. Gives  an  account  of  the  experi- 
ments near  Boston,  the  successful  use  of 
the  third  rail  system  and  a  general  dis- 
cussion of  the  problem.  2,800  w.  St  Ry 
Rev— March  15,  1897.   No.  11,612.   80  cts. 

VAST  Haunlnf. 

Remarkable  Running  Achievements  by 
Scottish  Railway  Companies.  Record  of 
work  on  the  North  British  and  Caledo- 
nian railways.  1,200  w.  Trans— March 
19,  1897.   No.  11,934.   30  cts. 

FREIGHT  Rate. 

An  English  Freight  Rate  Adjustment 
Editorial  discussion  of  the  decision 
reached  in  a  case  brought  before  the 
■Commission  relating  to  an  Increase  of 
2%  per  cent,  on  coal  traffic  carried  to 
London.  1,200  w.  RR  Gaz — March  12, 
1897.  No.  11.657.  16  cts. 

The  Eau  Claire  Lumber  Rate  Case 
Editorial  Examination  of  the  controversy 
relating  to  the  transportation  of  lumber. 

I.  200  w.    RR  Gaz— March  12,  1897.  No. 

II,  556.   16  cts. 

The  Grain  Rate  Differentials.  A  dis- 
cussion of  the  case  before  the  Interstate 
Commerce  Commission.  The  complaint 
that  the  trunk  railroads  make  rates  from 
the  West  to  the  seaboard  cities  that  un- 
justly discriminate  against  New  York  to 
the  benefit  of  other  cities.  A  statistical 
table  relating  to  flour,  wheat  and  corn 
receipts  and  exports  is  given.    1,600  w. 


Bradstreet's— March  20.  1897.   No.  11,788. 

15  cts. 

Hearing  on  New  York  Grain  Rates.  A 
summary  of  the  New  York  argument 
made  by  John  D.  Kernan,  with  testimony 
of  several  witnesses  and  editorial.  3,500 
w.    RR  Gaz— March  26.  1897.   No.  11,884. 

16  cts. 

"LIGHTING  Trains." 

"Lightning  Trains"  on  the  North  Brit- 
ish Railway.  Charles  Rous-Martin.  De- 
tailed account  of  test  Journeys  two  and 
fro  between  Edinburgh  and  Berwick, 
with  a  diagram  showing  the  gradient 
profile  of  the  section  of  the  line  on  which 
the  running  took  place.  3,300  w.  Eng. 
Lond— March  12,  1897.  No.  11.817.  30  cts. 

POOLING. 

The  Pooling  of  Railway  Earnings.  Al- 
dace  F.  Walker.  The  differences  which 
exist  between  railways  and  other  busi- 
ness enterprises  in  the  matter  of  deter- 
mining the  charges  to  be  made  are 
shown,  the  object  of  the  railway  pool  ex- 
plained and  the  method  suggested  for 
meeting  the  requirements  of  the  present 
fituatlon  In  the  United  States.  4.000  w. 
Ry  Mag— Feb.  1897.   No.  11,470.   30  cts. 

A  Pooling  Law  Before  Congress.  Dis- 
cusses the  bill  introduced  in  the  United 
States  Congress  by  Senator  Foraker,  of 
Ohio,  aiming  to  formulate  a  measure 
which  will  authorize  agreements  to  main- 
tain reasonable  rates.  1,000  w.  No.  12,- 
009.   15  cts. 

Full  Text  of  the  Trans-Missouri 
Freight  Association  Decision.  19,500  w. 
Ry  Age— March  26,  1897.  No.  11.939.  15 
cts. 

SPEED. 

The  Limits  of  Speed  and  Frequency  cf 
Trains  in  Tunnels.  The  consideration  of 
a  problem  presented  at  meeting  of  N.  Y. 
RR.  Club,  and  left  unanswered,  as  to  the 
safety  of  running  trains  at  30  miles  an 
hour,  on  one  minute  headway,  through  a 
tunnel  with  grade*  as  stated.  1,200  w. 
RR  Gaz— March  26.  1897.  No.  11,888.  15 
cts. 

Some  Studies  in  Speed  and  Accelera- 
tions of  Various  Motors.  George  L.  Fow- 
ler Investigations  of  the  mechanical 
possibilities  of  the  several  methods  of 
passenger  transportation  that  are  at  pres- 
ent in  use  in  the  neighborhood  of  New 
York  City.  3,800  w.  RR  Gaz— March  19, 
1897.  8erial.  1st  part.  No.  11.694.  15  eta 

MISCELLANY. 

AVALANCHE. 

The  Avalanche  at  Ophle.  An  account 
of  the  snowsllde  which  overwhelmed  the 
Rio  Grande  Southern  depot  and  tracks, 
with  illustrations.  1,100  w.  Ry  Age— 
Marchl9,  1897.   No.  11,850.   15  cts. 

BRITISH  RsllroHdfl. 

British  Railroad  Matters.    W.  M.  Ac- 
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worth.  Treats  briefly  of  light  railroads, 
railroad  clubs,  and  of  a  new  through  ser- 
vice between  London  and  Paris.  1,200  w. 
R  R  das— March  12,  1897.  No.  11,551.  15 
eta 

British  Railways  In  1896.  William  J. 
Stevens.  A  survey  of  the  year's  railway 
working  and  results,  confined  mainly  to  the 
pruclpal  English  and  Welsh  companies. 

Z'  Bankers'   Mag.   Lond— March, 
1897.   No.  11.563.   30  cts. 

collision. 

See  same  title  under  Street  and  Electric 
Railways— Miscellany. 

DENMARK, 

Danish  state  Railroads.  Comments  on 
the  published  statistics  of  the  past  year. 
700  w.  r  r  Qas— March  12,  1897.  No. 
11,668.    15  cts. 

DISCI  PLINB. 

One  Year's  Experience  with  the  Brown 
Syttem  of  Discipline.  H.  S.  Rearden.  The 
Chicago,  Peoria  ft  St.  Louis  Railroad  Co. 
adopted  this  system  on  Feb.  1,  1896.  The 
success  of  the  past  year  Is  recorded  and 
the  advantages  explained.  4,800  w.  Rv 
Mag-Feb.,  1897.   No.  11.471.   30  cts. 

ELECTRICITY. 

Electricity  on  the  Cincinnati  Southern 
Railway.  Stephen  L.  Coles.  Describes 
electric  signals,  lights,  headlights  and 


various  devices  in  use  on  this  road.  111. 
2,400  w.  Blec  Rev— March  10,  1897.  No. 
11,493.   16  cts. 

EMPLOYEES. 

Relations  Between  Railways  and  Their 
Employees.  Report  of  a  special  commit- 
tee of  the  Am.  Soc.  of  Ry.  Supts.  Includes 
the  selection  of  employees,  discipline,  sys- 
tems of  relief,  &c.  1,600  w.  Ry  Rev- 
March  20,  1897.  No.  11,851.  15  cts. 
INDIA. 

Railway  Travel  in  India.  Allan  For- 
man.  An  account  of  travel  in  this  country 
which  indicates  very  comfortable  accom- 
modations: also  some  reference  to  Inter- 
esting sights.  1,400  w.  Ry  Age— March 
12,  1897.    No.  11,631.   15  cts. 

STRIKE. 

See  "The  Collapse  of  the  Northeastern 
Strike,"  under  Economics  and  Industry- 
Labor. 

TUNNEL. 

See  same  title  under  Civil  Engineering 
—Miscellany. 

TUNNEL  Ventilation. 

Ventilation  Difficulties  In  the  Arlberg 
Tunnel.  Abstract  from  an  article  in  "Re- 
vue Generale  des  Chemins  de  Fer."  Trou- 
ble from  the  use  of  coal  and  coke  were 
largely  overcome  by  the  use  of  petroleum 
for  steam  producing.  1,100  w.  Eng  News 
—March  18,  1897.   No.  11,795.   15  cts. 


STREET  AND  ELECTRIC  RAILWAYS. 


AIR  Cara. 

Cost  of  operating  Air  Cars  in  New  York 
City.  Edward  B.  Pettee.  A  statement  of 
the  actual  operating  expenses  for  seven 
months,  through  extreme  ranges  of  tem- 
perature. 111.  2,300  w.  Com  Air— March, 
1897.   No.  11,993.    15  cts. 

BRAKES. 

Brake  Rigging  for  Electric  Cars.  C.  F. 
Uebelacker.  Calls  attention  to  some  of 
the  more  prominent  conditions  which 
brake  rigging  in  general  must  meet  111. 
3.500  w.  8t  Ry  Jour— March,  1897.  No. 
11.698.  45  cts. 
CABLE. 

System  of  Cable  Traction,  Mollard  & 
Dplac  (Sy8teme  de  Remorguage  Funicu- 
laire,  Mollard  et  Dulac).  A  combined 
cable  and  electric  trolley  system,  by 
means  of  which  electric  cars  carry  a  grip 
and  are  hauled  up  steep  Inclines  by  con- 
tinuous running  cable.  7,000  w.  La 
Revue  Technique— Feb.  26.  1897.  No. 
11.753.  30  cts. 
OAR  Llvhtlna;. 

See  same  title  under  Electrical  Engin- 
eering, Lighting. 
COLLISION. 

Report  on  a  Grade  Crossing.  Collision 
Between  a  Railway  Train  and  an  Electric 
Car.  Account  of  accident  taken  from  an 
advance  copy  of  the  report  on  Street  Rail- 
ways, issued  by  the  Board  of  RR  Com- 


missioners of  Massachusetts.  The  collis- 
ion was  in  the  town  of  Somerset.  The 
electric  car  was  demolished  and  the  train 
derailed.  2,400  w.  Eng  News— March  11, 
1897.    No.  11,546.    15  cts. 

CONSTRUCTION. 

The  Columbia  and  Maryland  Railway. 
S.  W.  Huff.  A  sketch  of  some  of  the  plans 
and  problems  encountered  In  the  construc- 
tion of  this  railway.  Part  flrBt  states  the 
conditions  to  met,  and  the  special  form  of 
three-wire  system  used.  111.  1,900  w. 
St  Ry  Rev— March  15,  1897.  No.  11.614. 
30  cts. 

CURVES. 

Dead  Man's  Curve.  A  discussion  of 
means  to  overcome  the  danger  at  the  cor- 
ner of  Fourteenth  st.  and  Broadway,  New 
York.  Recommends  the  changing  of  mo- 
tive power  from  cable  to  electricity.  1,000 
w.  Elec  Wld— March  6,  1897.  No.  11,500. 
15  cts. 

ELEVATED  Railway. 

A  new  form  of  Elevated  Railway  Con- 
struction (Bin  Neues  Hochbahn  System.) 
This  appears  to  be  practically  the  well- 
known  "bicycle"  system,  with  single  rail 
below  and  guide  rail  above,  revived  in 
Geremany.  1,000  w.  Zeitsch  d  Oesterr. 
Ing  u  Arch  Ver— March  5,  1897.  No. 
11,736.    30  cts. 
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The  Life  of  ears.  H.  8.  Cooper.  Rea- 
sons for  the  determination  to  use  only  a 
rawhide  pinion  and  a  metal  gear.  1.500 
w.  St  Ry  Jour— March,  1897.  No.  11,776. 
45  cts. 


Electric  Street  Railways  (Blektrlsche 
Strassenbahnen.  Dr.  Gustav  Rasch).  A 
discussion  of  general  principles  of  instal- 
lation, including  the  combined  overhead 
and  underground  system,  together  with 
the  use  of  storage  batteries.  5,000  w. 
Zeitschr  d  Ver  Deutscher  Ing— Feb.  6, 
1897.    No.  11,702.    SO  cts. 

JUNGFRAU. 

The  Jungfrau  Railway.  Brief  account 
of  this  unique  railway,  with  perspective 
▼lew,  profile  and  geological  section.  1,800 
w.  Ry  Wld— March,  1897.  No.  11,602. 
30  cts. 

CAII.  Service. 

Mail  Service  on  Street  Railways.  State- 
ments regarding  the  growth  and  improve- 
ment of  the  service,  which  is  said  to  be 
not  a  source  of  great  financial  gain.  1,200 
w.  St  Ry  Rev— March  15.  1897.  No 
11.615.   30  cts. 


OVERHEAD  Rallwar. 

Framework  ofr  Overhead  Railways 
(Charpente  pour  Chemins  de  Fer  Aeriens). 
Design  for  overhead  truss  for  cars  sus- 
pended beneath  the  rails.  1,000  w.  La 
Revue  Technique— March  10,  1897.  No. 
11,759.   30  cts. 

PARIS. 

Claret-Vuilleumler  Tramway  of  Paris. 
Illustrated  description  of  an  electric  line 
with  underground  connections,  of  peculiar 
construction.  900  w.  W  Blec-March  13. 
1897.   No.  11,580.   16  cts. 

PLEASURE  Resort*. 

Amusement  Features  at  Willow  Grove 
Park,  Philadelphia.  Description,  with 
two-page  engraving  of  the  attractive  fea- 
tures of  a  pleasure  park  near  Philadel- 
phia, constructed  for  the  Union  Traction 
Co.  3,200  w.  Eng  News— March  11,  1897. 
No.  11.54«.    15  cts. 

POWER  Station. 

The  Dorchester  Power  station  of  the 
West  End  St  Ry  Co.,  Boston.  Mass.  H. 
W.  Weller.  Illustrated  detailed  descrip- 
tion. 2.600  w.  Elec  Eng— March  24,  1897. 
No.  11,863.    15  cts. 

Notes  on  Electric  Railway  Power  Sta- 
tions. Henry  A.  Lardner.  Stations  op- 
erating five,  twenty-five  and  one  hundred 
cars  respectively  are  considered.  3,000  w. 
Wis  Eng— Jan.,  1897.    No.  11,856.   45  cts. 

The  New  Power  Station  of  the  Chicago 
City  Railway.  Illustrated  detailed  de- 
scription of  the  new  station  at  Forty- 
ninth  street  and  Oakley  avenue.  3,000  w. 
St  Ry  Jour— March,  1897.  No.  11,777.  45  cts. 

RAILS. 

The  Solution  of  an  Important  Street 


Railway  Problem.  The  difficulty  of  using 
the  two  kinds  of  rails  used  in  the  cities 
and  for  suburban  roads,  without  loss  of 
speed  or  danger.  Solved  by  a  design  of 
truck,  and  successfully  tested.  111.  800 
w.  St  Ry  Rev— March  15,  1897.  No. 
11,618.   30  cts. 

RAPID  Transit. 

Rapid  Transit  in  New  York.  G.  Lln- 
dcnthal.  Discusses  the  conditions  likely 
to  affect  the  financial  prospects  of  any 
new  rapid  transit  railroad  and  suggests  a 
plan  that  would  give  relief  to  suburban 
and  city  pasengers  from  the  north.  1.200 
w.  RR  Gaz— March  26,  1897.  No.  11,883. 
15  cts. 

Some  Considerations  on  "Rapid  Tran- 
bit."  Editorial  comment  called  forth  by 
the  paper  of  W.  L.  Derr,  presenting  some 
of  the  strict  conditions  which  must  govern 
any  intelligent  study  of  this  subject.  1,500 
w.  RR  Gaz— March  19,  1897.  No.  11,695. 
15  cts. 

RECONSTRUCTION. 

Reconstruction  of  Cable  Track  in  Cin- 
cinnati. Bert  8.  Baldwin.  Description  of 
method  of  reconstruction  which  progresses 
wbile  both  electric  and  cable  cars  are  ope- 
rating. 1,500  w.  St  Ry  Rev— March  15, 
1897.    No.  11,616.    30  cts. 

REPAIRS. 

Some  Statistics  on  the  Life  of  Brake 
Shoes,  Gears,  Pinions  and  Trolley  Wheels. 
Particulars  given  are  the  result  of  Inquiry 
instituted  among  a  few  companies.  1.300 
w.  St  Ry  Jour— March,  1897.  No.  11,700. 
45  cts. 

SAN  FRANCISCO. 

Mill  Valley  andMoant  Tamalpais  Scenic 
Railway.  Brief  description  of  road,  with 
Illustrations  of  the  mountain-climbing  lo- 
comotives. 400  w.  Loc  Engng— March, 
1897.    No.  11,462.   30  cts. 

SHOPS. 

Shops  of  the  Cincinnati  Street  Railway 
Company.  Illustrated  detailed  descrip- 
tion. 1,800  w.  St  Ry  Rev— March  15, 
1897.   No.  11,617.   30  cts. 

SNOW  Plow. 

A  Pneumatic  Snow  Plow.  Illustrated 
description  of  a  pneumatic  snow  plow  used 
on  the  Atlanta  Consolidated  Street  Rall- 
way.  500  w.  St  Ry  Rev— March  15,  1897. 
No.  11,613.   30  cts. 

SPEED. 

Speed  Ordinances.  Replies  to  a  letter  of 
inquiry  sent  out  for  the  purpose  of  learn- 
ing what  restrictions,  if  any,  are  put  upon 
the  speed  of  electric  and  cable  cars  in  the 
principal  cities  of  the  United  States.  1.700 
w.  St  Ry  Jour— March,  1897.  No.  11,699. 
45  cts. 

SYRACUSE,  N.  Y. 

Street  Railway  System  of  Syracuse,  N. 
Y.  Illustrated  detailed  description.  6,500 
w.   St  Ry  Jour— March,  1897.    No.  11,697. 

45  cts. 


W  V  j  up/sly  copies  of  these  articles.   See  introductory. 
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TORONTO. 

Toronto  Harbor  and  the  Proposed  Island 
Railway.  Report  of  A.  B.  Ross,  giving  an 
estimate  of  cost  of  bridging  the  gap,  with 
discussion  of  other  objections.  2,200  w. 
Can  Eng-March,  1897.  No.  11,571.  16  cts. 
TRACK. 

Some  Notes  on  Electric  Street  Railway 
Track.  W.  M.  Camp.  Points  out  present 
tendencies  in  street  railway  track  con- 
struction as  regards  the  types  of  materials 
used,  the  manner  of  putting  them  together 
in  the  track,  and  the  methods  of  ballast- 
ing the  track  and  the  materials  used 
therein.  4,200  w.  Wis  Eng— Jan.,  1897. 
No.  11,857.  45  cts. 
TRACTION. 

Discussion  of  the  Berlin  Tramway.  (Mlt- 
theilungen  iiber  die  bel  der  Grossen  Ber- 
liner Pferdeeisenbahn  gemachten  Eefah- 
rurgen,  &c)  An  enegetic  discussion  be- 
fore the  German  Railway  Society  as  to  the 
merits  of  various  systems  of  propulsion; 
electric  overhead  and  underground,  also 
compressed  air.  1  plate  of  rail  joints. 
6,000  w.  Glaser's  Annelen— March  1, 1897. 
No.  11,718.   30  eta. 

Electrical  Equipment  of  the  Alley  "L," 
Chicago.  To  be  changed  from  steam  to 
electricity,  the  road  being  divided  into  18 
sections,  each  about  half  a  mile  in  length, 
each  section  to  be  supplied  with  current 
by  a  separate  feeder.  1,000  w.  W  Elec— 
March  27,  1897.   No.  11,902.   16  cts. 

Some  Opinions  Regarding  Electricity  on 
the  Nevr  York  Elevated  Railways.  Opin- 


ions of  William  J.  Fransioli  and  Sidney 

H.  Short,  on  the  feasibility  of  substituting 
electric  for  steam  power  and  the  advan- 
tages to  be  expected  from  the  change. 

I,  500  w.  Elec  Wld— March  6,  1897.  No. 
11,501.   16  cts. 

The  Application  of  Mechanical  Traction 
Upon  Tramways.  (Application  des  Mo- 
teur  Mecanlques  a  la  Traction  des  Tram- 
ways.) A  general  discussion  of  the  sub- 
ject, taking  up  seriatim  steam,  flreless 
locomotives  and  compressed  air.  Two  ar- 
ticles of  a  series.  5,000  w.  La  Revue 
Technique— Feb.  25  &  March  10,  1897.  No. 
11.755.   60  cts. 

The  "Simplex"  Conduit  System  of  Elec- 
trical Traction.  Illustrated  description  of 
a  model  line  of  tramway  laid  at  Preecott, 
Lancashire.  2,500  w.  Elec  Eng,  Lond— 
March  12,  1897.   No.  11,839.   30  cts. 

TRAMWAYS. 

The  Construction  and  Operation  of  Elec- 
tric Tramways.  (Ueber  den  Bau  und  Be- 
trieb  elektrlscher  Bahnen.)  A  descriptive 
address  by  Herr  Prasch  upon  the  general 
details  of  electric  tramway  construction. 
Two  articles.  8,000  w.  Zeitsch  d  Oesterr 
Ing  u  Arch  Ver— Feb.  26  &  March  6,  1897. 
No.  11,730.   30  cts. 

TRUCK. 

The  American  Electric  Truck.  W.  E. 
Partridge.  A  description  of  the  truck  aa 
found  in  the  best  American  practice.  1,000 
w.  Ry  Wld— March,  1897.  No.  11,601. 
30  cts. 


We  supply  copies  of these  articles.  See  introductory. 
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Hiscox,  Gardner  D..  M.  E.  Gas,  Gasoline,  and  Oil- 
Vapor  Engines.  A  New  Book  Descriptive  of  Their 
Theory  and  Power,  and  Illustrating  Their  Design, 
Construction,  and  Operation  for  Stationary,  Marine, 
and  Vehicle  Motive  Power.  Norman  W.  Henley  A 
f.  New  York.    1897.  Cloth,  la.jo. 


We  desire  to  enter  a  protest  against 
term  "explosive  motor,"  of  which  the 
the  author  makes  a  free  use.  But, 
having  made  this  demur,  we  are  free 
to  say  that  the  treatise  seems  well 
conceived  and  the  task  well  executed. 
The  introduction  gives  a  historical  sketch 
of  the  progress  in  the  theory  and  prac- 
tical construction  of  this  class  of  motors, 
which  is  followed  by  a  chapter  on  the 
theory  of  the  gas  and  gasoline  engine. 
In  the  third  chapter,  which  deals  with  the 
utilization  of  heat  and  efficiency,  the  prin- 
ciple is  laid  down  that  "the  utilization  of 
heat  in  a  gas  engine  is  mainly  due  to  the 
manner  in  which  the  products  entering 
into  combustion  are  distributed  in  relation 
to  the  movement  of  the  piston."  The 
efficiencies  of  the  earlier  and  later  types  of 
engines  are  then  reviewed.  Twenty-four 
chapters  follow,  and  a  final  one  deals  with 
United  States  patents  on  gas,  gasoline,  and 
oil  engines.  In  the  discussions  of  the 
various  topics  which  fill  the  book.— an 
octavo  of  350  pages,— the  practical  side  is 
mainly  dealt  with.  The  work  is  hand- 
somely printed  and  copiously  illustrated. 


"  The  Electrician  "  Electrical  Trades  Directory  and 
Handbook  for  1897  (Fifteenth  Year).  "  The  Electri- 
cian "  Printing  and  Publishing  Company,  London. 
1897.    Cloth.  7s.  6d. 

This  work  has  been  revised  and  corrected 
up  to  January  31,  1897,  and,  in  addition  to 
the  usual  large  amount  of  useful  trade  in- 
formation ordinarily  comprised  in  it,  it 
contains  for  the  first  time:  (1)  a  large 
sheet  table,  giving  technical  particulars  of 
the  railways  and  tramways  of  the  United 
Kingdom;  (2)  regulations  regarding  the 
free  supply  of  incandescent  electric  lamps  ; 

(3)  the  new  regulations  of  the  London 
county  council  for  electric  meter  testing  ; 

(4)  a  number  of  useful  tables  relating  to 
water  power,  British  coal,  dry  saturated 
steam,  hydraulic  heads,  feed-water  heat- 


ing, rope  gearing,  etc. ;  (5)  an  interesting 
historical  sketch  of  the  international  tele- 
graph bureau  at  Berne;  (6)  the  Buda- 
Pesth  (1896)  revision  of  the  international 
telegraph  tariff  ;  (7)  a  new  section  of  the 
directorial  division,  dealing  with  Japan  and 
the  Far  East,  which  contains  the  names, 
professions,  and  addresses  of  all  persons  in 
those  parts  of  the  world  associated  with 
electrical  work  ;  (8)  a  carefully-compiled 
sheet  table,  giving  exhaustive  particulars 
of  the  electricity-supply  stations  of  the 
United  Kingdom,  (to  February.  1897) ;  (9) 
a  revised  digest  of  the  law  of  electric 
lighting;  (10)  ditto  of  the  law  of  electric 
power  (for  traction  purposes);  (11)  the 
latest  revised  rules  of  British,  American, 
Canadian,  French,  and  German  fire  insur- 
ance corporations,  relating  to  electrical 
risks.  All  the  old  and  well-known  features 
of  the  book  are  retained,  but  are  rigidly 
brought  up  to  the  date  of  publication. 


Bailey.  G.  H.,  D.Sc,  Ph.D.  The  TirroRiAL  Chbm- 
istiiy.  W.  B  Clive,  London ;  Hinds  A  Noble.  New 
York,  1877.   Cloth,  $1.00. 

What  we  have  said  elsewhere  in  terms 
of  general  approval  of  the  University 
Tutorial  Series  sufficiently  implies  our  es- 
timate of  the  value  of  this  treatise  on 
chemistry.  Although  a  small  treatise  upon 
a  very  large  subject,  it  has  sufficient  space 
to  present  a  systematic  outline  of  chem- 
istry, so  far  as  it  relates  to  the  non- 
metals.  Chemical  theory  is  only  slightly 
discussed,  as  the  book  is  for  students  in 
the  earlier  stages  of  progress.  A  union  of 
experiment,  observation,  and  inference  is 
combined  with  such  descriptions  of  experi- 
ments as  will,  under  the  guidance  of  a 
teacher,  render  it  useful  in  the  laboratory. 


Le  Van,  William  Barnet.  The  Practical  Manage- 
ment of  Engines  and  Boilers.  Including  Boiler 
Setting.  Pumps.  Injectors.  Feed-Water  Heaters, 
Steam-Enginc  Economy,  Condensers.  Indicators, 
Slide  Valves  Governors,  Steam  Gages.  Incrustation 
and  Corrosion,  etc.  A  Practical  Guide  for  Engineers 
and  Firemen  and  Steam  Users  Generally.  The  Phila- 
delphia Book  Company,  Philadelphia.    1S97.  Cloth. 

Mr.  Le  Van  is  well  and  widely  known  as 
a'consulting  steam  engineer,  being  a  mem- 
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ber  of  the  American  Society  of  Mechan- 
ical Engineers  and  of  the  Franklin  Insti- 
tute, which  are  doing  more  for  the  ad- 
vancement of  mechanical  engineering 
than  all  the  other  technical  societies  in 
the  United  States.  The  title  suggests 
quite  a  wide  range  of  topics ;  the  size  of 
the  volume  indicates  that  an  exhaustive 
treatment  has  not  been  attempted.  The 
book,  which  embodies  the  author's  ex- 
perience of  more  than  forty  years,  is 
eminently  practical,  covering  a  large  num- 
ber ol  points  for  which  an  engineer  or 
fireman  would  like  to  have  a  ready-refer- 
ence book.   It  is  well  indexed. 

Hogg,  Prof.  Alex.  M.  A.,  Superintendent  of  Schools, 
Port  Worth.  John  P.  Morton  &  Company,  Louisville. 
1S97  Paper. 

This  consists  of  an  address  delivered, 
presumably  at  Fort  Worth,  in  1885.  Many 
changes  have  taken  place  since  the  address 
was  delivered,  and  to  the  24  pages  which  it 
occupies  are  added  104  pages  of  statistical 
and  general  information  of  progress  in 
railroading  since  the  year  named.  A  state- 
ment of  notable  gifts  and  bequests  to  edu- 
cational institutions  by  eminent  railroad 
men  forms  a  portion  of  this  collection  of 
addenda.  A  section  is  also  devoted  to 
fast  runs,  and  some  interesting  biograph- 
ical sketches  are  supplied. 

Johnson.  John  A.  South  America,  Its  Resources 
ind  Possibilities.  Agricultural,  Pastoral,  and  Dairy 
Resources  Described:  M.J.  Cantwell,  Madison,  Wis. 

Paper.    Copies  supplied  by  the  Gisholt  Ma- 
chine Company  on  application. 

The  author  of  this  little  book  is  presi- 
dent of  the  Fuller  &  Johnson  Mfg.  Com- 
pany, and  also  of  Gisholt  Machine  Com- 
pany, of  Madison,  Wis.,  and  he  was  a  mem- 
ber of  the  delegation  of  the  National  Asso- 
ciation of  Manufacturers  that  visited  South 
America  last  year  in  the  interest  of  inter- 
national trade.  The  work  is  in  two  parts, 
the  first  part  comprising  a  series  of  letters 
written  from  South  America,  describing 
the  resources  of  Brazil,  Argentina,  and 
Uruguay,  and  proposing  plans  for  a  more 
extended  commerce  with  those  countries. 
Part  second  contains  suggestions  of 
lessons  that  may  be  drawn  from  the  ex- 
periences and  conditions  of  the  people. 

West.  Thomas  D.  Metallurgy  of  Cast  Iron.  A 
Complete  Exposition  of  the  Processes  Involved  in 
Its  Treatment.  Chemically  and  Physically,  from  the 
Blwt  Furnace  though  the  Foundry  to  the  Testing 
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Machine.  Fully  illustrated.  First  edition.  The  Cleve- 
land Printing  and  Publishing  Company,  Cleveland 
Ohio.   1897.  Cloth. 

The  author  of  this  treatise  is  doubtless 
the  ^highest  authority  |  in  the  United 
States^upon  the  metallurgy  of  cast  iron. 
He  has,  in  our  opinion,  done  more  to  ad- 
vance the  art  of  iron-founding  than  any 
other  man  of  the  period.  He  is  not  only 
a  thoroughly  practical  moulder  and  foun- 
dryman,  but  his  educational  and  literary 
qualifications,  exemplified  in  his  contribu- 
tions to  the  literature  of  cast  iron,  have 
been  recognized  by  prominent  societies 
and  associations  of  which  he  is  a  member. 
His  high  reputation  is  well  sustained  by 
the  present  publication,  which  covers  the 
entire  ground,  as  proposed  in  the  title,  in 
a  masterly  manner.  Foundrymen  who  do 
not  possess  the  information  presented  in 
this  able  treatise  must  fall  behind  the 
age  in  the  theory  and  practice  of  their 
art,  and,  probably  in  their  struggle  with 
competitors. 

BOOKS  RECEIVED. 

Interstate  Commerce  Commission.  Eighth 
Annua!  Report  on  the  Statistics  of  Railways  in 
the  United  States  for  the  Year  Ending  June  30, 
1895.  Prepared  by  the  Statistician  to  the  Com- 
mission. Government  Printing  Office,  Washing- 
ton, D.  C.    1896.  Cloth. 

Mac  Cord,  Prof.  C.  W.,  Sc.  D.  (a)  A  Cu- 
rious Mechanical  Movement,  (b)  Olivier  Mod- 
els Remodeled,  (c)  The  Helical  Convolute,  or 
Single-Curved  Surface  with  a  Helical  Direc- 
trix. Pamphlets,  reprinted  from  The  Stevens  In- 
dicator. Paper. 

Jackson,  Prof.  Dugald  C.  Mem.  W.  S.  E. 
The  Equipment  of  Manufacturing  Establish- 
ments with  Electric  Motors  and  Electric  Distri- 
bution. Pamphlet,  Reprinted  from  Transla- 
tions of  the  Western  Society  of  Engineers. 
Paper. 

Wallis-Tayler,  A.  J.,  C.  E.  Bearings  and 
Lubrication  ;  A  Handbook  for  Every  User  of 
Machinery.  Imported  by  D.  Van  Nostrand  Co. 
New  York.    Cloth,  $1.50. 

Annotated  Bibliography  of  Fine  Art ;  Paint- 
ing, Sculpture.  Architecture,  Arts  of  Illustration, 
and  Illustration,  by  Russell  Sturgis ;  Music  by 
Henry  Edward  Krehbiel.  Edited  by  George 
lies.  Published  for  the  American  Library  Asso- 
ciation Publishing  Section,  by  the  Library 
Bureau,  Boston.  (146  Franklin  street);  New 
York  (280  Broadway):  London  (10  Bloomsbury 
street,  W.  C). 

Annual  Report  of  the  Minister  of  Mines  for 
the  year  ending  31st  December,  1896.  Being 
an  Account  of  Mining  Operations  for  Gold, 
Coal,  etc.,  in  the  Province  of  British  Columbia. 
Richard  Walfenden,  Victoria,  B.  C.  1897. 
Paper. 
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These  catalogues  may  be  had  free  of  charge  on  application  to  the  firms  issuing  them. 
Please  mention  The  Engineering  Magaune  when  you  write. 


The  Farrel  Foundry  and  Machine  Co.,  Water- 
bury,  Conn..  U.  S.  A.=(a)  Leaflet  describing 
and  illustrating  bicycle  machinery,  (b)  Ditto : 
Hardware  machinery,  (d)  Ditto :  Silverware 
machinery,  (e)  Ditto :  Tube-mill  machinery, 
(f)  Ditto  :  Rolling-mill  machinery,  (g)  Ditto : 
Annealing  and  case-hardening  furnaces,  (h) 
Ditto  :  Hydraulic  draw-benches,  presses,  pumps, 
and  accumulators. 

The  Ball  Bearing  Co.,  Boston,  Mass.,  U.  S. 
A.=Catalogue(l897)  of  "  Hub"  ball  and  roller 
bearings  for  machine  construction  and  line  shaft- 
ing. 

C.  M.  Turnquist,  Chicago,  III  ,  U.  S.  A.= 
Catalogue  and  price-list  of  electrical  supplies. 

Willis  Shaw.  Chicago,  111..  U.  S.  A.  =  Booklet 
of  second  hand  machinery  and  contractors'  equip- 
ment ready  to  ship. 

The  John  H.  McGowan  Co.,  Cincinnati, 
Ohio,  U.  S.  A.=General  catalogue  of  pumping 
machinery. 

Aultman  &  Taylor  Machinery  Co.,  Mansfield, 
Ohio,  U.  S.  A.=Catalogue,  nicely  printed,  pro- 
fusely illustrated,  and  bound  in  stiff  covers  (buck- 
ram). This  catalogue  is,  in  reality,  an  essay  on 
steam  production,  in  which  the  evolution  of 
steam  generators  up  to  the  later  end-of-the-cen- 
tury  types,  including  the  Cabal  I  water-tube 
boiler,  is  logically  traced.  This  is  followed  by  a 
full  illustrated  description  of  the  Cahall  boiler, 
one  of  the  latest  claimants  for  public  favor,  with 
details  of  construction,  explanation  of  its  opera- 
tion, and  much  other  interesting  matter. 

Henry  Maurer  &  Son,  New  York.  =  Illustrated 
Catalogue  for  1897.  Illustrates  and  describes  an 
important  line  of  fire-proof  building  materials, — 
for  example,  flat  and  segmental  hollow  clay 
arches,  partition  and  furring  blocks,  column  and 
girder  protection,  roof  and  ceiling-blocks,  fire- 
clay flue  linings,  porous  terra  cotta,  etc. 

Mason  Electric  Equipment  Co.,  Chicago,  111., 
U.  S.  A.=Circular  illustrating  and  briefly  de- 
scribing a  line  of  electric  railway  supplies. 

Kennedy  Valve  Manufacturing  Co.,  New 
York.  =  Price  list  (illustrated)  of  a  line  of  valves 
manufactured  by  this  bouse. 

Hilles  &  Jones  Company,  Wilmington,  Dela- 
ware, U.  S.  A.  =  Elegantly  illustrated  and  prin- 
ted large  quarto  cataogue,  including  recent  de- 
signs for  working  iron  and  steel  plates,  bars  and 
structural  shapes.  The  cuts  are  tinted  and 
printed  on  finest  quality  of  coated  paper  with  de- 
scriptive text. 

New  York  Telephone  Co.,  New  York.=IIlus- 
trated  pamphlet  containing  a  description  of  the 
private  branch  exchange  system  of  supplying 
New  York  city  telephone  service. 

Ingersoll-Sergeant  Drill  Co.,  New  York=Il- 
lustrated  descriptive  catalogue  of  high-duty  air 
compressors,  in  a  variety  adapted  to  cover  all  the 
uses  to  which  compressed  air  can  be  applied, 
with  dimension  tables  and  other  data. 


Westinghouse,  Church,  Kerr  &  Company, 
New  York,  Boston,  Pittsburg,  and  Chicago.  = 
Pamphlet  entitled  "Refrigeration."  Illustrates 
and  describes  the  refrigerating  apparatus  manu- 
factured by  this  company.  Elegantly  printed, 
and  also  containing  illustrations  of  successful  in- 
stallations. 

The  Clonbrock  Steam  Boiler  Company, 
Brooklyn,  N.  Y.,  U.S.A.=Catalogue  for  1806 
illustrating  and  describing  the  (patented)  Morrin 
"Climax  water-tube  safety  boiler." 

The  Garvin  Machine  Co.,  New  York.  =  lira* 
trated  catalogue  and  price-list  of  an  extensive 
line  of  machine  tools,  and  of  special  labor-sav- 
ing machines  for  bicycle  construction. 

The  Detroit  Lubricator  Co. ,  Detroit,  Mich., 
U.S.A.  =(a)  Catalogue  for  1897.  Illustrating 
and  describing  full  line  of  hot-water  and  steam 
radiator  valves,  comer  valves,  globe  valves,  etc, 
and  giving  a  special  description  of  the  quick 
opening  steam  and  hot-water  valves  made  by 
this  company,  with  a  statement  of  their  ad- 
vantages, {b)  Leaflet,  illustrating  and  describ- 
ing the  improved  standard  stationary  engine 
lubricator. 

The  Lehigh  University,  South  Bethlehem, 
Pa.,  U.S.A.  =  Course  in  Electrical  Engineer- 
ing, under  direction  of  Alexander  Macfarlane, 

M.A.D.Sc,  LL.D. 

James  L.  Robertson  &  Sons,  successors  to 
Hine  &  Robertson  Co..  New  York. = Catalogue 
of  indicators,  reducing  wheels,  planimeters. 
damper  regulators  and  other  appliances  for  the 
convenient,  safe  and  economical  operation  of 
steam-boilers  and  steam  engines.  "Eureka" 
packing,  tools  and  supplies. 

Automatic  Friction  Clutch  Company,  Erie, 
Pa.,  U.S.A.— -Catalogue  and  price  list  describ- 
ing and  illustrating  the  automatic  and  friction 
clutch  and  cut-off  coupling  manufactured  by 
this  company. 

The  Hayden  &  Derby  Manufacturing  Co., 
New  York.=Catalogue  of  injectors,  comprising 
the  "  Metropolitan  Automatic,"  "  Metropolitan 
Double-Tube  "  and  "  II -D  injectors." 

Montgomery  &  Co.,  New  York.=I^aflet, 
illustrating  and  describing  the  Robbins*  lathe 
tool. 

Clayton  Air  Compressor  Works,  New  York, 
U.S. A.=Catalogue  of  compressed-air  tools  and 
appliances,  claimed  to  cover  the  entire  line,  and 
to  be  the  first  catalogue  ever  published  that  did 
cover  the  whole  field. 

Boston  Belting  Co..  Boston,  New  York, 
Buffalo,  U.  S.  A.  =  Pamphlet  "Suggestions  for 
Your  Benefit  and  Ours.  Written  in  a  conver- 
sational style,  beautifully  printed  and  illustrated 
on  tinted  paper,  and  containing  useful  hints  for 
those  contemplating  alterations,  improvements, 
increase  of  manufacturing  facilities,  or  replen- 
ishing depleted  stock. 
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THE  IMPORTANCE  OF  THE  UNIVERSAL 
EXPOSITION  OF  1900. 


HE  exposition  of  1900  is  now  on  the  carpet.    It  is  the  question 


of  the  hour,  and  even  in  the  remotest  quarters  of  the  globe  it 


is  the  subject  of  many  conversations  and  the  occasion  of  many 
projects.  In  France  the  preparations  for  it  are  going  forward  with  ac- 
tivity and  are  followed  with  interest ;  the  temporary  scaffoldings  of  the 
Pont  Alexander  III  already  stretch  across  the  Seine,  and  a  large  part 
of  the  Palais  de  1' Industrie,  one  of  whose  wings  sheltered  but  a  few 
days  ago  the  victims  of  the  frightful  fire  in  the  Rue  Jean  Goujon,  has 
been  torn  down.  In  foreign  countries,  especially  in  Germany,  Eng- 
land, and  in  fact  the  whole  of  Europe,  committees  are  being  formed, 
plans  are  being  sketched,  and  projects  are  taking  shape ;  and  even  in  the 
United  States,  where  until  lately  more  pressing  problems,  such  as  were 
involved  in  the  national  election,  had  absorbed  the  attention  of  the 
public,  the  current  in  favor  of  the  exposition  is  swelling  rapidly,  and 
President  McKinley  invites  his  fellow-citizens  to  the  great  assizes  with 
which  a  sister  republic  is  to  celebrate  the  close  of  the  century. 

And  in  Europe  as  well  as  on  this  side  of  the  water  the  thought  of 
every  one  reverts  to  the  brilliant  success  of  the  exposition  of  1889, 
which  seems  to  have  been  the  most  memorable  triumph  imaginable, 
tempting  one  to  renew  the  objection  of  a  certain  member  of  a  former 
French  cabinet :  "  What  is  the  use  of  a  new  exposition,  and  how  is 
it  possible  to  break  the  record  of  1889  ?  " 

Indeed,  it  was  not  simply  a  considerable  competition  of  more  than 
60,000  exhibitors,  an  influx  of  more  than  1,500,000  visitors  from 
foreign  countries  and  of  5,000,000  from  the  departments  of  France, 
but  also  an  unprecedented  movement  of  money,  an  enormous  increase 
in  commercial  exchanges,  in  railway  receipts  (which  made  a  leap  that 
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year  of  more  than  120,000,000  francs),  in  the  work  of  the  postal  and 
telegraphic  services,  and  in  the  movement  of  the  minutest  machinery 
of  economic  and  industrial  life. 

And  yet  the  organizers  of  the  exposition  of  1900  expect  to  achieve 
results  still  greater.  And,  however  audacious  their  attempt  may  be 
considered,  appearances  thus  far  seem  to  justify  them.  Since  the  first 
exposition, — that  of  1855, — the  success  of  Paris  expositions  has  been 
on  an  ascending  scale.  There  were  10,865  exhibitors  in  1855,  26,000 
in  1867,  36,000  in  1878,  and  61,000  in  1889.  The  admissions  were 
only  5,000,000  in  1867  ;  in  1889  they  reached  23,000,000.  It  must 
not  be  forgotten,  moreover,  that  in  1889  political  reasons  prevented 
the  monarchical  powers  from  participating  officially,  and  that  the 
national  committees  which  in  certain  countries  substituted  private 
initiative  for  official  participation  seldom  succeeded  in  presenting  more 
than  an  embryonic  exhibit.  Now,  in  1900  the  participation  will  be 
universal.  Furthermore,  the  exposition  of  1889  had  only  9  groups;  that 
of  1900  will  have  18  groups  and  120  sections.  The  area  allotted  to  ex- 
hibitors in  1889  was  only  203  acres  ;  in  1900  it  will  exceed  271  acres. 
The  expenditure  in  1889  was  only  43,000,000  francs;  100,000,000 
francs  have  been  voted  by  the  French  parliament  for  the  approaching 
international  competition,  and,  finally,  an  attendance  of  60,000,000  is 
expected.  Again,  the  immense  and  peaceful  struggle  to  which  France 
has  invited  all  the  nations,  coming  at  a  time  when  commercial  competi- 
tion between  the  peoples  of  the  earth  has  attained  such  activity,  marks 
a  cardinal  date  in  economic  life,  and  the  spectacle  offered  to  the  world 
will  be  worthy  of  its  admiration. 

I.  THE  SCENE. 

To  receive  her  guests  Paris  wishes  to  don  holiday  attire,  and  enter- 
tains grand  schemes  for  her  adornment.  Chief  among  them  are: 
(1)  the  Pont  Alexandre  III  ;  (2)  the  two  fine-art  palaces;  (3)  the 
disposition  of  the  banks  of  the  Seine. 

1.  The  Pont  Alexandre  III.  On  October  7,  1896,  when  his 
Majesty  the  Czar  Nicolas  II  laid  with  a  golden  trowel  the  first  stone 
of  the  monumental  bridge  which  will  bear  his  father's  name,  he  not 
only  gave  to  France  a  proof  of  his  sympathy  and  confidence,  but  in- 
augurated for  the  great  nations  an  era  of  peace  and  industry.  It  is 
not  lightly  and  for  months  that  these  gigantic  works  are  undertaken  ; 
it  is  for  years ;  and  this  setting  at  work  of  thousands  of  laborers,  this 
activity  of  entire  France  centred  upon  a  single  object,  constitute  one 
of  the  most  eloquent  manifestations  of  industry  and  peace.  The  con- 
struction of  the  Pont  Alexandre  alone  is  a  task  of  long  duration.  Of 
the  existing  Paris  bridges  none  are  more  than  thirty  meters  in  breadth, 
but  this  will  measure  nearly  sixty ;  it  will  have  but  a  single  arch,  of 
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immense  proportions ;  the  year  1897  will  be  devoted  entirely  to  its 
foundations,  the  year  1898  to  the  metallic  work,  and  the  year  1899  to 
its  decoration.  Especial  care  will  be  given  to  this  last ;  architectural 
motives  and  decorative  figures,  bold  in  conception  and  harmoniously 
disposed  at  the  four  corners,  will  make  of  it  a  veritable  work  of  art. 

2.  The  two  palaces.  These  are  to  be  built  in  the  Champs- Elysees, 
and  one  can  form  no  idea  of  the  discussion  which  they  have  occasioned. 
To  make  room  for  them,  in  fact,  it  was  necessary  to  tear  down  the 
Palais  de  1' Industrie,  where  all  expositions  and  competitions  and  the 
art  salons  were  held,  and  to  this  destruction  much  resolute  opposition 
was  offered.  And  yet  the  superior  interests  of  the  exposition  de- 
manded it ;  to  use  the  language  of  one  of  the  most  ardent  promoters 
of  the  exposition,  France  must  not  offer  the  old  renovated  and  re- 
paired ;  if  she  invites  the  world  to  Paris,  the  plan  must  be  new, 
worthy  of  herself  and  of  her  guests.  The  cause  of  the  palaces  tri- 
umphed, and  a  grand  competition  was  instituted  for  their  design, 
resulting  in  the  receipt  of  more  than  one  hundred  and  ten  plans 
signed  by  the  most  eminent  artists.  Those  of  MM.  Girault  and 
Esquie,  both  of  which  took  the  Grand  Prix  de  Rome,  were  pro- 
nounced the  best,  and  their  publication  warrants  the  assertion  that 
the  two  palaces  will  constitute  a  rtsumt  of  French  architectural  art  at 
the  end  of  the  nineteenth  century.  Twenty  million  francs  are 
appropriated  for  their  construction,  and  it  will  be  insisted  that  the 
work  be  durable  and  definitive,  it  being  the  intention  that  the  palaces 
shall  survive  the  exposition  that  they  may  be  used  permanently  for 
the  salons,  competitions,  concerts,  etc. 

These  two  palaces,  situated  in  the  Champs-Elystes,  will  be,  in 
short,  the  starting-point  and  the  frame  of  the  immense  avenue  which 
is  to  connect  the  Champs- Elysees  with  the  Invalides  and  restore  one 
of  the  finest  views  in  Paris.  At  the  outset  the  Champs-Elysees  will 
present  their  fairy-like  spectacle  ;  then,  crossing  the  river,  the  monu- 
mental bridge  ;  farther  on,  the  esplanade  of  the  Invalides  transformed 
into  gardens  laid  out  in  French  fashion,  with  balustrades,  groups, 
basins,  and  plots  of  greensward,  bringing  into  the  heart  of  Paris  a 
reminder  of  Versailles ;  finally,  as  a  background,  the  sober  lines  of 
the  H6tel  des  Invalides,  and,  crowning  all,  the  glittering  gilded  dome 
of  Mansart. 

3.  Disposition  of  the  Banks  of  the  Seine.  The  idea  of  giving  a 
special  disposition  to  the  banks  of  the  Seine  is  neither  less  original  or 
less  happy.  The  stream  of  Mme.  de  Sevigne  will  be  transformed  by 
the  wand  of  the  architects  into  a  vast  Venetian  canal  lined  with 
palaces  and  having  broad  banks,  spacious,  convenient,  and  restful, 
upon  which  the  public  may  promenade.    The  picturesque  facades  of 
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the  pavilions  of  exotic  design  will  rise  one  above  another,  sepa- 
rated by  terraces  in  the  Italian  fashion.  In  the  daytime  the  activity 
of  navigation,  the  multicolored  flags,  and  the  gaily-decked  boats 
standing  out  in  relief  against  the  foliage  of  the  trees  will  form  an  ani- 
mated picture,  full  of  color  and  sparkling  gayety,  and  at  night  the 
fairy-like  illuminations,  for  which  all  the  resources  of  modern  lighting 
will  be  drawn  upon,  and  the  glittering  waters  will  furnish  a  marvel- 
lous setting  for  the  Venetian  entertainments  and  festivities. 

II. — THE  SECTIONS. 

But  the  construction  of  a  monumental  bridge,  the  building  of 
palaces,  and  the  embellishing  of  the  Seine  furnish  only  the  scene,  the 
setting,  in  which  the  action  will  take  place  and  the  characters  will 
move.  I  refer  to  the  sections  and  their  occupants,  French  and  for- 
eign exhibitors, — that  is,  the  really  instructive  part  of  the  exposition. 
The  sections  will  be  eighteen  in  number,  distributed  among  as  many 
palaces.  Most  important  among  them  will  be  the  palaces  of  Educa- 
tion, of  Social  Economy,  of  Decoration  and  Furnishing,  of  Pottery 
and  Glassware,  of  Horticulture,  of  Foods,  of  Stuffs  and  Garments,  of 
Machinery  and  Metallurgy,  of  Means  of  Transportation,  of  Elec- 
tricity, of  Navigation  and  Commerce,  of  Colonization,  and  of  Lit- 
erature and  the  Arts  and  Sciences.  A  special  section  will  be  estab- 
lished for  Physical  Contests,  Sports,  Bicycling,  etc.  But  the  two  which 
promise  to  attract  the  most  attention  are,  beyond  question,  those  of 
the  Means  of  Transportation  and  of  Electricity.  The  former  is  en- 
trusted to  M.  Jacques  Hermant,  who  was  the  French  architect  at  the 
Chicago  World's  Fair,  and  we  may  be  sure  that  the  new  agencies  of 
locomotion,  notably  the  automobile  carriages  now  so  much  used  in 
Paris  and  London,  as  well  as  bicycles  and  the  various  sorts  of  street 
railway,  will  appeal  to  inventors  and  to  the  curiosity  of  the  public. 
But  the  Palace  of  Electricity,  under  the  management  of  M.  Henard, 
will  be  one  of  the  drawing  cards  of  the  exposition.  By  day  it  will 
supply  motive  power  to  a  series  of  machines,  and  at  night,  by  a  special 
connection,  it  will  supply  light  for  the  illuminations  of  the  Salle  des 
Fetes.  It  will  be  built  entirely  of  glass,  and  will  shine  in  the  night 
like  a  gigantic  beacon. 

One  of  the  most  characteristic  features  of  these  sections  and  of 
the  exposition  itself  will  be  the  method  to  be  adopted  in  their  general 
organization.  It  has  often  been  urged  against  expositions  that  their 
technical  exhibits  are  nothing  but  vast  commercial  museums  in  which, 
to  be  sure,  one  may  see  machines,  but  machines  that  are  not  in  opera-% 
tion,  or,  if  in  operation,  are  doing  no  productive  work.  Now,  the 
finest  commercial  museum  in  the  world  attracts  but  few  visitors  ;  the 
vestibule  is  the  most  frequented  part  of  it,  and  even  that  is  sought  only 
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on  rainy  days.  It  will  not  be  thus  with  the  exposition  of  1900.  Its 
essential  and  wholly  new  principle  consists  in  the  uniform  placing, 
beside  the  manufactured  product,  of  the  machine  used  in  its  manu- 
facture and  the  processes  of  its  production ;  and  this  fertile  principle, 
which  does  the  greatest  honor  to  the  promoters  of  the  French  exposi- 
tion and  notably  to  its  director-general,  M.  Picard,  will  transform  the 
general  physiognomy  of  the  exposition,  will  give  life  to  the  features 
hitherto  looked  upon  as  uninteresting,  and  will  give  the  public  valu- 
able object-lessons.  Better  still,  a  methodical  plan  is  contemplated, 
whereby  the  visitors  will  be  able  to  follow  the  raw  material  through 
its  various  transformations  without  deviating  from  the  course  of  their 
promenade.  It  is  in  the  operation  of  this  immense  work -shop  that 
will  be  employed  the  electrical  resources  already  mentioned. 

III.  THE  FOREIGN  EXPOSITIONS. 

All  these  extensive  preparations,  all  these  efforts  on  the  part  of 
France  to  make  the  exposition  an  unprecedented  thing,  were  sure 
to  make  an  impression  on  foreign  nations  and  impel  them  to  unani- 
mous cooperation.  Accordingly  that  is  what  has  happened.  Of  all 
the  foreign  governments  to  which  invitations  have  been  addressed  by 
France,  but  one,  Egypt,  has  declined  to  participate  officially.  Two, 
it  is  true,  the  United  States  and  Switzerland,  have  as  yet  made  no 
reply,  but  all  the  other  governments,  sixty  in  number,  have  accepted 
officially,  and  almost  all  have  already  appointed  their  commissioners 
and  presented  their  applications  for  space.  Comparing  these  appli- 
cations with  those  made  in  1889,  one  perceives  at  a  glance  the  con- 
siderable importance  that  the  approaching  exposition  will  assume. 
The  following  are  the  figures  for  the  principal  countries : 


I8S9. 

1900. 

Square  feet. 

Square  feet. 

27,500 

640,200 

259»864 

44,000 

396,000 

I2I,0OO 

107,000 

44,000 

528,000 

  4I,I8S 

50,500 

Some  of  these  figures  are  eloquent.  Germany,  whose  participa- 
tion at  Chicago  occasioned  so  much  comment,  is  preparing  to  do 
better  yet.  The  emperor  desired  that  the  invitation  be  accepted, 
and  he  has  been  followed  by  the  entire  commercial  interest  of  the 
nation,  so  that  throughout  the  empire  an  extraordinary  movement  is 
in  progress.    The  commissioners,  MM.  Richter  and  Lewald,  were 
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among  the  first  appointed  ;  at  Berlin  offices  have  been  established,  in 
which  the  work  of  organization  is  going  forward,  and  active  prepara- 
tions are  being  made  for  this  new  economic  struggle.  Germany  will 
be  represented  in  all  branches  in  which  she  can  exhibit  advantageously, 
notably  in  machinery,  chemistry,  optics,  and  electricity.  Three  other 
groups  in  which  indisputably  she  will  occupy  a  first  place  are  those  of 
protection  of  laborers,  hygiene,  and  public  instruction.  Lastly,  she 
will  participate  in  the  theatrical  exposition  by  a  model  of  the  great 
Wagner  theatre  at  Bayreuth. 

England,  which  in  1889  had  230,000  square  feet,  has  not  yet 
made  known  the  exact  figure  of  her  needs,  but  she  has  reserved  her 
rights  in  expressing  a  desire  that  as  much  space  may  be  allotted  to  her 
as  shall  be  enjoyed  by  any  other  nation.  No  less  notable  are  the  de- 
mands of  Austria  and  Russia,  which  in  1889  refused  to  participate 
officially,  but  which  are  determined  on  this  occasion  to  give  their  full 
measure.  Japan,  too,  with  her  application  for  107,000  square  feet, 
shows  her  intention  of  manifesting  to  the  united  world  at  Paris  her 
quality  as  an  industrial  power  of  the  first  rank. 

As  we  have  said,  the  United  States  have  not  yet  forwarded  to  the 
French  government  an  official  acceptance,  or  made  known  the  extent 
of  their  participation.  It  is  useless  to  try  to  conceal  the  fact  that  this 
silence  has  not  failed  to  provoke  comment.  It  has  been  remarked  that, 
when  the  Columbian  administration  invited  foreign  nations  to  the 
Chicago  exposition,  France  was  the  first  of  all  to  respond  to  the  ap- 
peal, placing  herself  at  the  head  of  the  list  of  cooperating  countries. 
But  the  delay  of  the  United  States  finds  its  very  natural  cause  in  the 
American  presidential  election  and  consequent  change  of  administra- 
tion, and  it  is  perfectly  well  recognized  in  France  that  not  the  slight- 
est significance  is  to  be  attached  to  it.  Furthermore,  President  Mc- 
Kinley's  warm  appeal  excludes  all  possibility  of  misunderstanding. 
Nevertheless  the  time  has  arrived  when  the  United  States  should  defi- 
nitively join  in  this  movement  of  the  foreign  nations.  In  these  peace- 
ful assizes  in  which  the  foremost  industrial  powers,  England  and 
Germany,  are  so  actively  preparing  to  measure  themselves  against 
France,  it  is  important  that  the  great  commercial  republic  of  North 
America  should  claim  the  place  that  belongs  to  her.  In  machinery 
and  metallurgy  her  participation  is  indispensable.  Her  machinery ; 
her  metallurgical  plants,  so  surprising  in  their  boldness  ;  her  newspaper 
presses,  which  recently  enabled  certain  great  New  York  journals  to 
accomplish  results  so  marvellous, — these  ought  to  figure  at  Paris  as 
monuments  of  the  industrial  activity  of  this  great  nation.  In  the  de- 
partment of  Means  of  Transportation  the  United  States,  which  possess 
the  greatest  network  of  railways  in  the  world,  equal  in  extent  to  that 
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of  all  Europe,  and  superior  in  comfort  and  luxury  to  anything  im- 
aginable, should  occupy  a  first  place.  As  to  their  supremacy  in 
electricity,  is  it  not  enough  to  mention  the  name  of  Edison? 
And  just  as  Japan  has  manifested  her  intention  of  signifying  to  the 
assembled  world  her  quality  as  a  great  industrial  power,  should  not  the 
United  States  also  establish  the  important  position  of  their  maritime 
power  by  showing,  in  the  department  of  Military  Marine,  the  most 
recent  models  of  their  warships  ?  But  considerations  so  important 
cannot  have  escaped  public  attention,  and  there  is  no  doubt  that 
the  United  States  are  determined  to  participate  in  this  great  inter- 
national tourney  in  a  manner  worthy  of  them. 

The  quasi -unanimity  with  which  foreign  nations  have  officially  ac- 
cepted, and  the  exceptional  importance  of  the  foreign  exhibits,  will 
constitute  one  of  the  characteristics  of  the  exposition  of  1900  and  its 
superiority  to  its  predecessor  of  1889,  in  which,  it  will  be  remem- 
bered, official  cooperation  was  somewhat  rare.  One  of  the  conse- 
quences easily  to  be  foreseen  is  that  the  sovereigns  who  have  shown  so 
much  enthusiasm  in  entering  into  the  plans  of  the  French  republic 
will  be  led  by  the  same  enthusiasm  to  personally  respond  to  her  invi- 
tations to  visit  the  exposition,  and  Paris  expects  for  1900  an  influx  of 
royal  visitors  such  as  has  not  been  seen  since  1867,  whose  presence 
will  be  the  most  striking  homage  to  the  government  of  the  republic. 

But  the  chief  importance  of  this  competition  will  be  found  in  its 
higher  lessons.  During  the  second  half  of  this  century  scientific 
progress,  especially  in  electricity,  has  been  so  rapid,  inventions  have 
been  so  numerous,  and  discoveries  have  been  so  brilliant,  that  we  feel, 
as  it  were,  the  need  of  taking  breath  and  of  traversing  with  the  eye 
the  road  which  we  have  covered.  In  economic  life  it  is  necessary,  not 
to  halt,  for  economic  progress  allows  no  time  for  that,  but  to  note 
from  time  to  time  the  advance  that  we  have  made  and  register  it  by 
mile-posts.  It  is  a  wise  and  useful  thing  to  measure  the  distance 
traversed,  to  compare  it  with  that  traversed  by  our  rivals,  and  to  de- 
rive, from  this  look  backward,  instruction  and  profit. 

That  is  the  service  which  universal  expositions  render.  In  this 
respect  the  exposition  of  1900  promises  to  surpass  all  others.  At  this 
end  of  a  century  of  progress  all  the  nations  invited  by  the  French  re- 
public are  coming,  to  take  part  in  a  grand  international  tournament. 
All  of  them  understand  how  important  it  is  for  them  to  participate. 
Let  us  await  them  with  confidence  and  serenity.  It  is  a  com- 
forting, a  reassuring  spectacle, — these  peaceful  preparations  of  the 
civilized  world.  There  is  no  surer  sign  of  peace,  for  such  dis- 
plays and  expenditures  of  activity  and  effort  require  luminous  skies 
and  sunny  horizons. 
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ACCOUNTING. 


By  Thomas  F.  Woodlock. 

RAILROAD  accounting,  in  the  sense  of  information  published 
for  the  use  of  security-holders,  constitutes  a  part  of  corpora- 
tion management,  which  is,  or  should  be,  more  important 
than  many  people  esteem  it.  I  believe  that  it  might  be  made  a  most 
potent  influence  for  good  management  and  a  thoroughly  efficient  pro- 
tection for  investors  by  the  adoption  of  a  rather  different  theory  of 
construction  of  railroad  reports.  The  suggestions  which  follow  are 
the  fruit  of  practical  study  of  railroad  reports,  and  are  offered  with 
some  confidence,  because  a  layman  or  investor  may  perhaps  claim  to 
know  better  just  what  he  requires  in  the  way  of  information  about  his 
property  than  even  the  trained  and  experienced  accountant  who  pre- 
pares that  series  of  abstracts  from  the  company's  books  which  com- 
monly goes  to  make  an  annual  report. 

The  study  of  the  purely  financial  aspect  of  railroad  reports,  which 
practically  begins  with  "  net  earnings,"  is  good,  as  far  as  it  goes.  It 
is  frequently  very  complicated,  and  occasionally  makes  considerable 
demands  upon  the  skill  and  patience  of  the  analyst.  It  is  all  built,  how- 
ever, upon  the  general  assumption  that  the  "  net  earnings  "  of  the  com- 
pany are  correct,  and  it  busies  itself  chiefly  with  the  disposition  of 
"net  earnings  "  and  the  manipulation  of  capital. 

"  Net  earnings  "  are  the  rcstdt  of  "gross  earnings  "  and  "operat- 
ing expenses,"  however,  and  only  in  these  two  items  do  we  come  really 
in  contact  with  the  operations  of  the  machine  itself,  so  to  speak.  Net 
earnings  are,  as  it  were,  the  power  delivered  on  the  first  floor  by  belt- 
ing from  the  engine  in  the  basement.  If  we  look  only  at  the  belt,  we 
know  nothing  at  all  about  the  engine,  and  some  day,  when  the  belt  stops, 
we  are  surprised,  because  it  has  run  along  without  a  break  to  the  last 
minute.     We  ought  also  to  study  the  engine,  at  least  a  little. 

The  point  that  I  am  endeavoring  to  make  is  that  the  majority  of 
railroad  reports — in  fact,  almost  all  of  them — are  lacking  in  that  they 
do  not  bring  readers  close  enough  to  the  actual  operations  of  the 
machine.  They  deal  too  much  with  results,  and  too  little  with  causes. 
If  they  were  so  constructed  as  to  show  at  once  the  real  physical  cir- 
cumstances of  the  road's  operations,  a  much  better  idea  of  the  com- 
pany's position  would  be  given.  In  a  word,  the  physical  aspect  has 
not  been  sufficiently  considered  in  railroad  accounting  as  a  whole,  and, 
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where  it  has  been  sufficiently  considered  to  ensure  publication  of  the 
main  facts  in  the  report,  these  facts,  as  a  rule,  have  been  so  buried 
under  detail  as  to  convey  but  a  confused  idea  to  the  lay  reader. 

If  a  man  holdsas  an  investment  a  stock  or  bond  of  a  railroad,  the  chief 
thing  that  he  wants  to  know  is  whether  or  not  his  interest  or  dividends 
will  continue,  and  (if  he  holds  a  bond)  whether  or  not  the  security  for 
the  payment  of  his  principal  is  sufficient.  As  a  matter  of  fact,  the 
essential  question  at  all  times  is  whether  or  not  net  earnings  will  be  always 
sufficient  to  meet  interest  or  dividends,  because  security  for  principal 
eventually  depends  entirely  upon  net  income.  Therefore,  what  a 
security-holder  really  wants  to  know  is  whether  the  earning  power  of 
his  property  is  increasing  or  diminishing,  and  whether  it  is  what  it 
ought  to  be.  This  involves  comparison  of  a  company's  record  in  a 
given  year  with  its  record  in  previous  years.  It  also  necessarily  in- 
volves a  clear  exposition  of  all  matters  directly  affecting  the  earning 
power  of  the  company. 

The  net  earning  power  of  a  railroad  depends  upon  two  things : 
first,  the  character  and  volume  of  business  offered  to  the  company  ; 
second,  its  capacity  for  handling  it  economically.  The  first  com- 
prises all  matters  affecting  rates,  density  of  business,  length  of  freight 
haul,  or  average  distance  travelled  by  each  passenger,  and  other 
kindred  matters.  The  second  comprises  all  matters  relating  to  operat- 
ing expenses,  such  as  the  average  train  load  of  freight  or  passengers, 
the  efficiency  of  motive  power  and  rolling-stock,  the  condition  of 
track  and  structures,  etc.  When  a  clear  idea  is  obtained  of  these 
things,  it  is  evident  that  a  clear  idea  is  obtained  of  the  earning  power 
of  the  company.  What  we  want  to  know,  therefore,  is  everything 
that  bears  upon  these  things  in  any  appreciable  degree. 

I. — Character  and  Volume  of Business  ;  Gross  Earnings. 

(1)  We  want  to  know  the  sources  of  the  company's  gross  earn- 
ings ;  what  proportion  is  passenger  earnings,  what  freight,  and  what 
miscellaneous.    Practically  all  companies  show  this. 

(2)  It  is  very  desirable  that,  in  showing  freight  earnings,  the 
amount  in  dollars  and  cents  contributed  by  each  kind  of  freight,  and 
the  tonnage  of  each  kind  of  freight,  should  be  stated  separately.  The 
average  rate  per  ton  per  mile  of  each  kind  of  freight  should  also  be 
stated.  Most  railroads  report  the  percentage  of  total  tonnage  borne 
by  each  kind  of  freight,  but  practically  none  give  the  statistics  called 
for  above.  Presumably  the  statistics  are  available  on  the  books  of  all 
companies.  Their  chief  value  would  be  in  showing  basic  changes  in 
the  character  of  the  company's  business,  thus  explaining  important 
changes  in  earnings  and  expenses. 

(3)  The  "average  haul"  of  each  kind  of  freight  should  be  sepa- 
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rately  shown.  This  would  be  extremely  valuable  as  affording  annual 
comparisons  which  would  throw  much  light  on  the  conditions  under 
which  the  company  was  operating.  It  could,  of  course,  be  calculated 
from  the  "  revenue  per  ton  "  of  each  kind  of  freight  by  dividing  it  by 
the  "rate  per  ton  per  mile,"  but  it  would  be  well  to  state  it  sepa- 
rately. 

(4)  The  company  should  state  in  each  of  its  reports  the  "passen- 
ger density  "  and  "  freight  density  "  of  the  road  for  a  series  of  years. 
"Density"  is  arrived  at  by  dividing  the  "passengers  carried  one 
mile"  and  "tons  carried  one  mile"  by  the  mileage  operated,  and 
gives  the  best  idea  of  the  volume  of  business  done  by  the  road.  Very 
few  companies  report  it,  although  almost  all  report  the  factors  neces- 
sary for  its  estimation.  It  would  also  be  well  to  report  separately  the 
density  of  the  principal  kinds  of  freight,  so  as  to  show  where  a  road  is 
gaining  or  losing  in  business.  At  times  this  would  be  a  most  valuable 
showing,  with  a  very  direct  bearing  on  net  earnings  and  the  cost  of 
operation.  Certain  kinds  of  business  are  more  expensive  to  handle 
then  other  kinds ;  hence  the  variations  in  proportion  between  the 
various  kinds  of  freight,  and  the  density  of  each,  are  full  of  significance 
as  bearing  upon  net  earnings. 

( 5  )  It  is  desirable  that  reports  should  show  the  direction  of  a  com 
pany's  business,  especially  freight.  Most  roads  in  this  country  run 
east  and  west  or  north  and  south,  and  some  show  the  volume  of  busi- 
ness moving  each  way.  This  has  a  direct  bearing  on  loaded-  and 
empty-car-mileage.  It  is  necessary  that  the  character  of  the  freight 
tonnage  going  each  way  should  be  shown,  because  a  mere  record  of 
tonnage  is  not  sufficient.  If  the  business  one  way  is  all  cattle,  and 
the  business  the  other  way  all  grain  or  coal,  it  is  clear  that,  while  the 
tonnage  may  be  apparently  equal,  the  empty-car-mileage  will  be  ap- 
parently unaccountably  large,  because  cattle  cannot  be  shipped  in  box 
or  coal  cars,  nor  can  coal  or  grain  be  shipped  in  stock  cars.  Hence 
the  necessity  for  distinguishing. 

(6)  It  is  desirable  to  state  local  freight  and  through  freight  sep- 
arately. Local  freight  may  be  taken  as  that  which  originates  on,  or 
is  destined  to  points  on,  the  company's  own  line. 

(7)  When  the  line  does  a  very  large  passenger  business,  passenger 
statistics  should  be  shown  in  the  same  detail  as  that  prescribed  for 
freight, — the  object  being  to  show  plainly  the  company's  main  sources 
of  business,  the  character  and  volume  of  that  business,  the  revenue 
derived  therefrom,  and  the  circumstances  under  which  it  is  obtained. 

(8)  It  is  very  desirable  that,  where  the  business  of  a  road  is  un- 
evenly distributed  over  the  year,  being  very  heavy  in  certain  seasons 
and  very  light  at  other  seasons,  a  clear  statement  of  tonnage  for  each 
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month  should  be  made.  This  might  throw  a  good  deal  of  light  on 
the  sufficiency  or  insufficiency  of  equipment  when  judged  by  the  for- 
eign car-mileage.  A  road  which  had  a  big  rush  of  business  for  three 
or  four  months  in  the  year  might  well  afford  to  pay  considerable  car- 
mileage  rather  than  burden  itself  with  equipment  which  would  be  use- 
less for  the  remainder  of  the  year. 

When  statistics  such  as  these  are  available,  anyone  can  form  a  fairly 
clear  idea  of  the  kind  of  business  a  company  is  doing,  and  how  it  is 
likely  to  be  affected  by  circumstances  as  they  crop  up.  That  is  really 
the  main  thing  an  investor  wants  to  know  about  his  property,  as  far 
as  gross  earnings  are  concerned.  It  is  an  unfortunate  fact  that,  while 
most  railroad  reports  are  replete  with  statistics  bearing  upon  other 
matters,  very  few  of  them  give  anything  more  than  bare  outlines  re- 
garding the  nature  of  the  business  from  which  they  derive  their  gross 
earnings.  Surely  it  should  be  possible  to  amend  them  in  this  respect 
without  much  trouble,  and  the  facts  called  for  above  could  probably 
be  given  without  detriment. 

II. —  The  Handling  of  Business  ;  Operating  Expenses  and  Net  Earnings. 

When  an  investor  has  a  clear  idea  of  the  kind  of  business  his  com- 
pany is  doing  and  the  circumstances  under  which  it  is  being  done,  he 
wants  to  know  whether  or  not  the  business  is  being  done  economically, 
and  whether  or  not  the  condition  of  his  property  is  being  sufficiently 
maintained.  He  wishes  to  know  whether  the  net  earnings  reported 
have  really  been  earned  after  a  proper  charging  up  of  expenses  for  all 
purposes,  and  he  wishes  to  know  also  if  the  property  has  been  kept  up 
to  a  full  standard  of  efficiency.  Evidence  on  these  points  is  largely  cir- 
cumstantial, but  is,  on  the  whole,  very  important  and  often  conclusive. 

He  knows  that  net  earnings  are  what  remain  after  operating  ex- 
penses have  been  satisfied,  and  he  knows  that  operating  expenses 
should  provide  for  the  actual  cost  of  transporting  freight  and  passen- 
gers and  for  the  full  and  proper  maintenance  of  the  company's  property. 
What  he  wants  to  determine  is  whether  operating  expenses  have  been 
too  heavily  charged  for  transportation  and  too  lightly  charged  for 
maintenance.  It  is  practically  impossible  to  economize  unsafely  in 
the  conducting  of  transportation,  if  the  business  is  done,  and  it  is 
also  almost  impossible  to  unwisely  construe  maintenance  too  liberally, 
as  far  as  expenses  are  concerned.  The  first  thing  he  looks  to  is  whether 
or  not  sufficient  expenditure  has  been  made  on  maintenance. 

(i)  The  amount  of  money  spent  on  each  mile  of  roadway  for 
maintenance  of  all  kinds  should  be  clearly  shown  in  comparison  with 
previous  years, — five  at  least,  and  ten  if  possible.  It  will  be  seen 
readily  if  there  is  a  tendency  to  increase  or  decrease  expenditures  in  this 
respect.    The  actual  amount  is  of  no  great  importance  in  itself,  and 
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must  necessarily  vary  very  much  on  various  roads,  but  a  comparison 
with  previous  years  is  necessary  as  far  as  a  given  road  is  concerned. 

(2)  The  amount  of  money  spent  for  maintenance  of  equipment 
should  be  separately  shown  for  locomotives,  passengers,  freight,  and 
company  cars,  and  the  average  expenditure  on  each  locomotive,  pas- 
senger, freight,  and  company  car  should  be  shown  in  comparison  with 
similar  figures  in  previous  years.  In  this  way  the  tendency  of  ex- 
penses will  show  itself  very  plainly.  Few  railroads  report  expenses  in 
this  way,  and  many  of  them  do  not  afford  materials  for  arriving  at  the 
required  facts.  It  is  commonly  estimated  that  an  expenditure  for  re- 
pairs and  renewals  of  $1,000  per  locomotive,  $500  per  passenger  car, 
and  $40  to  $50  per  freight  car  are  about  the  level  of  average  safety  on 
standard  roads.  An  investor  must,  however,  be  guided  by  the  pre- 
vious record  of  the  road,  especially  taken  in  connection  with  capital 
expenditure  for  equipment.  If  this  latter  is  heavy  and  expenses  for 
maintenance  are  decreasing,  the  inference  is  that  operating  expenses 
are  not  being  sufficiently  charged.  The  converse,  of  course,  is  also 
true. 

(3)  Inasmuch  as  trains  must  be  run,  while  maintenance  may  be  post- 
poned for  a  time,  it  is  generally  safe  to  reckon  that  little  or  no  money 
is  actually  lost  in  direct  expenses  for  conducting  transportation.  It  is 
impossible  to  save  largely  under  this  head,  and  at  the  same  time  run 
the  same  number  of  trains.  It  takes  about  as  many  pounds  of  coal, 
pints  of  oil,  and  pounds  of  waste,  and  as  many  men  and  as  much  time, 
to  run  one  thousand  engine  miles  on  one  road  as  on  another ;  at  all 
events  the  variation  will  not  be  extremely  large.  Therefore  it  is  ex- 
tremely important  to  know  exactly  how  much  is  being  earned  by  each 
engine-mile,  or,  rather,  by  each  train  mile,  for  it  is  in  the  waste  or 
saving  in  train-mileage  that  money  is  gained  or  lost.  Our  investor 
therefore  will  call  for  a  statement  of  the  number  of  train-miles  (freight 
and  passenger),  the  number  of  tons  of  freight  hauled  in  each  freight 
train  on  an  average,  and  the  amount  earned  by  each  freight  train  per 
mile  run  ;  and  similar  information  for  each  passenger  train.  Most 
companies  report  this  information,  but  many  do  not.  From  it  one 
can  judge  very  closely  of  the  relative  efficiency  of  one's  property. 
One  road  will  show  a  constantly  decreasing  number  of  tons  per  train, 
while  another  will  show  an  increase  just  as  steady.  The  investor  in 
the  former  property  will  have  no  difficulty  in  making  up  his  mind  that 
there  is  something  wrong,  and  it  will  probably  first  show  itself  in  in- 
creased expenses  for  "  conducting  transportation." 

If  he  looks  deeper  into  the  matter,  he  will  probably  find  the  trouble 
in  the  maintenance  of- way  department  (arising  from  failure  to  renew 
rails,  ties,  bridges),  or  in  the  maintenance-of-equipment  department, 
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in  the  shape  of  inefficient  motive  power,  shortage  of  cars  through  fail- 
ure to  make  renewals,  etc.  This  shows  the  importance  of  a  clear  state- 
ment of  average  expenses  for  maintaining  each  mile  of  roadway,  each 
locomotive,  and  each  car,  over  a  series  of  years.  Every  train-mile 
saved  means,  on  an  average,  at  least  thirty  to  forty  cents  in  money. 

(4)  Another  important  thing  is  the  mileage  of  foreign  cars  on  the 
company's  road,  together  with  the  mileage  of  the  company's  cars  on 
foreign  roads.  Large  mileage  of  foreign  cars,  not  offset  by  large 
mileage  of  cars  on  foreign  roads,  frequently  shows  shortage  of  equip- 
ment, and  is  one  of  those  things  that  throw  light  on  the  condition  of 
a  property. 

(5)  The  amount  of  tons  carried,  on  an  average,  in  each  loaded  car 
and  the  proportion  of  loaded  cars  to  empty  cars  are  also  of  impor- 
tance in  determining  the  efficiency  of  a  property.  Many  roads  state 
them,  but  many  do  not.  It  is  needless  to  explain  the  bearing  of  these 
items. 

By  a  comparison  of  items  such  as  those  above  suggested  with 
similar  items  in  former  years,  an  investor  or  critic  can  form  a  very 
fair  opinion  as  to  whether  or  not  operating  expenses  are  sufficiently 
charged  (they  are  practically  never  overcharged,  as  regards  items  of 
maintenance  ;  certainly  never  from  a  conservative  point  of  view),  and 
whether  or  not  the  property  is  being  efficiently  operated.  From  this 
he  can  determine  whether  or  not  the  company  is  actually  earning 
what  it  claims  to  be  earning.  That  is  really  the  most  important  thing 
to  determine  with  regard  to  a  railroad,  and  unfortunately  it  is  just 
the  thing  that  is  not  shown  by  most  companies. 

Once  an  investor  has  satisfied  himself  of  the  integrity  of  net  earn- 
ings, he  knows  exactly  the  position  of  his  security,  as  "  fixed 
charges"  are  not  susceptible  of  change  or  manipulation  at  will.  We 
have  already  assumed  on  his  part  a  knowledge  of  the  ordinary 
features  of  a  balance-sheet  covering  the  company's  finances. 

The  physical  aspect  of  railroad  accounting  is  therefore  nowadays 
far  more  important  than  the  more  technical  financial  aspect,  because  it 
brings  the  investor  closer  to  the  actual  causes,  whose  effects  are  shown 
in  final  results.  No  report  is  thus  complete,  unless  it  shows  : 

(1)  The  character  and  composition  (actual  in  tons  and  percent- 
age of  the  whole)  of  the  company's  business,  and  the  circumstances 
affecting  each  part  thereof,  including  length  of  haul,  density,  reve- 
nue, and  direction  of  business. 

(2)  The  circumstances  surrounding  the  handling  of  this  business, 
designed  to  show  the  efficiency  of  equipment  and  road-bed  and  suffi- 
ciency of  expenditures  for  maintenance,  as  affecting  the  integrity  of 
net  earnings  from  operations. 
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The  fact  that  railroad  accountants  have  as  yet  failed  to  appreciate 
the  full  importance  of  the  physical  aspect  of  railroading  is  shown  by  the 
fact  that  the  chief  standard,  or  unit,  or  "coefficient,"  of  efficiency — 
viz.,  the  train-mile— has  not  yet  been  fixed  in  scientific  uniformity  by 
all  the  railroads.  It  is  very  doubtful  if  any  two  leading  railroads  in 
this  country  report  train-miles  in  precisely  the  same  way.  By  train- 
miles  are  meant  revenue  train  miles,  or  train-miles  directly  earning 
revenue  as  opposed  to  "switching  "  mileage  or  "  work  "  mileage. 

While  the  train-mile  may  not  be  an  absolute  standard  of  com- 
parison,— it  is  certain  that  no  absolute  standard  can  ever  be  discov- 
ered,— it  is  unquestionably  the  best.  The  running  of  trains  is  the  char- 
acteristic act  of  a  railroad,  and  the  mile  is  the  natural  unit  of 
distance.  The  running  of  a  train  one  mile  is,  therefore,  the  natural 
measure  of  earnings  and  expenses.  The  problem  simply  is  to  arrive 
at  a  proper  definition  of  a  train,  and  a  clear  demarcation  of  the 
dividing  line  between  an  engine  and  car  doing  "  switching  mileage" 
and  the  same  engine  and  the  same  car  doing  "revenue-train-mileage." 
Every  railroad  accountant  seems  to  go  as  he  pleases  in  this  respect, 
with  sublime  indifference  to  the  methods  adopted  on  other  lines. 
Hence  the  absence  of  values  in  comparisons  now  instituted  on  a  train- 
mileage  basis  between  two  roads.  By  the  adoption  of  uniform  train- 
mileage,  results  could  be  obtained  that  would  be  worth  something. 
It  would  be  a  good  thing  for  the  interstate  commerce  commission  to 
work  a  little  on  this  point,  as  they  worked  on  classification  of  operating 
expenses,  and  as  they  are  working  on  classification  of  freight. 

I  may  perhaps  be  allowed  to  make  the  suggestion  that  in  corpora- 
tion matters  it  is  quite  useless  to  look  to  congress  for  wise  legislation. 
The  people  who  can  in  a  moment  institute  the  necessary  reforms  are 
those  powerful  bankers  who  control  absolutely  the  railroad  finances  of 
this  country.  To  be  plain,  Mr.  J.  Pierpont  Morgan,  for  example, 
can  do  more  in  five  minutes  in  this  direction  than  congress  is  likely 
to  do  in  five  or  fifty  years. 

If  we  ever  get  real  corporation  reform,  it  will  come  from  these 
men.  Some  of  them  have  accomplished  something  in  this  direction 
in  the  last  few  years.  A  Missouri  Pacific  annual  report  now  is  elo- 
quent when  placed  alongside  a  report  of  the  same  company  for  five 
years  ago.  A  closed  construction  account  on  Louisville  &  Nash- 
ville is  a  valuable  lesson,  though  we  learned  it  from  depression.  The 
silent  revolution  in  Pacific  Mail's  affairs  since  1893  is  also  significant. 
These  are  straws,  but  they  show  which  way  the  current  is  flow- 
ing. Perhaps  the  current  may  be  more  than  an  eddy.  It  all  depends 
on  the  great  banking  interests  in  our  corporations. 
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SHOP. 


By  Louis  Bell. 

I. — REASONS  DETERMINING  THE  CHOICE  OF  ELECTRIC.  MOTIVE  POWER. 

THE  uses  of  electrical  energy  in  the  mechanic  arts  are  now  so 
varied  that  it  would  require  no  small  space  merely  to  cata- 
logue them.  Many  of  these  applications  are  utterly  devoid 
of  technical  interest,  consisting  merely  of  coupling  a  motor  to  one 
machine  instead  of  another.  Overlooking,  however,  the  whole 
field,  the  application  of  electricity  to  mechanical  processes  seems  to 
divide  itself,  as  Caesar  divided  Gaul,  into  three  parts.  First,  in  point 
of  time  and  aggregate  commercial  importance,  stands  the  introduc- 
tion of  electric  motive  power  into  machine-operating  establishments. 

The  inducement  to  this  step  is  simply  the  lessened  cost  of  power 
that  comes  from  a  method  of  distribution  the  most  efficient  yet  devised, 
with  the  added  advantage  that  comes  from  generating  power  in  large 
units  rather  than  small  ones. 

Second  in  order  of  present  importance  come  electric  labor-saving 
devices, — those  applications  of  electric  power  which  are  primarily  di- 
rected not  so  much  toward  the  cheapening  of  the  power  used  as  toward 
its  employment  in  the  most  direct  way  and  with  the  minimum  amount 
of  labor.  There  are  many  operations  in  which  the  change  from  crude 
to  refined  motive  power  means  an  enormous  reduction  in  the  use  of  the 
human  machine,  and  such  change  is  in  this  country  of  particular  eco- 
nomic importance. 

Finally,  we  must  consider  the  profoundly  interesting  class  of  cases 
in  which  the  employment  of  electrical  energy  has  not  merely  cheapened 
and  facilitated  some  mechanical  operation,  but  has  radically  changed 
the  process  itself,  giving  us  not  only  new  conveniences,  but  new 
methods.  Here  electricity  comes  to  the  rescue  by  revising  or  replac- 
ing old  ways  of  doing  things,  and  thus  saving  power,  or  labor,  or  both. 

The  present  paper  will  deal  with  the  problem  of  electric  motive 
power  alone,  and  more  particularly  with  the  why  and  how  of  its  use  in 
machine-driving. 

If  a  large  group  of  miscellaneous  machines  requires  to  be  driven, 
electric  power  is  economical  for  two  quite  distinct  reasons.  In  the 
first  place,  if  the  plant  is  a  small  one,  electric  power  can  often  be  ob- 
tained for  less  than  the  cost  of  steam  or  other  power  generated  on  the 
premises.  Second,  electric  motors  can  be  so  applied  as  to  lessen  the 
waste  of  power  in  its  distribution  to  the  various  machines.   As  regards 
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the  first  count,  the  conditions  of  economy  are  easily  found.  The 
aggregate  cost  of  providing  the  power  for  a  machine  shop,  for  example, 
can  be  taken  directly  from  the  current  expenditures.  This  cost,  how- 
ever, must  be  honestly  reckoned,  including  all  the  incidental  items 
chargeable  to  motive  power,  with  due  regard  for  depreciation. 

If,  including  interest  on  the  net  cost  of  changing  the  motive  power 
and  depreciation  on  the  motor,  the  use  of  electric  power  is  cheaper 
than  the  existing  power,  then  the  use  of  an  electric  motor  is  at  once 
indicated,  without  entering  upon  other  considerations.  As  a  matter 
of  fact,  the  cost  of  power  obtained  by  small  steam  engines,  or  even 
by  small  gas  and  petroleum  engines,  is  rather  high, — far  higher  than 
is  usually  supposed.  Particularly  is  this  true  when,  as  often  happens, 
power  is  used  somewhat  intermittently.  Where  the  maximum  power 
employed  in  driving  miscellaneous  machinery  is,  say,  not  more  than 
twenty-five  h.  p.,  it  is  pretty  safe  to  conclude  that  the  power  used 
costs,  on  the  average,  about  ten  cents  per  horse-power  hour.  In- 
deed, until  one  reaches  a  full  output  of  fifty  h.  p.  or  more,  the  cost 
for  intermittent  work,  such  as  is  found  in  machine-shop  practice,  is 
more  likely  to  exceed  five  cents  per  h.  -p.  hour  than  to  fall  short  of  it. 
Even  the  gas  and  oil  engines,  which  work  very  economically  on  a  uni- 
form full  load,  are  costly  for  intermittent  work,  since  they  have  high 
friction  and  use  gas  or  vapor  very  inefficiently  on  light  loads. 

The  exact  cost  varies  so  much  with  the  conditions  that  figures  are 
somewhat  misleading,  but  it  is  safe  to  say  that,  when  electric  power 
can  be  obtained  at  five  cents  per  h.  p.  hour  or  less,  its  use  is  tempting, 
and  in  most  cases  advantageous.  A  few  simple  computations  based 
on  the  total  power  expense  will  put  the  matter  in  its  proper  light. 

But  this  is  far  from  being  the  last  word  on  the  subject.  The  ob- 
ject in  view,  when  one  is  investigating  electric  power,  is,  first,  last, 
and  always,  economy.  Now,  there  are  two  distinct  ways  of  cutting 
down  the  total  of  the  yearly  power  bill.  First,  one  may  buy  his 
power  at  a  cheaper  rate  than  heretofore  ;  second,  he  may  manage  to 
lessen  his  consumption  of  power.  With  good  fortune  he  may  be  able 
to  effect  both  economies.  Electric  motive  power  may  prove  economi- 
cal for  either  reason  or  both,  but  its  power-saving  ability  has  been, 
and  will  be,  its  strongest  recommendation  to  the  more  intelligent 
portion  of  the  public.    The  logic  of  the  matter  is  as  follows. 

Of  the  mechanical  power  required  in  a  machine  shop  only  a  very 
modest  proportion  is  actually  utilized  in  the  driven  machines.  The 
major  part  is  frittered  away  in  worse  than  useless  friction  by  main 
shafts  and  jack  shafts  and  counter  shafts,  by  pulleys  fixed  and  idle,  by 
belts  straight,  half  turn,  and  quarter  turn,  and  by  hangers,  generally 
out  of  line. 
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The  amount  of  this  wasted  power  of  course  varies  very  largely 
according  to  circumstances,  ranging  from  only  a  few  per  cent,  to 
more  than  ninety  per  cent.,  as  the  transmission  mechanism  between 
engine  and  tools  is  well  or  badly  ordered.  Careful  tests  made  on 
steam-driven  workshops  in  France  three  or  four  years  ago  give  per- 
haps the  best  idea  of  the  losses  in  question.  Twenty  miscellaneous 
workshops  mostly  equipped  with  machinery  for  metal  and  wood  work- 
ing showed  an  average  loss  of  no  less  than  40.7  per  cent,  between  in- 
dicated h.  p.  and  the  machines — equivalent  to  the  loss  of  not  less  than 
one-third  of  the  net  mechanical  horse  power.  These  shops  employed 
less  than  50  h.  p.  each,  but  the  figures  for  larger  plants  are  not  essen- 
tially better,  since  in  these  are  found  long  and  complicated  systems  of 
shafting  if  the  motive  power  is  a  single  engine,  and,  if  not,  then  a  re- 
duplication of  the  conditions  found  in  smaller  shops. 

The  grossest  inefficiency  may  generally  be  looked  for  in  shops 
having  very  irregular  demands  for  power  and  in  those  employing  a 
very  large  number  of  very  small  machines.  Under  such  circumstances  the 
fixed  losses  due  to  the  belting  and  shafting  system  are,  on  the  average,  so 
large  that  the  power  usefully  employed  may  be  quite  insignificant.  A 
flagrant  example  was  recently  investigated  abroad.  The  case  was  one 
in  which  a  workshop  was  fitted  with  forty-two  light  machines  on  small 
mechanical  work.  Kach  machine  was  belted  to  a  small  countershaft. 
These  were  driven  by  pulleys  from  two  line-shafts,  which  were  in  turn 
belted  to  a  jack-shaft  driven  by  a  belt  from  the  prime  mover.  The  net 
power  on  this  first  pulley  was  22.28  h.  p.,  while  the  forty-two  machines 
received  in  the  aggregate  1.8  h.  p.  The  rest  was  used  up  in  the  trans- 
mission. It  is  obvious  that  in  a  case  of  this  sort  a  large  amount  ot 
valuable  power  could  be  saved  by  abolishing  the  whole  system  of  trans- 
mission by  shafting  and  belts,  and  driving  each  machine  by  an  electric 
motor. 

Allowing  only  fifty  per  cent,  efficiency  for  the  motor  system,  in- 
cluding wiring,  the  net  saving  of  power  is  18.68  h.  p.  Taking  the  cost 
even  at  three  cents  per  h.-p.  hour,  which  is  very  low,  the  saving  in  a 
year  of  three  thousand  working  hours  would  be  $1,681.20,  almost 
enough  to  pay  for  the  installation  during  the  first  year  under  ordinary 
circumstances.  This  is  a  rather  extreme  case,  owing  to  the  large  num- 
ber of  very  small  drives,  but  others  nearly  as  bad  can  be  found 
without  looking  far. 

It  does  not  follow,  however,  that  such  an  application  of  motors 
to  individual  machines  will  always  pay.  For  genuine  economy  it  is 
necessary  to  deal  with  conditions  in  which  the  possible  saving  in  power 
is  considerable,  and  the  cost  of  installation  not  unduly  raised  by  the 
character  of  the  load.    In  the  instance  just  given  the  machines  were 
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all  lightly  loaded,  so  that  no  single  motor  of  more  than  one-third  to 
one-half  h.  p.  would  be  necessary.  Cases  of  intermittent  use  may  readily 
arise,  in  which  the  average  load  would  be  very  small,  although  any 
single  machine  might  temporarily  require  several  horse  power. 

The  result  of  this  would  be  to  render  necessary  the  installation  of 
motors  aggregating  many  times  the  average  or  even  the  maximum 
load,  and  the  system  may  prove  too  costly.  Take,  for  instance,  a  plant 
with  twenty  machines,  requiring  together  10  h.  p.  net  to  drive,  while 
10  h.  p.  is  taken  up  in  the  transmission.  If  each  machine  should  re- 
quire at  times  5  h.  p  ,  then  twenty  5  h.-p.  motors  must  be  installed, 
costing  say  $5,000.  Reckoning  interest  and  depreciation  at  ten  per 
cent.,  the  annual  fixed  charge  would  rise  to  $500.  The  efficiency 
could  not  be  very  high  under  such  load  conditions.  Allowing  it  to 
be  .66,  which  is  a  very  liberal  estimate,  the  net  saving  in  power 
would  be  but  5  h.  p.,  worth,  at  three  cents  per  h.-p.  hour,  $450 
per  year  of  3,000  hours.  There  would  thus  be  a  net  loss  of  $50, 
even  if  electric  power  could  be  obtained  at  the  low  figure  mentioned, 
which  would  usually  be  impossible.  If,  on  the  other  hand,  twenty 
1  h.-p.  motors  would  do  the  work,  there  wouid  be  a  material  an- 
nual saving  in  electric  power. 

There  are,  thus,  numerous  cases  in  which  the  use  of  individual 
motors  gives  no  direct  economy  in  power.  Nevertheless  a  saving 
may  often  be  effected  by  using  electric  motors  so  disposed  as  to  cut 
off  a  material  part  of  the  shafting  losses.  Sometimes  a  group  of 
machines  has  to  be  driven  at  a  considerable  distance  from  the  engine 
through  a  rather  complicated  system  of  shafts  and  belts.  If  a  single 
motor  can  be  installed  for  this  group,  there  will  frequently  be  saving 
enough  to  justify  the  application  of  electric  power,  even  if  there  is 
no  gain  in  the  rest  of  the  plant.  In  the  original  installation  of  a 
machine  plant  a  little  tact  generally  renders  it  possible  to  subdivide 
the  machines  into  groups  which  can  be  driven  by  motors  with  very 
little  loss  in  transmission.  In  existing  installations  this  advantage  is 
not  so  easy  to  secure.  One  of  the  chief  difficulties  is  the  usual  lack 
of  knowledge  which  prevails  regarding  the  actual  amount  of  power 
required  by  a  machine,  or  group  of  machines,  and  the  losses  in  trans- 
mission. Even  the  most  skilful  guessing  is  generally  wide  of  the 
mark.  No  safe  rule  can  be  laid  down  for  estimating  the  losses  in 
shafting,  as  these  depend  upon  the  number  and  character  of  the 
supports. 

For  a  rough  estimate,  howevei,  one  will  not  go  far  wrong  in 
allowing  3-5  per  cent,  loss  in  efficiency  for  each  belt  drive,  and 
1-2  per  cent,  for  each  bearing  surface,  whether  hanger  or  loose 
pulley.    A  transmission,  then,  with,  say,  four  belt  drives  and  thirty 
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bearings,  would  be  likely  to  have  a  total  efficiency  perhaps  as  high 
as  55-60  per  cent., — possibly  as  low  as  20-25  per  cent.  This  is 
very  loose  approximation,  but  quite  as  close  as  the  uncertain  facts 
warrant.  The  larger  figure  can  be  surpassed,  if  the  shafting  is  care- 
fully designed  and  kept  in  good  order,  while  the  lower  figure  may 
be  too  high  for  shafting  badly  aligned  and  too  lightly  loaded. 

The  power  required  for  the  driven  machines  is  similarly  uncertain. 
It  runs  from  minute  fractions  of  a  horse  power  to  20  h.  p.  or  more  in 
heavy  metal-working  tools. 

Recently  some  interesting  attempts  have  been  made  to  reduce  the 
power  required  for  metal  working  to  terms  of  the  hourly  weight  of 
shavings.    The  following  are  some  of  the  results  obtained  on* lathes: 

Materia/.  H.  P.  Required. 

Mild  steel  .047  W 

Wrought  iron  0327  W 

Cast  iron  0314  W 

For  planers — Mild  steel  .012  \Y 

Wrought  iron  .052  W 

Gun  metal  .0127  W 

W,  in  each  case,  is  the  number  of  pounds  of  metal  removed  per 
hour.  These  figures  necessarily  vary  somewhat  with  the  condition  of 
the  cutting  edge,  the  character  of  the  material,  the  shape  of  the  cut, 
and  so  forth  ;  but  the  general  amount  of  the  power  needed  is  clearly 
shown.  It  takes  a  large  lathe  or  planer  to  require  more  than  5  h.  p., 
and  during  a  great  portion  of  the  time  of  actual  work  the  load  is  no 
more  than  a  quarter  or  a  half  of  this,  including  the  friction  of  the 
machine. 

It  thus  happens  that  the  average  load  of  each  machine  is  far  less 
than  the  full  load,  and,  further,  in  actual  machine-shop  practice  each 
machine  is  generally  in  operation  only  a  moderate  portion  of  the 
time.  Therefore  the  average  power  required  for  the  whole  plant  is 
usually  considerably  less  than  the  sum  of  the  average  outputs  of  the 
individual  machines  while  running. 

This  fact  has  an  important  bearing  on  the  economic  application 
of  electric  power.  It  is  necessary  not  only  to  deliver  efficiently  the 
power  needed  for  each  machine,  but  to  stop  the  loss  of  power  when 
the  machine  stops.  This  condition  indicates  the  use  of  individnal 
motors,  which  can  be  shut  down  to  stop  the  machines  to  which  they 
are  attached.  But  we  have  just  seen  that  such  a  proceeding  may 
necessitate  large  motor-capacity,  which  increases  the  cost  and  lowers 
the  efficiency.  In  any  case,  it  is  desirable  to  take  the  fullest  advan- 
tage of  intermittent  use,  and  nothing  facilitates  this  like  the  use  of 
electric  motors,  for  in  every  other  general  method  of  distributing 
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IOO  TON  HYDROSTATIC  PRESS,  MADE  BY  THE  NILES  TOOL  WORKS,  DIRECTLY  OPER- 
ATED BY  ONE  OF  THE  BULLOCK  ELECTRIC  MFG.  COMPANY'S 
VARIABLE  FIELD  MOTORS. 


power  that  part  of  the  loss  which  is  irrespective  of  the  amount  of 
power  utili/cd  is  considerably  larger. 

There  are,  however,  conflicting  interests  in  determining  just  how 
electric  power  can  be  employed.  Perhaps  the  best  way  of  aitacking 
the  problem  in  any  particular  case  is  to  take  it  up  in  sections,  answer- 
ing seriatim  the  following  questions  : 

1.  What  is  the  actual  average  power  now  required  at  the  main 
drive? 

2.  What  is  the  actual  yearly  cost  ? 

3.  Can  I  buy  the  given  amount  of  electric  power  more  cheaply 
than  I  am  producing  power  now? 

These  questions  will  define  the  existing  conditions,  apart  from 
economies  in  transmitting  the  power. 

The  next  step  should  deal  with  the  transmission,  and  should  be 
taken  irrespective  of  the  economy  shown  in  the  preliminary  inquiries, — 
for  one  may  over-balance  the  other. 

4.  How  much  total  power  is  lost  in  shafts  and  belts? 

This  point  is  determined  by  measuring  the  power  consumed  when 
all  the  machines  are  off.  In  many  cases  indicating  the  engine  very 
carefully  is  the  best  method  of  testing.  Sometimes  a  temporary 
electric  motor  can  be  used  for  the  same  purpose.  The  investigation 
of  these  transmission  losses  should  be  as  far  in  detail  as  the  condi- 
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tions  permit.  By  throwing  off  belts  here  and  there  the  power 
required  for  each  main  shaft  can  be  approximately  estimated,  or  the 
motor  can  be  moved  from  place  to  place  with  temporary  leads. 

Now  begins  the  delicate  part  of  the  operation.  It  is  easy  to  find 
the  average  power  required  when  running  under  load,  which  consti- 
tutes the  answer  to  question  5. 

5.  What  is  the  average  daily  output? 

Hut,  in  order  to  know  how  electric  motor  power  can  most  eco- 
nomically be  applied,  it  is  necessary  also  to  know : 

6.  What  is  the  average  power  and  the  maximum  power  demanded 
by  each  machine?  and 

7.  What  proportion  of  the  time  is  each  machine  in  operation? 
The  average  and  maximum  power  can  be  estimated  for  the  larger 

machines  much  as  the  shafting  losses  were  estimated.  For  small 
machines  a  temporary  motor  can  often  be  arranged.  These  tests 
involve  some  trouble,  but,  if  the  answer  to  question  4  indicates  the 
opportunity  for  considerable  saving,  they  are  well  worth  the  while. 

We  have  seen  that  there  are  two  general  methods  of  arranging 
motors:  first,  driving  individual  machines;  second,  driving  groups 
of  machines.  The  former  is  always  popular  on  account  of  its  neat 
appearance,  but  we  have  already  found  that  it  is  not,  under  all  cir- 
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cumstances,  economical.  It  appears  in  two  forms, — the  direct  consoli- 
dation of  the  motor  with  the  machine,  of  which  several  admirable  ex- 
amples are  shown,  and  driving  the  machine  by  a  belted  motor 
located  at  the  most  convenient  point.  The  first-mentioned  device  is 
very  neat  and  efficient  in  new  installations.  It  is  not,  however,  al- 
ways advisable,  particularly  in  changing  over  an  existing  plant.  It 
must  be  remembered  that  belting  is  the  simplest  and  most  efficient 
method  of  changing  speed,  and  that  most  tools  run  at  so  moderate  speeds 
that  something  of  the  kind  is  necessary.  Very- low-speed  motors  are 
apt  to  be  little,  if  any,  more  efficient  than  a  moderate-speed  motor 
with  belting,  and  are  more  bulky  and  costly.  Klectric  machine  tools 
are  admirable  in  cases  where  space  is  very  important,  or  where  the 
speed  is  high  enough  for  direct  connection  or  so  low  that  considerable 
complication  in  gearing  is  unavoidable  and  cannot  readily  be  helped 
out  by  belting. 

Modern  motors,  particularly  of  the  induction  type,  are  very  often 
placed  on  raised  platforms  or  brackets,  so  that  the  question  of  floor- 
space  seldom  has  to  be  raised.  In  working  over  an  existing  plant,  it 
is  more  than  likely  that  directly-connected  or  geared,  and  ordinary 
belted,  motors  will  have  to  be  used,  each  being  employed  where  it 
will  prove  most  effective. 
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Group-driving  is  very  often  advisable,  both  in  old  and  new  plants, 
particularly  if  there  are  groups  of  machines  using  considerable  power 
and  using  it  steadily.  A  fine  example  taken  from  mill  work  is  shown 
on  page  356.  Here  a  65  h.-p.  inverted  induction  motor  is  coupled 
directly  to  the  main  shaft,  from  which  are  directly  belted  the  group  of 
cotton-picking  machines.  A  smaller  application  to  machine-shop 
work  is  illustrated  above.  Used  in  this  way,  the  motor  drive  is 
highly  efficient,  and  it  is  certain  that  as  much  efficiency  is  gained  by 
using  a  single  large  motor  as  is  lost  by  the  small  remaining  amount  of 
shafting  and  belts. 

Having  approximate  data  on  the  power  lost  in  shafting  and  that 
required  by  the  machines,  the  approximate  saving  possible  by  electric 
power  can  be  estimated.  In  arranging  the  motor  plant  the  following 
general  rules  may  prove  useful,  although  the  varying  conditions  found 
in  practice  cannot  be  reduced  to  precise  rules  and  formulae  : 

1.    Abolish  long  shafts  serving  simply  to  transmit  power. 

a.    Abolish  quarter-turn  drives. 

3.  A  group  of  well  and  steadily- loaded  machines  is  generally  best 
driven  from  a  single  motor. 

4.  Machines  requiring  large  and  intermittent  power  are  best 
driven  by  individual  motors. 
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5.  Machines  having  small  average  and  large  maximum  power  can 
advantageously  be  grouped. 

6.  Machines  driven  through  long  intervening  shafts,  or  otherwise 
disadvantageous!  y,  should  be  supplied  with  individual  motors. 

Rules  3  and  5  are  at  first  sight  contradictory,  but  in  the  former  the 
group-drive  gains  in  efficiency  by  the  substitution  of  a  large  motor  for 
many  small  ones,  while  in  the  latter  it  gains  by  taking  full  advantage 
ot  intermittent  use.  In  a  new  plant  machines  can  be,  to  a  considera- 
ble extent,  arranged  for  economical  driving,  but  in  old  plants  one  must 
do  the  best  he  can  with  existing  conditions.  This  usually  means  fre- 
quent grouping  and  individual  motors  where  they  will  do  the  most 
good. 

In  large  and  scattered  plants  it  often  turns  out  that  it  will  pay  to- 
install  a  central  electric  plant  and  distribute  power  by  motors.  Ex- 
perience shows  that  in  such  cases  one  can  count  upon  an  average  net 
efficiency  of  about  .65  to  .70,  or  a  little  more,  counting  from  the  in- 
dicated h.  p.  of  the  engine  to  the  motor  pulleys.  The  exact  figure 
depends  on  the  ratio  of  average  to  maximum  load.  This  is,  as  a 
rule,  considerably  better  efficiency  than  can  be  obtained  by  any  other 
scheme  of  distributing  power,  and  enables  the  power  to  be  produced 
far  more  cheaply  than  would  be  possible  if  separate  engines  were 
scattered  about  the  shops.  If  such  a  plant  is  built  for  electric  driving, 
there  is  a  considerable  additional  saving  in  space  and  in  cost  of  shaft- 
ing and  belts.  Even  in  an  old  plant  there  are  few  cases  in  which  the 
change  to  electric  driving  will  not  pay  a  large  return  on  the  capital  so- 
invested.  Of  the  other  and  often  greater  economies  due  to  saving  in 
labor  and  the  improvement  in  methods  of  working  we  will  speak, 
later. 
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I.     THE  PLANT  OK  THE  ST.  JOSEPH  LEAD  COMPANY. 

NY  one  visiting  the  immense  caverns,  hewn  from  solid  lime- 


rock,  in  the  process  of  mining  on  the  property  of  this  com- 


pany, located  in  southeastern  Missouri,  would  require  no 
•other  evidence  of  the  magnitude  of  the  work  there  accomplished. 

About  fifty  acres  of  underground  rooms  are  witnesses  of  the  mil- 
lions of  tons  of  rock  that  have  been  blasted,  broken  into  sizes  suit- 
able for  one  man  to  handle,  hoisted  to  the  surface,  crushed,  and  con- 
centrated !  These  rooms  are  sustained  by  columns  and  arches,  left  in 
the  progress  of  the  work,  and  vary  in  height  from  twenty  to  seventy 
feet.  They  are  inhabited,  night  and  day,  by  men  drilling,  blasting, 
and  loading  rock,  and  by  sleek  mules  which  rarely,  if  ever,  see  the 
day-light. 

The  company  was  organized  under  the  laws  of  New  York  on 
March  25,  1864.  The  capital  stock  (a  million  of  dollars)  was  issued 
for  the  nine  hundred  acres  of  land  first  secured,  and  little  was  done 
until  the  meeting  of  the  stockholders  held  June  13,  1865.    At  that 


By  J.   Wyman  Jones. 


time  a  board  of  trustees 
was  elected,  none  of 
whom  had  any  practi- 
cal knowledge  of  lead- 
mining :  but  all  were 
determined  to  push  the 
work  of  development. 
The  writer  was  elected 
president  on  September 
25,  1865,  and  has  held 
the  office  continuously 
ever  since. 


THE  DIAMOND  DRILL. 


Lead  mining  in 
Missouri  was  exceed- 
ingly crude  at  this  time, 
though  carried  on  to 
some  extent  in  several 
parts  of  the  State.  Here 
and  there  surface  depo- 
sits  were   found  and 


35S 


CHAR  A  CTER1S  TIC  A  M ERIC  AN  ME  TA  L  MINES.  359 


BONNE  TERRE  IN  1865 


quickly  worked  out.  Drilling  was  done  by  hand.  Horizontal  sheets 
from  eight  to  eighteen  inches  thick  were  found  in  few  places.  No 
true  veins  had  been  discovered.  No  attempt  had  been  made  to  work 
deep  shafts.  Continuous  work  was  prevented  by  changes  in  the 
weather.  In  wet,  very  warm,  or  cold  weather  the  open-cuts  could 
not  be  worked.  The  disseminated  surface-ores  were  mostly  of  fair 
quality.  These  were  crushed,  jigged,  and  washed  by  hand,  and 
smelted  in  old-fashioned  reverberatory  furnaces,  or  u  Scotch  hearths." 

After  a  fair  trial  of  these  unsatisfactory  processes  without  profit, 
this  company  determined  upon  a  more  vigorous  policy. 

In  May,  1867,  the  services  of  Mr.  C.  B.  Parsons,  as  superintendent, 
were  secured,  and  this  able  and  excellent  manager  still  remains  in 
that  position.    Not  long  thereafter  it  was  determined  to  search  below 
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the  surface  for  deposits  and  to  abandon  surface  work.  A  diamond 
drill  (then  first  introduced  to  the  public)  was  secured,  a  boring  of 

i  20  feet  was 
made,  and  a 
shaft  sunk.  The 
diamond  drill 
was  the  begin- 
ning of  success. 
Once  well  be- 
low the  surface, 
the  work  grew 
interesting. 

Drifting  was 
commenced  at 
the  bottom  of 
the  shaft,  and 

soon  fair  ore  was  discovered.  From  that  day  forward  to  the  present 
date  all  mining  has  been  done  at  depths  ranging  from  120  to  500 
feet.  With  uninterrupted  work,  night  and  day,  the  output  soon  in- 
creased. In  the  thirty  years  which  have  elapsed  since  that  day  the 
huge  caverns  mentioned  in  the  first  part  of  this  article  have  been 
blasted  out,  and  have  furnished  the  enormous  tonnage  of  rock  from 
which  the  lead  has  been  extracted. 

These  excavations  have  grown  naturally  into  their  present  propor- 
tions, in  the  course  of  development.  They  commenced  with  ordi- 
nary stopes,  seven  or  eight  feet  in  height.     As  drifting  in  these 
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MILL,  WITH  TWELVE  CRUSHERS  AND  MINED  ROCK. 


stopes  continued,  and  as  fair  ore  appeared  in  the  top  or  bottom  of 
any  stope,  the  ore  was  taken  out.  A  narrow  track,  about  three 
feet  wide,  was  laid  in  the  bottom  of  each  stope,  and  extended 
as  fast  and  far  as  the  drift  was  carried.  All  the  rock  was  broken, 
lifted  by  hand  into  iron  cars  holding  about  a  ton,  and  rolled,  either  by 


INTERIOR  OK  MILL,  SHOWING  JIGS  AND  TAHLES. 


362   CHAR  A  CTERISTIC  AMERICAN  METAL  MINES. 


THE  SMELTING  PLANT. 


hand  or  mule  power,  to  the  hoisting  shaft.  There  it  was  lifted  to  the 
surface.  The  capacity  of  the  double  lift  is  a  car  for  every  minute  in 
the  twenty-four  hours. 

When  working  in  the  bottoms  of  these  stopes,  the  tracks  were 
lowered  as  needed,  first  on  one  side  of  the  stope  and  then  on  the 
other.    As  the  blasting  of  rock  went  on  at  the  top  of  the  stope,  or 
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at  the  bottom,  or  at  the  sides,  the  large  rooms  appeared  in  some 
cases  from  seventy  to  one  hundred  feet  between  roof  and  floor. 

We  have  con- 
sidered electricity 
as  a  power  in  the 
mines,  but  have 
not  adopted  it  un- 
derground, either 
for  lighting  or  for 
a  motive  power. 
The  destruction 
of  wires  for  light- 
ing by  heavy  blast- 
ing, and  of  en- 
gines upon  tracks, 
and  the  constant 

,  LYCEUM  AND  PUBLIC  HALL. 

necessary  changes 

of  the  tracks,  have  been  obstacles  too  serious.  The  only  use  we  have 
made  of  electricity  has  been  for  lighting  the  mill  and  works  on  the 
surface,  and  for  blasting  with  the  electric  battery. 

We  are  at  present  hoisting  from  eight  different  shafts  lying  an 
average  distance  of  one- fourth  of  a  mile  from  each  other,  and  vary- 
ing in  depth  from  1 50  to  450  feet.  The  ores  from  all  these  shafts  are 
delivered  at  the  mill  for  dressing, — a  part  of  them  in  iron  cars  drawn 
by  mules  on  tracks  laid  in  the  mines,  and  a  part  by  engines  and 

cars  on  surface 
tracks. 

The  ores  of 
these  mines  are 
low-grade  sul- 
phids  (Galena) 
associated  with 
iron  and  copper 
pyrites,arsenic, 
nickel,  and  co- 
balt,and  a  trace 
of  silver.  The 
separation  of 
these  mineral 
substances  from 

the  ore  disseminated  through  the  country  rock,  and  the  concentration 
of  the  mineral,  is  an  elaborate  process,  requiring  rock-breakers,  crushing 
rolls,  sizing-apparatus,  jigs,  and  percussion-tables.    Although  the  ore 
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hoisted  from  the  mines  has  seldom  more  than  eight  per  cent,  of 
lead,  the  result  of  the  concentration  is  a  product  containing  from 
sixty-five  to  seventy- five  per  cent,  of  lead. 

Since  the  underground  work  was  undertaken,  the  business  of  the 
company  has  been  steadily  extending.  By  the  use  of  the  diamond 
drill,   the  percussion  drills,  dynamite,  double  hoisters,  pumps  of 
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very  large  capacity,  railway  tracks,  dump  cars,  improved  air- compres- 
sors, and  other  modern  facilities,  the  product  has  been  increased  from 
forty  tons  of  pig  lead  a  month  to  at  least  forty-five  tons  a  day. 

Notwithstanding  this  steady  drain  upon  the  mines,  there  is  at 
present  no  falling  off  in  supply.  As  the  percentage  of  lead  in  the  ore 
remains  about  the  same,  an  immense  tonnage  of  rock  is  crushed  daily, 
averaging  not  less  than  one  thousand  tons  ! 

The  old  styles  of  smelting  have  long  been  abandoned.  A  new 
smelting  plant  has  been  built  on  the  Mississippi  river,  twenty-seven 
miles  from  the  mines,  midway  between  the  mines  and  St.  Louis, where 
all  the  mineral  is  smelted  in  blast  furnaces. 

One  of  the  greatest  obstacles  in  the  way  of  a  larger  develop- 
ment was  the  need  of  better  facilities  for  transportation.  Located, 
as  the  mines  are,  fifteen  miles  from  the  Iron  Mountain  Railroad  and 
twenty-seven  miles  from  the  Mississippi  river,  the  company  was  de- 
pendent upon  mule  teams  for  moving  both  product  and  supplies,  as 
well  as  ores,  waste  rock,  and  tailings.  These  became  wholly  inade- 
quate. In  1880  the  company  completed  a  narrow-gage  road  to 
Summit,  a  station  on  the  Iron  Mountain  Road,  and  in  1887  began 
the  building  of  a  standard-gage  railway  to  the  Mississipi  river  at 
Riverside,  near  the  location  of  the  smelters.  This  road  was  com- 
pleted in  1890,  and  since  then  has  been  extended  twenty-five  miles 
southerly,  and  is  now  owned  and  operated  by  the  Mississippi  River 
&  Bonne  Terre  Railway  Company.  Its  cost  was  more  than  $1, 100,000. 
It  is  fully  equipped,  passes  through  a  splendid  lead  district,  is  fifty- 
two  miles  in  length,  and  has  proved  a  complete  success. 

This  road  has  greatly  reduced  the  cost  of  operating  the  mines,  by 
the  use  of  spurs  and  tracks  to  the  different  shafts, besides  greatly 
lessening  the  cost  of  coke,  coal,  and  other  supplies,  as  well  as  the  ex- 
pense of  marketing  the  product  and  handling  tailings,  etc. 

From  time  to  time  large  tracts  of  mineral  and  other  lands  have 
been  added  to  the  original  plant,  until  they  include  about  fifteen  thou- 
sand acres.  A  new  mill  and  dressing  works  (wholly  of  iron)  have 
been  constructed,  and  supplied  with  modern  machinery. 

A  large  number  of  dwellings  have  also  been  erected.  Large 
expenditures  have  been  made  for  new  shafts  and  hoisting  engines, 
underground  pumps,  etc.,  and  the  smelting  plant  has  been  built  on 
the  Mississippi  river  at  Herculaneum.  The  capital  of  the  company  is 
now  three  millions  of  dollars.  The  company,  previous  to  1891,  had 
developed  an  extensive  farming  business  ;  and,  as  under  the  laws  of 
Missouri,  this  use  of  its  lands  seemed  questionable,  the  surface  rights  of 
all  lands  (reserving  all  mining  rights)  were  transferred  in  that  year  to 
the  Bonne  Terre  Fanning  and  Cattle  Company,  a  corporation  organ- 
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ized  to  work  the  same.  This  company  is  now  engaged  in  an  extensive 
milk  and  dairy  business. 

The  lead  company  has  never  suffered  from  a  strike.  It  has  paid  good 
wages,  and  paid  them  promptly.  Some  of  the  present  employees  have 
continued  with  the  company  from  the  start — very  many  of  them  for 
years.  An  interest  is  manifested  in  all  employees  and  their  families. 
Good  schools,  churches,  a  free  library,  a  hospital,  etc.,  are  maintained. 
A  public  hall,  a  swimming  pool,  and  a  bath-house  have  been  built  by 
the  company. 

A  village  of  from  five  to  six  thousand  inhabitants  has  grown  up 
around  the  works,  called  Bonne  Terre,  where  all  the  comforts  and 
conveniences  of  modern  life  are  found.  This  prosperous  town  is  in 
marked  contrast  with  the  place  as  it  was  in  1865,  and  is  now  the 
centre  of  a  thriving  farming  country. 

There  has  been  no  conflict  between  the  company  and  labor.  About 
one  thousand  men  have  been  steadily  employed  for  thirty  years. 

It  will  be  observed  that  the  ore  worked  by  this  company  is  very 
lean ;  that  immense  quantities  of  rock  have  been  handled ;  that  its 
large  product  has  resulted  from  the  use  of  the  diamond  drill  and  other 
power- drills,  high  explosives,  and  most  approved  dressing  and  smelt- 
ing works,  accompanied  by  an  energetic  and  careful  management;  and 
that  a  large  part  of  the  success  attained  has  been  secured  by  maintain- 
ing harmonious  relations,  through  all  these  years,  with  labor. 


ELECTRIC  TRACTION   UNDER  STEAM-RAIL- 
WAY CONDITIONS. 

ii. 

By  Charles  H.  Davis. 

IN  the  preceding  paper  on  this  subject,  appearing  in  The  Engi- 
neering Magazine  for  May,  1897,  the  great  resultant  increase  of 
revenue,  under  proper  operative  management,  was  shown  to  be 
frequently  justification  for  the  choice  of  an  electric-traction  system, 
even  though  its  first  cost  and  operating  expenses  might  be  far  greater 
than  that  of  a  steam  road.  For  the  purposes  of  the  general  argu- 
ment, this  greater  charge  against  the  electric  system  was  assumed.  It 
is  the  purpose  of  this  article  to  examine  the  assumption  in  detail,  and 
develop  a  critical  comparison  of  the  two  systems  of  installation  and 
operation.  For  convenience  in  exhibiting  their  respective  merits,  the 
following  divisions  are  arranged  in  tabular  form,  after  the  scheme 
commonly  used  for  present  steam- railway  records.  The  prefixion  of 
the  word  "electric"  or  "steam"  indicates  an  item  belonging  ex- 
clusively to  one  or  the  other  systems  respectively,  and  having  no  coun- 
terpart in  the  other.  In  the  discussion  the  same  general  conditions  are 
assumed,  whichever  system  is  used. 

FIRST  COST  : 

RIGHT  OF  WAY  AND  REAL  ESTATE. 
CONSTRUCTION. 

I.  Engineering  and  surveying.  2.  Gearing.  3.  Grading,  ditching,  etc.  4. 
Tunnels.  5.  Masonry,  culverts,  bridges,  trestles.  6.  Fencing,  cattle-guards,  road- 
crossings.  7.  Ballasting.  8.  Ties.  9.  Rails.  10.  Track-laying,  lining,  and  sur- 
facing. 

(electric)  1 1.  Rail  bonding. 

(electric)  12.  Overhead-trolley  line,  or  third  rail. 

13.  Signals.  14.  Telegraph.  15.  Stations  and  all  buildings  (including  build- 
ing for  central  power  stations  of  electric  roads.)    1 6.  Terminals. 

EQUIPMENT. 

(steam)  1.  Locomotives  and  tenders. 

(electric)  2.  Motor  cars  or  electric  locomotives.  3.  Passenger  cars.  4.  Freight 
cars. 

(electric)  5.  Electric  feeder  lines  and  ground  return  circuit. 

(electric)  6.  Central  power  stations  (not  including  buildings  which  are  considered 
under  "Construction"). 

GENERAL. 

I.  Discount  on  bonds.  2.  Interest  on  bonds  to  opening  of  road.  3.  Taxes  to 
opening  of  road.  4.  Office  expenses,  salaries,  etc.,  to  opening  of  road.  5.  Contin- 
gent and  miscellaneous  not  itemized,  to  opening  of  road. 
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TOTAL  EXPENSES  : 

MAINTENANCE  AND  RENEWAL  OF  WAY  AND  WORKS. 

I.  Repairs  of  earthwork  to  sub-grade.  2.  Repairs  of  track.  3.  Repairs  of  fences, 
cattleguards,  crossings,  etc. 

(electric)  4.  Repairs  of  ground  return  circuit. 

(electric)  5.  Repairs  of  over-head  trolley  line,  or  third  rail. 

(electric)  6.  Repairs  of  electric  feeder  lines. 

7.  Renewals  of  rails.    8.  Renewals  of  ties.    9.  Renewals  of  ballast, 
(electric)  IO.  Renewals  of  poles,  or  insulation  of  third  rail, 
(electric)  11.  Renewals  of  trolley,  or  third  rail, 
(electric)  12.  Renewals  of  feeders. 

13.  Repairs  of  masonry,  bridges,  trestles.  1 4.  Repairs  of  buildings.  15.  Repairs 
of  signals. 

TRAIN  EXPENSES. 

(steam)  1.  Fuel  for  locomotives, 
(electric)  2.  Fuel  for  power  stations. 
3.  Water  supply.    4.  Oil  and  waste. 

(steam)  5.  Repairs  and  maintenance  of  locomotives  and  tenders, 
(electric)  6.  Repairs  and  maintenance  of  motor  cars  or  electric  locomotives. 
7.  Repairs  and  maintenance  of  passenger  cars.    8.  Repairs  and  maintenance  of 
freight  cars.    9.  Use  of  foreign  passenger  and  freight  cars, 
(steam)  10.  Locomotive  services  (wages), 
(electric)  11.  Motor  car  or  electric  locomotive  services  (wages). 
12.  Passenger  train  services  (wages).    13.  Freight  train  services  (wages), 
(electric)  14.  Repairs  and  maintenance  of  power  stations, 
(electric)  15.  Power  station  services  (wages). 

STATION,  TERMINAL,  TAXES,  AND  GENERAL  EXPENSES. 

I.  Agents  and  station  services  (wages).  2.  Station  supplies.  3.  Telegraph. 
4.  Taxes.  5.  General  officers  and  clerks.  6.  Legal.  7.  Insurance.  8.  Stationery 
and  printing.  9.  Agencies  and  advertising.  10.  Contingent  and  miscellaneous  not 
included  above. 

ACCIDENTS,  LOSS,  AND  DAMAGES. 

I.  To  freight.  2.  To  passengers.  3.  To  property  owned.  4.  To  property  not 
owned. 

INTEREST  ACCOUNT. 
FIXED  CHARGES  : 

l.  Interest  on  bonds.    2.  Rentals. 

GROSS  RECEIPTS : 
I.  Passenger  receipts.    2.  Freight  receipts.    3.  Miscellaneous  receipts. 

The  first  cost  of  "  right  of  way  and  real  estate  "  for  the  same  traf- 
fic, location,  and  similar  general  characteristics  is  the  same ;  the  only- 
advantage  electric  traction  seems  to  have  is  the  saving  which  might 
come  by  greater  flexibility  in  alignment,  due  to  ability  to  more  easily 
surmount  heavier  grades ;  this  advantage  is  more  imaginary  than  real, 
for  electricity  is  limited  to  suburban  traffic  and  short  lines,  where  the 
additional  cost  to  avoid  heavy  grades  is  of  small  moment ;  if  they  are 
not  avoided,  the  loss  of  time  would  doubtless  result  in  corresponding 
loss  of  revenue. 

In  "construction"  account  we  find  that  items  11  and  12  apply 
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to  electric  traction  only,  while  there  are  no  items  applying  to  steam 
locomotive  traction  only.  These  items  might  have  been  placed 
under  the  heading  "equipment,"  as  part  of  the  things  necessary  in 
electric  traction  to  replace  steam  locomotives,  and  which  could  be 
added  to  motor  cars  or  electric  locomotives  as  equipment  for  an  elec- 
tric road  ;  this  phase  of  the  question  will  be  discussed  under  the  head- 
ing "equipment."  The  engineering  of  an  electric  line  might  cost 
more  than  that  of  a  steam  road,  but  not  necessarily;  if  the  chief 
engineer  was  a  competent  railroad  man  with  a  thorough  knowledge  of 
electrical  engineering,  the  cost  would  be  the  same ;  otherwise  it  would 
be  increased  by  that  amount  paid  an  assistant  engineer  with  special 
electrical  knowledge,  unless  the  line  was  costly  enough  to  warrant 
several  assistant  engineers,  one  of  whom  could  be  versed  in  electrical 
matters.  The  cost  of  surveying  work,  consisting  of  reconnaissance, 
exploration  line  ("shoo-fly "),  preliminary,  location,  and  their 
modifications  or  extensions,  depending  upon  the  importance  of  the 
line,  its  cost,  character  of  city  and  country,  etc.,  would  be  the  same 
in  either  of  the  cases  under  discussion  for  any  specific  example.  The 
cost  of  clearing,  grading,  ditching,  tunnels,  masonry,  culverts,  fenc- 
ing, cattle-guards,  and  those  parts  of  the  system  pertaining  to  these 
general  items,  is  not  affected  by  the  choice  of  system.  It  might  be 
thought,  at  first,  that  the  cost  of  masonry  would  be  affected,  if  lighter 
bridges  and  trestles  could  be  used  with  electric  traction,  but  the 
weight  and  size  of  masonry  abutments,  piers,  footings,  etc.,  would 
hardly  be  affected  by  any  slight  changes  in  the  moving  load,  for  they 
are  much  more  dependent  upon  the  weight  of  earth  embankment  that 
they  support  and  the  character  of  ground  they  are  built  upon,  to- 
gether with  their  height  and  length.  If  they  perform  all  their  other 
functions,  according  to  the  best  engineering  practice,  they  will  usually 
be  found  far  more  substantial  than  theoretically  they  need  to  be  in 
order  to  uphold  the  weight  of  the  super -structure.  The  cost  of  road- 
crossings  will  be  the  same,  except  where  the  third-rail  electric  system 
is  used  ;  should  the  third  rail  be  broken  at  a  grade  crossing  (the 
present  practice  of  the  New  York,  New  Haven  &  Hartford  R.  R.  Co.), 
the  cost  of  such  crossing  will  not  exceed  the  cost  of  those  used  on 
steam  roads ;  but  this  makes  an  imperfect  system,  both  as  to  con- 
tinuity of  power  and  lighting  circuits.  No  highly  successful  means 
have  yet  been  devised  to  overcome  these  difficulties,  but,  if  they  are 
ever  properly  solved,  crossings  will  be  more  costly  on  third-rail  elec- 
tric roads  than  on  steam  railways.  In  the  design  of  bridges  and 
trestles  the  principal  elements  which  determine  their  cost  are  the  span, 
dead  weight,  live  uniform  load,  concentrated  live  load  at  head  of 
trains  (locomotive  and  tender),  the  speed  of  trains,  and  the  "ham- 
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mer-blow"  of  the  reciprocating  parts  of  a  steam  locomotive,  especi- 
ally when  it  coincides  with  the  period  of  oscillation  of  a  bridge  ( very 
objectionable  on  bridges  which  are  too  light)  ;  electric  motors,  either 
geared  to  the  axles  or  gearless  (concentric  with  the  axle),  have  a 
rotative  motion,  and  therefore  do  not  produce  the  effects  of  the 
"  hammer-blow  "  referred  to  above.  Owing  to  the  peculiar  construc- 
tion of  the  electric  locomotive  or  motor  car,  a  greater  proportion  of 
the  total  weight  is  on  the  driving  wheels  than  is  the  case  with  steam 
locomotives;  therefore,  with  the  same  tractive  effect  (weight  on 
drivers),  the  use  of  electric  locomotives  or  motor  cars  reduces  the 
moving  weight  at  head  of  train  ;  the  weight  of  tender  is  saved  by  the 
use  of  electricity.  These  three  facts  would  theoretically  enable 
bridges  and  trestles  to  be  built  lighter  for  roads  using  electric  motors, 
providing  the  loads  were  not  concentrated  upon  a  smaller  wheel  base, 
were  it  not  for  the  fact  that  the  necessity  of  providing  for  constantly 
increasing  weights  practically  offsets  the  theoretical  saving  which 
might  be  made.  Were  it  possible  to  operate  trains  where  every  car 
was  a  motor  car,  the  cost  of  bridges  and  trestles  could  be  reduced. 
The  cost  of  ballasting,  ties,  rails  and  track-laying,  lining,  and  sur- 
facing will  be  the  same  in  either  case  (drilling  rails  for  bonding  is 
covered  by  item  n),  although  a  small  saving  in  maintenance  of  these 
items  is  possible  for  electric  traction  (discussed  under  "total  ex- 
penses"), which  indicates  that  the  first  cost  could  be  reduced  for  the 
same  cost  of  operating ;  yet,  as  this  would  be  poor  economy,  the  qual- 
ity, weight,  and  general  character  should  be  the  same  in  either  case.  By 
the  use  of  electricity  it  might,  at  first,  appear  that  the  signal  and  tele- 
graph system  would  be  reduced  in  first  cost ;  the  only  possible  saving 
would  be  in  the  source  of  the  current  used,  which  forms  so  small  a 
percentage  of  the  whole  that  for  our  purposes  any  difference  can  be 
neglected. 

Stations  would  cost  the  same  under  similar  conditions,  whether 
steam  or  electricity  were  used,  while  all  other  buildings, including  the 
power  houses  of  an  electric  system,  would  be  equal  in  cost,  whatever 
the  system  ;  although  the  electric  road  requires  buildings  for  its  cen- 
tralized motive-power  plant  (that  is,  all  but  the  transmission  line  and 
motors)  which  are  not  a  burden  on  the  steam  road,  yet  these  are  no 
doubt  balanced  by  round  houses,  coal  stations,  water  stations,  and  the 
larger  machine  shops  required  for  steam-locomotive  repairs.  Termi- 
nals will  cost  the  same,  whichever  system  is  used.  So  far  we  have 
found  that  the  first  cost  of  construction  is  substantially  the  same, 
whether  steam  locomotives  or  electric  motors  are  used,  but,  if  the  lat- 
ter are  adopted,  some  additional  work  is  necessary,  — namely,  ( 1 1 ) 
rail  bonding  and  (12)  over-head  trolley  line,  or  third  rail.    It  will  at 
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once  be  seen  that  these  items  add  considerably  to  the  cost  of  con- 
struction of  an  electric  road  as  compared  with  that  of  a  road  operated 
by  steam  locomotives. 

As  an  example,  which  will  show,  in  a  general  way,  the  increased 
cost  of  electric -traction  construction,  let  us  assume,  without  any  pre- 
tension to  exactness,  that  the  line  is  single  track,  one  mile  long ; 
average  speed  of  trains  (including  stops), twenty  miles  per  hour;  head- 
way, one  minute ;  length,  six  cars  (one  being  a  motor  car)  ;  total 
weight  of  train,  two  hundred  tons  when  loaded  to  ultimate  capacity  ; 
rails,  ninety  pounds  per  yard ;  average  nominal  horse-power,  300 
per  train,  (will  exert  450  h.  p.  or  even  more,  if  required,  for  short 
periods);  total  maximum  average  nominal  horse-power  per  mile  of  track 
<one  way)  at  above  headway,  900  ;  average  loss  in  transmission,  20 
per  cent.  ;  assumed  average  nominal  horse-power  at  station,  1,125 
{allowing  for  loss  and  including  surplus  power),  located  at  one  end 
of  line.  With  these  assumptions,  we  have  the  following  approximate 
additional  cost  for  construction,  if  electricity  is  used.  The  electric  return 
circuit  would  consist  of  the  two  lines  of  rail  properly  bonded  with  copper 
wires ;  two  4/0  B.  &  S.  G.  wires  to  each  rail  joint,  which  would  cost 
to-day  (copper,  15  cents  per  pound),  complete  in  place,  including 
terminals  and  drilling  rails,  70  cents  each  bond,  or  a  total  of  $497. 
To  this  must  be  added  cross  bonding  of  lines  of  rails,  which  varies 
much  in  practice  ;  for  our  case,  we  assume  that  this  is  unnecessary,  if 
the  bonds  at  joints  are  properly  made  and  maintained  with  the  care 
displayed  on  other  parts  of  the  system.  Over-head  trolley  line  would 
be  of  iron  poles,  centre  construction  (assuming  that  there  would  be  a 
double  track)  ;  trolley  wire,  423,200  circular  mills;  poles  set  every 
100  feet,  each  weighing  1,300  pounds  (30' x  8"x  7"X  6")  set  in  con- 
crete, would  cost  for  one  mile,  approximately,  $3,237  (1/2  of  poles 
with  brackets  and  feeder  supports,  etc.,  set  at  $50.00  each; 
trolley  6,748  pounds  at  15  cents,  special  line  material,  $500;  labor, 
$400). 

To  recapitulate,  one  mile  of  track  equipped  electrically  will  cost : 

(11)  Rail  bonding.  In  this  case  the  cost  of  ground 
return  circuit  is  not  an  extra  cost  against  the  electric 
road,  for  the  rails  are  used, they  having  sufficient  capacity 

to  carry  the  current : — see  «'  Equipment."  $  497 

(12)  Over-head  trolley  line   3>*37 

Total  extra  per  mile  for  electric  road  $3,734 

Under  "  equipment "  we  have  eliminated  freight  cars  (item  4)  as 
already  stated.    Passenger  cars  would  cost  the  same,  electric  lighting 
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and  electric  heating  of  one  being  balanced  by  gas  and  steam  heat 
of  the  other.  Should  motor  cars  be  used,  carrying  passengers,  there 
would  be  a  saving  equal  to  the  cost  of  one  passenger-car  per  train  in 
favor  of  the  electric  road.  If  an  electric  locomotive  were  used,  there 
would  be  no  such  saving.  If  every  car  were  a  motor  car,  then  the  cost 
of  a  steam  locomotive  per  train  would  be  saved  in  the  case  of  elec- 
tric traction  ;  this,  however,  would  add  to  the  cost  of  each  car. 
The  system  is  not  possible  to-day,  though  we  hope  it  may  be  in  the 
future.  Steam  locomotives  and  tenders  are  to  steam  roads  what  mo- 
tor cars  (or  electric  locomotives),  electric  feeder  lines  and  ground  re- 
turn circuits,  and  central  power  stations  (without  buildings)  are  to 
electric  railways.  To  show  the  relative  costs,  let  us  again  consider 
the  former  example.  Feeder  line  would  be  about  two  4/0  B.  &  S.  G. 
wires  of  bare  copper,  as  the  company  owns  the  right  of  way,  and  cross- 
ings of  public  highways  at  grade  are  unlikely  on  roads  of  the  character 
we  are  discussing;  these  would  cost  in  place  $1,117  ($1,012  for  cop- 
per and  $105  for  stringing).  It  will  be  noticed  that  the  trolley 
wire  suggested  is  much  larger  than  that  used  in  general  practice,  and, 
as  it  has  large  carrying-capacity,  part  of  its  cost  might  have  been 
included  in  the  cost  of  feeders.  It  is  unnecessary  here  to  go  further 
into  this  question.  In  our  example  the  area  of  copper  in  the  over- 
head system  is  846,400  c.  m.  (circular  mills),  equivalent  to  920  mills 
diameter,  which  gives  a  total  cross-section  of  .657  sq.  in.  A  90- 
pound  rail  has  an  area  of  9  square  inches,  cross-section  ;  taking  the 
relative  conductivity  of  steel  and  copper  as  1  to  6,  we  find  that  each 
rail  is  equivalent  to  1.5  square  inches  of  copper,  and  both  rails  to  3 
square  inches  ;  therefore,  until  the  over-head  system  had  a  cross- 
section  of  more  than  3  inches,  there  would  be  no  necessity  of  any  cop- 
per ground  return  circuit,  so  long  as  the  bonding  section  at  joints  was 
the  same  as  that  of  the  over-head  work.  In  case  the  area  of  both 
rails  divided  by  6  is  less  than  the  area  of  over-head  copper,  the  copper 
ground-return  wire  should  be  of  that  section  equivalent  to  the  excess 
in  section  of  over-head  copper.  This  ground  return  can  be  run  on 
the  pole  line  and  connected  down  to  the  rails  at  intervals  or  along  the 
track,  as  may  seem  best  in  any  given  case. 

The  central  power  station  of  1,125  nominal  h.  p.  could  be  erected 
complete  (without  buildings  included  under  "construction")  for  550 
per  horse  power,  which  would  provide  a  plant  of  the  most  mod- 
ern kind,  giving  the  greatest  economy  (in  the  largest  sense)  ;  in 
general,  it  would  consist  of  steel  stack  lined  with  fire-brick,  water- 
tube  boilers,  pumps,  piping,  condensers,  heaters,  blowers,  direct- 
connected  corliss  engines,  direct-connected  generators,  slate  switch- 
boards, best  indicating  and  recording  instruments,  etc.,  with  all  the 
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best  labor-saving  and  automatic  devices  which  help  to  make  a  thor- 
oughly successful  plant.  The  total  cost  of  power  plant  would  be 
$56,250.  we  shall  not  discuss  the  use  of  an  electric  locomotive,  but 
assume  the  use  of  motor  cars  drawing  trailers.  In  the  estimate  of 
200  tons  as  the  weight  of  a  6-car  train,  one  being  a  motor  car,  the 
car  bodies  assumed  are  45  feet  over  sills,  51  feet  over  all,  with  two 
trucks  having  four  wheels  each,  the  wheels  being  33*  in  diameter  ;  car 
body  weighing  22,000  pounds,  trucks,  13,000  pounds;  total,  35,000 
pounds;  average  maximum  passengers,  150  at  150  pounds  each, 
22,500  pounds,  making  total  weight  of  passenger  car  loaded  57,500 
pounds.  The  motor  car  is  assumed  to  have  four  motors,  one  on  each 
axle,  or  geared  to  it,  its  total  weight  loaded  being  112,500  pounds 
(56.25  tons  loaded,  45  tons  empty,  all  on  drivers).  The  trucks  of 
this  motor  car  would  be  heavier  than  the  trail  cars,  and  with  larger 
wheels.  With  two  four-wheel  pivotal  trucks,  the  weight  on  each 
driving-wheel  would  be  14,082  pounds,  loaded,  and  11,250  pounds, 
empty.  The  trail  cars  can  be  assumed  to  cost,  complete,  for 
steam  or  electricity,  about  $3,500  ;  the  motor  car  complete,  about 
$7,000.  A  steam  locomotive  and  tender  of  the  same  power  and 
tractive  force  would  cost  about  $9,000  (engine,  $7,700;  tender, 
$1,300).  It  will  be  noticed  that  the  heating  of  cars  has  had  no  con- 
sideration in  this  article ;  while  this  would  add  to  the  first  cost  of 
an  electric  system  in  increasing  the  required  capacity  of  transmission 
line  and  power  house,  and  would  undoubtedly  add  to  the  cost  of 
operating  as  compared  with  steam  locomotive  practice,  yet  available 
data  are  so  unreliable  that  a  discussion  of  them  is  postponed.  To  re- 
capitulate, on  the  basis  of  our  example,  we  have  the  following  addi- 
tional charges  against  electric  traction  : 

Feeder  line  $  1,117 

Ground  return  (in  this  case  no  additional  cost) .... 
Central  power  station   56,250 

$57,367 

Deduct  difference  between  3  motor  cars  and  3  loco- 
motives and  tenders   6, 000 

Total  per  mile  $51,367 

To  estimate  a  ten-mile  road  at  ten  times  the  above  would  be  un- 
fair, for,  unless  the  train  density  remained  the  same  on  every  mile 
and  a  power  station  were  built  for  every  mile,  it  could  not  be  in  direct 
proportion  ;  in  general,  the  feeder  system  increases  in  cost  as  the  dis- 
tance, while  the  power  station  increases  in  cost  as  the  weights  moved 
and  their  speed.    There  would  undoubtedly  be  found  conditions  of 
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very  light  trains  at  very  frequent  intervals  over  short  distances  where 
the  larger  cost  of  locomotives  and  tenders  would  balance  the  items 
which  usually  make  the  use  of  electricity  the  more  costly  ;  these  con- 
ditions must  more  nearly  approach  those  which  now  exist  in  street- 
railway  service. 

"Electric  feeder  lines  and  ground  return  circuit"  is  placed 
under  the  heading  "  equipment  "  rather  than  under  "construction  " 
for  the  purposes  of  this  article ;  in  a  system  operated  by  electricity 
the  opposite  course  would  be  pursued,  and  has  been  followed  in  con- 
sidering "total  expenses."  "Central  power  stations"  (all  but 
buildings)  would  naturally  be  in  the  motive  power  department,  and 
are  so  considered  in  this  article. 

"General"  items  of  "first  cost"  would  be  unaffected  by  the 
character  of  the  system:  a  few  years  ago,  when  the  word  "elec- 
tricity" as  applied  to  street  railways  was  more  attractive  in  bank- 
ing and  investing  circles,  higher  prices  for  bonds  might  have  been 
obtained  by  the  use  of  that  system,  but  elements  of  this  kind  are 
not  within  the  scope  of  this  article.  Taxes  are  based  on  value,  not 
on  cost,  and  are  therefore  unaffected  by  any  particular  system. 

TOTAL  EXPENSES. 

We  have  adopted  the  title  "  total  expenses  "  in  a  literal  sense, 
including  all  expenses  of  every  kind,  so  that  the  difference  between 
"total  expenses  "  and  "  gross  receipts,"  if  on  the  right  side,  would give 
the  amount  which  can  be  considered  the  actual  net  earnings  of  the 
line.  "  Operating  expenses,"  which  are  generally  treated  as  the  usual 
and  ordinary  expenses  of  the  system,  include  "  maintenance  and 
renewal  of  way  and  works,"  "  train  expenses, "  "station,  terminal, 
taxes,  and  general  expenses,"  and  "  accidents,  loss,  and  damages,"  but 
not  "fixed  charges,"  although  the  latter  form  a  great  percentage  of 
the  actual  total  expenses,  and  have  become  a  necessity  in  our  industrial 
and  financial  development.  The  operating  expenses  include  many 
items  which  do  not  vary  with  the  amount  of  business  or  the  character 
of  the  alignment, — such  as  salaries  of  leading  officials  ;  maintenance  of 
way,  works,  and  parts  of  the  system,  against  that  deterioration  which 
is  produced  only  by  time,  irrespective  of  the  amount  of  business  handled 
or  work  done ;  salaries  of  agents  of  all  kinds,  many  of  whom  have  to 
be  employed  whether  business  is  large  or  small,  etc.  All  of  these 
might  be  called  the  "  fixed  operating  expenses,"  and,  as  they  often 
amount  to  nearly  half  of  the  total  operating  expenses,  it  will  prove 
instructive  and  remunerative  to  keep  railroad  accounts  so  as  to  show 
this.  To  reduce  the  total  expenses  to  the  minimum  consistent  with 
true  economy  is  as  important  as  to  reduce  the  first  cost  to  the  lowest 
amount,  bearing  the  same  axiom  in  mind.    We  will  now  consider 
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■"total  expenses"  in  detail,  following  the  order  of  the  tabulated 
statement. 

First  comes  "maintenance  and  renewal  of  way  and  works,"  and 
the  subdivisions  under  it.  "Repairs  of  earthwork  to  subgrade" 
would  be  unaffected  by  the  system  used.  Repairs  of  track,  fences, 
cattle-guards,  crossings,  etc.,  renewals  of  ties,  and  ballast  are  substan- 
tially independent  of  the  volume  of  traffic  ;  ties  wear  independently 
of  the  tonnage,  for  the  so  called  "cutting  "  of  ties  is  due  primarily 
to  the  rotting  away  under  the  rail  foot,  accelerated  somewhat,  but 
almost  inappreciably,  by  the  decayed  material  cut  away  by  passing 
loads.  The  total  cost  of  track  labor  is  affected  only  a  very 
small  percentage  of  the  whole  by  any  change  in  the  amount  of 
traffic,  provided  the  standard  of  maintenance  is  not  increased ; 
rail- renewals,  track -watchman,  and  part  of  the  labor  of  lining,  sur- 
facing, etc.,  directly  applicable  to  the  track  itself,  are  the  only 
items  which  vary  directly  with  the  number  of  trains.  One- half  to 
three- fourths  the  wear  of  steel  rails  is  caused  by  the  locomotive,  and  is 
due  more  to  the  great  concentration  of  load  on  the  driving-wheels, 
which  often  nearly  approaches  the  ultimate  crushing  resistance  of  the 
rail,  than  to  the  "  hammer-blow  "  of  the  reciprocating  parts.  Main- 
tenance of  crossings  would  be  unaffected  by  the  system  used,  except 
possibly  in  the  case  of  the  third  rail,  already  considered  under  the 
heading  "construction."  For  the  reasons  enumerated  above,  items 
2,  3,  7,  8,  and  9  would  be  unaffected  in  cost  of  maintenance,  whichever 
system  were  used.  Maintenance  of  bridges  and  trestles  should  be 
slightly  less  with  the  use  of  electric  motors,  because  of  less  vibratory 
effects;  maintenance  of  masonry,  buildings,  and  signals  would  not 
vary  in  cost  with  change  of  system.  We  find  under  "maintenance 
and  renewal  of  way  and  works  "  that  there  are  no  items  exclusively  ap- 
plicable to  steam-locomotive  practice ;  but  there  are  six  which  apply 
to  electric  traction  only.  This  naturally  arises  from  the  fact  that  these 
items  occur  under  "  first  cost,"  and  must  be  maintained.  They  are  : 
maintenance  of  (4)  ground  return  circuit,  (5)  over-head  trolley  line, 
or  third  rail,  (6)  electric  feeder  lines,  and  renewals  to  (10)  poles  or 
insulation  of  third  rail,  (11)  trolley  or  third  rail  and  ground  return, 
and  (12)  feeders.  The  maintenance  and  renewals  of  these  constitute  an 
increase  in  the  total  expenses  of  an  electric  road  over  those  of  a  road 
operated  by  steam. 

The  next  division  is  that  of  "  train  expenses."  We  omit  discus- 
sion of  freight  items,  for  reasons  already  given.  The  relative  con- 
sumption of  coal  by  steam  locomotives  and  motor  cars  (electric 
locomotives  are  not  considered),  while  of  importance,  is  not  so  large 
a  percentage  of  the  operating  expenses  as  is  usually  imagined ;  as  a 
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rule,  the  attempt  to  save  in  fuel  account  has  had  more  attention  on 
electric  roads  than  was  warranted,  and  has  been  made  at  the  sacri- 
fice of  other  and  more  important  items  (for  greater  details  see  article 
by  the  author,  entitled  "Comparative  Economy  in  Electric  Railway 
Operation,"  published  in  The  Engineering  Magazine,  March, 
1897).  Omitting  results  obtained  from  compound  locomotives,  the 
records  of  which  are  not  yet  as  extensive  as  those  for  single  expansion, 
but  which  should  show  an  average  saving  of  approximately  20  per 
cent.,  it  has  been  found  that  in  steam-locomotive  practice,  of  the 
character  we  are  discussing,  the  coal-consumption  per  passenger- car- 
mile  (exclusive  of  engine)  averages  about  6. 5  pounds  for  cars  weigh- 
ing 20-25  tons  on  way-trains  or  30-35  tons  on  through  trains,  and 
that  about  an  average  of  one  pound  is  added  per  car-mile  for  each  6 
tons'  added  weight  of  car.  The  average  coal- consumption  of  a  passen- 
ger engine  (say  40-45  tons)  is  about  20  pounds  per  locomotive  mile ; 
if  we  assume  6  cars  to  a  train,  as  per  our  example,  we  have  3.3  pounds 
per  car-mile  for  the  engine  and  9.8  pounds  per  car-mile  for  the  whole 
train,  including  engine  ;  this  conforms  to  present  average  practice  of 
steam  railways.  In  the  article  referred  to  above  the  average  coal- 
consumption  per  car- mile,  under  the  best  conditions  of  electric 
street-railway  practice,  is  found  to  be  about  8  pounds ;  the  average 
weight  of  these  cars,  loaded,  cannot  exceed  8-10  tons,  so  that  our  six- 
car  train  would  consume  48  pounds  per  train  mile  for  a  maximum 
weight  of  60  tons  and  average  speed  certainly  not  exceeding  10  miles 
per  hour ;  while  with  our  steam  train  the  consumption  would  be  58.8 
pounds  per  train-mile  for  a  maximum  weight  of  200  tons  and  average 
speed  of  20  miles  per  hour.  The  great  difference  in  coal -consumption 
per  car-mile  in  present  steam-railway  and  electric  street -railway  prac- 
tice, so  much  in  favor  of  the  steam  road,  is  no  doubt  partly  due  to 
lower  efficiency  of  the  complete  motive-power  plant  of  the  electric 
road  (station,  line,  and  motors),  but  most  largely  to  crude  control- 
ling devices  on  cars,  poor  track,  sharp  and  poorly  laid  curves,  steep, 
uncompensated  grades,  and  the  poor  class  of  labor  employed.  Aver- 
age practice  gives  about  5.5  pounds  of  coal  per  i.  h.  p.  per  hour  in 
steam  locomotives,  but  the  character  of  the  service  makes  it  liable,  in 
any  given  run,  to  enormous  variations.  At  times  this  figure  is  very 
much  exceeded,  and  also  often  falls,  under  favorable  conditions,  to  4. 5 
pounds.  The  conditions  which  produce  so  large  fluctuations  in 
steam-locomotive  service  do  not  exist  in  the  central  power  station  of 
an  electric  road.  In  the  latter  case  we  cannot  safely  figure  on  less 
than  about  two  and  one-half  pounds  of  coal  per  i.  h.  p.  per  hour. 
This  may  be  reduced  in  exceptional  cases,  but  will  more  often  be  ex- 
ceeded.   Apparently  this  is  a  decided  saving  in  favor  of  the  electric 
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road,  but  it  is  only  apparent.  Let  us  assume  the  following  efficien- 
cies, which  are  fair  averages:  engine,  90  per  cent.;  dynamos,  90  per 
cent.;  line,  80  per  cent.;  and  railway  motors,  75  per  cent  (in  consid- 
ering these  figures  it  must  be  remembered  that  most  of  the  time  the 
larger  part  of  the  system  is  running  considerably  below  its  rated  maxi- 
mum point  of  economy ;  some  engineers  might  place  motors  at  80 
per  cent.),  making  the  combined  efficiency  of  the  entire  system  about 
48.6  per  cent.  It  therefore  appears  that,  for  a  given  average  horse- 
power required  at  the  driving-wheel  to  move  trains,  double  that 
amount,  or,  for  safety,  even  more,  must  be  placed  in  the  central 
power  station,  making  the  coal  consumption  5.1  pounds  per  i.  h.  p. 
per  hour  at  the  motor  car,  which  is  but  little  better  than  the  average 
of  single-expansion  steam-locomotive  practice,  while  it  is  probably  no 
better  than  compound  steam  locomotives  will  give.  The  cost  of 
handling  coal  would  be  substantially  the  same  with  either  system,  as 
there  would  be  only  one  coaling  station  in  either  case.  The  cost  of 
water  would  undoubtedly  be  greater  in  steam-locomotive  practice, 
where  it  must  be  supplied  at  various  points  along  a  long  line  ;  but  on 
short  suburban  lines,  to  which  our  discussion  is  limited,  the  steam 
locomotive  could  make  a  round  trip  without  requiring  water,  or  would 
have  to  be  supplied  only  at  each  end  of  the  line  ;  and,  as  the  central 
power  station  would  use  much  more  water  on  account  of  larger  horse- 
power and  the  use  of  condensing,  it  is  hardly  likely  that  there  would 
be  any  great  difference  between  the  systems.  The  use  of  oil  and 
waste  on  the  motor  cars  should  be  much  less  than  that  which  is  neces- 
sary for  the  proper  care  of  steam  locomotives ;  electric  motors  can 
have  their  wearing  parts  run  in  oil  boxes,  which  are  a  protection 
against  dust  and  dirt  and  automatically  lubricate  the  surfaces  subjected 
to  friction,  but  this  cannot  be  done  in  the  case  of  steam  locomotives. 
This  saving  in  an  electric  system  is,  however,  counterbalanced  by  the 
use  of  oil  and  waste  in  the  central  power  station,  so  that  it  is  unlikely 
that  there  would  be  much,  if  any,  difference.  Repairs  of  passenger 
locomotives  and  tenders  on  steam  roads  average  from  4  to  6  cents  per 
mile,  with  about  1.5  cents  to  be  added  for  repairs  to  tools,  shops, 
machinery,  etc.,  properly  chargeable  to  " motive  power  repairs." 
Statistics  of  electric  roads  are  very  imperfect  and  unreliable  on  mat- 
ters of  this  kind,  not  only  because  such  roads  have  usually  been 
operated  by  those  familiar  with  horse  traction  and  having  little 
mechanical  knowledge  of  or  inclination  towards  the  precise  methods 
of  steam-railway  management  and  operation,  but  because  of  the  con- 
stant change  of  apparatus  long  before  the  old  had  given  the  life  which 
could  reasonably  be  expected  of  it  as  a  piece  of  mechanism. 

Even  if  we  had  such  data  as  we  might  wish  from  existing  electric 
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roads,  they  would  be  only  indications  of  what  might  be  expected  on 
a  system  similar  to  the  one  under  discussion.  The  total  operating  ex- 
penses per  car-mile  of  electric  street  railways  vary  to-day  from  about 
9  cents  to  20  cents,  and  for  our  purposes  we  can  assume  that  an  elec- 
tric road,  built  on  its  own  right  of  way  and  operated  under  circum- 
stances somewhat  similar  to  those  of  a  steam  railway,  but  with  the 
present  equipments  of  our  electric  roads,  can  be  operated  at  a  total 
cost  of  about  13  cents  a  car-mile.  In  comparing  repairs  and  main- 
tenances of  motor  cars  with  those  of  steam  locomotives,  we  must  con- 
sider not  only  the  motor  cars  themselves,  but  the  power  house  (and 
the  transmission  line,  had  we  not  placed  this  under  another  heading). 
Of  the  above  total  about  3  cents  is  chargeable  to  total  repairs  of  motor 
cars  and  central  power  house  (  005  cents  to  central  power  house  and 
.025  cents  to  motor  cars),  to  which  might  be  added  three-quarters  of 
a  cent  for  transmission  line.  When  we  remember  the  small  horse 
power  involved,  and  the  light  weights  and  low  speeds,  it  is  hardly 
likely,  with  the  large  increase  in  these  necessary  under  steam-railway 
conditions,  that  the  cost  of  repairs  and  maintenance  of  the  motive 
power  of  an  electric  road  will  be  any  less  than  that  of  a  steam  road. 
It  is  to  be  regretted  that  more  reliable  and  extensive  data  are  not  ob- 
tainable. Repairs  and  maintenance  of  passenger  cars  would  be  the 
same  in  either  system.  The  item  "  use  of  foreign  passenger  cars  "  is 
the  rental  paid  for  the  use  of  cars  of  other  roads  while  retained,  and  of 
course  would  be  unaffected  by  the  use  of  any  particular  system.  While 
the  operation  of  a  motor  car  involves  far  less  labor  than  that  of  a  steam 
locomotive  and  its  tender,  yet  the  danger  that  the  operator  might  be  in- 
capacitated makes  it  necessary  to  have  two  men  at  the  head  of  the  train, 
although  one  man  would  easily  be  able  to  do  all  the  required  work. 
As  it  takes  two  men  to  run  the  ordinary  passenger  locomotive,  there 
would  be  no  advantage  of  one  system  over  the  other.  It  would  be  a 
mistake  to  save  wages  by  utilizing  a  lower  degree  of  intelligence  or  skill 
for  motormen  and  their  assistants  than  is  now  used  for  engineers  and 
firemen  on  steam  railways ;  the  tendency  to  do  this  has  cost  electric- 
street-railway  owners  many  thousands  of  dollars, — more,  in  fact,  than 
is  usually  realized.  Passenger-train  service  would  not  be  affected  by 
the  use  of  one  system  or  the  other.  Central  power  station  service  is 
an  additional  charge  against  the  electric  road. 

We  now  come  to  "station,  terminal,  taxes,  and  general  expenses," 
divided  into  ten  subdivisions,  none  of  which  are  affected  by  the 
character  of  road-bed,  rolling  stock,  or  mechanical  apparatus  of  any 
kind,  but  which  are  dependent  upon  the  character  of  the  business 
handled  and  its  volume ;  therefore  these  items  are  unaffected  by  the 
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use  of  any  particular  system.  The  same  statement  applies  to  the  division,. 
"  accident,  loss,  and  damages,"  and  to  "  interest  account." 

' '  Fixed  charges ' '  include  interest  on  bonds  and  rentals ;  the  actual 
rate  of  interest  on  bonds  is  not  affected  by  the  system  used,  except  in 
ways  beyond  the  scope  of  this  article.  We  have  shown  that  the  first 
cost  of  an  electric  system  is  considerably  greater  than  that  of  a  steam- 
locomotive  road  (except  in  one  special  case)  ;  therefore  the  fixed 
charges  will  be  much  higher  (assuming  of  course  that  the  cost  in  each; 
case  is  covered  by  bonds).  This  is  no  inconsiderable  item,  as  the 
average  fixed  charges  of  our  present  steam  roads  are  not  less  than  twenty 
per  cent,  of  the  gross  receipts,  and,"  if  this  is  largely  increased  by  the 
use  of  electricity,  it  is  more  of  a  burden  than  can  be  overcome  by  in- 
considerable savings  in  items  of  operating  expenses  (if  such  savings- 
are  even  possible),  such  as  slightly  lower  coal  consumption,  motor  car 
repairs  and  maintenance,  bridge  repairs  and  maintenance,  track  repairs 
and  maintenance,  etc. ,  which  may  be  claimed  in  favor  of  electricity  by 
some  ardent  advocates,  irrespective  of  the  intrinsic  merits  of  any  given 
problem. 

In  considering  the  total  expenses  of  both  systems,  we  have  shown 
that  the  following  would  be  additional  charges  against  the  electric  road 
over  those  of  a  steam  railway :  renewals  and  repairs  of  transmission 
line  ;  interest  on  bonds  to  pay  additional  cost  of  electric  road  (omit- 
ting probable  excess  of  motor  car  and  power  house  repairs  and  main- 
tenance above  those  of  steam  locomotives).  We  have  also  shown  that 
they  would  not  be  inconsiderable,  especially  the  interest  charge.  These 
are  items  of  sufficient  importance  to  necessitate  a  very  careful  study  of 
each  individual  problem  before  deciding  upon  a  change,  or  even  an 
original  installation  ;  but  the  great  increase  in  gross  receipts  and  in  net 
revenue  may,  and  very  often  will,  decide  the  question  beyond  any 
possible  doubt  in  favor  of  electricity,  always  remembering  that  the  adop- 
tion of  electric  traction  means  a  corresponding  adaptation  of  operative 
methods,  and  not  the  mere  application  of  a  special  form  of  motive 
power. 
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By  Allan  Ross  Davis. 

THE  annual  passage  of  some  twenty-five  million  tons  of  freight 
along  the  St.  Clair  river — the  sole  water  avenue  between  the 
great  northwest  and  the  Atlantic  seaboard — as  well  as  the 
prospective  increase  of  the  carrying  trade  on  the  Great  Lakes  from 
year  to  year,  demanding  enlarged  and  cheaper  transportation  facili- 
ties, renders  any  attempt  to  provide  an  alternative  route  of  the  utmost 
importance  to  the  commercial  interests  of  the  United  States  and 
Canada. 

The  movements  of  the  deep  waterways  commissioners  appointed 
by  the  respective  governments  are,  consequently,  being  closely 
watched,  and  the  result  of  their  investigations  is  anxiously  awaited. 

In  the  meantime,  in  addition  to  the  several  schemes  already  advo- 
cated from  an  American  standpoint  for  the  solution  of  the  problem, 
three  Canadian  schemes  have  been  submitted,  having  for  their  object 
the  construction  of  a  shorter  alternative  route  across  the  province  of 
Ontario  to  connect  Lake  Huron  with  J^ake  Ontario  and  the  St.  Law- 
rence, and  thus  avoid  the  southwest  peninsula  and  the  Welland  canal. 
These  are : 

( 1 )  The  Montreal,  Ottawa,  and  Georgian  Bay  canal. 

This  route  follows  the  line  of  the  Lachine  canal  and  the  Ottawa 
river  with  its  system  of  canals  to  the  city  of  Ottawa,  a  distance  of  1 10 
miles,  thence  continuing  200  miles  further  up  the  Ottawa  to  its  con- 
fluence with  the  Matawan  river  from  the  west,  up  which  the  ascent 
will  be  made  to  Lake  Nipissing,  40  miles  in  length  and  an  average  of 
1 5  miles  in  breadth,  and  thence  descending  from  this  summit  level  by 
the  French  river  to  the  east  shore  of  Georgian  bay.  The  total  dis- 
tance from  Montreal  to  Georgian  bay  through  this  depression  in  the 
earth's  formation  is  430  miles,  of  which  the  government  engineers 
have  reported  400  miles  to  be  navigable  for  vessels  of  a  considerable 
size.  The  rest  of  the  distance  of  30  miles  requiring  canals  has  been 
already  partially  completed, — that  portion  between  Ottawa  and  Mont- 
real,— leaving  but  15  miles  of  canal  to  be  constructed  to  complete 
the  link.  The  cost  of  this  undertaking,  it  has  been  estimated,  would 
not  exceed  fifteen  million  dollars,  affording  nine  feet  of  water. 

(2)  The  Hurontario  ship  canal. 

This  is  a  Toronto  project  to  construct  a  canal  from  Lake  Ontario 
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at  Toronto  to  I>ake  Simcoe  35  miles  north,  thence  traversing  the  latter 
some  30  miles  to  Orillia,  to  descend  to  Georgian  bay  by  a  system  of 
locks  and  dams  down  the  40  miles  of  the  circuitous  Severn  river ;  or 
by  cutting  a  channel  directly  across  country  for  13  miles  to  the  same 
objective  point.  The  western  terminus  of  this  route  is  about  100 
miles  south  of  the  mouth  of  the  French  river,  the  terminus  of  the  former 
route.  The  supplying  of  water  for  the  increasing  demands  of  the 
city,  and  of  electric  light  and  motive  power  for  manufacturing  and 
locomotion  purposes,  are  important  features  of  this  Toronto  canal 
scheme.  Surveys  have  been  made  and  approximate  estimates  sub- 
mitted, which,  it  is  claimed,  justify  the  immediate  carrying  out  of 
this  extensive  project.  Toronto,  however,  is  not  anxious  to  turn 
over  the  source  of  its  future  water,  light,  and  power  supplies  to  a  pri- 
vate corporation.  Hence  the  Hurontario  ship  canal  scheme  has  not 
made  any  material  progress  since  its  inauguration. 
(3  )  The  Trent  canal. 

This  project  had  its  inception  in  the  early  part  of  the  century, 
when  the  Knglish  government  was  assisting  her  struggling  Canadian 
colony  in  the  settlement  of  the  remote  regions  beyond  tide-water. 
The  Trent  navigation  system  was  an  important  link  in  the  project  to 
open  up  a  military  and  commercial  highway  from  Montreal  to  the 
Great  Lakes  at  that  period.  The  rapids  of  the  St.  Lawrence  were  too 
formidable  and  the  Niagara  barrier  too  stupendous  to  allow  nature's 
route  from  the  upper  lakes  to  tide-water  to  receive  serious  consid- 


SCENERY  ON  THE  ROUTE  OF  THE  TRENT  i  ANAL. 


y  Google 


382     FROM  THE  GREAT  LAKES  TO  THE  SEA. 


ON  THE  LINK  OF  TIIK  TRENT  CANAL. 


eration.  A  back-door  route  was,  in  consequence,  adopted.  The 
Lachine,  the  Ottawa  river  canals,  and  the  Rideau  canal,  126  miles 
from  ( Htawa  to  Kingston,  were  then  constructed.  Reaching  lake 
Ontario  at  Kingston,  the  government  sent  its  engineers  ahead  up  the 
Ray  of  Ouinte  80  miles,  with  instructions  to  examine  one  of  its 
northerly  arms,  the  Trent  river,  and  the  chain  of  lakes  extending  to 
the  northwest,  down  which  Champlain  returned  from  lake  Huron 
some  two  hundred  years  before,  on  his  memorable  expedition  into  the 
unknown  west.  It  is  worthy  of  note  that  Champlain  ascended  from 
Montreal  via  the  Ottawa  river  and  Lake  Nipissing  to  lake  Huron, 
along  which  canal  route  (1)  now  follows,  and  descended  via  the 
chain  of  lakes  and  rivers  now  under  consideration  and  forming  the 
route  of  the  Trent  canal.  The  government  engineer,  N.  H.  Raird, 
M.  t.  C.  E.,  subsequently  submitted  his  report,  with  accompanying 
plans  and  estimates  of  the  necessary  work  to  be  done  between  the  Hay 
of  Ouinte  and  Georgian  bay. 

This  original  plan  of  the  route,  dated  1836,  and  entitled  u  Diagram 
of  the  Water  communication  through  the  Home  and  New  Castle  Dis- 
tricts from  Lake  Huron  to  the  Ray  of  Quinte,"  though  yellow,  torn, 
and  soiled,  is  still  frequently  referred  to  by  the  engineers  of  the  Trent 
canal.  Haird's  estimate  gave  the  total  distance  as  171  miles,  with 
rise  and  fall  of  707  feet,  and  a  cost  of  ^"495,515.  The  report  being 
favorable,  an  appropriation  was  at  once  made  by  the  English  govern- 
ment, and  work  began  at  the  Bay  of  Quinte  end. 
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The  rebellion  of  1837  interfered  with  the  continuance  of  the 
work.  After  the  completion  of  some  short  sections  of  canal,  operations 
were  suspended,  and  the  appropriation  devoted  to  quelling  the  re- 
bellion which  W.  L.  McKen/.ie  had  succeeded  in  stirring  up.  The 
engineer's  report  shows  a  continuous  profile  of  the  Rideau  canal,  the 
Bay  of  Quinte,  and  the  Trent  canal.  This,  without  doubt,  was  the 
government  canal  route  favored  in  those  earlier  days  to  connect  the 
east  with  the  west.  No  sooner,  however,  was  the  Rideau  canal  com- 
pleted than  the  government  saw  that  it  was  inadequate  for  the  increase 
of  traffic. 

The  St.  I>awrence  river  system  of  canals  was  now  deemed  necessary, 
and  construction  thereon  was  energetically  begun.  Then,  too,  the 
influence  of  the  prosperous  Welland  peninsula  became  felt  in  parlia- 
ment, and  the  advocacy  of  the  Welland  canal,  to  connect  Lake  Ontario 
with  Lake  Erie  rather  than  with  I^ke  Huron,  was  zealously  carried  on. 
The  sparsely-settled  district  contiguous  to  the  interior  Trent  canal  could 
not  command  the  political  influence  of  its  populous  frontier  rival.  The 
Trent  canal  was  consequently  side-tracked,  and  the  construction  of  the 
Welland  canal  begun. 

Nearly  half  a  century  elapsed  before  the  advocates  of  the  Trent 
canal,  now  grown  numerous  and  commanding  several  important  con- 
stituencies in  central  Ontario,  could  get  the  ear  of  the  government. 
Meantime  the  other  canals  had  been  completed,  the  confederation  of 
all  the  provinces  into  a  compact  dominion  had  taken  place,  and  a  new 
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government  had  been  elected,  destined  to  hold  the  reins  of  power  for 
eighteen  years. 

The  people  interested  in  the  Trent  canal  now  made  emphatic  de- 
mands for  the  carrying  out  of  the  original  project.  Canada's  late 
premier,  Sir  Charles  Tupper,  then  minister  of  railways  and  canals,  per- 
sonally inspected  the  Trent  canal  route,  and  reported  favorably.  Opera- 
tions were  begun  by  the  construction  of  several  excellent  locks  and 
dams  in  the  interior,  connecting  a  series  of  lakes  of  considerable  pro- 
portions, but  no  extended  sections  of  the  canal  were  placed  under 
contract. 

The  government  did  not  feel  disposed  to  take  any  more  steps  in 
this  direction  than  became  absolutely  necessary,  owing  to  the  fact  that 
the  country,  as  a  whole,  looked  upon  the  project  as  a  useless  expendi- 
ture of  money.  It  was  a  freely-discussed  question  in  parliament,  and 
had  many  strong  opponents.   A  dozen  constituencies  bordering  thereon, 
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whose  representatives  for  the  most  part  were  government  supporters  and 
ardent  promoters  of  the  canal,  could  not,  however,  be  thrown  over- 
board. 

The  general  election  of  1891  was  approaching,  and  some  tangible 
evidence  of  the  government's  intentions  was  demanded.  The  premier, 
Sir  John  A.  MacDonald,  appointed  a  commission  consisting  of  two 
prominent  engineers,  Frank  Turner  and  John  Kennedy,  and  Judge  J. 
A.  Wcller,  to  "  consider  the  question  of  further  extending  the  line  of 
water-communication  between  Lake  Huron  and  I^ake  Ontario,  and  to 
determine  whether  any  local  works  are  necessary,  and  whether  it  is  ad- 
visable that  an  extension  of  the  main  works  should  be  undertaken,  and, 
if  so,  to  what  extent." 

This  report,  dated  Montreal,  December  17,  1890,  after  touching 
upon  a  variety  of  phases  of  the  subject,  concludes  as  follows  :  "In  the 
opinion  of  the  commissioners,  a  waterway  would  thereby  be  made 
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Tvhich  would  not  only  greatly  increase  the  value  of  the  works  already 
<onstructed,  but  would  assist  and  develop  the  industries  along  its 
route,  and  open  up  the  resources  of  the  country  through  which  it  would 
pass  to  such  an  extent  as  to  amply  compensate  for  the  expenditure 
necessary  to  be  incurred,  though  the  work  itself  would  not  be  expected 
to  produce  direct  revenue.  This  conlusion  is  arrived  at  by  a  careful 
-consideration  of  the  evidence  adduced  before  the  commission,  by 
which  the  commissioners  feel  they  must  be  guided,  such  evidence  in 
their  minds  greatly  preponderating  in  favor  of  the  extension  of  this 
important  work  in  the  manner  indicated." 

The  favorable  report  of  the  commissioners,  coupled  with  the  an- 
nouncement that  the  government,  if  sustained,  would  prosecute  the 
work  to  completion,  did  excellent  service  in  the  general  election  im- 
mediately following.  The  Conservative  government  was  sustained,  and 
a  solid  body  of  government  supporters  from  the  Trent  canal  country 
were  returned.  A  deputation  several  hundred  strong  proceeded  to 
Ottawa  to  enforce  their  mandate  by  obtaining  a  definite  assurance  of 
the  completion  of  the  work.  A  government  appropriation  was  now 
made,  surveys  were  begun,  and  in  1894  two  sections  were  placed  under 
contract,  followed  by  a  third  section  in  the  succeeding  year.  Tenders 
were  called  for  still  another  section,  and  several  new  surveys  of  addi- 
tional portions  were  made  during  the  past  summer. 

Everything  looked  favorable  for  the  speedy  completion  of  the 
Trent  canal  by  a  government  fully  committed  to  the  great  enterprise  ; 
but  on  June  23,  1896,  one  of  those  events  occurred  that  frequently 
interfere  with  the  plans  of  all  governments.  After  a  tenure  of  office 
of  nearly  two  decades,  the  conservatives  were  defeated,  and  a  new 
government  took  charge  of  the  country's  affairs,  not  committed  in  any 
way  to  the  construction  of  the  Trent  canal,  or  indeed  favorably  dis- 
posed towards  the  project.  Its  first  act  in  reference  to  this  work  was 
to  withdraw  the  contract  for  which  tenders  had  been  asked,  and  to 
stop  the  surveys  of  all  new  sections.  The  sections  under  contract  will 
be  completed,  but  the  further  extension  of  the  work  at  the  present 
time  depends  upon  a  future  decision,  to  be  based,  it  is  declared,  upon 
two  points  :  ( 1 )  whether  the  Trent  canal  is  an  actual  necessity ;  (2) 
whether  the  financial  condition  of  the  country  would  justify  the  ex- 
penditure, if  its  construction  be  found  advisable. 

In  accordance  with  this  declaration,  the  new  minister  of  railways 
and  canals,  Hon.  A.  G.  Blair,  made  a  personal  examination  of  the 
Toute,  and  the  work  under  construction,  during  the  past  autumn,  in 
order  to  be  able  to  lay  the  matter  intelligently  before  his  colleagues; 
-and  there  the  matter  rests  at  present. 

Having  glanced  at  the  political  history  of  this  government  under- 
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taking,  we  will  now  briefly  examine  the  chain  of  lakes  and  rivers  which 
the  Trent  canal  location  follows  through  Ontario,  the  extent  of  the 
work  already  completed,  and  the  amount  yet  to  be  performed. 

Reference  being  made  to  the  heavy  line  on  the  above  plan  which 
indicates  the  Trent  canal,  it  will  be  observed  that  the  latter  begins  at 
AVaubaushene  on  Matchadash  bay,  the  most  easterly  extremity  of 
•Georgian  bay.  Midland,  ten  miles  to  the  west,  the  terminus  of  a 
branch  of  the  G.  T.  R.,  affords  excellent  harbor  accommodation  at 
the  entrance.  Two  routes  have  been  surveyed  from  this  point  to 
Lake  Simcoe,  between  which  bodies  of  water  there  is  a  difference  in 
•elevation  of  136  feet.  The  first  is  an  almost  direct  line  to  Orillia,  to 
be  obtained  by  cutting  a  canal  13  miles  long.    The  second  follows 
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the  winding  of  the  Severn  river,  with  high,  rugged  banks,  swift 
rapids,  and  numerous  lake  expansions.  The  country  is  partially 
wooded,  and  the  scenery  for  the  most  part  picturesque  and  wild.  The 
river  route  was  surveyed  during  the  past  summer,  and  a  group  of  ex- 
cellent scenic  views  taken  during  the  progress  of  the  work. 

From  Orillia  the  route  crosses  the  northerly  part  of  lake  Simcoe 
to  the  mouth  of  the  Talbot  river,  a  navigable  stretch  of  16  miles. 
This  great  inland  lake  is  surrounded  by  an  excellent  fanning  com- 
munity, with  the  thriving  towns  of  Rarrie  and  Beaverton  upon  its 
borders.  The  valley  of  the  Talbot  river  is  thence  followed  in  the 
ascent  to  Balsam  lake,  as  far  as  Kirkfield,  little  or  no  work  being  re- 
quired for  the  first  few  miles,  on  account  of  the  possibility  of  flooding 
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the  narrow  valley.  This  section  was  withdrawn  from  contract  when 
the  present  administration  came  into  power.  From  Kirkfield  to 
Balsam  lake  a  canal  is  under  construction,  principally  through  a  lime- 
stone formation. 

Mr.  Onderdonk,  the  well-known  contractor,  has  the  heavy  rock 
excavation  nearly  completed  on  this  section.  The  distance  from  I.ake 
Simcoe  to  Balsam  lake  is  20  miles,  and  the  rise  in  elevation  122  feet. 
This  section  is  known  as  the  "  height  of  land  "  or  summit-level  of  the 
Trent  canal  route.  Halsam  lake,  the  highest  water-level,  about  five 
miles  wide  and  eight  miles  long,  with  its  northerly  arm,  Gill]  river, 
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extending  far  back  into  the  lakes  of  Haliburton,  is  connected  with 
Cameron's  lake  by  the  Rosedale  river,  a  narrow,  shallow  stream, 
where  considerable  work  is  being  done  in  straightening  the  course  and 
deepening  the  rocky  bed. 

Cameron's  lake  is  somewhat  smaller  than  the  former,  and  has  a 
feeder  in  the  Burnt  river,  a  stream  of  considerable  size  extending  into 
the  northern  timber  regions.  The  descent  of  36  feet  from  Cameron's 
lake  to  Sturgeon  lake  is  overcome  by  locks  at  Fenelon  falls, — a  modi- 
fied Niagara.  Here  the  River  Scugog  extends  twenty  miles  to  the 
south  to  Lake  Scugog,  passing  through  the  prosperous  towns  of  Lind- 
say on  the  river  and  Port  Perry  on  the  lake.  A  lock  has  been  con- 
structed at  Bobcaygeon,  giving  access  to  Pigeon,  Buckhorn,  and 
Chemong  lakes.  From  thence  the  lock  at  Buckhorn  leads  to  Deer 
bay,  while  those  at  Love  Sick  and  Burleigh  give  access  to  Stony  lake, 
the  total  fall  being  32  feet  between  Sturgeon  and  Stony  lake.  Thence 
free  access  to  Clear  lake  is  possible.  Lakefield,  at  the  southerly 
tremity  of  Clear  lake,  the  end  of  the  navigable  waters  of  this  section, 
is  66  miles  from  Balsam  lake.  The  several  very  excellent  locks  and 
dams  on  this  important  section  were  all  built  prior  to  1890. 

The  Otonabee  river  connects  Clear  lake  with  Rice  lake,  passing 
through  Peterboro,  the  chief  town  of  the  Trent  canal  district  and  the 
headquarters  of  canal  construction  and  operation.  The  fall  of  the 
Otonabee  river  in  its  course  of  ten  miles  is  155  feet.  On  account  of  the 
numerous  rapids  and  the  important  riparian  rights  along  its  course, 
the  canal  location  was  made,  for  the  most  part,  beyond  the  banks  of 
the  river. 

It  is  divided  into  two  sections,  on  each  of  which  construction  is 
far  advanced.  Earth  and  rock  excavation,  locks,  dams,  bridges, 
entrance  piers,  etc.,  are  well  under  way,  and  the  work  will  be 
practically  completed  during  the  present  year.  Rice  lake,  twenty 
miles  long  and  two  miles  wide,  is  entered  from  the  Otonabee  river  by 
a  lock,  while  another,  at  its  outlet  at  Hastings,  gives  access  to  the 
final  stretch  of  water  of  this  system, — the  Trent  river, — from  which 
the  canal  derives  its  name. 

This  "reach"  is  navigable  to  Heeley's  falls,  a  distance  of  fifty- 
four  miles  from  Peterboro.  The  succeeding  twenty  miles  of  the  Trent 
river,  passing  through  the  town  of  Campbellford,  has  a  descent  of 
243  feet  in  its  winding  course.  The  canal  location  leaves  the  river 
at  Heeley's  falls,  and,  running  in  a  south-easterly  direction  for  eight 
miles,  intersects  Hoard's  creek  at  a  point  four  miles  above  its  outlet 
into  the  Trent  river,  at  Chisholra's  rapids.  No  work  as  yet  has  been 
done  on  this  section.  At  Chisholm's  rapids  there  is  a  dam,  a  canal 
half  a  mile  long  through  continuous  rock,  and  a  splendid  lock,  all 
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constructed  sixty  years  ago.  The  river  is  navigable  from  the  latter 
point  to  the  town  of  Frankford,  five  miles  below,  where  a  dam  like- 
wise has  been  constructed.  From  thence  to  Trenton  on  the  Bay  of 
Quinte,  a  distance  of  seven  miles,  the  river  rushes  down  in  a  serpen- 
tine course,  enclosed  between  high  banks  with  many  beautiful  cas- 
cades. The  descent  from  Frankford  to  the  lake  level  in  the  Bay  of 
Quinte  is  1 1 8  feet. 

The  writer  was  engaged  in  making  surveys  and  plans  of  fourteen 
miles  of  the  section  between  Trenton  and  Chisholm's  rapids  during  the 
past  year.  This  section  is  now  about  ready  for  contract,  and  the 
district  is  anxiously  awaiting  the  action  of  the  government  in  reference 
to  the  continuance  of  the  work. 

The  total  distance  from  Georgian  bay  to  Trenton  along  the  Trent 
canal  route  is  204^2  miles,  of  which  146  miles  are  navigable.  Of  the 
unnavigable  portion  the  three  sections  under  contract  are  about  16 
miles  long,  leaving  a  balance  of  43  miles  to  be  rendered  navigable  by 
canals,  locks,  and  dams.  From  Trenton  there  are  two  outlets  to 
Lake  Ontario, — one  by  the  Murray  canal,  10  miles  to  the  west,  the 
other  down  the  charming  Bay  of  Quinte,  80  miles  to  Kingston,  at  the 
head  of  the  St.  I^awrence  river.  From  Kingston  to  Montreal  the 
distance  is  168  miles,  making  a  total  from  Georgian  bay  to  Montreal 
of  452  miles. 

The  cost  of  the  Trent  canal  has  been  variously  estimated  at  from 
two  and  a  half  million  to  ten  million  dollars.  A  mean  between  these 
two  extremes,  in  the  absence  of  definite  data,  in  all  probability,  is 
somewhere  near  the  mark. 

A  channel  50  feet  wide  and  of  sufficient  depth  to  afford  a  6-feet 
draught  of  water  over  the  miter  sills  of  the  locks  is  being  made  on  this 
canal.  The  new  locks  are  being  built  entirely  of  concrete,  in  the 
proportions  of  3^  cubic  feet  of  Portland  cement,  ^  cubic  yard  of 
sand,  x/2  cubic  yard  of  screened  gravel,  and  1  cubic  yard  of  broken 
stone  of  two-inch  cubes  as  a  maximum.  The  locks  are  142  feet  in 
length  between  the  quoins,  and  the  inside  width  at  the  floor  level  is 
33  feet.  There  is  no  doubt  that  a  6-feet  draught  is  entirely  too  small 
to  render  the  canal  serviceable  for  more  than  the  requirements  of  the 
ordinary  local  traffic. 

As  Canada  has  been  enlarging  canals  for  a  quarter  of  a  century 
from  a  9-feet  to  a  14-feet  draught,  it  is  to  be  hoped  that  the  new  ad- 
ministration, if  it  decides  to  prosecute  the  Trent  canal  to  completion, 
will  see  the  necessity  of  departing  from  the  original  6-feet  draught 
system  of  the  Rideau  and  Trent  canals,  and  of  adopting  one  at  least 
equal  in  capacity  to  the  outlet— that  is,  to  the  St.  Lawrence  river 
canals. 
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The  Trent  canal  route  is  247  miles  shorter  than  the  Welland 
canal  route  from  Lake  Huron  to  Montreal,  and  400  miles  shorter  than 
the  Erie  canal  route  from  Lake  Huron  to  New  York.  It  is  claimed 
that  the  present  rate  of  eight  to  ten  cents  a  bushel  for  marketing 
grain  from  the  interior  of  Ontario  could  be  reduced  about  one  half. 
It  is  also  claimed  that  the  present  seven-cent  rate  from  Fort  William 
to  Montreal,  for  wheat,  via  the  Welland  canal,  could  be  reduced  very 
apppreciably  by  the  Trent  canal,  owing  to  the  shorter  distance  and 
the  greater  security  of  the  inland  waters,  rendering  insurance  and 
other  expenses  considerably  lower.  Chicago  and  Duluth,  too,  would 
be  enabled  to  utilize  the  Trent  canal  to  excellent  advantage  for  their 
foreign  exports,  were  the  latter  made  of  adequate  size  to  accommo- 
date the  propellers  and  barges  of  the  upper  lakes.  The  opening  of 
this  alternative  Trent  canal  route  would  certainly  lower  freight  rates 
generally,  both  by  water  and  rail,  from  the  granaries  of  the  great 
northwest,  and  thus  materially  benefit  the  western  agriculturalists, 
either  directly  or  indirectly,  by  enabling  them  to  obtain  better  prices 
for  their  products  in  the  markets  of  the  world  than  have  obtained 
in  the  past. 

Since  adequate  transportation  facilities  from  the  Great  Lakes  to 
the  seaboard  are  of  paramount  importance  to  the  prosperity  of  millions 
of  people  contiguous  to  the  vast  inland  basin  of  the  North  American 
continent,  where  nature  has  nearly  completed  a  navigable  route, 
surely  the  adjacent  progressive  countries,  with  interests  almost  identi- 
cal, could  make  the  Trent  canal  route,  the  Erie  canal  route,  or,  best 
of  all,  the  Welland  and  St.  Lawrence  canal  route,  a  highway  adequate 
to  the  future  traffic  demands  of  both  countries. 

A  spirit  of  friendship  and  the  application  of  ordinary  business 
principles  would  certainly  lead  to  the  adoption  of  an  international 
waterway  project,  upon  which  millions  of  dollars  might  be  expended 
with  the  proud  satisfaction  of  knowing  that  not  a  dollar  was  being 
wasted.  The  time  has  come  in  the  history  of  the  United  States  and 
of  Canada  when  some  definite  system,  commensurate  with  the  present 
and  prospective  demands  of  the  carrying  trade,  should  be  constructed. 
The  first  step, — the  appointment  of  a  commission, —  has  already  been 
taken.  Many  citizens  of  both  countries  are  awaiting  the  result,  hope- 
ful of  definite  action  upon  the  reports  with  the  least  possible  delay. 
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THE  VEXED  QUESTION  OF  GARBAGE 

DISPOSAL. 


By  Rudolph  Hering. 

WHEN  I  acceded  to  a  request  to  contribute  to  The  Engineer- 
ing Magazine  an  article  on  the  above  subject,  I  expected 
the  early  appearance  of  some  reports  which  are  being  pre- 
pared on  an  extensive  series  of  experiments  made  in  Europe.  These 
reports  have  been  delayed  for  many  months,  and  even  now  the  time 
of  their  issue  is  uncertain.  This  article  must,  therefore,  be  confined 
to  a  discussion  of  the  present  status  of  the  subject,  leaving  a  descrip- 
tion of  the  late  European  experiments  for  another  article. 

Several  years  ago  the  American  Public  Health  Association  ap- 
pointed a  committee  to  clear  up  the  subject  of  the  disposal  of  garbage 
and  refuse,  inasmuch  as  there  were  great  differences  of  opinion  regard- 
ing the  best  methods  of  disposal.  The  final  report  of  this  committee 
has  not  yet  been  issued.  It  is  being  delayed  for  the  purpose  of  em- 
bodying the  above-mentioned  reports. 

The  work  of  this  committee  has  been  to  obtain  information  re- 
garding the  present  methods  of  collecting  and  disposing  of  garbage. 
Circulars  were  sent  to  nearly  two  hundred  cities,  and  replies  were  re- 
ceived from  about  one  hundred  and  fifty.  The  replies,  in  most  cases, 
have  naturally  been  incomplete.  In  order  to  answer  some  of  the  quest- 
ions, it  would  have  been  necessary  to  make  special  investigations,  which 
could  not  be  expected.  The  information  which  the  committee  obtained, 
nevertheless,  constitutes  a  very  complete  record  of  the  present  status 
of  the  question  in  this  country,  including  also  the  opinions  of  various 
health  officers  and  others  who  have  sent  replies.  From  year  to  year 
the  results  have  been  reported  to  the  Association.  The  present  article 
contains  the  sum  of  these  reported  results,  and,  also,  a  reference  to  those 
gained  in  Europe. 

If  the  disposal  of  garbage  and  refuse  is  to  be  considered  satis- 
factory in  any  city,  it  must  be  so  from  an  economical,  as  well  as  from 
a  sanitary,  standpoint.  Regarding  the  sanitary  question,  it  should  be 
said  that  no  evidence  reached  the  committee  indicating  a  serious  effect 
upon  the  health  of  those  engaged  in  the  work,  either  in  the  collection  of 
the  refuse,  in  picking  it  over,  or  in  finally  disposing  of  it.  The  writer, 
in  examining  a  refuse  station  in  the  heart  of  London,  saw  a  large  num- 
ber of  women  and  children  engaged  in  picking  over  the  refuse,  and  was 
told  that  no  unusual  sickness  among  the  employees  had  ever  been  re- 
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ported.  In  fact,  there  was  a  great  desire  to  obtain  an  appointment  at 
the  works,  and  many  applicants  were  on  hand  when  a  vacancy  occurred. 

Nevertheless,  it  is  true  that  such  works,  unless  very  carefully  roan- 
aged,  may  become  a  nuisance  to  the  neighborhood.  It  also  seems  at 
least  probable  that  filth  and  street -sweepings  in  which  disease-germs 
are  harbored  may  sometimes  reach  the  garbage  and  refuse  depository, 
and  thereby  communicate  disease.  A  satisfactory  disposal  of  this 
material  must  therefore  embody  the  destruction  of  infectious  matter. 

The  economical  question  is  of  much  practical  importance.  Unless 
a  satisfactory  disposition  of  garbage  can  be  accomplished  at  a  reason- 
able expense,  it  is  not  likely  that  all  cities  will  at  once  adopt  it. 
There  are,  in  fact,  many  cases  where  the  method  of  disposal  is  not 
determined  by  the  city.  It  often  awards  a  contract  to  the  lowest 
bidder,  and,  in  doing  so,  adopts  the  system  recommended  by  him. 

In  order  to  appreciate  the  import  of  the  experience  gained  in 
different  cities,  it  was  necessary  at  first  to  ascertain  the  true  meaning 
of  the  designations  given  to  this  refuse  in  different  parts  of  the  country. 
The  committee  defined  the  term  garbage  as  follows : 

"By  the  term  garbage  is  meant  animal  and  vegetable  waste — 
matter  subject  to  rapid  decay,  from  kitchens,  markets,  slaughter- 
houses, etc.,  but  not  including  night  soil  and  street-sweepings.  By 
the  term  dry  refuse  is  meant  the  miscellaneous  material  comprising 
the  dry  waste-matter  from  houses,  stores,  factories,  and  streets,  such  as 
ashes,  paper,  straw,  wood,  rubbish,  etc." 

In  some  of  the  southern  States  the  term  garbage  is  sometimes  ap- 
plied to  dry  refuse,  and  also  to  a  mixture  of  dry  refuse  with  animal 
and  vegetable  waste.  The  word  "  swill  "  is  used  commonly  in  New 
England  to  distinguish  kitchen  waste,  while  in  Pennsylvania  the  word 
"slop"  is  applied  to  this  material. 

A  discussion  of  the  disposal  of  garbage  is  made  difficult  in  our 
country  by  the  lack  of  an  analysis  of  the  material.  There  are  but  few 
cities  where  a  record  could  be  obtained  regarding  its  composition.  It 
differs  sometimes  materially,  not  only  in  different  cities,  but  in  a  single 
city.  In  the  business  part,  for  instance,  the  character  will  differ  from 
that  in  the  residence  districts,  and  in  each  case  it  varies  with  the  size 
of  the  city  and  with  the  season. 

Where  the  kitchen  refuse  alone  is  considered,  the  moisture,  or  water 
contained  in  it,  is  much  greater  than  where  this  refuse  is  mixed  with 
ashes  or  general  rubbish.  On  the  average,  wc  may  say  that  garbage 
without  dry  refuse  contains  from  sixty  to  eighty  per  cent,  of  water. 
We  may  further  say  that  the  animal  and  vegetable  matter  form  about 
twenty  per  cent,  of  the  combined  garbage  and  dry  refuse  of  a  town. 
The  quantity  of  grease  contained  in  garbage  has  been  found  to  vary 
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from  two  to  four  per  cent.  Where  garbage  is  cremated,  the  ashes  con- 
stitute about  five  per  cent,  of  the  original  mass. 

Until  more  information  is  at  hand  regarding  the  composition  of 
garbage  and  dry  refuse,  it  will  be  difficult  in  a  general  way  to  determine 
the  most  economical  and  sanitary  method  of  disposal.  The  various 
methods  now  in  use  in  one  hundred  and  fifty  American  cities  are  : 

Filling  in  or  plowing  into  land,  in  46  cities  ; 

Dumping  at  sea  or  into  a  large  river  or  lake,  in  14  cities ; 

Feeding  to  animals,  in  43  cities  \ 

Reduction  to  grease  and  fertilizer,  in  17  cities; 

Cremation,  in  30  cities. 

Some  cities  use  two  methods  of  disposal,  but  credit  is  here  given 
only  to  the  principal  or  the  more  satisfactory  one. 

Filling  into  or  dumping  upon  waste  land  is  naturally  inexpensive, 
and  is,  therefore,  a  more  common  method  of  disposal  than  it  should 
be.  Plowing  into  land,  with  the  expectation  that  the  manurial  value  of 
garbage  will  be  utilized,  is  more  expensive,  and  only  one  city  has 
adopted  this  method  exclusively.  There  is  no  assurance,  in  most  cases, 
that  at  some  future  time,  when  the  ground  is  used  for  building  pur- 
poses, this  organic  refuse,  in  its  partially- decayed  condition,  will  not 
cause  serious  trouble.  Such  a  method,  therefore,  is  dangerous  and 
improper. 

Dumping  at  sea  or  into  a  large  river  is  not  objectionable  when  the 
material  is  effectually  removed  by  the  current.  Some  of  it  serves  as 
food  for  fishes,  and  some  is  deposited.  There  are  instances  where  this 
method  is  entirely  unobjectionable.  Where  the  garbage  drifts  ashore, 
or  tends  to  fill  up  the  river-bed,  of  course  it  cannot  be  permitted. 

Feeding  animals  with  garbage  is  common  in  New  England,  and 
generally  in  small  towns  throughout  the  country.  When  the  material 
is  fresh, — that  is,  not  more  than  one  day  old, — and  consists  only  of 
rejected  or  surplus  food  materials  from  kitchens,  no  danger  results,  and 
the  economical  value  of  the  nutriment  may  be  safely  realized.  But  in 
large  cities  it  is  almost  impossible  to  prevent  a  pollution  of  the  mate- 
rial by  dangerous  substances,  or  premature  decomposition,  before  dis- 
posal. In  Massachusetts  and  Pennsylvania,  evidence  has  been  pro- 
duced showing  that  garbage-fed  pigs  have  been  less  healthy,  and  more 
frequently  affected  with  trichinosis,  than  those  which  were  given  better 
food.  Therefore,  as  a  common  method  of  disposal  in  large  cities,  this 
one  should  not  be  defended. 

Reducing  garbage  to  grease  and  fertilizer  has  been  practised  in  this 
country  for  a  number  of  years.  It  has  been  developed  by  several  com- 
panies, operating  different  processes,  the  more  prominent  of  which  are 
known  as  the  Merz,  Simonin,  and  Arnold  systems.    In  the  first  two 
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naphtha  is  added  to  the  garbage,  which  dissolves  and  extracts  the 
grease  contained  in  it,  leaving  the  remainder  in  a  condition  to  be  used 
as  a  filling  or  diluting  material  for  a  better  class  of  fertilizers.  In  the 
Arnold  process  the  garbage  is  boiled  sufficiently  long  to  extract  the 
grease  and  water,  which  are  subsequently  removed  by  heavy  pressure, 
and  leave,  as  in  the  other  systems,  a  material  available  as  a  fertilizer. 

From  a  sanitary  point  of  view,  it  may  be  said  that  the  reduction 
method  allows  the  garbage  to  be  subjected  to  so  high  a  degree  of  heat 
that  any  matter  dangerous  to  health  will  be  destroyed  thereby,  if  the 
work  is  carefully  done.  In  the  operation  of  nearly  all  such  works  it 
is  found,  however,  that  the  economy  does  not  allow  of  sufficient  care 
to  prevent  occasional  offensive  odors  from  creating  a  nuisance  in  the 
neighborhood.  Complaints  have  been  made  in  nearly  all  such  cases, 
and  in  some  cities  reduction  works  have  either  been  abandoned,  or 
removed  to  a  safe  distance. 

The  advantage  claimed  for  reduction  works  is  the  destruction 
of  the  garbage,  and  at  the  same  time  the  securing  of  a  profit  from  the 
manufacture  of  grease  and  fertilizer.  If  the  prevention  of  a  nuisance 
is  insisted  upon  by  the  authorities,  the  profit  is  materially  diminished, 
and  in  some  cases  has  been  entirely  extinguished. 

Owing  to  the  economical  necessity  of  having  a  large  plant,  the 
reduction  method  has  never  been  extensively  operated  except  in  large 
cities,  the  principal  ones  being  Providence,  New  York,  Brooklyn, 
Philadelphia  (in  part),  Buffalo,  Cincinnati,  Detroit,  Milwaukee,  St. 
Louis,  and  New  Orleans.  In  some  of  these  cities  it  has  given  con- 
siderable trouble  and  dissatisfaction,  and  in  two  of  them  the  works 
have  been  abandoned,  because  their  proper  operation  was  too  costly. 
During  late  years  the  prices  of  garbage  grease  and  fertilizer  have  fallen 
materially,  and  the  profits  have  been  correspondingly  diminished. 
The  grease  was  formerly  sold  at  three  cents  per  pound  ;  to-day  it 
brings  about  one  and  half  cents  per  pound.  The  fertilizer  has  simi- 
larly fallen  in  price.  Probably  the  best  reduction  plant  to-day  is  that 
situated  on  Barren  island,  where  the  garbage  of  New  York  and  Brooklyn 
is  being  treated  by  boiling,  the  grease  being  subsequently  extracted 
by  pressure.  Whether  this  plant  can  be  profitably  operated  for  the  con- 
tract term  of  five  years  without  causing  a  nuisance  remains  to  be  seen. 

The  cost  of  the  reduction  process  has  varied  considerably  in  the 
different  cities.  The  returns  show  a  variation  of  from  10  cents  to  67 
cents  per  capita,  excluding  the  cost  of  the  disposal  of  dry  refuse. 

The  cremation  of  garbage,  or  its  destruction  by  fire,  is  practised 
more  particularly  in  small  cities,  although  Montreal,  Washington,  At- 
lanta, Philadelphia  (in  part),  Allegheny  City,  and  Wilmington, 
Del.,  also  use  it.    The  method  seems  to  be  growing  in  favor  in  this 
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country.  In  Europe  it  is,  and  has  been  for  many  years,  considered 
the  only  one  giving  satisfaction  in  both  large  and  small  cities,  where- 
ever  garbage  has  been  subjected  to  any  treatment. 

Cremation  is  accomplished  in  furnaces,  of  which  there  are  a  num- 
ber of  designs  in  use.  The  Engle,  Dixon,  Brown,  and  Thackeray 
furnaces  are  the  principal  ones  used  in  America.  In  Europe  the  Fryer, 
Warner,  and  Horsfall  furnaces  are  the  most  common.  These  crema- 
tories, furnaces,  or  destructors  (as  they  are  called  in  England)  differ 
more  or  less  radically  in  their  design.  The  English  destructors  generally 
have  a  grate  surface  of  about  twenty- five  square  feet.  The  garbage  is 
fed  upon  the  grate  by  gravity  down  an  inclined  plane,  in  such  a  man- 
ner that  it  allows  the  material  gradually  to  become  thoroughly  dry  be- 
fore it  reaches  the  grate.  The  Thackeray  furnace,  as  erected  in  Mont- 
real, is  an  imperfect  imitation  of  them.  The  differences  between  the 
English  furnaces  themselves  are  found  principally  in  the  details  of 
firing,  draft,  and  feeding. 

The  American  furnaces  have  larger  grates.  They  average  from  5 
to  6*^  feet  in  width,  and  from  12  to  20  feet  in  length.  The  garbage 
is  dumped  directly  upon  the  grate  bars  from  openings  at  the  top,  in 
its  fresh  state,  without  previous  drying,  and  is  spread  out  over  the 
bars  and  raked  from  below. 

In  Europe  it  has  been  generally  found  that  the  garbage  and  dry 
refuse  (which  are  mixed  and  destroyed  together)  will  be  consumed  with- 
out the  addition  of  coal  or  other  fuel.  In  the  American  furnaces  the 
addition  of  such  fuel  has  been  found  necessary  in  every  case.  For  this 
reason,  and  also  on  account  of  the  larger  experience  of  the  men, 
who  generally  hold  such  positions  for  life,  it  is  found  that  the  cost 
of  cremation  in  Europe  has  been  much  less  than  in  America.  In 
some  cities  steam  is  generated  by  the  fires,  and  the  power  thus 
gained,  by  being  utilized  for  various  purposes,  has  reduced  the  cost  of 
destruction.  In  Montreal,  it  is  stated,  the  furnace  erected  after  English 
patterns  has  not  required  any  coal  for  the  destruction  of  the  refuse. 

The  fact  that  the  English  furnaces  are  giving  much  more  eco- 
nomical results  is  probably  due  also  to  the  fact  that  the  garbage  is  de- 
livered to  the  grate  with  much  less  moisture  and  mixed  with  the 
dry  refuse  of  the  town,  which  consists  largely  of  unburned  coal, 
wood,  paper,  straw,  and  sometimes  also  street-sweepings,  etc.,  much 
combustible  material  being  thus  added. 

A  large  amount  of  fine  ashes  will  clog  the  fires  and  reduce  the 
draft  and  combustion,  so  that  in  many  instances  it  has  been  found 
necessary  to  first  sift  out  the  fine  ashes.  These  are  used  for  filling  and 
for  other  similar  purposes.  Whatever  organic  matter  passes  the  screens 
and  mingles  with  the  fine  ashes,  although  it  is  found  in  some  cases  to 
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be  as  much  as  fifteen  per  cent.,  does  not  become  objectionable,  prob- 
ably on  the  same  principle  that  earth-closets  will  take  up  even  a  much 
greater  percentage  of  organic  matter  without  causing  a  nuisance. 

The  greatest  objection  to  the  burning  of  garbage  is  due  to  odors 
arising  from  imperfect  combustion.  To  prevent  this  it  is  necessary 
either  to  use  great  skill  in  attending  the  fires,  which  can  be  attained 
only  by  long  practice,  or  to  pass  the  fumes  from  the  furnace  through  a 
special  fire  and  thoroughly  burn  them  before  they  pass  up  the  chimney. 
The  latter  expedient  is  used,  when  necessary,  in  most  of  the  English 
furnaces,  and  adds  slightly  to  the  cost.  Some  of  the  American  furnaces 
have  a  like  provision.  Another  objection  to  garbage  cremation  is 
the  escape  from  the  chimney  of  fine  dust  which  settles  upon  the 
neighboring  ground.  To  prevent  this  a  part  of  the  main  flue  is 
usually  widened  into  a  good -sized  chamber,  so  that  the  current  is 
slackened,  and  the  dust  deposited  and  subsequently  removed. 

The  annual  cost  of  garbage  disposal  by  cremation  in  the  United 
States  is  found  to  vary  from  three  to  six  cents  per  capita  in  large  cities, 
and  from  six  to  ten  cents  per  capita  in  medium-sized  cities  ;  in  one 
small  city  the  figure  reaches  twenty  cents.  The  cost  of  refuse-destruc- 
tion by  fire  in  Europe  is  very  slight  in  most  cases,  and  in  some  there 
is  even  a  profit  obtained  by  the  production  and  utilization  of  steam. 

To  show  the  growth  of  garbage-cremation  in  England,  which  is 
almost  the  exclusive  method  used  in  that  country,  I  append  a  graphi- 
cal table  which  explains  itself  and  will  be  of  interest  in  showing  the 
evident  satisfaction  with  the  results. 

The  present  article  may  be  closed  with  the  conclusions  reached  in 
a  late  report  made  by  certain  city  officials  of  Zurich,  Switzerland,  after 
having  visited  the  best  works  of  Europe,  and  made  experiments  with 
the  material  collected  in  their  own  city.    They  say  : 

"  Destruction  of  refuse  by  fire  is  to  be  recommended.  This 
method  will  not  entail  a  greater  expense  than  the  more  crude  methods 
used  heretofore.  With  the  latest  improvements  and  with  careful 
management,  no  objectionable  results  will  follow  in  the  immediate  or 
more  distant  surroundings  of  the  garbage  furnaces.  From  a  sanitary 
point  of  view,  cremation  is  the  only  correct  method  of  disposal,  par- 
ticularly during  epidemics.  This  method  secures  invaluable  service  by 
including,  with  the  material  to  be  cremated,  dust  and  the  sweepings 
from  buildings  and  public  streets.  During  ordinary  times  this  process 
is  also  beneficent,  because  it  does  away  with  the  accumulation  of  the 
more  or  less  objectionable  matter  which  otherwise  must  be  dumped  in 
the  neighborhood  of  habitations.  The  slight  and  sometimes  question- 
able value  of  the  refuse  for  fertilizing  purposes  should  not  be  placed 
against  the  much  greater  value  of  better  sanitation." 
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By  G.  If.  Stockbridge. 


III. — ARAGO — THE  BEGINNINGS  OF  MAGNETO-ELECTRICITY. 


OR  a  long  series  of  years,  beginning  with  the  date  of  its  founda- 


dation  in  1816,  the  French  journal,  Annales  de  Chimie  et  de 


Physique,  had  for  its  editors  Joseph  Louis  Gay-Lussac  and 
Francois  Jean  Dominique  Arago,  two  of  the  most  eminent  physicists 
in  the  world.  This  journal  was  accustomed  to  publish,  besides  many 
extended  scientific  papers,  abstracts  of  the  proceedings  of  the  French 
Royal  Academy  of  Sciences,  of  which  both  editors  were  members. 
In  its  report  of  the  Academy's  meeting  of  November  22,  1824,  the 
following  notice  appeared:  "M.  Arago  verbally  communicates  the 
results  of  some  experiments  which  he  has  made  concerning  the  influ- 
ence exercised  by  the  metals  and  many  other  substances  upon  the  mag- 
netic needle,  which  influence  results  in  rapidly  diminishing  the  am- 
plitude of  the  oscillations  without  sensibly  altering  their  duration. 
He  promises  a  detailed  memoir  on  this  subject." 

The  same  periodical,  in  the  course  of  its  account  of  the  Academy's 
meeting  of  March  7,  1825,  makes  the  following  statement:  "  M. 
Arago  brings  to  the  attention  of  the  Academy  apparatus  which  shows 
in  a  new  form  the  action  which  magnetized  bodies,  and  those  that 
are  not  magnetized,  exercise  upon  each  other. 

"  In  his  first  experiment  (see  the  number  for  December,  1824, 
page  363)  M.  Arago  had  proved  that  a  disc  of  copper,  or  any  other 
suhstance,  solid  or  liquid,  placed  below  a  magnetic  needle,  exercises 
upon  this  needle  an  action  whose  immediate  effect  is  to  alter  the  am- 
plitude of  the  oscillations,  without  sensibly  changing  their  duration. 
The  phenomenon  with  which  he  has  entertained  the  Academy  to- 
day is,  so  to  speak,  the  reverse  of  the  former.  Inasmuch  as  a  moving 
needle  is  arrested  by  a  disc  at  rest,  M.  Arago  has  thought  it  would  fol- 
low that  a  needle  at  rest  would  be  drawn  along  by  a  moving  disc.  If 
a  copper  disc,  for  example,  is  rotated  with  a  definite  speed  under  a 
magnetic  needle,  enclosed  on  all  sides  in  a  closed  vessel,  the  needle 
does  not  place  itself  in  its  ordinary  position.  It  comes  to  rest  outside 
the  magnetic  meridian,  and,  indeed,  the  farther  from  this  plane,  the 
more  rapid  the  rotary  movement  of  the  disc  is.  If  this  rotary  move- 
ment is  sufficiently  rapid,  the  needle,  at  any  distance  from  the  disc, 
turns,  itself,  continuously  about  the  filament  from  which  it  is  sus- 
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pended.  We  shall  in  the  near  future  report  upon  the  laws  of  these 
singular  phenomena." 

These  two  brief  notices  travelled  in  the  usual  course  to  Germany, 
where  they  at  once  engaged  the  attention  of  Seebeck  and  Pohl ;  to 
Switzerland,  where  Prevost  took  up  the  investigation ;  to  Italy, 
where  Nobili  and  Bacelli  made  experiments  upon  the  subject  ;  and  to 
England,  where  Herschel,  Babbage,  Christie,  and  Harris  brought  the 
matter  before  the  Royal  Society,  with  much  experimental  detail,  and 
much  discussion  of  the  theory.  Additional  interest  was  given  to  the 
study  of  the  subject  in  England — if,  indeed,  the  study  was  not  thus 
initiated — by  a  visit  which  Gay-Lussac  made  to  London  in  the  spring 
of  1825,  during  which  the  celebrated  French  physicist  delighted  his 
British  confreres  by  enlarging  upon  this  latest  bit  of  scientific  news. 
Far  more  entertaining  it  was  to  some  of  them,  we  may  believe,  than 
the  reports  of  the  Turkish  investment  of  Missolonghi,  which  were 
circulated  about  the  same  time.  And  a  Philistine  public,  which 
often  wonders  at  the  enthusiasms  of  science  no  less  than  at  those  of 
art,  may,  even  in  these  days  when  the  sentimental  interest  in  the 
Grecian  struggle  with  the  Turks  is  renewed  at  its  old  height,  be 
brought  without  misgivings  to  face  the  question  whether  these  scien- 
tific enthusiasts  of  1825  had  not  ample  justification  for  their  prefer- 
ence. True,  Greece  had  to  be  freed,  and  the  Turk  must  eventually 
— however  far  in  the  future — be  thrust  out  of  Europe  for  the  protec- 
tion of  Christendom  and  the  good  of  the  race,  but  other  things  were 
no  less  imperative.  If  we  were  ever  to  have  Niagara  for  our  bond- 
man, with  all  which  that  promises  ;  if  we  were  to  have  the  electric 
light  and  electric  power  in  their  present  state  of  development,  and 
with  the  advances  that  seem  to  be  at  hand ;  if  we  were  to  have  that 
enlargement  of  our  knowledge  of  nature,  whose  meaning  is  only  now 
beginning  to  unfold, — it  needed  that  these  men  should  have  faith  in 
their  predominant  instinct,  and  should  try  first  of  all  to  find  out  what 
nature  meant  by  letting  a  non-magnetic  disc  cause  the  rotation  of  a 
magnetized  needle,  just  as  if  it  were  itself  a  magnet. 

At  least,  that  was  what  the  phenomena  seemed  to  indicate.  Du- 
hamel,  according  to  Arago,  was  the  first  to  put  the  magnetic  theory 
into  formal  statement,  though  Arago  also  declares  that  the  theory  was 
not  absent  from  his  own  mind  at  the  time  when  he  made  the  first  dis- 
closure of  his  discovery  to  the  Academy.  For  some  reason  Arago 
withheld  the  statement  of  it,  and  contented  himself  with  the  promise, 
as  we  have  seen,  of  a  theoretical  explanation  later.  His  first  utter- 
ance of  that  kind  was  contained  in  a  paper  replying  to  certain  of  his 
critics,  and  discussing  the  theories  put  forth  by  the  philosophers  who 
took  up  the  theoretical  investigation  long  before  Arago  was  ready  to  ful- 
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fill  his  promise.  Even  in  this  paper,  which  was  read  to  the  Academy 
July  3,  1826,  Arago  is  more  concerned  to  deny  that  Barlow's  ex- 
periments with  an  iron  sphere  rotating  near  a  magnetic  needle  were 
genuine  anticipations  of  his  own  experiments,  either  in  point  of  date 
or  in  principle,  than  to  set  forth  a  working  theory  of  what  he  had 
done. 

I  have  been  unable  to  find  the  passages  in  Brewster's  Journal 
which  aroused  Arago  to  prepare  this  vindication,  but  their  character 
is  well  enough  indicated  by  Arago  himself,  and  his  reply  is  passionate 
as  well  as  conclusive.  It  appears  that  Sir  David  Brewster,  in  some 
one  of  the  many  scientific  publications  with  which  his  name  is  identi- 
fied, had,  in  April,  1826,  claimed  for  his  countrymen  the  original 
discovery  of  the  "  magnetism  of  rotation,"  and  had  further  declared 
that,  "  with  the  exception  of  a  small  number  of  important  experi- 
ments made  in  France,  it  had  been  exclusively  followed  up  by  the 
members  of  the  Royal  Society."  By  Brewster's  account,  then,  it 
was  Barlow  who  discovered  the  "  magnetism  of  rotation,"  and  it  was 
the  British  school  of  physicists  that  had  pursued  the  inquiry  than 
which — still  according  to  Brewster — "  few  branches  of  modern  sci- 
ence deservedly  excite  a  more  lively  interest."  Brewster  overlooked 
the  fact  that  Arago' s  work  was  anterior  to  Barlow's,  as  well  as  the 
radical  differences  between  the  two  types  of  experiment,  and  he  ap- 
pears to  have  been  totally  unaware,  in  the  usual  British  way,  of  the 
investigations  of  the  German,  Swiss,  and  Italian  philosophers  whose 
names  have  been  rehearsed  above.  Yet  Herschel  and  Babbage,  whose 
theoretical  studies  Brewster  must  chiefly  have  had  in  mind,  had  set  up 
their  apparatus  in  Babbage's  house  to  repeat  and  enlarge  Arago's  ex- 
periments, not  Barlow's,  and  their  theory  of  the  reactions  was  based 
mainly  on  their  study  of  the  French  savant's  work.  There  was 
ample  justification,  it  would  seem,  for  Arago's  heat  in  denouncing 
Brewster  for  disregarding  his  well-grounded  and  well-known  prior 
claims. 

Strangely  enough,  the  explanation  of  the  phenomena  given  by 
nearly  all  the  philosophers  was  false  as  to  Arago's  discovery  and  true 
as  to  Barlow's.  By  pure  accident  the  targets  were  so  arranged  that 
whoever  missed  the  first  would  be  sure  to  hit  the  second.  The  ac- 
cepted statement  of  the  theory  is  that  presented  by  Herschel  and 
Babbage  to  the  Royal  Society.  Briefly  stated,  their  conception  of 
the  action  is  that  the  pole  of  the  magnetic  needle  causes  an  opposite 
pole  in  the  nearest  part  of  the  copper  disc,  and  that  a  diffused  polarity 
of  the  same  kind  surrounds  the  induced  pole.  The  disc,  in  being 
rotated,  is  supposed  then  to  acquire  and  lose  its  magnetism,  not  in- 
stantly, but  in  a  sensible  period.    Accordingly  there  will  always  be  an 
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attractive  force  tending  to  advance  the  needle  in  the  direction  of  the 
disc's  rotation.  Now,  this  agrees  perfectly  with  what  happens  when 
a  disc  or  sphere  of  iron  is  the  rotating  body.  Hut  neither  Arago  or 
Ampere  could  discover  the  presence  of  any  induced  magnetism  in  the 
copper  disc,  and  they  were  even  convinced  by  special  experimenta- 
tion that  the  action  was  one  of  repulsion.  The  way  matters  stood 
was  that  the  current  theory  was  inconsistent  with  the  observed  facts, 
and  yet  neither  the  originator  of  the  experiments  or  any  other  physi- 
cist was  prepared  to  advance  a  more  consistent  explanation. 

The  solution  came  in  a  roundabout  way.  Michael  Faraday,  per- 
haps the  most  brilliant  of  the  great  minds  that  have  chosen  electricity 
as  their  field  of  research,  made  public  in  November,  1831,  the  results 
of  his  attempts  to  obtain  electricity  from  magnetism,  and,  in  doing 
so,  he  described  how,  by  suddenly  creating  a  magnet  in  the  neighbor- 
hood of  a  helix  connected  with  a  galvanometer,  or  by  causing  a  rela- 
tive movement  between  magnets  and  helices  so  connected,  he  could 
generate  electricity,  as  shown  by  momentary  deflections  of  the  gal- 
vanometer needle.  Magneto-electric  induction  being  once  proved  in 
this  manner,  it  flashed  upon  the  mind  of  its  discoverer  that  the  phe- 
nomena of  Arago' s  disc  were  now  explicable  under  a  new  hypothesis. 
Arago's  magnetic  needle  remained  a  source  of  induction,  but,  instead 
of  inducing  magnetism  in  the  copper  disc,  it  induced  electric  cur- 
rents. To  Faraday  himself  it  was  a  complete  surprise.  He  simply 
found  that  the  same  key  which  had  unlocked  the  larger  chamber 
opened  the  door  of  the  room  into  which  Arago  had  stumbled.  It  seems 
fitting  to  give  a  somewhat  long  extract  from  Faraday's  account  of  the 
matter. 

"The  momentary  existence  of  the  phenomena  of  induction  now 
described,"  he  says,  "  is  sufficient  to  furnish  abundant  reasons  for  the 
uncertainty  or  failure  of  experiments  hitherto  made  to  obtain  elec- 
tricity from  magnets. 

"  It  also  appears  capable  of  explaining  fully  the  remarkable  phe- 
nomena observed  by  M.  Arago  between  metals  and  magnets,  when 
either  are  moving,  as  well  as  most  of  the  results  obtained  by  Sir  John 
Herschel,  Messrs.  Babbage,  Harris,  and  others,  in  repeating  his  ex- 
periments, accounting  at  the  same  time  perfectly  for  what  at  first  ap- 
peared inexplicable, — namely,  the  non-action  of  the  same  metals  and 
magnets  when  at  rest. ' ' 

Assisted  by  Mr.  Christie,  Faraday  took  a  magnet  made  up  of 
about  four  hundred  and  fifty  bar  magnets,  "  each  fifteen  inches  long, 
one  inch  wide,  and  half  an  inch  thick,  arranged  in  a  box  so  as  to 
present  at  one  of  its  extremities  two  external  poles.  To  concentrate 
the  poles  and  bring  them  nearer  to  each  other,  two  iron  or  steel  bars, 
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each  about  six  or  seven  inches  long,  one  inch  wide,  and  half  an  inch 
thick,  were  put  across  the  poles,"  so  as  to  be  adjustable  to  and  from 
each  other. 

"A  disc  of  copper,  twelve  inches  in  diameter,  and  about  one  fifth 
of  an  inch  in  thickness,  fixed  upon  a  brass  axis,  was  mounted  in  frames, 
so  as  to  allow  of  revolution  either  vertically  or  horizontally,  its  edge 
being  at  the  same  time  introduced  more  or  less  between  the  magnetic 
poles.  The  edge  of  the  plate  was  well  amalgamated  for  the  purpose  of 
obtaining  a  good,  but  movable  contact,  and  a  part  round  the  axis  was 
also  prepared  in  a  similar  manner. 

4 '  Conductors  or  electric  collectors  of  copper  and  lead  were  con- 
structed so  as  to  come  in  contact  with  the  edge  of  the  copper  disc,  or 
with  other  forms  of  plates  hereafter  to  be  described.  These  con- 
ductors were  about  four  inches  long,  one  third  of  an  inch  wide,  and 
one  fifth  of  an  inch  thick ;  one  end  of  each  was  slightly  grooved,  to 
allow  of  more  exact  adaptation  to  the  somewhat  convex  edge  of  the 
plates,  and  then  amalgamated.  Copper  wires,  one  sixteenth  of  an 
inch  in  thickness,  attached,  in  the  ordinary  manner,  by  convolutions 
to  the  other  end  of  these  conductors,  passed  away  to  the  galvanometer. 

'« The  galvanometer  was  roughly  made,  yet  sufficiently  delicate  in  its 
indications.  The  wire  was  of  copper,  covered  with  silk,  and  made 
sixteen  or  eighteen  convolutions.  Two  sewing-needles  were  magnetized 
and  fixed  on  to  a  stem  of  dried  grass  parallel  to  each  other,  but  in  op- 
posite directions,  and  about  half  an  inch  apart ;  this  system  was  sus- 
pended by  a  fibre  of  unspun  silk,  so  that  the  lower  needle  should  be 
between  the  convolutions  of  the  multiplier,  and  the  upper  above  them. 
The  whole  instrument  was  protected  by  a  glass  jar,  and  stood,  as  to 
position  and  distance  relative  to  the  large  magnet,  under  the  same  cir- 
cumstances as  before. 

"  All  these  arrangements  being  made,  the  copper  disc  was  adjusted, 
the  small  magnetic  poles  being  about  half  an  inch  apart,  and  the  edge 
of  the  plate  inserted  about  half  their  width  between  them.  One  of  the 
galvanometer  wires  was  passed  twice  or  thrice  loosely  round  the  brass 
axis  of  the  plate,  and  the  other  attached  to  a  conductor,  which  itself 
was  retained  by  the  hand  in  contact  with  the  amalgamated  edge  of  the 
disc  at  the  part  immediately  between  the  magnetic  poles.  Under  these 
circumstances  all  was  quiescent,  and  the  galvanometer  exhibited  no 
effect.  But  the  instant  the  plate  moved,  the  galvanometer  was  influ- 
enced, and,  by  revolving  the  plate  quickly,  the  needle  could  be 
deflected  ninety  degrees  or  more. 

"It  is  difficult,  under  the  circumstances,  to  make  the  contact  be- 
tween the  conductor  and  the  edge  of  the  revolving  disc  uniformly 
good  and  extensive ;  it  was  also  difficult  in  the  first  experiments  to  ob- 
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tain  a  regular  velocity  of  rotation  ;  both  these  causes  tended  to  retain 
the  needle  in  a  continual  state  of  vibration  ;  but  no  difficulty  existed 
in  ascertaining  to  which  side  it  was  deflected,  or,  generally,  about 
what  line  it  vibrated.  Afterwards,  when  the  experiments  were  made 
more  carefully,  a  permanent  deflection  of  the  needle  of  nearly  forty- 
five  degrees  could  be  sustained. 

"  Here,  therefore,  was  demonstrated  the  production  of  a  perma- 
nent current  of  electricity  by  ordinary  magnets. 

"  When  a  mere  wire,  connected  with  the  galvanometer  so  as  to 
form  a  complete  circuit,  was  passed  through  between  the  poles,  the 
galvanometer  was  affected  ;  and,  upon  moving  the  wire  to  and  fro,  so 
as  to  make  the  alternate  impulses  produced  correspond  with  the  vibra- 
tions of  the  needle,  the  latter  could  be  increased  to  twenty  or  thirty 
degrees  on  each  side  the  magnetic  meridian. 

"The  experiments  described  combine  to  prove  that,  when  a  piece 
of  metal  (and  the  same  may  be  true  of  all  conducting  matter)  is 
passed  either  before  a  single  pole,  or  between  the  opposite  poles  of  a 
magnet,  or  near  electro-magnetic  poles,  whether  ferruginous  or  not, 
electrical  currents  are  produced  across  the  metal  transverse  to  the 
direction  of  motion  ;  and  which  therefore,  in  Arago's  experiments, 
will  approximate  towards  the  direction  of  radii.  If  a  single  wire  be 
moved  like  the  spoke  of  a  wheel  near  a  magnetic  pole,  a  current  of 
electricity  is  determined  through  it  from  one  end  towards  the  other. 
If  a  wheel  be  imagined,  constructed  of  a  great  number  of  these  radii, 
and  this  revolved  near  the  pole,  in  the  manner  of  the  copper  disc, 
each  radius  will  have  a  current  produced  in  it  as  it  passes  the  pole.  If 
the  radii  be  supposed  to  be  in  contact  laterally,  a  copper  disc  results, 
in  which  the  directions  of  the  currents  will  be  generally  the  same,  be- 
ing modified  only  by  the  coaction  which  can  take  place  between  the 
particles,  now  that  they  are  in  metallic  contact. 

44  Now  that  the  existence  of  these  currents  is  known,  Arago's  phe- 
nomena may  be  accounted  for  without  considering  them  as  due  to  the 
formation  in  the  copper  of  a  pole  of  the  opposite  kind  to  that  approx- 
imated, surrounded  by  a  diffuse  polarity  of  the  same  kind  ;  neither  is 
it  essential  that  the  plate  should  acquire  and  lose  its  state  in  a  finite 
time ;  nor,  on  the  other  hand,  does  it  seem  necessary  that  any  re- 
pulsive force  should  be  admitted  as  the  cause  of  the  rotation. 

"  Hut  it  is  possible  (though  not  necessary  for  the  rotation)  that 
time  may  be  required  for  the  development  of  the  maximum  current  in 
the  plate,  in  which  case  the  resultant  of  all  the  forces  would  be  in  ad- 
vance of  the  magnet  when  the  plate  is  rotated,  or  in  the  rear  of  the 
magnet  when  the  latter  is  rotated  ;  and  many  of  the  effects  with  pure 
electro-magnetic  poles  tend  to  prove  this  is  the  case.    Then,  the  tan- 
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gential  force  may  be  resolved  into  two  others,  one  parallel  to  the  plane 
o(  rotation,  and  the  other  perpendicular  to  it :  the  former  would  be 
the  force  exerted  in  making  the  plate  revolve  with  the  magnet,  or  the 
magnet  with  the  plate ;  the  latter  would  be  a  repulsive  force,  and  is 
probably  that  the  effects  of  which  M.  Arago  has  also  discovered. 

"  The  extraordinary  circumstance  accompanying  this  action  which 
has  seemed  so  inexplicable — namely,  the  cessation  of  all  phenomena 
when  the  magnet  and  metal  are  brought  to  rest — now  receives  a  full 
-explanation  ;  for  then  the  electrical  currents  which  cause  the  motion 
cease  altogether." 

The  puzzling  discovery  which  Arago  made  in  1824  or  1825,  as  we 
have  seen,  may  be  said  to  mark,  rather  than  to  make,  an  epoch.  It 
recalls  a  period  when  scientific  men  the  world  over  were  seeking  to 
generate  electricity  by  the  use  of  magnetism  as  a  source.  The  exper- 
iments of  Arago  excited  the  deepest  interest,  but  the  disc  remained  a 
marvel  rather  than  the  origin  of  a  great  line  of  arts.  The  wonderful 
thing  was  in  their  hands,  but  they  did  not  know  what  it  was.  If  I  may 
recur  to  the  figure  employed  in  the  first  of  this  series  of  articles,  I  may 
say  that  Volta,  with  his  crown  of  cups,  discovered  the  main  land  upon 
which  all  the  later  progress  in  galvanism  or  voltaism  has  been  made  ; 
Oersted,  with  his  moving  needle  responsive  to  the  electrical  currents, 
touched  upon  a  peninsula  which  was  afterwards  shown  to  be  connected 
with  the  main  land  by  firm  earth  ;  while  Arago  hit  upon  an  island,  hav- 
ing the  same  constituent  elements  in  its  soil  as  the  near-by  land,  but 
not  connected  with  it.  The  arts  of  magneto-electric  induction  have  a 
wide  water-gap  between  them  and  Arago's  island.  So  long  as  we 
waited  for  that  to  be  the  starting-point, — or  at  least  until  we  had 
bridged  the  gap  by  discovering  the  true  theory  of  the  Arago  pheno- 
mena,— there  would  have  been  no  hope  of  advancing  to  the  develop- 
ments which  we  now  know.  In  truth,  the  art  remained  for  six  years 
where  it  began,  and  then  blossomed  quickly  into  full  expansion  on 
Faraday's  discovery  of  the  true  theory.  There  is,  perhaps,  no  better 
illustration  in  all  the  arts  of  the  importance  of  a  right  interpretation 
of  nature,  if  we  are  to  make  her  useful  to  mankind,  than  this  barren 
experiment  of  Arago's,  when  compared  with  the  fruitfulness  of  the  sub- 
ject as  proved  by  the  later  intelligent  development  under  a  correct  ex- 
planation of  the  things  observed. 
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ROM  the  earliest  historic  time  men  have  built  shelters  in  which 


to  find  protection  from  the  elements.    These  consisted  of  walls 


and  a  covering  over  them.  Doors  were  formed  by  two  stones 
set  on  end,  with  a  flat  stone  across  the  top.  On  general  principles, 
there  has  been  little  change  m  four  thousand  years.  We  are  doing  the 
same  thing  to-day.  Hut  the  value  of  lots  has  increased,  and  architec- 
ture, being  prevented  from  extending  sidewise,  has  been  forced  sky- 
ward. When  buildings  reached  eight  and  nine  stories,  the  question 
was  asked  :  How  will  they  stand  up  in  a  gale  blowing  one  hundred  miles 
an  hour?  Here  we  had  reached  the  point  where  it  would  not  answer 
any  longer  to  simply  pile  up  building  stones;  it  had  become  necessary 
to  use  material  of  greater  strength  to  stiffen  the  structure. 

This  step  once  taken,  it  was  obvious  that  the  conventional  thick- 
ness of  walls  could  be  reduced,  thereby  adding  to  the  net  cubical  con- 
tents, or  renting-space,  of  the  building,  and  the  architect  found  it  very 
convenient  to  be  able  to  make  his  design  almost  regardless  of  the 
structural  features,  as  the  skeleton  frame  could  be  designed  to  suit  his 
plans. 

Engineering  principles  are  few  and  simple.  Archimedes  said  two 
thousand  years  ago  :  "  Give  me  a  lever  and  fulcrum,  and  1  will  lift  the 
world  off  its  hinges. ' '  So  the  engineer  of  to-day  will  solve  any  problem, 
if  he  is  given  the  modern  lever, — namely,  money.  The  engineering 
problem  involved  in  the  construction  of  the  modern  sky-scraper  does 
not  present  many  new  features. 

A  good  bridge  engineer  requires  but  little  additional  knowledge  to 
enable  him  to  master  the  engineering  work  for  buildings,  and  the  New 
York  .V////,  when  describing  the  new  Manhattan  Life  Building  about  two 
years  ago,  very  aptly  headed  the  article  "  A  Bridge  on  Knd." 

The  data  required  by  the  engineer  and  furnished  by  the  architect 
are  :  a  survey  of  the  lot  and  a  general  layout  of  the  proposed  building, 
together  with  a  description  of  the  material  to  be  employed  for  walls, 
floors,  roofs,  partitions  ;  also  a  report  of  the  borings,  showing  the  nature 
of  the  ground  at  different  depths. 

His  work  consists  in  the  following  :  verification  of  the  survey  by 
comparing  it  with  the  actual  dimension  of  the  lot ;  computation  of  the 
dead  load  of  the  structure  :  determination  of  the  live  load  for  which  the 
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building  is  to  be  designed,  usually  fixed  by  law  ;  locating  the  columns, 
floor  girders,  and  beams  ;  computation  of  the  strains  produced  upon 
each  member  of  the  skeleton  by  live  and  dead  load  ;  computation  of 
the  strains  produced  by  a  wind  pressure  of  thirty  pounds  per  square 
foot ;  the  proportioning  of  all  the  members  of  the  skeleton,  so  that  the 
strains  may  not  exceed  the  limits  fixed  by  law  ;  a  careful  estimate  of 
the  dead  weight,  to  see  that  the  assumed  load  is  correct ;  the  designing 
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THE  MANHATTAN  LIFE  BUILDING,  PARTLY  COMPLETED. 

Showing  Structural  framing  of  the  bracing  across  the  light  court  and  of  the  upper  stories 
of  main  building  and  lower  part  of  the  tower. 


of  the  foundation,  which  is  usually  carried  to  rock  by  means  of  pneu- 
matic caissons.  In  doing  this  work  the  designer  cannot  give  his  ingenu- 
ity much  latitude  :  he  must  keep  within  the  somewhat  narrow  limits 
of  the  law.  The  building  law  of  the  city  of  New  York  has  been  con- 
sidered a  model,  and  undoubtedly  buildings  constructed  under  the 
same  are  safe;  but,  when  applied  to  tall  buildings,  its  provisions  are 
too  exacting,  and  involve  unnecessary  expenditure. 

The  live  load  of  one  hundred  pounds  for  office-buildings,  as  fixed 
by  law,  is  too  high,  and  the  requirement  that  each  of  twenty  floors 
shall  be  figured  for  that  load  compels  the  engineer  to  proportion  the 
lower  columns  for  strains  which  in  reality  never  exist. 

The  required  thickness  of  curtain  walls  is  also  excessive.  For  a 
building  three  hundred  feet  high,  they  must  be  thirty-two  inches  in 
the  lower  stories.  If  the  skeleton  is  capable  of  sustaining  all  the 
strains  that  may  come  upon  it,  and  is  properly  protected  against  rust 
and  fire,  it  should  be  left  to  the  architect  to  say  how  thick  a  wall  will 
form  the  required  shelter  and  furnish  a  sufficient  non-conductor  to 
avoid  rapid  changes  of  temperature  in  the  building. 
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Realizing  this  fact,  the  superintendent  of  buildings  called  a  con- 
vention consisting  of  representatives  of  all  the  building  trades  and  of 
societies  interested  otherwise  in  buildings  and  real  estate,  which  met  in 
the  winter  of  1895-96.  The  work  of  revision  was  done  by  committees 
selected  by  the  convention,  and  was  nearly  completed  when  the  Greater 
New  York  commission  decided  to  embody  the  old  law,  slightly  modi- 
fied, in  the  new  charter,  leaving  the  necessary  revision  for  the  munici- 
pal assembly.  An  extract  from  the  report  of  the  committee  on  for- 
mulas and  calculations,  as  approved  by  the  digest  committee,  which  re- 
lates to  the  strength  of  materials,  is  appended  to  this  article. 

A  few  of  the  features  recently  adopted  in  building  construction, 
and  now  universally  used,  are  the  following. 

The  Pneumatic  Caisson,  which,  as  used  in  the  foundations  for  the 
Manhattan  Life,  the  Standard  Oil,  and  Empire  Buildings,  enables  the 
engineer  to  go  to  rock  without  disturbing  the  adjoining  buildings. 
This  system  has  been  used  extensively  for  bridge  work.  The  Brooklyn 
bridge  piers  are  founded  in  the  same  manner. 

Steel  Columns,  which  have  taken  the  place  of  cast-iron  columns, — 
at  least  in  cases  where  the  columns  may  be  subjected  to  bending  strains. 

Knee  Bracing.  To  resist  the  wind  pressure  in  bridge  towers,  di- 
agonal bracing  is  used,  but  this,  if  applied  to  buildings,  would  inter- 
fere with  door  -  and  window-openings;  hence  knees  are  substituted. 
These  knees  produce  bending  strains  on  the  girders  and  columns  to 
which  they  are  attached. 
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The  Cantilever,  used  mainly  in  foundations.  Columns  on  or  near 
the  party  lines  would  exert  an  undue  pressure  along  the  edge  of  the 
foundations ;  to  avoid  this,  they  are  placed  on  the  overhanging  arm 
of  a  girder,  supported  over  the  center  of  a  circle,  square,  or  rectangle 
of  sufficient  size  to  reduce  the  unit  pressure  to  a  safe  limit,  and  located 
so  as  not  to  go  beyond  the  lot  line. 

The  Grillage.  The  old  base  for  columns  used  to  be  a  cast-iron 
plate  about  three  inches  thick,  laid  on  granite.  As  loads  on  columns 
increased,  it  developed  into  large  bed-castings  up  to  ten  feet  in  diam- 
eter and  four  feet  in  depth,  provided  with  ribs  and  flanges.  This  is 
the  mechanical  limit  in  cast  iron.  Where  the  loads  had  to  be  distri- 
buted over  still  larger  areas,  the  strength  was  obtained  by  two  or  more 
Jayers  of  steel  beams  or  riveted  girders,  constituting  a  steel  grillage, 
which,  calculated  on  scientific  principles,  made  it  possible  to  dispense 
with  the  expensive  granite  cap-stones,  and  even  with  brick  masonry, 
if  desired,  as  the  grillage  can  be  placed  directly  upon  a  bed  of  con- 
crete. Wooden  grillage  has  been  used  for  bridge-work  for  many  years, 
but  it  was  always  designed  by  rule  of  thumb. 

The  question  of  greatest  importance  in  connection  with  these  costly 
buildings  is  the  protection  of  the  metal  skeleton  against  corrosion  and 
fire.    Corrosion  results  from  the  combined  influence  of  moisture  and 
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RAISING  THE  STANDARD  BLOCK. 
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Show  tin;  the  equalizing  girders  over  the  ninth  stor>'  of  the  old  building,  and  lower  part 
of  the  skeleton  fnining  for  the  new  portion. 

air  upon  the  metal.  If  either  of  these  is  excluded  absolutely,  corro- 
sion will  not  take  place,  provided  no  acids  or  other  deleterious  matters 
can  come  in  contact  with  the  metal. 

Paints  and  coatings  of  all  sorts  are  proposed.  In  the  opinion  of 
the  writer,  the  best  method  is  to  thoroughly  envelop  all  parts  of  the 
frame  in  Portland-cement  masonry.  For  this  reason  the  columns  and 
girders  should  be  constructed  so  that  no  hollow  spaces  remain,  such  as 
the  interior  of  box-columns  and  girders.  In  bridge-work,  where  the 
metal  cannot  very  well  be  surrounded  by  masonry,  it  has  been  the  rule 
for  twenty- five  years  to  exclude  all  box  sections,  so  that  all  parts  may 
be  at  any  time  inspected  and  painted.  Where  cast  iron  may  be  used, 
the  danger  from  rust  is  smaller,  the  interior  of  these  columns  l>eing 
almost  entirely  free  from  its  action. 

Burned  brick  is  accepted  as  the  best  protection  against  fire.  Kight 
inches  of  it  on  the  exterior  faces  of  columns,  four  inches  on  the  interior, 
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THE  STANDARD  HLOCK,  NKARLY  COMPLETE. 


and  two  inches  for  the  lower  flanges  of  beams,  are  considered  to 
be  a  sufficient  protection. 

On  lower  Manhattan  non- fire-proof  buildings  are  constantly  being 
torn  down  and  replaced  by  modern  fire-proof  buildings,  and  with 
each  oj>eration  of  this  kind  the  danger  from  a  general  conflagration 
is  diminished.  Not  all  the  modern  buildings  are  erected  with  the 
greatest  possible  security  against  fire,  but  improvements  in  that  direc- 
tion are  progressing  steadily.  Our  fire-extinguishing  apparatus  is  in- 
effective at  a  height  of  more  than  one  hundred  and  twenty- five  feet, 
-and  it  would  be  well  to  restrict  the  use  of  inflammable  material  in 
buildings  exceeding  that  height.  Concrete  floors  are  now  extensively 
used,  and  the  use  of  aluminum  or  other  metal  for  windows,  doors, 
wainscot,  and  trim  would  still  further  diminish  the  danger  from  fire. 

The  opinions  on  the  fire-resisting  qualities  of  various  materials 
•differ  widely.  Tests  are  generally  made  by  interested  parties  desiring 
to  show  good  results  for  their  goods.  It  is  hoped  that  the  building 
-commissioners  of  Greater  New  York  will  be  empowered,  and  provided 
with  means,  to  establish  a  bureau  of  tests,  so  that  the  true  character  of 
these  materials  may  be  ascertained  by  disinterested  parties.  The 
labors  of  such  a  bureau,  if  extended  to  the  investigation  of  the 
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strength  of  other  materials,  would  be  of  incalculable  value  to  build- 
ing interests. 

A  law  limiting  the  heights  of  buildings  should  harmonize  with 
sanitary  necessity  and  artistic  taste.  From  an  engineering  point  of 
view  the  limit  is  fixed  by  the  bearing  capacity  of  the  soil,  or  of  the 
concrete  medium  when  resting  on  rock. 

The  Empire  building,  here  illustrated,  is  to  have  twenty-one 
stories.  It  will  have  a  concrete  foundation  resting  on  rock.  This 
foundation  covers  about  one  half  the  area  of  the  lot.  The  weight  on 
the  foundation  is  not  in  direct  proportion  to  the  number  of  floors,  but 
increases  more  rapidly  with  increased  height,  so  that  this  building 
could  not  be  made  forty  stories  high  on  the  same  foundation. 

From  a  commercial  point  of  view  the  competition  of  these  new 
tall  buildings  has  been  severe  on  the  older  and  lower  buildings,  and 
has  created  a  desire  to  add  stories  to  the  latter.  This  is  usually  im- 
practicable, especially  where  the  present  structure  is  not  of  sufficient 
strength  to  carry  additional  weight.  There  are  a  few  buildings, 
erected  only  a  short  time  ago  and  designed  with  an  excess  of  strength, 
which  have  been  raised  to  obtain  the  additional  ren ting-space.  An 
illustration  is  the  office-building  of  the  Standard  Oil  Company,  24-26 
Broadway.  The  problem  was  to  add  six  new  stories  to  a  nine  story 
building.  The  solution  of  the  problem  was  effected  by  an  entirely 
new  addition  on  the  northerly  side,  having  a  frontage  of  twenty- six 
feet  on  Broadway  and  extending  through  to  New  street.  The  build- 
ing was  thoroughly  examined  in  all  its  details.  The  actual  diameters 
and  thickness  of  shells  of  the  cast-iron  columns  were  measured  ;  also 
the  dimensions  of  all  brick  and  granite  piers.  The  plans  of  the  pile 
foundation  were  at  hand,  and  evidence  was  obtained  that  these  plans 
were  duly  carried  out.  • 

Careful  computation  of  live  and  dead  loads  for  each  supporting 
column,  pier,  and  wall  were  made,  and,  upon  comparing  these  loads 
with  the  actual  strengths  of  the  supports,  it  was  found  that  they  were 
generally  sufficient  to  sustain  the  additional  weight,  especially  if  the 
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new  loads  were  carefully  distributed,  and  any  local  concentrations 
prevented.  A  system  of  lattice  girders  was  designed,  forming  an  im- 
mense cap  for  the  old  building,  and  at  the  same  time  a  base  for  the 
new  part.  These  lattice  girders  extended  over  the  northerly  wall, 
where  they  were  supported  by  columns  running  down  to  new  founda- 
tions in  the  extension.  New  lines  of  columns  were  also  provided  at 
the  few  points  in  the  old  building  which  were  found  deficient.  These 
were  made  to  extend  from  this  system  of  equalizing  girders  down  to 
the  old  foundation.  In  this  manner  it  was  possible  for  the  company 
to  increase  the  floor-space  sixty-six  percent,  with  moderate  cost.  The 
accompanying  illustration  shows  the  system  of  equalizing  girders. 

The  following  extract  is  from  the  report  of  the  Sub- Committee 
No.  14  on  Formulas  and  Calculations,  as  approved  by  the  Digest  Com- 
mittee. These  provisions,  if  embodied  in  the  building  laws,  would 
be  a  long  step  toward  more  scientific  construction: 

The  dead  loads  in  all  buildings  shall  consist  of  the  actual  weight  of  walls,  columns, 
floors,  roofs,  partitions,  and  all  permanent  construction. 

The  live  or  variable  loads  are  to  consist  of  all  loads  other  than  dead  loads,  and 
shall  be  assumed  as  follows  : 

Floors  for  dwellings,  offices,  and  schools,  60  pounds  per  square  foot. 

Sleeping  rooms,  40  pounds  per  square  foot. 

Floors  for  stables  and  carriage-houses,  65  pounds  per  square  foot. 

Floors  for  public  assembly,  90  pounds  per  square  foot. 

Office -floors  must  be  of  sufficient  strength  to  safely  carry  a  concentrated  load  of 
4,000  pounds  at  any  point. 

Floors  for  ordinary  stores,  light  manufacturing,  and  light  storage  to  be  computed 
for  not  less  than  120  pounds  per  square  foot 

For  warehouses  and  factories,  not  less  than  150  pounds  per  square  foot. 

Floors  constructed  for  the  above  loads  shall  not  be  used  for  heavier  purposes,  ex- 
cept upon  permit  obtained  from  the  department  of  buildings. 

For  sidewalks,  300  pounds  per  square  foot. 

Floors  for  stores,  warehouses,  and  factories  must  be  of  sufficient  strength  to  safely 
carry  a  concentrated  load  of  4,000  pounds. 

Any  floors,  or  any  portion  of  floors,  in  any  building  intended  for  heavier  floor  or 
concentrated  loads  shall  be  constructed  to  support  the  loads  for  which  they  are  in- 
tended. 

The  live  load  on  roofs  with  a  pitch  of  more  than  20  degrees  shall  be  assumed  at  30 
pounds  per  square  foot,  measured  on  a  horizontal  plane.  If  the  pitch  is  less  than  20 
degrees,  the  live  loads  shall  be  assumed  at  50  pounds  per  square  foot. 

For  columns,  piers,  walls,  and  other  vertical  supports  in  office-buildings,  schools, 
dwelling-houses,  and  public  assembly  buildings,  a  reduction  of  the  live  load  may  be 
computed  as  follows  :  For  roofs  and  top  floors  the  full  live  load  shall  be  used  in  the 
computation  of  the  loads.  For  the  next  lower  floor,  95  per  cent,  of  the  live  load  may 
be  used.  For  the  next  lower  floor  90  per  cent.  For  every  succeeding  lower  floor 
an  additional  5  per  cent,  may  be  deducted,  until  10  per  cent,  remains,  when  all  suc- 
ceeding lower  floors  may  be  computed  for  10  per  cent,  of  the  live  load  established  in 
this  act.  In  computing  footings  for  stores,  warehouses,  factories,  and  all  buildings  in 
which  live  loads  may  be  considered  as  imposed  for  greater  part  of  the  time,  75  percent, 
of  the  full  live  load  only  need  be  transferred  to  the  footings. 
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For  other  buildings  subjected  mainly  to  the  load  of  people,  such  as  dwellings, 
office-buildings,  hotels,  and  public  assembly  buildings,  20  per  cent,  only  of  the  full  live 
loads  may  be  so  transferred  to  the  footings. 

The  strength  of  factory  floors  intended  to  carry  running  machirery  must  be  in- 
creased above  the  minimum  given  in  this  section  in  proportion  to  the  degree  of  vibra- 
tory impulse  liable  to  be  transmitted  to  the  floor,  subject  to  the  approval  of  the  super- 
intendent of  buildings. 

In  columns  of  compression  members  of  cast  iron,  steel,  wrought  iron,  or  wood,  the 
stress  per  square  inch  shall  not  exceed  that  given  in  the  following  tables  : 


When  the  length  di- 
vided by  least  ra- 

Working stresses  per  Square  inch  of  section. 

dius  of  gyration 

equals 

Cast  Iron. 

Steel. 

Wrought  Iron. 

I20 

6,290 

5,814 

no 

6,860 

6,230 

IOO 

7,460 

6,666 

90 

8,120 

7,117 

80 

5.71° 

8,8lO 

7,576 

70 

6.720 

9.540 

8,032 

60 

7.950 

10,260 

8,475 

50 

9.400 

IO.970 

8,888 

40 

1 1 ,030 

11,620 

9,250 

3° 

12,770 

12,190 

9.570 

20 

14,380 

12.620 

9,800 

IO 

I5.560 

12,900 

9.950 

And  in  like  direct  proportion  for  intermediate  ratios. 


When  the  length  di- 
vided by  the  least 
diameter  equals 

Working  stresses  per  square  inch  of  section. 

Long  Leaf  Yellow  Pine. 

White   Pine.  Norway 
Pine.  Spruce. 

Oak 

30 

437 

306 

393 

25 

528 

370 

475 

20 

636 

445 

572 

»5 

757 

530 

681 

10 

S75 

6>3 

787 

5 

965 

676 

868 

And  in  like  direct  proportion  for  intermediate  ratios. 

Columns  and  compression  members  shall  not  be  used  having  an  unsupported  length 
of  greater  ratios  than  given  in  the  tables. 

No  cast-iron  column  shall  have  a  less  diameter  than  6  inches  or  less  thickness  than 
X  of  an  inch,  and  no  part  of  a  steel  or  wrought-iron  column  shall  be  less  than  f£  of 
an  inch  thick. 

When  a  column  is  eccentrically  loaded,  and  the  difference  between  the  moments — 
that  is  to  say,  "  the  load  multiplied  by  its  distance  from  the  center  of  gravity  of  the 
section"  on  any  two  opposite  sides—  exceed*  25  per  cent,  of  the  smaller  moment, 
then  the  sectional  area  of  the  column  shall  be  increased  so  that  a  resisting  moment  is 
added  which,  if  computed  with  the  working  stress  for  bending  given  in  section  of 
this  act,  shall  be  equal  to  or  greater  than  the  total  difference  between  the  moments. 

The  eccentric  load  of  a  column  shall  be  considered  to  be  distributed  equally  over 
the  entire  area  of  that  column  at  the  next  point  below,  at  which  the  column  is  securely 
braced  laterally  in  the  direction  of  the  eccentricity. 

All  structures  must  be  designed  to  resist  a  horizontal  wind-pressure  of  30  pounds 
for  every  square  foot  of  surface  from  the  ground  to  the  top  of  same,  including  the  roof, 
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in  any  direction.  If  the  moments  of  wind-pressure  exceed  75  per  cent,  of  the  moment 
of  stability  of  the  structure,  the  excess  of  such  pressure  must  be  resisted  by  bracing, 
and,  in  computing  the  dimensions  of  this  bracing  to  resist  such  pressures,  all  the  work- 
ing stresses  specified  in  section  of  this  act  may  be  doubled.  If  any  building  is 
not  over  75  feet  in  height,  the  wind  strains  may  be  ignored. 

In  material  subject  to  direct  compression  or  tension  the  stresses  per  square  inch 
shall  in  no  case  exceed  those  given  in  section       of  this  act. 

The  shearing  force  per  square  inch  shall  in  no  case  exceed  the  working  stress  given 
in  section      of  this  act. 

In  calculating  the  shearing  stresses  in  metal  of  rolled  sections,  the  web  shall  be 
considered  to  be  the  full  depth  of  the  metal,  and  the  web  alone  is  to  be  considered  to 
resist  the  shearing  forces. 

In  built  sections  the  actual  or  net  area  of  the  web- plate  shall  alone  be  considered, 
and  all  holes  for  rivets  and  otherwise  adding  yi  of  an  inch  to  the  diameter  of  the  rivets 
or  holes  shall  be  deducted  from  the  area  of  the  section. 

In  all  material  under  transverse  loading  the  resisting  moments  computed  with  the 
working  stresses  given  in  section  of  this  act  shall  be  equal  to  or  greater  than 

the  bending  moments. 

The  deflection  of  beams  or  girders  shall  not  exceed  3-100  of  an  inch  to  the  foot  of 
span  under  the  total  load. 

In  masonry  arches  the  line  of  pressure  shall  be  determined,  and  the  stress  at  the 
intrados  and  extrados  at  no  point  shall  exceed  the  working  stress  for  the  material  as 
given  in  section  of  this  act.  Nor  shall  the  dimensions  at  any  joint  be  such  as  to 
permit  the  center  of  pressure  to  move  more  than  %  of  the  width  of  the  joint  from  its 
center. 

Abutments  must  be  proportioned  so  as  to  have  not  less  than  twice  the  moment  of 
stability  that  is  required  to  resist  the  thrust  of  the  arch.  Tie-rods  shall  be  used  where 
necessary  to  secure  stability. 

Retaining  walls  must  be  proportioned  so  as  to  have  not  less  than  twice  the  amount  of 
stability  that  is  required  to  resist  the  moment  of  overturning  due  to  the  pressure  of  the 
material  behind  the  wall,  together  with  its  super-imposed  load. 

Strength  of  Materials. — In  calculating  the  resistance  of  materials  under  strain  (ex- 
cept in  the  case  of  columns)  the  following  working  stresses  per  square  inch  of  sectional 
area  shall  be  employed,  —  viz., 


NO.  1.— WORKING  STRESSES  IN  POUNDS  PER  SQUARE  INCH  OF 
AREA  OF  CROSS-SECTION  FOR  DIRECT  COMPRESSION. 


Metals. 


Timber. 

With  Grain 


Across  Grain. 


Steel  

Wrought  Iron, 
Cast  Iron  


13,000 
10,000 
15,000 


500 
400 
200 


Portland  cement,   1  ;  sand,  2  ;  stone,  4 


250 
200 
140 


It  <t  *  .       it         j  .  It  s 


Rosendale  cement.  1 ;    "     2;     «•    5  .. 

Brick-work. 

Mortar— Portland  cement,  I  ;  sand,  3  

Rosendale   "      I  ;     "  2  

Lime,  I ;  sand,  2  or  3  


250 


200 


"5 
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NO.  2. — WORKING    STRESSES  PER  SQUARE  INCH    FOR  DIRECT 
TENSION.    ROLLED  SECTIONS,  RIVETED  WORK  AND  EVE  BARS. 

Steel   15,000      Yellow  Pine   1,250 

Iron   12,000       White  Pine  and  Spruce   750 

Cast  Iron   3,000      Oak   1,000 

NO.  3.— WORKING  STRESSES  PER  SQUARE  INCH  FOR  SHEAR. 

Iron.  Siecl. 

Web-plates                                          9,000  7,000 

Shop  rivets  and  pins                               9,000  7,000 

Field  rivets  and  bolts                              7,000  6,000 

With  fiber.  Across  fiber. 

Yellow  pine                                            150  500 

White  pine                                             loo  300 

Spruce  &  North  Carolina  pine                     100  300 

Oak                                                     200  600 

NO.  4.— WORKING  STRESSES  PER  SQUARE  INCH  FOR  BENDING. 

Steel   16,000  Greenwich  stone   50 

Iron   12,000  Indiana  limestone   135 

Cast  iron   3,000  Common  limestone   75 

Yellow  pine   1,200  Sandstone   30 

White  pine  and  Spruce   800  North  River  bluestone    200 

Oak   1,000  Concrete,  Portland   40 

Granite   150           "       Rosendale   20 

NO.  5.  — MODULUS  OF  ELASTICITY,  PER  SQUARE  INCH. 

Steel   29,000,000       Yellow  pine   1,500,000 

Wrought  iron   28,000,000       White  pine  and  Oak   1,000,000 

Cast  iron   12,000,000       Spruce   1,200,000 

P 

f 

j 

I 
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THE  CURE  FOR  CORROSION   AND  SCALE 
FROM   BOILER  WATERS. 

By  Albert  A.  Cary. 
IV. 

IN  the  preceding  article,  the  extremely  injurious  effects  produced 
in  the  boiler  by  oil  scale  were  fully  exhibited,  and  reference 
was  made  to  the  two  general  methods  of  treatment — skimming 
and  filtration.  We  may  now  conclude  by  examining  various  devices 
actually  employed  in  these  processes,  beginning  with  the  simpler 
forms  which  merely  adapt  apparatus  already  installed  so  as  to  make  it 
perform  this  additional  function.  Thus  some  hot  wells  are  constructed 
so  as  to  form  large  skimming  tanks,  and  a  considerable  percentage  of 
the  oil  is  floated  off. 

One  of  these,  from  which  very  good  results  were  claimed,  is  shown 
on  the  next  page.  It  consists  of  a  large  rectangular  tank,  in  which  the 
water-level  is  kept  constant  by  make-up  water,  if  needed.  The  oily 
water  enters  at  one  side,  and,  after  separation  by  gravity,  is  drawn  off 
purified  from  below  the  surface  on  the  other  side,  the  separated  oil 
overflowing  from  the  top  and  the  heavier  sediment  settling  to  the 
bottom.  Make-up  water  was  delivered  into  the  right-hand  chamber 
through  a  ball  cock,  the  floating  ball  being  set  so  as  to  keep  a  slight 
continual  overflow  of  water  when  the  plant  was  in  operation. 

Although  this  has  given  very  good  satisfaction,  the  owner  states 
that  it  requires  frequent  cleaning,  and  a  deposit  of  sticky  oil  is  found  to 
adhere  to  the  entire  surface. 

Almost  every  conceivable  adaptation  of  filtration  has  been  tried  for 
the  removal  of  oil,  both  from  the  exhaust  steam  and  from  the  water 
resulting  from  its  condensation.  For  successful  filtration  two  things 
are  most  essential — viz.,  a  slow  passage  of  the  fluid  through  the  filtering 
material  and  frequent  cleaning  of  this  medium.  These  conditions  are 
most  difficult  to  obtain  in  practice,  and  many  of  the  failures  are  largely 
due  to  the  lack  of  these  essentials. 

Water  from  the  hot  well  or  the  returns  of  heating  mains  is  often  led  . 
through  sand  as  a  filtering  medium,  the  closed  or  pressure  type  of 
filter  being  usually  used  for  this  purpose,  although  large  open  filters 
are  also  sometimes  found.  The  first  water  that  passes  through  this  bed 
of  sand  frequently  carries  oil  with  it,  but,  as  some  oil  is  retained  in  the 
sand,  the  free  passage  of  the  water  is  more  obstructed,  and  good  results 
•  are  obtained.    Finally,  the  deposit  becomes  so  thick  that  the  water 
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FIG.  I.     HOT-WELL  ARRANGED  AS  AN  OIL  SKIMMING  TANK. 


flows  through  with  great  difficulty,  and  the  filter-bed  must  be  cleaned. 
In  some  forms  of  filter  cleansing  is  effected  by  reversing  the  current. 
The  strong  reversed  current  causes  the  bed  to  turn  over  and  over,  and 
the  particles  of 
sand  are  freed 
from  their  cling- 
ing deposit. 

The  oil  thus 
separated  passes 
up  to  the  top  of 
the  filter,  where  it 
escapes  through 
vent  cocks,  and 
the  action  is  thus 
continued  until 
the  escaping 
water  runs  clear. 
During  this  oper- 
ation of  cleaning 
the  supply  of 

condensed  water  is  either  shut  off,  or  sent  on  to  the  boiler  through  a 
by-pass,  although  in  some  plants  a  second  filter  is  in  operation  while 
the  first  is  being  cleaned. 

Almost  every  conceivable  filtering  material  has  been  used  to  remove 
oil.  In  marine  practice,  the  water  from  the  condenser  is  sometimes 
passed  through  long  iron  boxes  tightly  packed  with  sponges,  two  being 
generally  used  alternately,  as  they  require  very  frequent  cleaning  to 
retain  their  efficiency.  The  dimensions  given  for  this  filter,  for  a 
2,000-horse-power  engine  are,  for  each  of  the  two  boxes,  18  in.  in 
height,  2  ft.  in  width,  and  1 2  ft.  in  length,  with  open  tops.  The 
water  passes  through  them  longitudinally.    Many  steamers  on  Long 

Island  sound  use  hay, 
straw,  or  excelsior  for 
a  filtering  medium  to 
remove  the  oil,  with 
very  good  results,  but 
small  particles  of  these 
materials  sometimes  ac- 
company the  water  as 
it  leaves  the  filter,  and 
cause  trouble  by  getting 
on  the  seats  of  valves  or  by  clogging  passages. 

Filter  cloths,  felt,  common  bagging,  carpeting,  and  even  blankets 


FIG.  2.     COKE- FILLED  STEAM  WASHER. 
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have  been  used  to  get  rid  of  this  most  troublesome  impurity.  The 
filters  so  far  discussed  handle  the  water,  but  the  steam  itself  may  be 
filtered.  A  very  ingenious  arrangement  for  this  purpose,  devised 
by  an  old  marine  engineer,  consists  of  a  rectangular  box  built  of  2-in. 
cypress  planks.  It  is  4  ft.  wide,  6  ft.  deep,  and  10  ft.  long.  A 
number  of  baffles  are  slid  into  grooves  so  as  to  make  the  steam  pass 
under  one  and  over  the  next  as  it  travels  the  length  of  the  box.  The 
exhaust  steam -pipe  enters  one  end,  and  passes  to  the  condenser  out  of 
the  other.  This  box  is  filled  with  ordinary  coke.  The  bottom  is 
perforated  with  many  holes,  which  allow  the  arrested  water  and  oil  to 
drop  into  the  inclined  trough  fastened  below  the  bottom,  whence  they 
are  discharged.  When  the  coke  becomes  too  foul  for  use*  the  baffle 
plates  are  drawn  out  of  the  box,  and  the  coke  is  shoveled  out  and 
fired  under  the  boiler,  new  coke  being  put  in  the  box  to  replace  the  old. 

Another  method  for  the  removal  of  oil  from  the  steam  is  based 
upon  intercepting  the  minute  globules  as  they  pass  through  a  certain 
space.  In  one  apparatus  used,  the  exhaust  is  conducted  into  a  large 
vertical  cylindrical  tank,  entering  it  on  one  side  and  leaving  from 

the  other,  the  passage  being  ob- 
structed by  a  number  of  inclined 
angle- irons,  arranged  in  a  stag- 
gered position  and  with  their 
open  sides  facing  the  entering 
steam. 

The  intercepted  particles  of 
oil  and  water  travel  down  the 
length  of  these  angle- irons,  and 
fall  into  a  receptacle  at  the 
bottom  of  the  cylinder,  from 
which  they  are  drained  into  the 
sewer. 

fig.  3.  intercepi  iNG  on.- skparator.  A  more  compact  form  of  in- 
tercepting apparatus  employs  a 
series  of  vertical  screens,  made  of  fairly  heavy  wire  cloth  flattened  under 
considerable  pressure,  which  are  slid  into  top  and  bottom  grooves.  The 
mesh  of  these  screens  is  varied  to  suit  the  service,  but  in  no  case  is  the 
combined  area  of  openings  allowed  to  be  less  than  twice  the  area  of 
the  pipe.  A  very  desirable  arrangement  is  obtained  when  the  screen 
nearest  to  the  entering  steam  is  of  a  small  mesh,  which  breaks  up  and 
subdivides  the  current  of  steam  very  thoroughly,  the  next  being  of 
considerably  larger  mesh,  and  each  successive  screen  towards  the  point 
of  exit  showing  a  further  diminution  in  size  of  openings.  The  inter- 
cepted globules  of  oil  and  water  pass  into  the  receiver  below,  and 
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FIG.  4.     BAFFLE- PLATE 
OIL-SEPARATOR. 


thence  are  discharged.  From  time  to  time 
the  screens  are  removed  and  cleaned.  Figure 
4  illustrates  another  form  of  apparatus,  which 
is  placed  in  a  horizontal  exhaust  pipe,  the 
arrows  indicating  the  course  traveled  by  the 
steam.  An  interfering  central  diaphragm 
throws  the  steam  back  upon  the  corrugated 
surfaces  lining  the  interior  of  the  entire  cham- 
ber, to  which  a  large  percentage  of  the  oil  and 
oily  water  adheres. 

Mr.  W.  1.  Baldwin  has  long  been  working 
toward  the  same  end  along  entirely  different 
lines,  his  method  being  to  blow  the  exhaust 
steam  upon  an  extended  surface  of  water; 
to  increase  considerably  the  size  of  the  ex- 
haust passage  at  this  point,  so  as  to  materially 
decrease  the  velocity  of  the  traveling  steam,  and  thus  cause  it  to  drop 
much  of  its  entrained  matter  ;  and,  thirdly,  to  change  the  direction  of 
the  current.  An  apparatus  of  this  description  is  now  in  use  in  some 
of  the  office-buildings  in  New  York,  and  in  many  cases  is  giving  good 
satisfaction  ;  the  construction  is  apparent  from  the  figure. 

The  impossibility  of  affording  the  large  space  required  by  this 
apparatus  in  many  plants  led  Mr.  Baldwin  to  devise  the  form  shown 
in  Figure  6,  and  further  improvements  have  made  it  more  efficient  than 
the  large  tank  just  described.  The  apparatus  is  essentially  similar  to 
the  simpler  form,  but 
adds  a  series  of  dams 
(E  D),  past  which  the 
oil  film  is  blown  by  the 
entering  steam,  and  be- 
hind which  it  gathers  at 
C,  leaving  under  the 
entering  current  a  clean 
water-surface,  which  is 
much  more  efficient  in 
entrapping  theentrained 
oil. 

Another  and  still 
different  apparatus  for 
the  removal  of  oil  from 
steam  is  known  as  an 
oil- washer  (Figure  7). 

This  is  a  vertical  cylin-  fig  5.    tank  on.  >eiarator. 
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FIG.  6.    BULB  OIL-SEPARATOR. 


drical  tank,  containing  a  number  of 
tubes.  None  of  the  tubes  continued 
from  one  tube-sheet  to  the  other.  From 
the  upper  sheet  a  number  of  tubes  drop 
to  within  about  six  inches  of  the  bot- 
tom, while  from  the  lower  tube  sheet 
an  equal  number  point  upward,  measur- 
ing about  fifteen  inches  long.  These 
lower  tubes  determine  the  height  of 
the  water-level,  and,  of  course,  the 
upper  tubes  are  immersed  below  this 
water-level  some  nine  inches.  The 
exhaust  steam  enters  the  chamber 
above,  passes  down  the  upper  tubes, 
and  escapes  below  the  surface  of  the 
water.  As  it  bubbles  upward,  the 
water  washes  out  its  oil  and  other  im- 
purities, and  it  passes  out  from  the  ex- 
haust outlet  located  near  the  top  of 
the  chamber.  Sufficient  condensation 
takes  place  to  keep  up  a  continual 

overflow  of  water  and  oil,  which  pass  down  through  the  lower  tubes 
into  the  drip-chamber  below. 

In  all  apparatus  requiring  oily  water  to  be  drawn  off  through  pipes, 
the  greatest  care  must  be  observed  to  prevent  these  pipes  from  being 
stopped  by  the  deposits  of  oil,  which  are  sure  to  form  within  them. 
The  pipes  used  should  be  some  three  or  four  times  the  diameter  that 

would  ordinarily  be  chosen,  and  at  every  turn 
and  bend  tees  should  be  placed  where  elbows 
would  ordinarily  be  used,  and  crosses  should 
be  substituted  for  tees.  The  unused  ends  of 
these  fittings  should  be  closed  by  brass  plugs, 
which  can  be  removed  easily  for  inspection 
and  for  cleaning  out  the  pipe;  and  every 
other  possible  provision  should  be  made  to 
facilitate  such  work. 

The  question  is  often  asked :  how  much 
does  a  deposit  of  scale  in  boilers  interfere 
with  the  transmission  of  heat  to  the  water? 
the  object  being  to  determine  the  additional 
amount  of  fuel  required  when  such  a  deposit 
has  formed. 

fig.  7.  steam  washer.         After  a  careful  search  in  all  directions,  I 
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am  still  unable  to  find  a  satisfactory  answer  to  this  question.  A  num- 
ber of  experiments  have  been  made  to  gain  information  on  this  sub- 
ject, but,  judging  from  the  reports,  either  they  have  been  conducted 
carelessly,  or  certain  most  important  information  has  been  overlooked 
or  omitted.  It  may  be  discouraging  at  the  outset  to  learn  that  this 
whole  subject  of  heat-transmission  through  intervening  substances  is  but 
imperfectly  understood,  even  in  its  simplest  form,  such  as  the  transmis- 
sionthrough  clean  plates.  Authorities  do  not  agree  as  to  whether  the 
rate  of  transfer  of  heat  through  the  heating  surfaces  of  boilers  varies 
directly,  or  as  the  square  of  the  difference  in  temperature  of  the  heated 
gases  and  the  water ;  some  even  hint  at  far  more  complicated  laws. 

That  a  difference  does  exist  in  the  rate  of  transmission  as  the 
temperatures  on  the  two  sides  of  the  intervening  substance  change  is 
beyond  all  doubt.  It  changes  also  with  the  thickness  of  the  inter- 
vening material,  but  much  depends  upon  the  nature  of  this  material 
and  its  condition  ;  for  instance,  glass  will  transfer  heat  much  more 
readily  than  will  the  fine  sand  into  which  we  can  crush  it.  Owing  to 
lack  of  positive  information  on  this  subject,  some  of  the  wildest  state- 
ments have  been  made  regarding  the  transmission  of  heat  through 
scale  of  different  thicknesses.  One  table  has  gone  the  rounds,  and 
has  been  quoted  again  and  again  by  some  of  the  best  authorities,  in 
which  is  stated  that  scale  ^  of  an  inch  thick  will  increase  the  quantity 
of  fuel  required  15  per  cent.;  of  an  inch,  60  per  cent.;  and  )4  an 
inch,  150  per  cent. 

This  table  is  supposed  to  have  originated  with  Prof.  J.  G.  Rogers, 
of  Madison,  Indiana.  It  is  barely  possible  that  he  may  have  obtained 
the  first  two  figures  by  experiment  with  a  certain  kind  of  boiler  scale, 
but  such  figures  are  very  seldom  obtained  in  boiler  practice  ;  in  fact, 
I  have  found  scale  in  boilers  one  inch  thick,  where  no  great  difference 
has  been  noticed  in  the  amount  of  fuel  used.  This  scale  was  merely 
a  light  and  very  porous  carbonate  of  lime,  through  which  water  and 
steam  had  very  little  difficulty  in  passing.  The  reader  must  not  think, 
in  consequence  of  what  has  just  been  said,  that  all  scale  deposits 
affect  fuel-economy  so  lightly  ;  my  object  in  citing  extreme  cases  is 
merely  to  show  that  there  is  a  very  wide  difference  in  the  effect 
produced  in  boilers  with  different  kinds  of  scale,  and  that  no  one 
table  can  possibly  express  what  this  effect  is  with  all  kinds  of  scale. 

Probably  the  earliest  experiments  on  record  for  determining  the 
effect  of  scale  in  boilers  were  made  by  John  Graham  between  1850 
and  i860.  These  are  described  in  "  The  Memoirs  of  the  Literary  and 
Philosophical  Society  "  of  Manchester,  England  (i860).  In  this  paper 
Mr.  Graham  states  that  "a  scale  of  sulphate  of  lime  *s  of  an  inch 
thick  reduced  the  efficiency  14.7  per  cent." 
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Experiments  were  conducted  at  Sibley  College,  under  the  direc- 
tion of  Prof.  R.  C.  Carpenter,  every  precaution  being  taken  to  secure 
accurate  results.  The  object  of  these  experiments  was  to  determine  the 
heat  transmitted  in  thermal  units  for  each  square  foot  per  hour  and  per 
degree  of  difference  of  temperature.  The  apparatus  used  was  a  square 
box,  in  which  a  cast-  or  wrought-iron  plate  could  be  tightly  fitted  half 
way  between  the  top  and  bottom,  so  as  to  form  two  separate  chambers. 
The  upper  chamber  held  water,  while  steam  was  admitted  to  the 
lower.  Thermometers  inserted  in  these  chambers  showed  their  re- 
spective temperatures.    The  following  results  were  obtained  : 


I 

Difference  of 
temperature  of 
the  two  sides  of 
the  plate 

Deg.  Pahr. 

3 

Clean  wrought 
iron,  A  inch 
thick. 

3 

Clean  cast 
iron,  £  inch 
thick. 

4 

Wrought  iron 
plate  and  scale 
iH  inch  thick. 

5 

Cast  iron  plate 
and  scale  1}  inch 
thick. 

25 

28.8 

21 

2.7 

1.8 

50 

60.O 

48 

5-5 

3-6 

75 

96.O 

84 

8.2 

5-4 

too 

I50.O 

127 

II. 0 

7-3 

"5 

228. 

185 

»3-7 

9  » 

150 

348 

255 

16.5 

10.9 

175 

19.2 

12.7 

300 

22.0 

14.6 

400 

33° 

21.9 

500 

440 

36.2 

The  figures  given  in  columns  2,  3,  4  and  5  show  thermal  units 
transmitted  per  square  foot,  per  hour,  and  per  degree  of  difference  of 
temperature.  The  scale  used  in  these  experiments,  unfortunately, 
was  not  analyzed.  It  was  taken  out  of  one  of  the  boilers  of  Cornell 
University,  and  was  very  neatly  fitted  in  the  box,  on  top  of  the  iron 
plates,  so  that  the  heat  was  obliged  to  pass  through  both. 

Prof.  Carpenter,  in  speaking  of  these  experiments  in  his  work  on 
"  Heating  and  Ventilation,"  says :  "  The  results  of  these  experiments 
show  that  the  amount  of  heat  transmitted  does  not  depend  so  much 
upon  the  kind  of  metal  as  upon  the  media  in  contact  with  the  metal 
on  both  sides."  He  follows  the  results  of  his  experiments  given  above 
with  other  figures  showing  results  obtained  when,  instead  of  steam 
and  water,  oil  and  water  and  air  and  water  are  used.  The  results  be- 
ing different,  it  is  fair  to  infer  that,  had  a  flame  been  brought  in  con- 
tact with  the  lower  surface  of  the  plate  (instead  of  steam),  still  dif- 
ferent results  would  have  been  obtained. 

Without  a  doubt  no  other  scale  produces  so  disastrous  results  as 
those  produced  by  an  oil  or  grease  scale. 

M.  Hirsch  experimented  considerably  to  determine  the  effect  of 
this  scale,  concerning  which  he  states  that  the  difference  in  tempera- 
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ture  between  internal  and  external  surfaces  is  90  degrees  above  that  of 
the  clean  plate  for  an  evaporative  rate  of  32  pounds  per  square  foot 
per  hour,  and  more  than  360  degrees  for  an  evaporative  rate  of  51 
pounds,  the  latter  degree  of  overheat  being  dangerous.  In  other 
experiments,  even  at  moderate  evaporative  rates,  not  exceeding  35 
pounds,  the  temperature  of  the  external  surface  of  the  plate  was  856 
degrees, — greater  than  the  melting-point  of  zinc. 

Mr.  A.  J.  Durston,  engineer-in-chief  in  the  British  navy,  con- 
ducted a  series  of  experiments  in  1892  to  ascertain  the  loss  of  efficiency 
in  the  heating-surface  of  tubes  in  a  boiler,  due  to  a  thin  coating  of 
grease  deposit.  For  this  purpose  he  had  a  tube  taken  out  of  a  new 
ship  and  cut  in  lengths,  each  of  which  was  tested  by  surrounding  it 
with  water  (in  an  iron  box),  and  applying  heat  inside  of  the  tube  by 
means  of  gas-jets.  These  experiments  showed  that  the  thin  coating  of 
grease  deposited  on  these  tubes  during  the  ship's  trial  caused  a  loss  of 
efficiency,  as  heating-surface,  as  compared  with  a  perfectly  clean  tube, 
of  from  8  to  15  per  cent. ,  the  mean  of  many  experiments  giving  1 1 
per  cent.  In  another  series  of  experiments  Mr.  Durston  used  a  flat 
circular  iron  plate  with  the  edges  flanged,  so  as  to  form  a  circular  dish 
24  inches  in  diameter,  2*4  inches  deep,  and  %  inch  thick.  A  constant 
water-level  was  maintained.  This  vessel  was  placed  over  a  forge  fire. 
With  a  moderate  blast  the  temperature  of  the  hot  side  of  the  plate  was 
found  to  be  240  degrees,  when  fresh  water  was  being  boiled. 

These  temperatures  were  determined  by  the  melting  of  various  al- 
loys of  different  metals,  attached  to  the  bottom  of  the  vessel. 

When  more  blast  was  applied,  the  temperature  of  the  plate  in- 
creased to  280  degrees.  This  was  with  a  clean  plate  and  with  clean 
fresh  water,  when  the  temperature  of  the  fire  was  2,200  degrees. 
When  this  experiment  was  repeated  after  coating  the  bottom  (inside) 
of  the  vessel  with  a  greasy  deposit  1-16  inch  thick,  the  temperature 
on  the  hot  side  of  the  plate  was  found  to  be  more  than  550  degrees 
with  a  fire  temperature  of  2,500  degrees. 

We  now  come  to  a  most  interesting  branch  of  the  subject, — 
namely,  the  treatment  of  scaling  impurities,  either  by  removing  them 
entirely,  or  else  by  changing  their  character  in  such  a  way  that  they 
become  much  less  troublesome. 

Owing  to  the  unfortunate  fact  that  boiler-users  have  been,  as  a 
general  thing,  too  busy  to  give  this  important  matter  of  scale  and  cor- 
rosion a  proper  amount  of  study,  they  have  become  the  victims  of 
more  impostors  than  exist  in  almost  any  other  branch  of  trade.  The 
boiler  quack  comes  along  with  his  remarkable  boiler  compound,  fluid, 
or  special  apparatus,  and,  without  the  slightest  knowledge  of  the  char- 
acter of  the  impurities  held  in  the  water  used  in  your  boiler,  he  offers 
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his  panacea  with  a  long  list  of  letters  of  recommendation,  written 
often  by  the  heads  of  concerns  who  are  far  better  acquainted  with  the 
financial  end  of  their  business  than  with  the  steam  apparatus.  These 
gentlemen  generally  depend  upon  what  their  engineers  or  other  em- 
ployees tell  them.  The  writer  knows  of  not  a  few  cases  where  the 
unscrupulous  venders  of  these  compounds  share  some  of  their  profits 
with  the  engineers,  firemen,  or  other  influential  employees,  which  they 
can  well  afford  to  do,  as  the  stuff  they  sell  seldom  costs  them  a  quarter 
of  what  they  get  for  it.  These  unscrupulous  people,  their  methods, 
and  their  wares  have  been  "shown  up"  from  time  to  time  in  the 
technical  papers,  and  they  have  not  escaped  the  well-directed  fire  of 
the  Hartford  Steam  Boiler  Inspection  and  Insurance  Company.* 

They  are  often  very  tricky  manipulators,  able  to  give  an  apparent 
exhibition  of  the  wonderful  disincrusting  power  of  their  purges. 

I  caught  one  at  one  time  cracking  the  scale  out  of  a  boiler  by 
blowing  it  empty  of  its  water  under  steam  pressure,  and  then  flooding 
it  suddenly  with  cold  water.  Of  course,  this  sudden  contraction 
caused  the  scale  to  crack  off  and  fall,  but  a  boiler-maker  was  kept 
busy  for  some  time  afterwards  in  making  the  boiler  tight.  This  is  but 
one  of  the  many  tricks  resorted  to. 

The  best  advice  I  can  offer  on  this  subject  is :  Never  use  any 
boiler  compound,  fluid,  powder,  or  whatever  else,  unless  you  know 
positively  just  what  it  is  composed  of,  and  how  it  will  affect  the  im- 
purities in  your  boiler-water  or  the  boiler  itself.  Many  of  these 
quacks  pretend  to  have  made  a  chemical  analysis  of  the  water  to  be 
treated.  This  is  often  a  mere  farce,  as  the  same  old  compound  is 
trotted  out  on  all  occasions.  Some  submit  to  their  proposed  victim 
what  purports  to  be  the  analysis  of  the  water.  Many  a  time  a  subse- 
quent bona  fide  analysis,  made  by  competent  chemists,  has  proved  to 
me  the  absolute  worthlessness  of  these  first  supposed  analyses. 

The  reader  must  not  understand  that  every  boiler  compound  or 
powder  on  the  market  is  a  fraud  ;  a  few  of  them  are  highly  benefi- 
cial when  used  with  certain  waters,  which  their  makers  frankly  de- 
scribe or  specify.  In  the  treatment  of  boiler- waters,  always  start  with 
a  careful  analysis  of  the  water,  made  by  a  competent  chemist  who  has 
had  experience  in  this  line.  Next,  if  you  are  thinking  of  using  any 
chemical  that  has  been  offered  for  treatment  of  your  boiler- water,  let 
your  chemist  analyze  it.  If  you  are  dealing  with  straightforward 
people,  they  will  generally  tell  you  the  exact  composition  of  their 
material,  which  your  chemist  can  verify  easily,  after  which  he  will  be 
prepared  to  advise  properly. 

There  are,  besides  these  compounds,  fluids,  and  powders,  num- 

•  The  Locomotive.   Sec  Vol.  V,  page  59,  ana  Vol.  XV,  page  vo. 
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berless  mechanical  devices  offered  for  handling  the  impurities  in  the 
feed-water.  Some  of  these  are  effective,  while  many  others  are  worse 
than  useless  ;  expert  advice  should  be  obtained  before  adopting  them 
at  the  risk  of  an  accident  more  or  less  serious. 

Impurities  may  be  removed  from  boiler-waters  by  mechanical 
treatment  or  by  chemical  treatment.  Under  the  former  heading  prob- 
ably the  best  known  method  of  getting  rid  of  these  impurities  after 
they  have  been  precipitated  on  the  boiler  is  by  use  of  the  blow-off  cocks. 
Considerable  mention  has  been  made  in  the  preceding  pages  of  this  in- 
dispensable boiler  adjunct,  and  the  reader  will  remember  that  both 
the  "surface  blow  "  and  the  " under  blow  "  have  been  referred  to. 

When  suspended  matter  settles  in  boilers,  it  is  generally  deposited 
near  the  discharge-end  of  the  feed-pipe,  or  else  (more  frequently) 
where  the  circulating  currents  are  the  weakest ;  thus,  in  the  case  of 
horizontal  shell  boilers,  we  find  the  largest  deposit  on  the  bottom 
at  the  rear  end,  and  therefore  the  under  blow-off  pipe  is  usually 
attached  at  this  point.  By  opening  the  blow-off  cock  at  frequent  in- 
tervals a  great  deal  of  this  deposit  can  be  gotten  rid  of  while  soft. 
Bottom  blowing,  as  this  is  sometimes  called,  is  frequently  conducted 
with  little  regard  for  existing  conditions.  Those  in  charge  of  boilers 
using  bad  feed-water  often  blow  off  their  boiler  but  once  a  day,  or 
twice  a  week,  or  at  some  other  long  interval  of  time,  regular  or 
irregular.  They  seem  to  think  that,  after  a  long  lapse  of  time,  all 
they  have  to  do  is  to  open  their  blow-off  cock,  and  keep  it  open  until 
the  water  runs  clear.  But  they  succeed  only  in  drawing  out  the  soft 
matter  precipitated  in  the  immediate  vicinity  of  the  blow-off  opening, 
while  the  deposit  but  a  short  distance  away  is  left  comparatively  un- 
disturbed. Blowing  off  several  times  a  day  (where  the  precipitation 
is  sufficient  to  warrant  it),  and  opening  the  cock  but  a  few  seconds 
each  time,  will  produce  far  better  results  than  blowing  less  frequently 
and  longer,  as  this  method  will  remove  the  precipitate  as  fast  as  it 
forms  in  any  appreciable  quantity  and  before  it  has  a  chance  to  form 
into  a  hard  scale. 

The  discharge  pipes  from  many  blow-off  cocks  are  connected  into 
other  piping  or  tanks  in  such  manner  that  the  discharge  cannot  be 
seen,  and  therefore  the  time  for  closing  is  purely  a  matter  of  guess- 
work ;  the  result  is  either  a  foul  boiler,  from  insufficient  blowing,  or 
else  a  waste  of  too  much  hot  water,  due  to  blowing  too  long.  The 
usual  method  of  proceeding  in  such  cases  is  to  blow  off  the  boiler  at 
stated  intervals  (depending  upon  the  purity  of  the  water),  until  the 
water-level  in  the  boiler  falls  one  or  two  gages.  Subsequent  inspec- 
tion of  the  interior  of  the  boiler  will  show  whether  sufficient  time  has 
been  allowed  ;  if  no  scale  be  formed,  the  quantity  of  water  blown  off 
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•each  time  can  be  reduced,  and  the  next  internal  inspection  will  deter- 
mine whether  the  blowing-off  has  been  regulated  rightly. 

When  the  deposits  in  the  boiler  are  due  to  mere  concentration  of 
the  solution,  precipitation  taking  place  when  they  become  super- 
saturated, the  quantity  of  water  blown  off  should  contain  a  quantity  of 
salts  equal  to  that  contained  in  the  introduced  feed-water. 

Numerous  devices  have  been  invented  to  increase  the  area  affected 
when  the  blow-off  cock  is  opened.  By  one  arrangement  the  blow-off 
pipe  projects  up  through  the  bottom  of  the  boiler,  and  has  a  T-fitting 
screwed  on  its  end.  From  each  of  the  two  openings  a  piece  of  pipe 
projects,  one  running  towards  the  front  of  the  boiler  and  one  towards 
the  rear ;  the  ends  of  these  pipes  are  closed,  but  they  are  perforated 
on  their  under  sides,  so  that  the  dropping  precipitate  will  not  tend  to 
close  the  openings.  When  the  blow-off  cock  is  opened,  the  mud-like 
material  is  drawn  into  all  of  these  under  openings,  thus  accomplishing 
the  required  result.  In  some  boilers  a  catch-plate  is  arranged  to  re- 
ceive all  the  falling  deposit.  This  is  placed  an  inch  or  two  above  the 
bottom  sheet  of  the  boiler,  and  blow-off  connections  are  made  to  its 
upper  surface. 

When  the  blow-off  pipe  is  connected  directly  to  the  bottom  of  the 
boiler  shell,  the  area  affected  when  the  blow-off  cock  is  opened  is 
comparatively  small.  Many  people  seem  to  think  that,  when  this 
discharge  takes  place,  all  the  impurities  on  the  bottom  of  the  boiler 
must  rush  out,  but  this  is  not  so.  The  only  area  cleared  is  included 
in  a  circle  concentric  to  the  pipe-opening,  and  is  very  limited  in 
diameter.  This  is  well  illustrated  in  the  case  of  a  sink  containing 
water  laden  with  impurities.  When  these  impurities  settle  and  the 
stopper  is  pulled  out,  it  is  impossible  to  drain  off  the  settling, 
especially  if  the  water-level  be  kept  constant. 

Thus  far  very  little  has  been  said  of  "surface  blowing,"  which 
is,  in  many  cases,  as  essential  as  "bottom  blowing."  Many  of  the 
materials  held  in  chemical 
solution  when'precipitated 
first  appear  as  a  scum  on 
the  surface  of  the  water. 
Oil  also  floats,  and  so  do 
some  of  the  lighter  materi- 
als held  originally  in  me- 
chanical suspension.  By 
use  of  the  "surface  blow" 
we  are  able  to  skim  from 
the  surface  of  the  water  a 
large  percentage  of  these 
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materials  before  they  have  a 
chance  to  settle.  The  Hart- 
ford Steam  Boiler  Insurance 
Company  show  a  very  effec- 
tive form  of  collecting-funnel 
in  the  Locomotive,  which  is  re- 
produced in  Figs.  8 and  9.  This 
funnel,  it  will  be  seen,  extends 
pretty  nearly  across  the  width 
of  the  boiler  at  the  water  line. 
When  the  valve  is  opened,  the 
pressure  in  the  boiler  drives  the 
water  and  steam  up  along  the 
vertical  pipe,  and  so  on  to  the 
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place  of  discharge,   carrying  for  surface-iilow.off. 

with  it  all  its  floating  impurities. 

There  are  a  number  of  automatic  skimmer  devices  on  the  market, 
which  are  arranged  so  as  to  keep  up  a  continuous  circulation  of  water 
through  a  settling-chamber  or  a  filter,  where  much  of  the  impurities 
are  retained,  the  clarified  water  being  returned  to  the  boiler. 

A  well-known  form  of  one  of  these  apparatus  is  shown  in  Fig.  10. 
The  settling-chamber  is  placed  above  the  boiler.  When  the  valves  H 
and  H  are  opened,  steam  rises  through  both  pipes  (the  valve  F  at 
first  being  open  to  allow  escape  of  air)  until  it  fills  the  chamber  B. 
This  steam  condenses,  and,  because  of  the  partial  vacuum  thus  formed, 
water  rises  and  finally  fills  the  chamber.  Then  the  circulation  begins, 
the  dirt-laden  water  rising  along  the  pipe  D,  and,  after  passing  through 
the  chamber  B,  where  much  of  this  sediment  drops  to  the  bottom, 
continues  its  course  back  into  the  boiler  through  the  pipe  E.  The 
valve  F  is  occasionally  opened,  which  discharges  the  dirt  from  the 
bottom  of  the  chamber  B. 

Another  automatic  skimming  device,  shown  in  Fig.  n  ,  furnishes 

a  continuous  passage  from  the 
scumming  funnel  through  the 
sediment  trap  back  into  the 
bottom  of  the  boiler.  The 
lower  connecting  pipe  is  placed 
in  the  path  of  the  hot  gases, 
and,  as  it  becomes  heated,  the 
water  that  it  contains  rises,  es- 
tablishing a  circulation  which 

no.  10.  automatic  continuous  surface-    causes  the  water  from  the  upper 
blow.off.  surface  to  flow  into  the  funnel, 
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carrying  with  it  its  floating  sediment.  The  clarified  water  is  collected 
from  under  the  suspended  bell  shown,  and  returned  to  the  boiler. 
Both  of  these  apparatus  have  special  arrangements  for  taking  care  of 
oil  as  it  is  drawn  from  the  surface  of  the  water,  and  it  is  claimed  for 
both  that  they  prevent  foaming. 

Probably  no  method  of  internal  mechanical  treatment  is  more 
widely  known  than  the  use  of  manual  labor  for  the  removal  of  scale 
after  it  has  formed. 

The  character  of  the  scale  and  its  degree  of  hardness  have  a  great 
deal  to  do  with  its  treatment.  Some  scales  are  so  soft  that  they  may 
be  easily  swept  out  of  the  boiler  or  washed  out  by  a  stream  of  water, 
after  they  have 
been  started  away 
from  the  shell. 
Some  are  so  hard 
that  they  actually 
resist  the  chisel 
more  efTectually 
than  the  metal  it- 
self, being  either 
formed  in  close 
layers  next  to  the 
shell  or  actually 
cemented  to  the 
metal  of  the  boiler 
by  corrosion  or 
rusting. 

These  hard  re- 
sisting scales  have 
to  be  removed  by 
vigorous  chip- 
ping, the  tools  for  this  purpose  varying  from  a  common  hand-chisel  to 
a  long  rod  with  a  chisel-like  end,  which  is  used  like  a  battering-ram  to 
reach  inaccessible  parts  of  the  boiler. 

Steel  rods  are  sometimes  bent  on  one  end,  like  a  shepherd's  crook, 
the  curve  corresponding  to  the  shape  and  size  of  the  tubes.  The 
operator  takes  a  position  on  top  of  the  bank  of  tubes,  and  reaches 
down  between  the  spaces,  hooking  his  tool  around  some  scale-covered 
tube  below,  while  a  second  man  strikes  the  upper  part  of  the  bar  so 
as  to  make  it  slide  along,  and  thus  scrape  off  the  scale.  In  many 
boilers  the  best  possible  cleaning  of  this  kind  can  be  only  an  imperfect 
job.  ~"  In  water-tube  boilers  containing  straight  tubes  cleaning  can  be 
most  effectively  done  by  means  of  scrapers  and  steel  brushes,  but, 
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where  a  long  accumulation  of  scale  has  been  allowed,  a  regular  boring 
tool  has  sometimes  been  required  to  bore  out  the  scale. 

A  great  deal  of  damage  can  be  done  to  a  boiler  by  use  of  chipping- 
tools,  as  the  surface  of  the  metal  is  often  chipped  off  along  with  the 
scale,  laying  open  a  spot  for  corrosion.  I  have  also  seen  rivets  and 
lap-joints  badly  battered  with  such  tools,  as  well  as  braces,  stays,  and 
other  boiler  parts.  There  is  no  excuse  for  allowing  a  boiler  to  get  in- 
to a  condition  so  foul  as  to  require  this  destructive  treatment,  and  it 
will  pay  the  owner  many  times  over  to  consult  an  expert,  who  will 
soon  be  able  to  remove  most  of  the  cause  of  danger. 

Another  method  of  internal  mechanical  treatment  introduces  into 
the  boiler  certain  substances  which  will  coat  the  little  precipitated 
crystals  or  floating  particles  of  mud,  etc.,  with  envelopes  which  pre- 
vent them  from  coming  in  contact  and  adhering  when  they  settle. 
Some  of  these  form  a  mucilaginous  mixture  with  the  water.  Slippery 
elm,  starch,  and  potatoes  are  examples  of  this  class.  This  kind 
of  remedy  cannot  be  considered  desirable,  as  it  frequently  causes 
foaming,  and  any  considerable  deposit  of  this  kind  involves  great 
danger  from  overheating  of  the  plates.  Another  remedy  of  this  kind, 
extensively  used  in  this  country,  is  petroleum,  as  well  as  kerosene 
oil.  The  petroleum  oil  has  much  more  of  this  enveloping  quality 
than  the  kerosene.  Besides  producing  this  effect  on  the  unprecip- 
itated  scale  matter,  both  have  an  active  "rotting"  effect  on  the 
scale  already  formed,  the  kerosene  in  this  case  being  superior  to 
the  petroleum.  Crude  oil  should  never  be  used,  positively  nothing 
but  carefully- refined  oil,  which  has  been  deprived  of  its  tar  and  wax, 
as  these  form  a  tough,  impervious  scale  productive  of  bagging  sheets 
and  collapsed  flues.  Both  petroleum  and  kerosene  should  be  fed  to 
the  boiler  with  the  feed-water,  drop  by  drop,  through  a  sight-feed 
apparatus,  similar  to  those  used  to  feed  oil  to  the  cylinders  of  engines. 

Under  no  consideration  should  a  large  amount  of  oil  be  fed  to  a 
boiler  at  one  time.  The  more  volatile  portion  of  the  petroleum  is 
distilled  off  quickly  in  the  hot  boiler,  leaving  the  least  efficient  por- 
tion behind,  while  practically  all  of  the  kerosene  is  vaporized  at  once. 

Where  hard  scale  has  formed  in  a  boiler,  it  is  sometimes  most 
effectually  treated  by  giving  it  a  coat  of  petroleum.  This  may  be 
applied  with  a  brush,  or  squirted  on.  But  an  easier  method  of 
application  is  to  first  fill  the  boiler  with  water  above  the  line  where 
the  oil  is  to  be  applied,  run  the  oil  in  on  the  surface  of  this  water, 
and  then  let  the  water  gradually  run  out  of  the  boiler,  leaving  the  oil 
clinging  to  the  interior  surface.  Kerosene  is  most  effective  in  destroy- 
ing the  tenacity  or  coherence  of  this  deposited  scale,  but  it  is  dangerous 
to  use,  on  account  of  the  explosiveness  of  the  vapor  it  gives  off. 
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Great  care  must  be  taken,  in  using  either  the  petroleum  or  kerosene 
in  this  way,  to  have  no  lights  in  the  vicinity  of  the  boiler,  as  men 
have  been  very  seriously  injured  by  lack  of  prudence  in  this  work. 

Another  method  of  internal  mechanical  treatment  is  by  use  of 
interior  scale  collectors,  designed  to  fit  inside  of  boilers,  in  the  steam 
space,  or  just  below  the  level  of  the  water.  Those  placed  in  the 
steam  space  generally  receive  the  feed -water  in  the  form  of  a  spray  or 
a  thin  sheet,  the  object  being  to  expose  as  large  a  surface  as  possible 
to  the  hot  steam,  thus  causing  the  water  to  become  heated  quickly  to 
a  temperature  that  will  precipitate  the  material  held  in  chemical  solu- 
tion. This  falling  water  is  received  sometimes  in  a  funnel,  in  which 
the  precipitated  matter  is  supposed  to  fall  to  the  bottom,  while  the 
clear  water  overflows  to  mingle  with  the  water  of  the  boiler.  By 
occasionally  opening  a  blow-off  connected  to  the  bottom  of  this  funnel, 
the  deposited  matter  is  blown  out. 

In  another  arrangement  the  water  enters  one  end  of  a  long  pan 
inclined  in  the  steam  space  of  the  boiler.  After  coursing  its  way 
down  the  length  of  this  pan,  its  course  being  constantly  changed  by 
a  series  of  baffles,  the  water  escapes  from  the  lower  end,  and  much  of 
the  precipitated  scale-matter  is  supposed  to  remain  in  the  pan  in  a 
position  to  be  easily  discharged  through  a  blow-off  pipe.  Still 
another  form  of  apparatus  consists  of  a  service  of  spill-pans,  one 
placed  above  the  other  so  that  water  enters  the  top  pan  and  spills 
in  a  thin  sheet,  to  the  one  below,  the  water  thus  continuing  to  the 
bottom.  In  apparatus  of  this  kind,  time,  a  most  essential  considera- 
tion, is  not  thought  of.  No  precipitation  can  be  perfect  where  a 
certain  amount  of  time  is  not  allowed.  Another  serious  objection 
to  the  use  of  this  form  of  apparatus  is  that  the  cold  water  is  introduced 
into  the  steam  space,  thus  abstracting  its  heat  and  producing  wet  steam. 

The  same  objection  may  be  raised  to  some  of  those  apparatus 
located  near,  but  just  below,  the  surface  of  the  water,  as  these  devices, 
into  which  the  cold  water  is  being  constantly  introduced,  form  a 
refrigerating  surface,  which  interferes  with,  and  chills,  the  bubbles 
of  ascending  steam.  One  consists  of  a  long  pipe  several  times  the 
diameter  of  the  feed-pipes,  placed  at  an  inclination  just  below  the 
surface  of  the  water.  The  feed-pipe  is  run  concentrically  down 
this  larger  pipe,  discharging  near  the  lower  end.  As  the  feed- water 
is  raised  in  temperature  by  the  surrounding  water,  it  is  supposed  to 
deposit  much  of  its  impurity  in  the  larger  pipe,  from  which  provision 
is  made  to  blow  it  out,  by  connecting  a  blow-off  pipe  to  its  lower  end. 
In  another  arrangement  of  this  kind  a  large  pipe,  four  to  six  inches 
in  diameter,  is  run,  in  a  horizontal  shell  boiler,  from  one  head  to 
the  other,  passing  through  both  heads,  and  having  tapered  brass  plugs 
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screwed  into  the  ends.  The  feed-pipe  is  run  concentrically  through  the 
center  of  this  large  pipe,  and  has  a  series  of  slots  one-fourth  of  an  inch 
wide  cut  in  it  near  the  rear  end  of  the  boiler.  The  feed  water  escapes 
through  these,  and  then  has  to  pass  back  to  the  front  end  of  the  boiler 
along  the  larger  pipe,  where  it  escapes  through  slots,  and  mingles 
with  the  water  in  the  boiler.  From  time  to  time,  when  the  boiler 
is  shut  down,  the  plugs  are  taken  out  of  the  ends  of  the  large  pipe, 
and  the  internal  feed-pipe  is  removed,  allowing  a  thorough  cleaning 
to  be  made.  When  the  boiler  is  in  operation,  a  blow-off  pipe  attached 
to  the  rear  plug  is  opened  from  time  to  time  to  blowout  the  impurities. 

A  great  trouble  with  many  of  these  internal  apparatus  is  that  they 
are  much  in  the  way  when  the  interior  of  the  boiler  is  being  cleaned 
or  inspected,  and  often  lead  to  bad  work  and  to  neglect.  Another 
trouble  is  that  they  fill  up  with  scale,  etc.,  and  thus  become  very  in- 
effective, and  sometimes  even  dangerous,  and  it  is  very  questionable, 
with  many  of  them,  whether  as  good,  if  not  better,  results  cannot  be 
accomplished  with  properly-manipulated  blow-offs. 

We  may  next  consider  external  mechanical  treatment  of  the  feed- 
water.  Mention  has  already  been  made  of  settling  the  floating  matter 
in  big  tanks  or  reservoirs,  before  using  the  water  in  the  boiler.  It 
will  be  seen  later  that  water  may  be  treated  chemically  in  compara- 
tively small  tanks,  with  rapid  precipitation  and  final  settling  of  the 
impurities  to  the  bottom. 

On  the  principle  that  it  will  take  the  floating  impurities  in  water 
but  half  the  time  to  settle  through  a  depth  of  six  inches  of  water  that 
it  will  take  them  to  settle  through  twelve  inches,  settling  towers  have 
been  devised  containing  a  series  of  inclined  shelves  so  arranged  that  a 
certain  amount  of  water  will  fill  one  shelf  and  then  spill  over  to  the 
next  one  below,  settling  taking  place  on  each  of  these  shelves,  from 
which  the  impure  deposit  can  readily  be  run  out.  Probably  one  of  the 
oldest  of  all  known  methods  for  removing  floating  impurities  from 
water  is  the  use  of  filters.  These  have  been  somewhat  described  under 
our  treatment  of  oil  in  the  water.  Sand  is  probably  more  widely  used 
than  any  other  filtering  medium,  as  it  is  less  capable  of  becoming  itself 
fouled,  and  its  sharp  edges,  rubbing  against  each  other  when  set  in 
motion,  have  a  very  cleansing  effect. 

A  perfectly  clean  sand  filter-bed  is  seldom  efficient  to  hold  back 
the  finer  floating  particles,  but  this  bed  soon  collects  a  sufficient  quan- 
tity of  the  larger  particles,  and,  as  these  interfere  with  the  freer  flow 
of  the  water,  they  hold  back  the  minute  matter  that  formerly  found  its 
way  through  the  bed.  -The  efficiency  of  a  filter  depends  upon  the 
state  of  cleanliness  in  which  it  can  be  kept,  and  thus  much  depends 
upon  ease  of  manipulation  in  accomplishing  this  purpose. 
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Filter  presses  are  being  most  effectively  used  for  removing  the  im- 
purities from  boiler  feed-water,  especially  after  this  water  has  left  a 
settling-tank.  The  filter  press  is  constructed  with  a  series  of  plates 
which  have  their  outside  frames  carefully  faced  and  fitted,  so  that  the 
frames  form  water-tight  joints  where  they  come  in  contact  one  with  the 
other,  even  under  a  considerable  water- pressure.  Filter  cloths  are 
placed  between  these  plates,  through  which  the  water  is  forced  by 
means  of  a  pump.  When  it  becomes  necessary  to  clean  the  filter 
press,  the  plates  are  released  by  turning  back  the  screw,  and  the  dirty 
filter  cloths  are  removed,  new  ones  being  substituted.  The  cloths  can 
be  washed  over  and  over  again,  and  thus  the  expense  of  manipulation 
is  not  great. 


FIG.  12.     A  KILTER  PRESS. 

Heating  the  feed-water  is  a  most  important  method  of  external 
mechanical  treatment.  Exhaust  steam  will  cause  a  precipitation  of 
most  of  the  carbonates,  but,  when  sulphates  are  present,  the  higher 
temperature  of  the  steam  from  the  boiler  is  required. 

In  one  form  of  this  apparatus,  a  cylinder  placed  horizontally  con- 
tains a  series  of  sheet- iron  shelves  arranged  one  above  the  other,  so  as 
to  slide  in  from  the  end,  which  opens.  These  shelves  are  in  the  form 
of  shallow  U-shape  pans.    The  feed-water  is  admitted  into  the  top 
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pan,  which  soon  becomes  full  and  overflows  into  the  pan  below,  and 
so  the  water  continues  until  the  bottom  of  the  purifier  shell  is  reached, 
when  the  water  is  conducted  to  the  boiler.  The  live  or  exhaust 
steam,  whichever  is  used,  is  admitted  into  one  end  of  the  shell,  and 
finds  an  exit  at  the  opposite  upper  end.  The  water  is  allowed  to  re- 
main in  these  pans  sufficiently  long  to  precipitate  the  greater  part  of 
its  impurities,  and  finally  the  pans,  when  filled  and  crusted,  are  taken 
out,  cleaned,  and  returned  to  their  places. 

Another  apparatus  depending  upon  a  similar  principle  for  working 
is  shown  in  Fig.  13.  This  is  a  vertical  cylinder  filled  with  corrugated 
iron  shelves,  upon  which  the  deposit  takes  place  in  a  way  similar  to 
that  just  described.    The  steam  inlet  is  plainly  shown,  and  just 

inside  of  the  shell  opposite  this  in- 
let is  seen  a  herring-bone,  ribbed 
plate,  against  which  the  exhaust  steam 
is  thrown  with  its  contained  oil. 
The  oil  is  supposed  to  be  retained  by 
these  ribs,  and  to  finally  drop  to  the 
space  below.  The  steam  then  con- 
tinues its  passage  among  the  corrugated 
shelves,  and,  after  heating  the  water 
so  as  to  cause  a  precipitation,  escapes 
from  the  top  of  the  cylinder.  Another 
and  a  similar  form  of  this  apparatus  is 
used  with  live  steam.  Claims  are  often 
made  by  the  manufacturers  of  fuel- 
U  economizers  and  feed-water- heaters 
that  their  apparatus  are  water-purifiers. 
This  is  true  only  to  a  limited  extent, 
varying  according  to  the  form  of  con- 
struction. The  fuel-economizer  is  but 
a  supplementary  boiler,  placed  in  the 
path  of  the  waste  gases,  between  the 
boiler  and  the  chimney.  The  feed- 
water  is  made  to  pass  slowly  through 
the  tubes,  while  the  hot  gases  around 
them  raise  its  temperature.  This  is 
the  primary  object. 

Secondarily,  the  rise  in  tempera- 
ture is  generally  sufficient  to  cause  a 
precipitation  of  impurities  from  their 
chemical  solutions,  and  a  deposit  in 
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With  such  a  non-conducting  deposit  in  the  economizer  tubes,  of 
course  the  capacity  of  the  apparatus  for  absorbing  heat  for  its  con- 
tained water  is  reduced.  Hence,  for  the  best  working  conditions,  the 
water  should  really  be  purified  before  it  is  admitted  to  the  economizer. 
Much  the  same  comment  can  be  made  regarding  most  of  the  closed 
exhaust -steam  feed -water- heaters,  although  there  is  seldom  anything 
deposited  in  them  that  will  form  a  hard  scale.  Crooked  and  bent  tubes 
in  these  apparatus  prevent  the  easy  removal  of  the  scale  and  the  oil  de- 
posits. The  open  exhaust-steam  feed-water-heaters  receive  the  steam 
and  water  in  the  same  chamber,  where  they  are  intermingled.  The 
scale-making  material  is  generally  precipitated,  in  these  apparatus,  on 
shelves,  in  pans,  or  in  some  filtering  material  through  which  the  water 
passes,  and  facilities,  more  or  less  perfect,  are  provided  for  cleaning 
these  receptacles.  Open  heaters  are,  unfortunately,  charged,  from  time 
to  time,  with  introducing  oil  into  boilers,  this  oil,  of  course,  coming 
from  the  exhaust  steam,  which  is  condensed  in  the  heater. 

Turning  now  our  attention  to  chemical  treatment,  we  find  that  the 
most  widely-known  practice  of  this  kind  consists  in  feeding  chemicals 
directly  into  the  boiler,  where  they  act  upon  the  scale-making  impur- 
ities. This,  although  very  simple  in  manipulation,  cannot  be  en- 
dorsed as  good  engineering  practice.  The  boiler  has  all  that  it  can 
do  to  discharge  its  primary  function, — namely,  to  make  steam, — with- 
out being  used  as  a  chemical  laboratory  and  precipitating  tank. 

The  principal  object  of  this  method  of  treatment  is  to  change  the 
character  of  the  precipitated  matter  so  that  it  will  form  a  soft,  instead 
of  a  hard,  scale,  which  can  be  more  easily  removed  from  the  boiler. 
Some  chemicals  also  soften  or  "rot"  old  scale  formations. 

Some  chemicals  are  introduced  into  boilers  to  neutralize  acid 
waters,  and  these  three  results  are  practically  all  that  are  attained  by 
this  method  of  treatment.  Is  it  a  step  in  the  right  direction  to  put 
more  solid  matter  into  a  boiler  than  is  originally  contained  in  the 
feed-water?  Is  it  not  far  more  rational  to  remove  this  scale-matter 
from  the  water  before  introducing  it  into  the  boiler  ?  We  have  al- 
ready seen  that  this  can  be,  in  great  measure,  accomplished.  The 
expense  of  equipping  a  plant  with  these  more  refined  methods,  or  the 
lack  of  room  in  which  to  place  the  apparatus,  sometimes  forces  the 
adoption  of  the  cruder  method  of  treating  the  water  in  the  boiler  with 
chemicals.  The  more  refined  methods  are  used  far  more  abroad 
than  in  America,  and  I  believe  that,  before  many  years,  we 
shall  wake  up  to  the  fact  that  an  investment  in  a  good  purifying 
plant  for  boiler-waters  will  be  as  good  an  investment  as  can  be 
made  on  the  steam  plant.  With  impurities  constantly  entering  the 
boiler,  its  efficiency  begins  to  decrease  from  the  day  that  it  is  started. 
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FIG 


14.     PIMP  CONNECTIONS  FOR  FEEDING 
SOLUTIONS  TO  THE  BOILER. 


Why  not  keep  the  boiler  up  to  its  original  efficiency  and  ability  to 
"  steam  easy,"  and  save  coal  by  keeping  the  boiler  continuously  clean? 

The  boiler  quack  is  at  his 
best  when  selling  his  mixtures 
for  treating  the  water  inside 
of  the  boiler.  I  have  already 
named  the  principal  chemi- 
cals used  for  this  purpose.  All 
are  very  cheap.  Tannic  acid, 
in  one  form  or  another,  is 
often  used,  but  an  excess  of 
this  is  dangerous  in  a  boiler. 

Solids  (powders,  etc.), 
should  never  be  introduced 
directly  into  a  boiler.  They 

should  always  be  dissolved  entirely,  and  the  solution  only  should  be 
used.  I  have  found  solids  of  this  kind  deposited  in  masses,  and  in 
most  dangerous  positions. 

Three  most  effective  methods  of  introducing  solutions  into  boilers 
are  illustrated  *  in  Figs.  14,  15,  and  16.  In  Fig.  14  itwill  be  seen  that 
the  solvent  is  put  into  the  pail  or  tub,  from  which  it  passes  through 

the  suction-hose  and  plug- cock  into  the  main 
suction-pipe  of  the  pump.  In  Fig.  15  the  suc- 
tion tank  is  placed  over  the  pump,  and,  when 
the  valve  below  the  receptacle  is  opened,  the 
solution  passes  into  the  pump.  Fig.  16  shows  an 
arrangement  by  which  an  injector  can  be  made 
to  pick  up  the  solution  and  feed  it  to  the  boiler. 

The  fundamental  process  for  treating  water 
chemically  outside  of  the  boiler  is  the  Clark  pro- 
cess, described  in  the  second  article  of  this  series. 
For  this  process,  two  or  more  tanks  are  used,  each 
of  which  will  hold  at  least  six  or  eight  hours'  water- 
supply. 

The  "  raw  "  water  is  first  treated  in  one  tank. 
After  it  has  been  thoroughly  mixed  with  the 
chemicals  a  precipitation  takes  place,  the  scale- 
making  material  falling  to  the  bottom  of  the 
tank.  This  settling  requires  from  six  to  ten  hours, 
and  then  the  upper  water  in  the  tank  is  ready  for  use  in  the  boiler. 
While  this  is  being  used,  water  is  being  similarly  treated  in  the  adjoin- 


FIG.  1 5.    PUMP  CON- 
NECTIONS FOR  FEED- 
ING SOLUTIONS  TO 
THE  BOILER. 


•Reproduced  from  The  Locomotive,  published  by  the  Hartford  Steam  Boiler  Inspection 
and  Insurance  Company. 
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FIG.  16.    INJECTOR  CONNECTIONS  FOR  FEED* 
INC  SOLUTIONS  TO  THE  BOILER. 


ing  tank,  and  thus  this  process 
is  continued.  The  "mud,"  or 
precipitated  matter,  is  easily  re- 
moved, from  time  to  time,  from 
the  bottom  of  the  tank,  by 
brushing  or  washing  out  with  a 
hose. 

A  Cincinnati  concern,  manu- 
facturing one  form  of  apparatus 
for  this  process,  places  a  special 
stirring  device  in  the  bottom  of 
the  tanks,  similar  to  a  propeller 
with  a  number  of  blades. 

The  ' '  raw 1 '  water  and  the 
solution  are  thoroughly  mixed 
by  turning  this  mixer,  and,  be- 
sides, the  previously-deposited  precipitate  is  stirred  up  and  mixed 
with  the  water.  This  has  proved  a  valuable  process,  as  the  old  pre- 
cipitate settles  much  more  quickly  than  the  new,  and  drags  the  new 
down  with  it. 

After  the  settling,  a  pipe  is  arranged  so  as  to  draw  the  water  from 
near  the  surface  only,  while  the  precipitation  is  being  completed 
beneath.  This  pipe  is  hinged  near  the  bottom  of  the  tank,  while 
the  free  end  has  a  float  attached,  which  rises  and  falls  with  the  varia- 
tion of  the  water  level.  After  this  settling,  a  little  sediment  is  still 
found  in  the  water,  but  this  is  removed  by  passing  the  water  through 
a  filter  before  sending  it  into  the  boiler. 

Enough  has  been  said  to  show  the  reader  that  scaling  and  corro- 
sion in  boilers  are  not  necessary  evils,  and,  further,  that  the  treatment 
of  boiler  feed-water  is  a  purely  engineering  and  chemical  problem, 
capable  of  being  handled  in  a  thoroughly  scientific  and  practical  man- 
ner, without  guesswork  or  the  use  of  the  rule  of  thumb. 

In  the  selection  of  boilers,  many  have  considered  the  quality  of 
the  feed-water  one  of  the  governing  factors,  and  have,  in  consequence, 
advised,  where  bad  feed-water  is  obtained,  the  use  of  boilers  known  to 
be  the  least  economical  of  all  that  can  be  found  in  the  market. 

Surely  this  is  not  in  accordance  with  the  progressive  ideas  of  to-day. 

The  best  and  most  economical  boiler  that  the  market  can  afford  is 
none  too  good  for  any  steam  plant.  If  the  feed- water  proves  bad,  let 
it  be  treated  properly.  In  this  way  only  can  a  steam  plant  compete 
with  its  neighbors  successfully. 
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The  Floods  of  1897. 
The  damage  done  by  the  floods  along  the 
Mississippi  river,  notwithstanding  the  im- 
mense sums  that  have  been  expended  to 
keep  this  wayward  stream  within  bounds, 
has  reopened  discussion  upon  the  great 
engineering  problem  of  restraining  it  and 
similar  streams  from  overflow,  even  when 
carrying  in  their  channels  extreme  volumes 
of  water.  The  discussion  has  been  general, 
not  only  in  the  technical  engineering 
press,  but  in  publications  devoted  to  mis- 
cellaneous literature  {Harpers  Weekly, 
April  17)  and  to  finance  (Bradstreet's,  April 
17).  Bradstreet's  advocates  the  reinforce- 
ment of  the  Mississippi  banks  under  na- 
tional direction,  and  shows  some  of  the  dis- 
abilities attending  the  levee  system.  It 
quotes  from  a  southern  newspaper  to  show 
that  "  the  flood  of  a  single  season  is  capable 
of  creating  loss  and  damage,  in  some  half 
dozen  States,  of  hundreds  of  millions  of 
dollars.  This  is  too  much  for  a  great  con- 
tinental river  carrying  the  waters  of  half 
the  union  to  be  permitted  to  inflict,  at  a 
single  blow,  on  the  people  of  the  southern 
lowlands."  It  also  quotes  a  correspondent 
of  the  St.  Lout's  Globe- Democrat  as  voicing 
the  general  belief  in  the  inefficiency  of  the 
present  levee  system.  The  correspondent 
referred  to,  after  a  trip  through  the  valley 
from  Cairo  to  Vicksburg,  says  that  "  the 
consensus  of  opinion  of  the  steamboat 
men,  planters,  and  residents  of  cities  is  that 
•  the  levees  must  go.'  "  He  adds  that  the 
exceptions  to  this  view  he  finds  among 
government  engineers  and  the  members  of 
the  levee  boards.  "  Even  they,"  he  says, 
"  admit  that  the  levee  system  has  proved  a 
failure  this  year,  so  far  as  giving  protection 
to  the  lands  behind  them  is  concerned, 
and  the  only  defence  they  can  offer  is  that 
the  high  water  of  1897  is  without  precedent, 
so  that  no  calculations  based  on  the  condi- 
tions of  previous  years  could  be  taken  into 
account  in  coping  with  the  floods.  The 
attempt  to  confine  the  river  within  narrow 
banks  by  means  of  levees,  where  success- 
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fully  done,  might  be  defended  at  least  on 
the  ground  of  its  success.  When,  however, 
this  plan  is  tried,  as  it  was  this  year,  and 
fails,  and  the  immense  power  of  the  water 
for  evil  is  accentuated  by  every  attempt 
to  confine  it,  then  the  evils  of  the  levee 
system  are  brought  more  directly  in  evi- 
dence." Speaking  of  the  belief  by  the  plant- 
ers in  private  levees  about  the  few  acres  in- 
cluded in  their  orchards,  gardens,  and  plots 
of  ground  surrounding  their  homes  and  the 
homes  of  their  employees,  he  says  that  the 
value  of  the  overflows  in  fertilizing  the 
lands  is  acknowledged,  and  that  the  pre- 
historic mounds  along  both  sides  of  the 
river  have  probably  been  utilized  in  effect- 
ing this  purpose.  He  intimates  that  this 
may  have  been  a  use  for  these  mounds 
hitherto  unsuspected  by  antiquarians.  In 
the  article  upon  this  subject,  Bradstreet's 
evidently  favors  national  supervision  of 
this  river.  Harper's  Weekly,  in  a  very  in- 
teresting article  describing  the  floods  at 
various  points  along  the  river,  and  their 
effects,  says  that,  "notwithstanding  the 
tremendous  damage  done  by  the  present 
flood,  it  will  probably  be  found  that  the 
element  of  safety  along  the  Mississippi 
river  system  has  been  increased  of  late. 
In  the  flood  of  1882  the  total  number 
of  crevasses  was  284,  aggregating  56.09 
miles  in  width ;  in  1883  the  crevasses 
numbered  224,  with  an  aggregate  width  of 
34.1  ;  in  1884  the  crevasses  numbered  204, 
aggregating  10.64  milts  in  width  ;  in  1890 
the  crevasses  numbered  only  23,  aggregat- 
ing about  4  25  miles  in  width  ;  in  1892  and 
1893  the  percentage  of  breaks  is  said  to 
have  been  less  than  in  1890.  In  the  flood  of 
this  year  the  serious  breaks  thus  far  do  not 
number  more  than  eight  or  ten,  the  chief 
of  which — that  at  Flour  Lake,  Mississippi 
— has  caused  so  much  devastation  in  the 
Yazoo  Delta."  Further  light  is  thrown 
upon  the  disabilities  of  the  present  system 
of  constructing  levees  under  State  super- 
vision by  a  further  statement  in  Harper's 
Weekly,  referring  to  the  work  of  the 
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Mississippi  river  commission,  which  has 
been  in  existence  since  1879,  and  has  spent 
large  sums  of  money  on  improvements. 
"  It  was  found  that  in  many  of  the  levees 
constructed  by  the  States  corruption  had 
been  potential,  and  that,  as  a  result,  the 
levees  would  give  way  in  time  of  a  great 
flood.  There  was  also  no  harmony  be- 
tween the  various  States  as  to  the  system 
of  constructing  levees.  Arkansas,  for  ex- 
ample, was  found  to  be  indifferent  to 
Louisiana's  welfare.  It  became  necessary 
for  Louisiana  to  go  into  Arkansas  territory, 
by  permission  of  that  State,  and  to  locate 
levees  for  the  protection  of  Louisiana. 
The  latter  State,  of  course,  could  not  police 
these  levees  in  Arkansas.  All  of  this 
showed  the  need  of  intelligent  cooperation 
between  the  States  in  the  proper  develop- 
ment of  the  great  river's  resources, and  the 
protection  of  the  vast  commerce  that  lies 
along  its  great  length.  It  will  be  read  with 
surprise  that  there  are  several  hundred 
miles  along  the  river  without  immediate 
levee  protection."  One  of  the  important 
engineering  facts  developed  by  the  study 
of  the  problems  presented  to  the  river 
commission  is  that  the  opinion  formerly 
held  that  the  elevation  of  the  levees  was 
followed  by  the  elevation  of  the  river's  bed 
is  erroneous.  The  exact  reverse  is  the 
case.  With  high,  firm  levees,  the  river 
scours  itself  out  and  deepens  its  channels 
in  times  of  flood. 


Impure  Water  and  Disease. 

A  double  number  (March  and  April)  of 
the  Albany  Medical  Annals  deals  almost 
wholly  with  a  discussion  organized  by  Dr. 
Henry  Hun,  at  the  request  of  the  president 
of  the  Medical  Society  of  the  State  of  New 
York,  and  held  at  the  meeting  of  that  so- 
ciety in  January  of  the  present  year.  The 
papers  which  make  up  this  able  discussion 
represent  the  most  advanced  views  of  phy- 
sicians, chemists,  and  bacteriologists  on 
the  relation  of  impure  water  to  disease, 
and  the  cure  and  prevention  of  such  dis- 
eases as  are  disseminated  by  contaminated 
water.  The  breadth  of  the  discussion  is 
indicated  by  the  titles,  and  the  names  of 
the  authors,  of  the  papers :  "  Common 
Causes  of  the  Contamination  of  Drinking 


Water,"  by  Timothy  Matlack  Cheesman, 
M.D. ;  "Diseases  which  can  be  Directly 
Traced  to  Contaminated  Drinking  Water," 
by  George  Blumer,  M.D. ;  "A  Statistical 
Inquiry  into  the  Relation  between  Conta- 
minated Drinking  Water  and  Typhoid 
Fever."  by  John  S.  Billings.  M.D. :  "  Dan- 
ger of  the  Domestic  Use.  Other  than  Drink - 
ing,  of  Contaminated  Water,"  by  Rowland 
Godfrey  Freeman,  M.D. ;  "Water  Purifi- 
cation," by  Thomas  B.  Carpenter,  M.D. ; 
"  Methods  of  Preventing  the  Pollution  of 
Water."  by  Edward  K.  Dunham,  M.D. ; 
"  Life  History  of  the  Typhoid  Fever  Germ 
Outside  the  Body,"  by  F.  C.  Curtis,  M.D. ; 
"  Bacterial  and  Allied  Tests  as  Applied  to 
the  Clinical  Diagnosis  of  Typhoid  Fever," 
by  John  Slade  Ely.  M.D. ;  "  Typhoid  Fever 
in  Infancy,"  by  W.  P.  Northrup,  M.  D. ; 
"  Medicinal  and  Dietetic  Treatment  of 
Typhoid  Fever,"  by  William  S.  Ely,  M.D. ; 
"  The  External  and  Internal  Use  of  Water 
in  Typhoid  Fever,"  by  Charles  G.  Stock- 
ton, M.D. ;  "  Disinfection  of  Typhoid  Ex- 
creta," by  Gilman  Thompson,  M.D. ;  "  Dis- 
cussion on  Papers  on  the  Pollution  of 
Water,"  by  Prof.  William  T.  Sedgwick. 
It  will  be  seen  that  the  general  subject  is 
well  covered  by  the  papers  on  the  special 
topics,  and  that  many  of  these  papers,  par- 
ticularly those  on  the  purification  of  water, 
causes  of  contamination,  methods  of  pre- 
venting pollution,  and  statistics,  have  a 
direct  bearing  upon  the  practice  of  muni- 
cipal engineering,  in  which  water-supply 
ranks  next  to  drainage  in  importance.  In 
short,  we  should  think  that  this  collection 
of  papers  ought  to  find  a  place  in  the 
library  of  any  municipal  engineer  who 
wishes  to  bring  his  works  of  reference  as 
nearly  up  to  date  as  possible.  Of  course, 
it  is  impossible  in  a  collective  notice  of  so 
many  papers  to  indicate  the  nature  of  each 
by  reference  to  general  or  special  features. 
We  will,  however,  make  one  or  two  quota- 
tions that  will  justify  the  opinion  we  have 
expressed  of  the  value  of  the  collection. 
In  Dr.  Carpenter's  paper  we  find  the  fol- 
lowing conclusions : 

(1)  Purification  of  water  should  be 
municipal,  not  domestic,  because  domes- 
tic filtration  cannot  be  relied  upon.  (2) 
Domestic  purification  can  be  best  obtained 
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by  heating  to  8o°  C,  for  twenty  minutes. 

(3)  All  evidence  available  at  the  present 
time  favors  the  superiority  of  'natural'  fil- 
tration for  purification  on  a  large  scale. 

(4)  With  few  exceptions  all  American 
cities  furnish  their  inhabitants  with  water 
that  is  at  least  suspicious,  and  in  most 
cases  polluted.  (5)  A  continued  typhoid 
mortality  of  over  20  per  100.000  means  a 
polluted  water  and  a  preventable  sacrifice 
of  human  life."  These  conclusions  are  all 
sustained  by  facts,  arguments,  and  statis- 
tics presented  in  the  body  of  Dr.  Carpen- 
ter's paper.  Dr.  John  Slade  Ely's  paper 
on  "Bacterial  and  Allied  Tests"  shows 
that,  to  positively  prove  or  disprove  the 
presence  of  the  typhoid  bacillus,  the  water 
must  be  subjected  to  the  following  tests 
(quoted  from  Loesener),  which  sum  up  an 
exhaustive  examination  of  the  literature 
of  the  subject. 

"(1)  The  appearance  of  the  superficial 
colonies  in  gelatine  plates.  (2)  The  very 
active  motility.  (3)  The  number  of  flagella 
originating  from  all  parts  of  the  bacilli. 
(4)  Decoloration  by  Gram's  method  of 
staining.  (5)  Growth  on  media  contain- 
ing grape,  milk,  and  cane  sugar,  without 
gas  formation.  (6)  Growth  in  milk  with- 
out causing  its  coagulation.  (7)  Growth  in 
proteid — containing  media,  without  gener- 
ating indol.  (8)  Production  of  acid  when 
grown  in  whey,  but  not  in  excess  of  three 
per  cent,  as  tested  by  one-tenth  normal  soda 
solution.  (9)  The  growth  on  potato.  (10) 
The  failure  to  grow  in  Maassen's  normal 
solution  with  glycerin."  Many  other  tests 
are  named  and  described.  A  valuable  feat- 
ure of  this  paper  is  a  bibliography  of  the 
subject. 

Dr.  Cheesman,  in  his  paper,  asserts  that 
all  waters  obtained  from  the  neighbor- 
hood of  populous  districts  are  to  be  re- 
garded with  suspicion.  He  also  states  the 
conditions  most  favorable  to  the  multipli- 
cation of  pathogenic  bacteria, — to  wit,  a 
fluid  abundantly  charged  with  organic 
matter,  protection  from  light,  and  favor- 
able conditions  of  temperature.  Unfor- 
tunately these  are  the  very  conditions  to 
be  found  in  many  of  the  tanks  used  for 
storing  temporarily  the  water-supply  of 
dwellings.   "  Many  of  them  may  not  have 


been  cleaned  out  for  years;  others  may 
have  been  more  or  less  thoroughly  cleaned 
once  a  year,  and  then,  perhaps,  under  pro- 
test, by  order  of  the  health  authorities. 
Such  tanks  are  often  built  so  that  it  is  im- 
possible to  get  at  them  to  clean  them  at 
all.  The  presence  of  a  single  pathogenic 
micro-organism  in  such  a  cistern  might 
result  in  its  active  multiplication  and  in  a 
serious  outbreak  of  disease." 

Dr.  George  Blumer  held  that,  if  the 
cause  of  a  disease  can  be  isolated  from  the 
water,  and  if  the  great  majority  of  the  in- 
dividuals attacked  by  the  disease  partook 
of  the  water,  and  if  there  is  no  other 
source  of  infection  common  to  all  the  in- 
dividuals attacked,  this  proves  with  cer- 
tainty that  the  disease  is  caused  by  drink- 
ing water.  Dr.  Blumer  is  director  of  the 
Bender  Hygienic  Laboratory  at  Albany, 
a  position  which  gives  an  authoritative 
character  to  what  he  says  or  writes  upon 
the  relation  of  impure  water  to  disease; 
yet,  as  in  the  three  proofs  he  names  one  is 
negative,  we  must  disagree  with  him  that 
they  together  establish  a  certainty.  To 
establish  a  negative  proof  is  a  task  from 
which  the  ablest  logicians  will  shrink.  We 
may  prove  that  C  exists  as  a  factor,  and 
that  D  in  some  form  always  accompanies 
C,  but  to  show  that  some  other  unknown 
factor,  the  nature  of  which  even  is  a  mere 
matter  of  conjecture,  does  not  also  exist 
is  indeed  a  task.  We  should  be  willing  to 
admit  that  the  three  conditions  named  by 
Dr.  Blumer  establish  a  very  strong  proba- 
bility, even  a  convincing  probability,  war- 
ranting belief  and  action,  but  we  should 
not  class  such  a  probability  among  abso- 
lute certainties. 


The  Center-Court  Apartment- House. 

Our  much-esteemed  cotemporary.  The 
Engineering  Record,  has  been  referred  to  in 
these  pages  several  times  as  a  pioneer  in  the 
movement  for  improved  apartment- houses 
for  working-people  of  small  incomes; 
it  has  consistently  maintained  its  support 
of  this  movement  for  many  years.  Under 
the  above  title  it  presents  (April  3)  an  il- 
lustrated description  of  a  center-court  ap- 
artment-house, which,  it  is  presumed,  was 
thought  worthy  of  the  two  pages  of  space 
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devoted  to  it.  We  are  ready  to  admit  that 
the  design  has  some  commendable  feat- 
ures, but  the  pitiful  meagerness  of  the 
room  provided  for  each  family  impresses 
us  very  unfavorably.  We  are  told  that  this 
building  has  been  erected  on  West  Twenty- 
eighth  street,  New  York ;  that  its  purpose 
is  for  rental  in  low-priced  apartments  and 
ground-floor  stores  ;  that  it  is  a  semi-fire- 
proof structure ;  and  that  it  was  "  designed 
with  especial  regard  to  the  best  utilization 
of  space  on  an  ordinary  city  site,  the  most 
convenient  arrangement  of  rooms,  and  to 
secure  the  greatest  amount  of  light  and 
ventilation  possible  under  the  conditions." 
We  are  further  told  that  the  ground  on 
which  this  structure  stands  is  a  fifty-by- 
one-hundred  foot  lot,  and  that  the  build- 
ing is  a  five- story  and  basement  apartment- 
house.  Within  this  space  are  to  be  housed 
twenty-two  families  and  three  ground- 
floor  stores.   There  is  a  court  about  nine- 
teen feet  square  in  the  center  of  the  build- 
ing, which  is  open  on  the  south,  permitting 
free  access  of  air,  and,  it  is  claimed,  of  sun- 
light to  the  very  bottom ;  but  as  the  open- 
ing from  the  ten- feet-wide  yard  at  the  rear 
into  this  court  is  only  about  three  feet  in 
width,  it  seems  that  direct  sunlight  can 
reach  the  bottom  of  the  court  for  only  a 
small  part  of  each  day,  and  that  this  claim 
is  more  fanciful  than  real.  "  The  staircase 
balls  are  all  lighted  from  top  to  bottom  by 
windows  on  each  floor,  and  have,  in  addi- 
tion, ventilating  skylights  at  the  roof.  To 
insure  protection  from  fire,  each  tier  of 
flats  is  entirely  enclosed  between  brick 
walls,  nowhere  less  than  twelve  inches 
thick,  and  it  is  thought  probable  that  fire 
in  any  one  section  of  this  building  could 
be  prevented  from  spreading  to  any  other 
section,  as  there  are  five  fire-proof  sections 
running  from  the  first  floor  to  the  roof/' 
Each  of  these  sections  may  be  shut  off 
from  the  others  by  fire-proof  doors.  This 
is  an  excellent  feature,  which  cannot  be  too 
highly  commended.  The  fi>st  floor  is  con- 
structed with  iron  beams  and  terra-  cotta 
arches,  as  required  by  law,  and  the  semi- 
fire- proof  construction  above  this  floor  is 
claimed  to  be  much  better  than  the  law 
requires.    The  stair-halls  have  cement 
floors,  and  there  are  two  ways  of  egress 


from  each  apartment.  Hot  water  is  sup- 
plied from  the  cellar,  and  the  plumbing 
throughout  is  open.  All  of  this  is  praise- 
worthy, and  we  are  prepared  to  admit  that 
the  architects,  a  New  York  firm,  have  very 
nearly  achieved  the  object  of  the  design^ 
so  far  as  conditions  permit,  one  of  those 
conditions  being  that  twenty-two  families 
should  be  crowded  into  the  space  above 
the  ground-floor  stores.  The  class  of  ten- 
ants obtainable  for  apartments  of  this 
kind  will  not  average  less  than  four  to 
each  family;  therefore,  we  may  consider 
that  eighty-eight  persons  are  to  be  accom- 
modated— exclusive  of  the  stores — on  a 
ground-plan  of  fifty  feet  by  eighty- eight 
feet  and  nine  inches,  out  of  which  the  area 
in  plan  for  walls  and  partitions  is  to  be 
taken.  Taking  the  dimensions  of  the 
rooms  as  marked  on  the  plans  so  far  as 
they  appear,  and  ascertaining  by  the  scale 
the  dimensions— not  given — of  the  bath- 
room and  closet;  we  find  that  a  floor-space 
of  less  than  ten  feet  square  is  allowed  for 
each  person,  or  a  little  less  than  ninety- 
one  square  feet  per  person  in  the  four 
rooms  and  bath  apportioned  to  each  fam- 
ily on  the  second  floor.  These  rooms 
are  a  living-room,  two  bed-rooms,  kitchen 
and  bath-room,  with  a  single  closet  for 
wardrobe  about  three  feet  wide  by  nine 
inches  deep.  The  bath-room,  which  in- 
cludes the  water-closet,  is  four  feet  square  ; 
the  kitchen,  which  includes  range  and 
wash-tubs,  eight  feet  six  inches  by  eight 
feet  eight  inches.  Less  than  nine  hundred 
cubic  feet  of  space  per  person  are  allotted. 
It  may  be  that  this  is  the  best  arrange- 
ment that  is  possible  for  people  who  are 
expected  to  live  (like  rats  in  burrows) 
in  spans  just  large  enough  to  permit 
their  turning  around  ;  but  the  crowding  of 
eighty-eight  people  into  a  space  like  this 
is  to  us  not  a  very  encouraging  outcome 
of  all  the  effort  that  has  been  put  forth, 
and  we  do  not  think  it  ought  to  be 
so  regarded  by  the  public.  At  the  first, 
when  new  and  clean,  such  a  building  would, 
perhaps,  contrast  favorably  with  the  older 
tenement-houses,  and  in  some  ways  it 
would  always  be  superior;  but  nothing 
would  prevent  Its  ultimate  degradation  into 
a  den  of  squalor, — perhaps,  also,  of  vice. 
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Gold  in  Siberia. 

To  the  issue  of  April  3  of  the  Mining 
and  Scientific  Press  Mr.  Russell  L.  Dunn 
contributes  a  very  interesting  illustrated 
article  upon  gold  mining  in  Siberia.  While 
gold  mining  has  been  carried  on  in  Siberia 
for  nearly  the  same  time  as  in  California, 
it  remains  in  its  methods  and  appliances 
almost  the  same  as  when  it  began.  There 
are  no  advances  of  note.  While  Siberia  is 
a  very  large  country  and  a  large  gold- 
producer  in  consequence,  it  suffers  very 
much  in  this  respect  in  comparison  with 
smaller  countries.  The  gold-bearing 
regions  are  scattered  over  an  area  of  about 
three  thousand  miles  east  and  west  by  one 
thousand  miles  north  and  south ;  besides, 
there  is  the  Ural  district,  from  which,  not- 
withstanding its  small  size,  comes  a  large 
part  of  the  total  annual  production  of 
Siberian  gold.  Mr.  Dunn  writes  from  per- 
sonal observation,  and  he  considers  that 
the  gold-bearing  territory  extends  from 
the  Yenisei  river  to  the  Pacific  ocean,  and 
from  the  southern  limit  of  the  A  moor 
drainage  and  the  Altais,  northward,  till 
the  foot-hills  disappear  about  the  Arctic 
circle  in  the  swanky  plains  bordering  the 
Northern  ocean.  So  far,  the  method  of 
placer  mining  is  the  only  system  that  has 
prevailed.  Only  the  shallow  surface  placers, 
such  as  were  worked  in  the  river  bars 
and  foot-hill  gulches  of  California  by  the 
early  gold-seekers,  have  supplied  gold  from 
these  regions.  These  placers  are  many  and 
scattered  widely,  and  a  few  only  are  ex- 
ceptionally rich.  Mr.  Dunn  believes  that 
he  has  observed  conclusive  evidence  of 
quartz-lodes  whose  value  is  not  appreciated 
by  the  Siberian  miners.  These  lodes  are 
similar  in  character  to  the  California 
quartz-lodes,  and  the  placers  are  situated 
not  very  far  from  their  source  in  these 
lodes.  The  prospecting  of  these  placers 
involves  the  thawing  of  the  earth  by  artifi- 
cial heat,  in  those  parts  of  the  country  in 
which  the  ground  is  perpetually  frozen. 
After  the  placer  is  located,  it  is  worked  in 
what  are  called  "shurfs"  sunk  simultan- 
eously on  the  placer,  two  men  working  at 
each  shurf  together.  These  shurfs  are 
about  seven  feet  square,  being  excavations 
carried  down  to  bed  rock  at  depths  ranging 


from  six  to  twenty-five  feet.  Fires  are 
built  along  the  surface,  softening  the 
ground  to  a  depth  of  about  seven  inches 
for  each  firing.  The  softened  ground  is 
then  removed  by  pick  and  shovel.  "  When 
gold  begins  to  appear  in  the  ground,  each 
successive  seven  inches  of  softened  wash  is 
deposited  by  itself  by  the  side  of  the  shurf. 
and  marked  with  a  stake,  giving  its  depth 
from  the  surface.  The  foreman  or  engineer 
prospects  these  saved  layers,  and  finally, 
with  a  seventy-two  pound  sample,  washed 
either  in  the  Siberian  batea  (a  shallow 
wooden  bowl  about  22  inches  in  diameter), 
or  in  the  Siberian  sluice  (which  has  its 
nearest  comparison  in  a  mortar  mixing- 
bed),  determines  the  weight  of  gold  that  a 
unit  of  3.600  pounds  of  the  wash  will  con- 
tain.  This  he  marks  on  a  rough  plan-map 
of  the  shurfs,  and  also  marks  the  respec- 
tive depths  of  over-burden  and  of  pay. 
This  washing  is  usually  done  in  the  follow- 
ing summer.  If  sufficient  gold  is  shown 
to  pay,  on  working,  other  intermediate 
lines  of  shurfs  are  staked  out, — about  one 
hundred  feet  apart  this  time, — and  in  the 
following  winter  they  are  sunk,  prospected 
the  next  summer,  and  mapped." 

The  Wellington  Series  Engine. 

We  can  do  little  more  than  simply 
call  attention  to  the  description  of  this 
invention  presented  in  the  Engineering 
News  (April  8),  which  occupies  nearly 
three  pages  of  that  journal.  It  will  be  re- 
membered that,  in  the  announcement  of  the 
death  of  the  late  A.  M.  Wellington  in  the 
spring  of  1895  (at  the  time  of  his  death 
editor  of  the  journal  quoted),  mention 
was  made  of  a  remarkable  invention  upon 
which  he  was  engaged,  and  upon  which 
he  had  expended  a  very  large  amount  of 
experimental  work,  which  work  was  con- 
tinued almost  to  the  very  last  week  of  his 
useful  and  honored  life.  Whatever  may 
be  the  outcome  of  this  work  in  its  influ- 
ence upon  the  progress  of  mechanical  en- 
gineering, it  is  without  doubt  one  of  the 
most  interesting  studies  relating  to  heat 
engines  conducted  in  recent  years.  Since 
each  element  of  this  system  of  engines 
consists  of  a  boiler  or  vapor  generator,  en- 
gine, surface  condenser,  and  means  for  re- 
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storing  the  liquid  of  condensation  to  the 
boiler,  the  novelties  in  the  mechanical 
part  of  the  system  are  in  the  line  of  con- 
struction, such  as  details  of  the  boiler, 
means  for  effecting  rapid  circulation  of 
liquids  and  vapors  over  the  heating  sur- 
faces, etc.  It  is  not  new  to  use  liquids 
volatilizing  at  a  temperature  lower  than 
water  for  obtaining  a  vapor  under  working 
pressure  by  absorption  of  heat  from  the 
vapor  of  water  at  less  than  atmospheric 
pressure.  In  this  way  vapors  at  pressures 
higher  than  that  of  the  atmosphere  may 
be  generated  by  water  vapor  whose  press- 
ure is  lower  than  that  of  the  atmosphere. 
The  records  of  the  American  patent  office 
will  show  a  number  of  inventions  directed 
to  this  purpose.  For  reasons  upon  which 
we  shall  not  here  enter,  none  of  these  inven- 
tions have  come  into  genera)  practical  use. 
We  shall  not  attempt  to  do  more  than  give 
a  general  idea  of  the  principles  on  which 
Mr.  Wellington's  invention  rests.  A  heater 
delivers  a  liquid  at  500  degrees  to  the 
boiler  or  vapor-generator  of  an  engine 
wherein  vapor  under  a  working  pressure 
is  produced  by  extracting  heat  from  the 
primary  liquid  and  imparting  it  to  another 
liquid  which  evaporates  at  lower  tempera- 
ture than  that  of  the  primary  liquid,  and 
wherein  the  primary  liquid  is  cooled  down 
to,  say,  444  degrees;  the  primary  liquid 
then  passes  along  to  another  generator  in 
the  series,  which  generates  vapor  under 
less  temperature  and  tension  than  that  of 
the  primary  liquid,  and  wherein  the  latter 
is  cooled  down  to,  say,  388  degrees ;  and 
so  on  to  the  different  generators  of  the 
series  of  engines,  say,  five  in  all,  the  tem- 
perature of  the  primary  heating  liquid  be- 
ing reduced  in  the  last  generator  down  to 
220  degrees, — a  mean  reduction  of  56  de- 
grees for  each  vapor-generator.  In  pass- 
ing through  these  generators,  the  heating 
liquid,  going  outward  from  the  heater, 
imparts  heat  successively  to  the  contents  of 
each  generator.  The  vapor  produced  in 
each  generator  of  the  series  acts  upon  the 
piston  of  an  engine,  then  passes  over  into 
one  of  a  series  of  condensers,  and  is  there 
condensed  by  the  returning  current  of  the 
same  primary  liquid  going  back  to  the 
heater.   For,  after  having  passed  through 


the  fifth  or  last  generator,  the  circulating 
primary  liquid  flows  through  a  surface- 
cooler,  whereby  its  temperature  is  re- 
duced from  220  degrees — the  temperature 
at  which  it  leaves  the  last  generator — to 
50  degrees,  at  which  temperature  it  flows 
into  the  condenser  of  the  fifth  engine. 
Here  it  collects  heat  from  the  exhaust,  its 
temperature  being  raised  from  50 
degrees  to  97.6  degrees.  Thence  it 
passes  into  the  condenser  of  the 
fourth  engine  of  the  series,  where, 
in  condensing  the  exhaust  of  that 
engine,  its  own  temperature  is  raised  to 
145.2  degrees ;  so  on  through  the  conden- 
sers of  the  third,  second,  and  first  engines, 
arriving  at  the  first  condenser  with  a  tem- 
perature of  240.4  degrees,  and  leaving  it  at 
a  temperature  of  288  degrees.  Thence  it 
passes  again  into  the  heater  to  regain  a 
temperature  increment  by  which  it  attains 
the  original  temperature  of  500  degrees, 
completing  the  circuit.  On  its  outer 
course  from  the  heater  to  the  cooler,  the 
primary  liquid  gives  off  heat  successively 
to  the  contents  of  each  generator,  which 
heat  is  successively  converted  into  work 
by  each  of  the  serial  engines ;  on  its  return 
from  the  cooler  to  the  heater  it  takes  up 
a  portion  of  heat  successively  from  each 
condenser.  As  it  goes  out,  it  is  always 
hotter  than  the  contents  of  the  generator 
through  which  it  passes ;  in  the  cooler  its 
temperature  is  so  reduced  after  passing 
through  the  last  generator  that  there- 
after it  is  always  cooler  than  the  contents 
of  the  condenser  through  which  it  passes, 
until  it  gets  back  again  to  the  heater.  The 
liquid  of  condensation  is  pumped  back 
from  each  condenser  to  the  generator 
whence  it  came,  and  the  circulation  of  the 
primary  liquid  to  and  from  the  heater  and 
cooler  is  also  maintained  by  pumping. 
Suppose  the  primary  liquid  to  be  water, 
and  the  secondary  liquid  vaporized  in  the 
generator  working  the  engine  and  con- 
densed to  liquid  again  in  the  condenser  to 
be  water,  carbon  disulphid,  anhydrous  am- 
monia, or  other  material  capable  of  pro- 
ducing vapor  or  steam  of  working  tension 
at  a  temperature  lower  than  that  corre- 
sponding to  the  same  pressure  of  the  pri- 
mary liquid ;  it  will  then  be  easy  to  see 
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that  such  a  system  would  be  able  to  supply 
power  so  long  as  the  primary  heater  and 
final  cooler  should  maintain  the  stated 
difierence  of  temperature.  It  can  also  be 
calculated  that  a  much  larger  percentage 
of  the  heat  imparted  to  the  primary  liquid 
(assuming  that  the  theoretical  tempera- 
tures could  be  maintained)  would  be  con- 
verted into  work  than  could  be  so  con- 
verted by  directly  using  the  vapor  of  water 
in  either  a  single  or  multiple-cylinder  ex- 
panding engine  ;  but,  in  so  complicated  a 
system  of  heat  exchanges,  it  is  too  much 
to  expect  that  the  theoretical  temperatures 
can  be  reached  and  maintained.  There 
will  be  losses  which,  in  the  absence  of  act- 
ual experiment,  cannot  be  estimated.  The 
cycle  can  be  proved  to  conform  to  the  law 
of  the  Carnot  cycle,  the  indicated  power 
being  a  function  of  the  difference  between 
the  high  and  low  temperatures  of  the  pri- 
mary liquid.  The  mechanical  features  of 
the  invention  are  interesting,  the  principal 
innovation  being  in  the  structure  of  the 
generators  for  producing  vapor  through 
the  action  of  heat  derived  from  the  pri- 
mary liquid,  etc.  The  fact  that  heat  is 
transferred  very  much  more  rapidly  by  a 
heated  liquid  on  one  side  of  a  metallic 
septum  to  a  cooler  liquid  on  the  opposite 
aide  than  by  a  heated  gaseous  medium 
through  a  similar  septum  to  a  cooler  liquid 
on  the  opposite  side  enables  a  very  much 
smaller  amount  of  surface  to  be  used  for 
the  transmission  of  heat  than  is  used  with 
the  ordinary  steam  boiler.  We  cannot 
here  go  into  the  details  of  this  construc- 
tion, but  the  extent  of  the  innovation  is  in- 
dicated in  the  statement  of  our  contempo- 
rary that  "  a  boiler  has  actually  been  built 
and  worked  which  generated  forty  h.  p. 
with  a  weight  and  bulk  only  one  two-hun- 
dreth  as  great  as  the  ordinary  stationary 
boiler  of  that  power."  It  is  added  that, 
shortly  after  this  boiler  was  finished, "  Mr. 
Wellington  hit  upon  an  entirely  new  plan 
of  boiler-construction,  by  which  he  hoped 
to  go  even  farther  in  the  direction  above 
noted  in  the  reduction  of  weight  and  bulk 
for  a  given  power,  and  at  the  same  time  to 
make  a  boiler  which  could  be  constructed 
at  a  far  less  cost  than  the  tubular  boiler." 
All  who  knew  Mr.  Wellington,  particularly 


his  associate  members  of  the  American 
Society  of  Civil  Engineers,  will  deeply  re- 
gret that  he  did  not  live  to  advance  fur- 
ther this  his  favorite  study  of  improvement 
in  heat  engines. 

Alternating-Current  Dynamos  in  Parallel. 

The  disadvantages  of  the  prevailing 
system  of  running  each  machine  on  a 
separate  circuit  are  set  forth  in  the  first 
part  of  a  serial  paper  by  J.  E.  Woodbridge 
in  the  Electrical  Engineer  (April  28). 
"  The  number  of  circuits  increases  neces- 
sarily with  the  number  of  machines,  and 
the  problem  of  properly  distributing  the 
loads  on  those  circuits,  so  that  in  the 
evening  each  generator  shall  do  its  full 
share  of  the  work,  and  yet  not  be  over- 
loaded by  some  unanticipated  addition,  is  a 
serious  one.  A  compromise  which  results 
in  poor  economy  always  has  to  be  made 
with  loads  which  are  subject  to  sudden 
changes  that  cannot  be  foreseen  in  the 
central  station,  such  as  the  theatre  and 
church  loads,  etc.  Then  constant  attend- 
ance is  necesssary,  as  the  load  rises  and 
falls  through  its  daily  range,  to  start  up 
the  fresh  dynamos  as  they  are  needed,  and 
switch  on  to  them  the  different  lines;  and 
again,  when  the  load  falls  off,  to  properly 
bunch  the  lines  on  certain  dynamos,  so  as 
to  keep  the  machines  which  are  running 
always  as  near  to  their  most  efficient  loads 
as  possible.  No  little  ingenuity  is  needed 
when  the  dynamos  in  the  house  are  of 
various  sizes  and  capacities.  When  the 
conditions  are  further  complicated  by  the 
necessity  of  giving  the  longer  feeders  a 
higher  voltage  than  the  shorter  ones,  the 
increase  in  that  voltage  being  propor- 
tioned roughly  to  the  load,  the  switch- 
board man  has  no  easy  job.  Added  to 
that  is  the  necessity  of  carrying  over  his  cir- 
cuits as  nearly  instantaneously  as  possible 
to  prevent  too  long  '  wink  '  in  the  lights  ; 
and  the  risk  of  accidentally  throwing  two 
machines  in  multiple  by  a  mistake  in  the 
manipulation  of  his  switches."  A  serious 
objection  to  independent  alternators  is 
this  winking  of  lights,  and  it  is  spoken  of 
as  being  one  of  the  things  favoring  the  in- 
troduction of  the  Welsbach  gas-burner, 
whose  comparative  steadiness  is  one  of  its 
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chief  recommendations.  Mr.  Woodbridge 
goes  on   to  show  that   all   the  dis- 
advantages which  he   has  comprehen- 
sively enumerated  are  completely  re- 
moved by  "running  all  the  alternators 
in  a  station  in  multiple  on  one  set  of  bus- 
bars, from  which  all  the  feeders  are  tapped 
off,  either  direct  or,  in  the  case  of  long 
feeders,  through  adjustable  boosting  con- 
verters."  He  proceeds  to  show  how  the 
number  of  feeders  can  be  thus  much  re- 
duced and  economy  increased.   For  in- 
stance, "  two  No.  ocoo  lines  cost  less  and 
give  less  trouble  than  the  same  amount  of 
copper  in  eight  No.  3  lines."   He  quotes 
the  well-known  experiment  of  Mr.  Mordey 
as  evidence  of  the  entire  possibility,  as 
well  as  the  commercial  practicability,  of 
running  alternating-current  dynamos  in 
this  way.  The  dynamos  thus  run  will 
synchronize  in  speed,  and  will  adjust  the 
relations  of  voltage  and  phase  (at  least 
with  the  Mordey-Brush  dynamos),  running 
multiple  under  even  more  trying  condi- 
tions than  direct-current  machines.  The 
multiple  method  has  been  largely  adopted 
in  Europe,  but  has  not  been  generally  used 
in  the  United  States.  The  large  plant  at 
Niagara  is  arranged  to  work  in  this  way. 
This  series  of  articles  by  Mr.  Woodbridge 
shows  that  the  idea  that  alternating  dy- 
namos must  be  specially  made  for  multiple 
working  is  not  broadly  true,  as  most  good 
machines  of  the  same  frequency  will  hold 
up  to  speed  under  a  complete  range  of 
loads  without  excessive  current,  and  will 
run  synchronously. 

Electric  Lighting  of  the  Armory  of  the 
Ninth  Regiment  N.  G.  S.  N.  Y. 

The  lighting  of  this  new  old  building, 
situated  on  the  north  side  of  Fourteenth 
street,  New  York  city,  between  Sixth  and 
Seventh  avenues,  and  having  a  frontage  of 
about  212  feet  and  a  depth  of  250  feet, 
presents  some  features  worthy  of  notice. 
The  Electrical  World  (April  3)  gives  con- 
siderable space  to  the  illustration  and 
description  of  the  lighting  installation, 
from  which  the  following  particulars  are 
derived.  There  are  2,500  16  c.p.  incandes- 
cent lamps  in  the  various  administration 
rooms,  and  60  1,200-c.p.  open-air  Ajax  arc 


lamps  are  employed  for  the  illumination  of 
the  main  hall.  The  arrangement  of  the 
arc  lamps  for  the  main  hall  is  specially 
commended.  "All  the  various  fixtures, 
both  for  arc  and  incandescent  purposes, 
are  specially  designed  of  wrought  iron,  and 
those  in  the  main  hall  are  also  equipped 
with  electrically-lighted  gas-burners.  Par- 
ticularly in  the  main  hall  are  two  large 
clusters,  each  including  twelve  arc  lamps, 
which  are  arranged  in  the  form  of  a  large 
chandelier  centrally  suspended  from  the 
center  of  the  arches  over  the  drill  floor. 
The  lamps,  when  raised,  are  about  twenty- 
eight  feet  above  the  floor  line."  Ten 
single  arc-lamp  fixtures  are  arranged 
under  each  of  two  main  balconies,  these 
balconies  being  about  sixteen  feet  above 
the  floor.  Over  each  end  of  the  balcony 
are  four  single  arc-lamp  fixtures,  twenty- 
one  feet  above  the  gallery  floor.  The 
lower  part  of  each  main  fixture  is  a  struc- 
ture of  metal  work  supporting  a  group  of 
twelve  arc  lamps,  each  lamp  suspended 
from  an  iron  hook.  The  system  appears 
to  be  an  extension  of  that  used  in  some  of 
the  buildings  at  the  Chicago  World's  Fair, 
where  arc  lamps  arranged  in  clusters,  or 
"  arkoliers,"  were  used  with  great  success. 
For  lighting  large  spaces,  this  system 
presents  some  advantages.  The  "  use  of 
enclosed  arcs  also  adds  a  number  of 
features  tending  to  increase  the  value  of 
such  methods.  Lately,  however, a  number 
of  very  large  halls  have  been  thus  illumi- 
nated with  excellent  results." 


Eccentric  Gearing. 
Mr.  Frank  Richards,  in  American 
Machinist  (April  22),  points  out  that  this 
class  of  gearing  has  a  merit  not  ordinarily 
attributed  to  it,  the  "quick  return  "  move- 
ment being  all  that  is  generally  thought  of 
in  connection  with  it ;  whereas,  upon 
crank- actuated  machines,  the  approximate 
uniformity  of  advance  during  the  working 
stroke  is,  perhaps,  of  as  great  importance 
as  the  quick  return.  He  exemplifies  this 
by  an  eccentric  gear  diagram.  Thus  the 
planer  can  be  run  all  the  time  at  the  best 
speed  possible,  which  is,  of  course,  with  a 
well-designed  machine,  what  the  tool  will 
stand  for  the  whole  stroke. 
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Architecture  and  Handicraft. 

Citing  two  ancient  authorities,  Vitru- 
vius  and  Pythius,  Mr.  T.  C.  Jackson,  R.  A., 
in  a  paper  read  before  the  Architectural 
Association  in  April  (reported  in  The 
Architect  and  Contract  Reporter,  April  9), 
quotes  both,  and  criticises  both  as  to  the 
importance  of  a  knowledge  of  the  handi- 
crafts employed  in  building.  Though  Vi- 
truvius  is  no  longer  in  fashion  as  an  archi- 
tectural authority,  the  following  opinion, 
expressed  by  that  once  vastly  popular 
writer,  serves  as  a  text  for  Mr.  Jackson's 
paper.  "  Architects  who  are  mere  handi- 
craftsmen without  literary  training  are  un- 
able to  give  a  reason  for  what  they  do, 
while  those  who  trust  only  to  theory  and 
book-learning  without  practical  training 
seem  to  grasp  at  a  shadow.  ...  An  archi- 
tect must  be  properly  trained  in  both  fields. 
He  must  be  both  ingenious  and  teachable, 
for  neither  will  wit  without  training  nor 
training  without  wit  make  the  perfect 
artist.  He  must  be  a  skilful  draughtsman, 
a  learned  geometrician,  not  ignorant  of 
optics,  instructed  in  arithmetic,  a  good 
historian,  and  a  diligent  student  of  philos- 
ophy. He  must  understand  music,  he  must 
know  something  of  medicine,  he  must  be 
familiar  with  the  decisions  of  the  lawyers, 
he  must  understand  astrology  and  astro- 
nomy." At  one  time  all  this  would  have 
been  accepted  as  gospel.  It  shows  the 
mutability  of  human  standards  that  a  writer 
of  the  present  day  may  with  impunity 
characterize  it  as  "nonsense."  While, in 
the  same  way  that  the  knowledge  of  many 
of  the  things  named  benefits  any  one,  they 
may  benefit  an  architect,  they  are  not  es- 
sential to  his  success  as  an  architect,  any 
more  than  they  would  be  to  a  navigator  or 
the  general  of  an  army.  The  enumeration 
is  a  queer  mixture  of  essentials  with  non- 
essentials, and  its  sweeping  character  is 
much  modified  by  Vitruvius  in  his  cate- 
gory of  the  uses  which  the  knowledge 
named  can  be  made  to  subserve  in  the 
practice  of  the  architectural  profession. 
Even  this  enumeration  is  much  narrower 
than  that  given  by  Pythius,  who,  in  the 


opinion  of  Vitruvius,  goes  much  too  far. 
Vitruvius  admits  that  "  it  is  only  now  and 
then  that  a  man  can  excel  in  one  art,  even 
if  he  pursues  no  other.  He  has  done  quite 
enough  in  these  several  branches  of  study 
who  has  a  fair  knowledge  of  those  parts 
and  theories  of  them  which  are  necessary 
to  architecture."  In  other  words,  this  all 
simmers  down  to  the  obvious  truism  that 
an  architect  needs  to  know  the  essentials 
of  his  art.  But  what  are  these  essentials? 
Mr.  Jackson  asserts  "  that  of  late  years 
there  has  been  a  revulsion  against  what  he 
styles  the  Roman  method  of  practising 
architecture,  in  favor  of  the  Greek  method. 
Many .  .  .  have  been  preaching  against 
the  strictly  professional  view,  and  urging 
that  a  man  cannot  be  expected  to  produce 
good  designs  who  seldom  or  never  comes 
into  contact  with  the  materials  of  which 
his  design  is  to  be  constructed.  We  have 
argued  that  it  is  from  the  handling  of  ma- 
terial that  suggestions  in  design  can  most 
readily  be  gathered ;  that  reading  about 
processes  in  building,  or  any  of  the  arts 
that  go  to  make  up  a  building,  will  never 
teach  a  man  to  make  the  most  of  bis  oppor- 
tunity . . .  and  how  to  design  in  accordance 
with  the  natural  qualities  of  the  material 
with  which  he  has  to  deal."  Mr.  Jackson 
points  out  that  these  proposals,  though 
they  may  seem  revolutionary  to  the  advo- 
cates of  the  established  professional  sys- 
tem, would,  if  adopted,  still  be  far  from 
bringing  us  again  to  the  methods  of  the 
architects  of  four  hundred  or  five  hundred 
years  ago.  He  avers  that  the  contracts  of 
the  earlier  period  bound  architects  much 
more  rigidly  to  a  constant  and  intimate 
association  with  their  work  than  modern 
architects  would  submit  to.  "  The  archi- 
tect bound  himself  to  come  with  his 
family  and  live  in  the  place  where  he  was 
to  build  ;  to  engage  workmen,  and  see 
that  they  did  all  that  was  necessary  to  be 
done  ;  to  work  with  his  own  hands,  both 
in  building  and  in  sculpturing,  as  befitted 
a  good  sculptor  and  a  master  of  the  art  of 
stone-cutting."  A  part  of  his  duties  was 
to  visit  the  quarries  and  superintend  the 
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quarrying  of  the  stone ;  and  he  was  re- 
stricted from  undertaking  any  other  work 
for  the  term  of  years  covered  by  the  con- 
tract without  special  permission  of  his 
employers,  which,  if  granted,  specified  the 
exact  amount  of  time  he  could  employ 
upon  such  work.  He  was  the  "  chief  mas- 
ter-builder and  superintendent  of  all  the 
laborers,  builders,  master-workmen,  and 
handicraftsmen  employed,  on  the  build- 
ing," and  supplied  the  necessary  dimen- 
sions, orders,  and  methods.  Instead  of 
being  paid  a  commission,  he  was  paid  a 
salary  for  the  term  of  service,  with  some- 
times some  added  perquisites.  The  multi- 
tudinous details  of  the  modern  architect's 
office-business  were  unknown  to  the  medi- 
eval architect.  Personal  interviews  with 
employers  on  the  spot  where  his  work  was 
in  progress  rendered  much  letter-writing 
needless,  and  he  could  concentrate  his  un- 
interrupted attention  upon  the  single  job 
in  hand.  Long  and  tedious  hours  grudg- 
ingly given  to  railway  journeys  were  un- 
known to  him.  The  power  to  change 
anything  during  the  progress  of  the  work 
was  constantly  at  his  command.  While 
this  state  of  things  cannot  be  reestablished 
in  a  hurry,  or  even  at  all,  Mr.  Jackson 
implies  that  it  is  a  good  thing  to  recall  it, 
and  he  believes  the  modern  architect 
may,  if  he  will  make  the  effort,  get  more 
into  touch  with  the  handicrafts,  and  that 
the  practice  of  the  art  would  benefit  by 
the  effort.  On  this  line  he  completes  an 
interesting  paper  with  practical  sugges- 
tions.   

Connection  of  the  Black  Sea  with  the 

According  to  The  Engineer  (April  9), 
the  scheme  of  connecting  these  two  seas 
by  a  canal  of  capacity  sufficient  to  permit 
the  passage  of  the  Russian  war-ships,  un- 
der plans  and  specifications  prepared  three 
years  ago,  which  scheme  was  postponed  on 
account  of  the  death  of  the  czar,  has  again 
come  up  for  consideration.  There  is  an 
unmistakable  purpose  to  construct  this 
canal,  of  which  we  condense  a  description 
from  the  contemporary  named.  The  route 
proposed  is  from  the  Gulf  of  Riga  along 
the  rivers  Duna,  Beresina,  and  Dnieper, 
40  Khershun  in  the  Black  sea.  The  length 


of  the  course  is  994  miles.  The  canal  will 
consist,  when  completed,  of  the  deepened 
channels  of  the  rivers  named  and  new  cut- 
tings to  make  a  continuous  water-way 
having  a  draft  of  28  feet.  The  estimated 
cost  will  be  ^20,000,000.  It  is  estimated 
that  five  years  will  be  necessary  to  com- 
plete the  construction.  The  object  of  the 
canal  is  to  connect  the  dockyards  at  Libau 
in  the  north  with  those  at  Nikolaieff  in 
the  south,  so  that  war-vessels  can  be 
moved  in  a  short  time  from  one  point  to 
the  other.  As  a  collateral  advantage,  it 
is  expected  that  a  rich  tract  of  country 
will  be  developed  along  the  line  of  the 
canal,  and  that  the  water-way  will  become 
important  as  one  of  the  great  avenues  of 
commerce.  The  region  through  which  the 
canal  will  pass,  and  which  is  watered  by 
the  tributaries  of  the  rivers  named,  is  said 
to  be  fertile,  and  there  are  also  mineral 
lands  which  will  contribute  to  the  traffic, 
the  bulk  of  which  will  be  in  corn,  timber, 
iron,  salt,  and  hemp.  Reference  to  any 
good  map  of  the  country  will  show  that  the 
Duna,  or  West  Dwina,  empties  into  the 
Gulf  of  Riga  at  Dunamunde,  and  is  navi- 
gable to  Velig,  400  miles  from  the  mouth. 
The  total  length  of  the  river  is  650  miles, 
and  its  drainage  area  28,350  square  miles. 
At  its  mouth  it  is  about  a  half  a  mile  wide. 
At  about  90  miles  from  the  mouth  the 
river  has  risen  280  feet  above  sea- level,  and 
at  the  summit  511  feet.  The  channel  is 
shallow  and  much  obstructed  by  sand  beds 
and  rocks,  and  it  is  difficult  of  navigation, 
except  during  the  autumn  and  spring 
floods.  It  is  generally  clothed  in  ice  from 
November  to  April.  The  Beresinski  canal, 
constructed  in  the  latter  part  of  the  eight- 
eenth century,  connects  the  summit  level 
of  the  Duna  with  the  river  Beresina. 
Traversing  a  portion  of  the  river  Ulla  and 
the  lakes  Beloje  and  Beresina  and  the 
river  Sevgatcha,  connection  is  made  with 
the  Dnieper  at  an  elevation  of  385  feet 
above  sea-level.  The  Dnieper,  in  the  length 
of  1,000  miles,  drains  an  area  of  204,000 
square  miles.  Fifty  miles  below  its  source 
it  is  200  feet  wide.  Four  hundred  miles 
from  the  out-fall  its  width  is  1,500  feet.  It 
discharges  into  the  Black  sea  through  nine 
mouths,  and  the  deepest  water  in  any  of 
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the  channels  does  not  exceed  10  feet.  It 
is  clothed  in  ice  from  January  to  March. 
It  is  expected  that  the  greatest  difficulties 
in  the  construction  of  the  canal  will  be 
met  in  the  upper  part  of  the  Dnieper, 
which  passes  through  marshy  and  wooded 
country.  The  strategic  advantages  of  the 
canal  for  naval  purposes  will  be  supple- 
mented by  the  commercial  advantages  in 
the  transport  of  produce  from,  and  the  de- 
velopment of,  a  rich  agricultural  and  min- 
eral country. 


American  Trans- Atlantic  Telegraphy. 

The  affairs  of  the  American  Commercial 
Cable  Company,  its  present  status,  and  the 
nature  of  its  service,  form  the  burden  of 
an    interesting    article   in  Engineering 

(April  2).  The  origin  of  this  line  is  re- 
ferred to  the  need  of  obtaining  cheap  and 
abundant  telegraphic  matter  from  London 
every  night  for  publication  in  the  New 

York  Herald  on  the  following  day.  The 
proprietor  of  this  paper,  Mr.  James  Gor- 
don Bennett,  enlisted  the  cooperation  of 
Mr.  Mackay  of  San  Francisco,  and  estab- 
lished the  line,  which  immediately  entered 
into  competition  for  general  telegraph 
business  between  the  two  continents.  The 
enterprise  has  now  acquired  the  property 
of  the  Postal  Telegraph  Cable  Company. 
"The  Anglo-American  Telegraph  Com- 
pany, Limited,  thought  it  had  made  a  good 
stroke  when  it  established  intimate  rela- 
tions with  the  Western  Union  Telegraph 
Company,  and  the  latter  has  been  buying  up 
competitors  of  all  kinds  for  the  last  thirty 
years.  It  is  a  fruitless  task,  however,  to 
endeavor  to  extinguish  American  compe- 
tition, as  no  sooner  is  one  company  ab- 
sorbed than  another  presents  itself.  The 
capital  stock  of  the  Commercial  Cable 
Company  stood,  at  the  close  of  1896,  at 
$10,000,000,  and  the  dividends  for  1893, 
1894,  and  1895  amounted  to  $700,000  in 
each  year,  while  for  1896  they  rose  to 
$800,000.  In  other  words,  the  proprietors 
received  last  year  a  return  upon  their  capi- 
tal at  the  rate  of  8  per  cent,  per  annum. 
The  net  revenue  of  the  company  amounted 
in  1893  to  $1,057,747,  in  1894  to  $1,010,438, 
in  1895  to  $1,215,308,  and  in  1896  to 
$  1. 176,565.    The  increase  in  the  amount 


distributed  in  dividends  last  year  was  due 
to  the  declaration  of  a  bonus  of  one  per 
cent,  in  addition  to  four  quarterly  divi- 
dends of  1.75  per  cent,  per  annum.  After 
paying  these  dividends,  the  company  was 
able  to  carry  forward  a  balance  of  u n— 
divided  profit  of  $846,678.  The  reserve 
fund  was  also  increased  last  year  to  the 
extent  of  $250,000."  The  reserve-fund  ac- 
count had  a  credit  at  the  end  of  the  year 
of  $2,041,821.  The  revenue  of  the  com- 
pany increased  during  the  year  $9,518,  but 
the  working  expenses  increased  $48,350. 
The  increase  in  working  expenses  is  at- 
tributed to  extensive  repairs  carried  out 
during  the  year.  From  these  facts  it  is 
inferred  that  the  affairs  of  the  company 
are  in  good  working  condition,  and  that  it 
has  certainly  become  one  of  the  permanent 
lines  between  the  two  continents.  At  the 
same  time  Engineering  regards  it  as 
doubtful  whether  English  investors  will 
take  kindly  to  the  Commercial  Cable 
Company.  It  concedes,  however,  that  it 
is  the  "  most  persevering  and  carefully- 
administered  American  Atlantic  tele- 
graph company  with  which  the  Anglo- 
American  Telegraph  Company  has  ever 
had  to  contend.  The  English 

Company  crossed  swords  in  its  day  with 
the  redoubtable  Jay  Gould,  but  he  was  soon 
bought  up.  The  Paris  and  New  York 
Telegraph  Company  had  also  not  been  a 
particularly  serious  opponent,  but  the 
Commercial  Cable  Company  is  a  different 
kind  of  an  affair  altogether."  At  the  same 
time,  it  is  claimed  that  the  affairs  of  the 
Anglo-American  Company  are  slowly  im- 
proving, although  there  is  much  yet  to  be 
desired.  The  Commercial  Cable  Com- 
pany has  a  capital  of  less  than  one-third 
that  of  the  Anglo-American  Company, 
but  earns  nearly  as  large  an  annual  profit 
as  the  latter.  Hope  is  expressed  that  the 
future  of  the  Anglo-American  Company 
will  be  improved  by  the  gradual  increase 
of  telegraphic  business.  While  the  Com- 
mercial Cable  Company  has  built  up  a 
good  business,  the  Anglo-American  Com- 
pany has  also  been  picking  up,  rather 
than  losing,  for  the  last  three  or  four 
years.  This  indicates  a  vital  tendency  to- 
ward increase  in  telegraphic  communica- 
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tion  between  the  continents.  It  is  re- 
garded as  all  the  more  significant  that  it 
has  occurred  during  a  period  of  great 
financial  depression  in  the  United  States. 
It  is  therefore  argued  that  transatlantic 
telegraphy  is  destined  to  become  more 
remunerative  as  time  elapses.  The  affairs 
of  the  Commercial  Cable  Company  dis- 
play admirable  management,  and  its  pros- 
perity will  be  a  source  of  pride  to  the 
American  people. 


Increased  Consumption  of  Coal  Gas. 
It  was  at  one  time  believed  that  the 
manufacture  of  coal  gas  was  likely  to  be 
greatly  injured  as  an  industry  by  the  in- 
troduction and  extension  of  electric  light- 
ing.   It  is  probable,  however,  that,  if 
statistics  of  production  were  consulted,  the 
industry  would  be  found  to  have  increased 
considerably.  It  is  likely  that  the  amount 
of  gas  used  per  head  for  lighting,  inclusive 
of  street-lighting,  is  less  than  it  was 
twenty- five  years  ago,  but  the  populations 
of  countries  wherein  gas  is  used  as  an  il- 
luminant  have  considerably  increased,  and 
during  this  period  the  uses  of  gas  for 
warming  apartments,  cooking  food,  and 
for  power,  have  come  to  be  extensive,  and 
are  each  year  increasing.    In  a  serial  by 
Thomas   Fletcher,  begun  in    The  Gas 
World  (April  3),  the  commercial  uses  of 
coal  gas  are  stated,  and  many  interesting 
facts  connected  therewith  are  set  forth. 
Among  these  the  extension  of  the  use  of 
gas  for  industrial  purposes  other  than 
light  and  power  is  one  of  the  most  inter- 
esting.  Thus  gas  is  used,  among  other 
things,  for  press  heating,  calender  rolls, 
branding  machines,  boot- finishers'  and 
book-binders'  tool  heating,  bakers'  ovens, 
in  the  wire  trade,  wire-cable-making,  and 
in  welding  lead  sheets  in  the  manufacture 
of  acid  chambers  and  lead  cisterns.   It  is 
also  used  to  supply  heat  for  melting  solder 
in  soldering  machines,  and  for  other  pur- 
poses.  These  uses  appear,  on  the  whole, 
to  have  more  than  compensated  for  the 
competition  with  electric  lighting,  so  that 
the  gas  industry  need  no  longer  fear  such 
competition,  unless,  as  seems  improbable, 
very  much  cheaper  methods  of  generating 
the  electric  light  shall  be  discovered. 


Salt  Water  in  Water-Tube  Boilers. 

For  a  long  time  after  the  introduction 
of  water-tube  boilers,  it  was  held  to  be  al- 
most axiomatic  that  they  could  be  used 
with  fresh  water  only.   The  evils  of  prim- 
ing, salting,  and  even  of  plugging  the 
tubes  with  salt,  were  assumed  ascertain  to 
accompany  the  use  of  sea-water  in  a  boiler 
of  this  type.   It  is  to  be  confessed  that 
such  an  inference  was  based  upon  good 
grounds,  and  that  confirmatory  proof  has 
not  been  lacking.  Tht  Engineer  (London, 
March  12)  editorially  discusses  and  de- 
scribes some  experiments  carried  out  by 
Messrs.    Yarrow   &    Co.  to  determine 
whether,  in  spite  of  the  general  opinion, 
the  use  of  sea-water  temporarily  in  such 
boilers,  in  cases  of  emergency,  would  be 
practicable.    The  first  experiment  dates 
back  to  1888  or  1889,  with  the  original  ex- 
perimental water-tube  boiler  made  by  the 
firm  named.   This  boiler  "  is  a  small  gen- 
erator, with  two  separate  steam  drums  and 
two  lower  chambers."    It  was  set  up  in 
the  yard  of  the  works,  and  supplied  with 
clean  sea-water  brought  by  railway  from 
the  coast  for  the  purpose,  and  steam  was 
generated  at  atmospheric  pressure.  A 
continuous  run  of  forty  hours  was  made. 
During  the  run  the  boiler  did  not  prime, 
but  about  two  dozen  of  the  tubes  (one 
inch  in  diameter  and  four  feet  long) "  were 
salted  up  solid."   There  was  no  scumming 
or  blowing  off  of  the  water.   "  The  tubes 
being  straight,  it  is  comparatively  easy  to 
drill  the  salt  out  with  a  species  of  augur* 
or  twist  drill,  made  for  the  purpose.  We 
have  seen,"  says  The  Engineer,  "a  tube 
thus  cleaned  in  a  very  short  time;  and,  so 
far  as  we  could  see  from  careful  inspection, 
if  the  tubes  were  thus  cleaned,  the  boiler 
would  be  ready  for  service."   With  ail  re- 
spect for  the  opinion  of  our  esteemed  con- 
temporary, we  submit  that,  after  such  an 
occurrence  in  a  tubulous  boiler,  nothing 
short  of  a  hydraulic  test  could  prove  that 
it  had  passed  uninjured  through  the  trial. 
In  another  place  it  is  tacitly  admitted  that 
there  was  bending  and  distortion  of  the 
tubes ;  this  would  at  once,  in  our  opinion, 
indicate  that,  however  well  the  boiler 
looked  in  other  respects,  it  would  be  apt 
to  leak  under  pressure.   Neither  is  it  ap- 
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parent  from  this  experiment  that,  had  this 
been  "a  real  torpedo-boat  boiler,  such  a 
boat  could  have  steamed  four  hundred 
miles  at  ten  miles  an  hour,"  on  salt-water 
feed,  as  asserted  in  the  article  reviewed. 
Only 'an  experiment  with  salt-water-supply 
under  precisely  the  practical  conditions  of 
marine  propulsion  could  determine  the 
practicability  of  using  salt-water  feed 
for  even  a  temporary  service.  Such  a  test, 
recently  made  by  the  same  firm,  is  con- 
clusive as  regards  short  runs,  with  a  tor- 
pedo boat,  since  it  lasted  four  hours  and 
fifteen  minutes.  What  would  have  hap- 
pened had  the  run  been  extended  to  forty 
hours  cannot,  in  the  absence  of  such  a 
run,  be  predicted.  What  did  happen  was 
that,  when  salt  water  was  first  fed  to  the 
boilers,  there  was  some  priming.  The 
boiler  pressure  being  maintained  at  two 
hundred  pounds,  and  the  steam  being 
wire-drawn  to  one  hundred  and  fifty 
pounds,  comparatively  dry  steam  was  ob- 
tained, and  the  water  remained  more 
steady  in  the  boiler.  Under  these  con- 
ditions a  speed  of  about  seventeen  knots, 
with  250  h.  p.  developed,  was  attained, 
according  to  estimate,  though  no  diagrams 
were  taken.  Our  cotemporary  states  that 
this  is  but  one  of  several  runs  made  with 
salt-water  feed  by  this  boat,  with  examina- 
tion of  the  boiler  after  each  run.  "  Instead 
of  the  heating  surfaces  being  heavily  coated 
with  lime  salt  adhering,  they  are  coated 
with  a  loose  deposit  crumbling  away  under 
the  fingers  and  readily  brushed  off  from 
the  surfaces.  There  is  some  reason  to 
think  that  at  high  pressure  the  lime  salt, 
instead  of  adhering,  like  cement,  to  the 
metal,  comes  down  as  a  non-adherent 
powder,  which  can  be  easily  washed  out." 
We  should  not  like  to  accept  this  view 
without  further  experimental  evidence. 
Neither  would  we  be  able  to  accept  the 
opinion  that,  with  proper  blowing-off  and 
scumming  (purposely  omitted  in  the  short 
trials),  a  Yarrow  boiler  could  be  "  run  for 
a  month  without  trouble."  This  can  be 
proved  only  by  a  month's  successful  run 
on  salt-water  feed.  Theory  and  personal 
judgment  alone  cannot  be  relied  upon  in 
a  matter  of  this  sort,  where  so  many  un- 
known quantities  may  become  factors. 


Efficiency  in  the  Arc  Light. 
This  subject  is  discussed  in  a  paper  by 
Thomas  Hesketh  {The  Electrician,  April 
9),  in  which  he  reduces  the  factors  govern- 
ing the  quantity  of  light  as  related  to  the 
energy  consumed  in  producing  it,  roughly, 
into  two,— to  wit,  the  diameters  of  the 
carbon  and  the  length  of  the  arc.  He 
states  that  the  rule  which  has  been 
formulated  from  the  experiments  of  Herr 
Schreihage  errs  on  the  side  of  under- 
estimation, in  that  it  makes  the  light  of 
the  arc  vary  in  inverse  proportion  to  the 
carbon  diameters.  "Tests  taken  by  M. 
Jean  Rey  with  a  20-ampere  direct-current 
lamp,  with  two  pairs  of  carbons  21  mm. 
and  13  mm.,  and  14  mm.  and  8  mm., 
respectively,  resulted  in  no  less  than  three 
times  the  volume  of  light  from  the  smaller 
pair  for  the  same  electrical  energy.  These 
results,  together  with  the  lesson  they 
teach,  are  not  difficult  to  realize,  when  one 
considers  the  point  from  which  the  emis- 
sion of  light  takes  place.  The  first  and 
most  obvious  improvement  is  to  be  pro- 
duced by  the  reduction  of  the  negative 
carbon  to  the  smallest  possible  extent. 
By  this  means  the  crater  of  the  positive, 
which  is  the  actual  source  of  light,  is  less 
shielded,  and  more  rays  are  free  to  escape. 
This  enhancement  has  already  been 
effected  in  the  majority  of  our  better 
lamps,  but  not  to  so  great  an  extent  as  the 
case  warrants  and  demands.  It  must  not 
be  imagined,  however,  that  the  increased 
efficiency  resulting  from  the  reduction  of 
the  carbon  diameters  is  due  to  this  cause 
alone."  Mr.  Hesketh  points  out  that  the 
main  effect  is  due  to  confining  the  heat  of 
the  arc  to  the  smaller  body  of  carbon. 
There  is  also  a  reduction  of  heat  loss 
through  conduction  and  radiation.  For 
these  reasons,  the  author  maintains,  "  the 
lamp  of  the  future  must  burn  smaller 
carbons."  There  are,  however,  limits  to 
this  rule  which  he  does  not  overlook.  One 
of  these  is  "  the  increased  length  of  rod 
consumed  for  the  reduction  in  its  diam- 
eters; but,  if  our  station  engineers  would 
consider  the  amount  of  light  gained,  and 
not  be  wholly  influenced  by  the  lamp-trim- 
mers' wages,  we  should  soon  have  our 
street-lamps    burning    with   half  their 
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present  size  of  carbon.  In  some  parts  of 
the  continent  lamps  are  nightly  in  use  with 
a  20-ampere  arc  perfectly  maintained  be- 
tween carbons  of  12  mm.  and  10  mm.  dia- 
meter." Surprise  is  expressed  at  the  cost 
of  the  light  thrown  away  in  England  by  the 
use  of  the  larger  carbons,  in  comparison 
with  the  slight  increase  in  wages  necessary 
in  order  to  trim  and  carbon  lamps  with 
carbons  of  smaller  diameter.  Mr.  Hesketh 
thinks  that  the  advantages  secured  in  the 
distribution  of  light  from  a  long  arc  can 
well  be  left  out  of  consideration,  until  the 
full  advantages  of  reducing  the  diameters 
of  the  carbon  have  been  realized. 


Casting  Direct  from  the  Blast  Furnace. 

The  possibility  of  casting  direct  from 
the  blast  furnace  has  often  been  considered, 
and  to  some  extent  discussed.  The  fact 
that  this  system  has  never  been  generally 
adopted  shows,  however,  that  the  idea  has 
not  been  very  far  advanced.  Mr.  W.  H. 
Butlin,  in  The  Iron  cV»  Coal  Trades  Review 
{April  2),  takes  up  the  subject  again,  and 
argues,  not  only  from  general  principles, 
but  from  his  own  experience,  the  practica- 
bility of  this  method.  To  the  article  (which 
is  one  of  considerable  length)  the  editor  of 
the  journal  quoted  appends  a  note,  stating 
that  Mr.  Butlin  accompanied  the  article 
with  specimens  of  the  castings  which  he 
refers  to,  which  were  placed  on  view  at  its 
offices.  Mr.  Butlin  says  that  hitherto  the 
drawbacks  to  this  system  have  been  con- 
sidered too  great  to  permit  of  its  direct 
application.  The  intervention  of  the 
cupola  has  been  considered  necessary,  on 
account  of  the  variable  quality  of  the 
metal,  except  for  the  more  important  uses. 
He  believes,  however,  that  this  is  an 
erroneous  conclusion,  and  asserts  that, 
with  careful  scientific  treatment,  he  has 
been  able  for  a  long  time  past  to  produce 
good,  sound,  soft  castings,  uniform  in  qual- 
ity and  capable  of  standing  the  test  of  the 
hardest  wear  possible  about  an  ironworks. 
These  castings  have  been  successfully  used 
in  tip-wagon,  furnace,  barrel  and  bogie 
wheels,  valve  seatings,  and  other  engineer- 
ing works.  The  results  are  due  to  scien- 
tific mixtures  and  a  chemical  knowledge 
of  the  materials  employed.   "  Iron  is  iron, 


but  it  may  be  largely  influenced  by  the 
foreign  substances  alloyed  with  it  in  the 
form  designated  cast-iron.  The  salient 
characteristics  of  the  metaloids  associated 
with  it  must  largely  determine  its  quality 
according  to  their  preponderance,  but,  in 
the  writer's  opinion,  we  may,  chiefly  for 
the  purposes  of  investigation,  ordinarily 
limit  these  to  three,—/.  e„  oxygen,  carbon, 
and  silicon.   Oxygen  is  present  from  the 
oxids,  principally  of  the  ores  smelted,  and 
is  also  contained  in  the  air  or  blast ;  carbon 
is  present  from  the  fuel  or  the  carbonates 
either  of  the  ore  or  limestone ;  silicon  is 
present  from  the  silica  of  the  ores,  etc. 
We  may  perhaps  neglect  the  influence  of 
manganese  in  Northampton  ores,  as  usu- 
ally the  amount  present  is  only  a  fraction 
of  one  per  cent."   Mr.  Butlin  quotes  Mr. 
Robert  Mushet  in  support  of  the  opinion 
that  all  iron  which  has  been  too  much  ox- 
idized in  smelting  can  be  restored  by  treat- 
ing it  with  carbon.   At  least,  Mr.  Mushet 
so  regarded  the    overblow  "  in  the  con- 
verter steel  process.  "  In  the  blast  furnace 
there  is,  of  course,  always  the  preponder- 
ating influence  in  a  reducing  atmosphere 
of  the  carbon  oxid  modifying  the  oxygen 
effect ;  but  here  it  will  be  well  to  notice 
that  temperature  plays  an  important  part. 
Carbon,  I  think,  most  readily  combines 
with  iron  at  comparatively  low  tempera- 
tures, as  often  noticed  in  the  cooling  effect 
of  scrap  added  to  a  hot  furnace  when  pro- 
moting grey  iron  and  abundance  of  graph- 
ite.  Silicon  seems  to  have  baneful  effects 
at  high  temperatures."    From  these  facts 
Mr.  Butlin  assumes  the  hypothesis  that 
carbon  at  a  low  temperature,  and  silicon 
at  a  high  temperature,  have  greatest  influ- 
ence upon  the  character  of  the  metal.  "We 
know  that,  when  a  certain  amount  of  sili- 
con is  present,  grey  iron  is  made  more 
readily  {ceteris paribus),  but  I  think  we 
need  to  have  the  required  silicon  present 
at  low  temperatures  relatively,  that  carbon 
may  exert  its  greatest  influence  and  deposit 
graphite  in  the  pig  metal."  Fusibility 
must  be  studied,  and  the  most  fusible  slags 
are  those  of  the  more  acid  type.  Foundry 
iron  produced  from  these  will  be  consider- 
able in  quantity,  if  Jow  temperatures  are 
used,  consistent  with  their  acid  type.  To 
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obtain  the  requisite  fluidity  in  accordance 
with  chemical  composition  and  tempera- 
ture requires  experience,  based  upon  knowl- 
edge of  the  materials  employed.  Mr. 
Butlin  thinks  these  are  worth  working  for, 
and  he  states  that  they  are  "  surprising  to 
the  novice  when  viewed  beside  a  miscell- 
aneous use  of  the  same  materials  unaided 
by  the  scientific  method."  His  views  with 
reference  to  temperatures  are  radical.  "  I 
hope  that  I  may  not  be  accused  of  a  too 
daring  hypothesis  in  expressing  an  opinion 
favorable  to  the  employment  of  tempera- 
tures within  the  range  of  pipe  stoves  as 
aiding  quality,"  with  "  ores  suitable  to  the 
formation  of  the  more  acid  type  of  slags. 
Why  treat  tender,  friable,  and  fusible  ores 
with  the  greatest  temperatures  attainable  ? 
— no  doubt,  with  a  certain  dubious  econo- 
my ;  but  such  a  method  cannot  be  under- 
stood, much  less  appreciated,  unless  the 
object  aimed  at  be  mere  quantity  at  the 
entire  expense  of  quality."  It  is  main- 
tained that  the  greatest  quantitative  yield 
with  good  quality  and  uniformity  cannot 
be  attained  by  excessively  high  tempera- 
tures. The  concluding  portions  of  the 
paper  give  further  reasons  for  this  view, 
for  which  the  article  itself  must  be  con- 
sulted. 


Coal  Production  and  Consumption  in  Dif- 
ferent Countries. 

Some  very  interesting  facts  and  statis- 
tics are  given  editorially  in  Engineering 
(March  26).  These  are  prefaced  by  the 
remarks  that  the  use  of  coal  per  capita  is 
an  erroneous  basis  on  which  to  estimate 
the  advancement  of  civilization  in  a  par- 
ticular country.  For  instance,  in  Russia, 
much  wood  and  oil  are  used  as  fuel  for 
mechanical  and  manufacturing  purposes  ; 
and  similar  influences  affect  more  or  less 
the  consumption  in  the  United  States. 
In  the  United  Kingdom  the  average  con- 
sumption is  3.75  tons  of  coal  per  annum 
for  each  individual.  In  Russia  it  is  only 
0.1  ton  per  annum  per  individual.  In  the 
United  States  it  is  about  2.44  tons.  In 
Sweden  something  less  than  0.5  ton.  Bel- 
gium consumes  per  individual  2.66  tons  per 
annum  ;  Germany  1.38  tons;  France  0.95; 
and  Austria- Hungary  0.33  tons  per  indi- 


vidual. Spain  and  Italy  consume  per  in- 
dividual something  more  than  Russia,  the 
quantity  being  for  Spain  0.19,  and  for 
Italy  0.15  ton.  The  conditions  of  con- 
sumption are  stable  from  year  to  year, 
but  improved  practice  in  steam  engin- 
eering affects  the  result  more  or  less  in 
countries  wherein  steam  is  largely  used* 
Attention  is  called  to  the  fact  that  in  Eng- 
land, although  coal  is  cheaper  than  in 
most  countries,  a  constant  effort  for 
greater  efficiency  in  its  consumption  is 
made.  The  growing  practice  of  using  gas 
in  the  kitchens  of  private  dwellings  for 
cooking  purposes  is  reducing  the  con- 
sumption of  coal  in  both  England  and  the 
United  States,  the  intermittent  use  of  gas 
enabling  it  to  be  economized  more  than 
coal  can  be.  The  increase  of  consumption 
in  England  per  capita  is  stated  to  have 
been  about  2  cwt.  in  twelve  years.  At  the 
same  time  there  has  been  a  considerable 
extension  of  mechanical  power  during  the 
period.  Germany  has  increased  her  con- 
sumption in  the  same  time  0.32  ton  per 
capita,  and  it  is  thought  that  this  is  mainly 
due  to  the  increased  iron  production. 
Belgium  has  increased  its  annual  con- 
sumption in  the  twelve  years  0.11  ton  per 
capita,  France  0.14  ton,  Russia  0.04  ton. 
Japan  has  increased  its  annual  consump- 
tion 0.04  ton  per  capita  in  the  same  time, 
its  present  annual  consumption  being  0.06 
ton.  A  marked  advance  has  taken  place 
in  the  United  States,  which  has  increased 
its  consumption  in  the  time  named  by 
0.53  ton  per  individual.  This  is  accounted 
for  by  greater  iron  production,  increased 
use  of  mechanical  power,  and  the  falling 
off  of  the  output  of  natural  gas,  which 
for  some  years  has  been  largely  used 
as  a  substitute  for  coal.  The  total  increase 
of  consumption  in  the  United  States  per 
annum  has  been  68,000,000  tons  in  the 
period  named,  which  represents  in  power  a 
production  of  1,700,000  i.h.p.  It  might  also 
be  estimated  in  increase  of  production  of 
tons  of  iron,  and  would  in  that  way  repre- 
sent from  70  to  75  million  tons.  The 
point  is  made  that  the  United  States  now 
use  more  coal  than  is  used  in  the  United 
Kingdom,  the  annual  consumption  in  Eng- 
land being  146,750,000  tons.   The  increase 
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in  Germany  during  the  period  named  has 
been  23,000,000  tons.  Whereas,  twelve 
years  ago,  England  burned  three  tons  of 
coal  where  Germany  burned  one,  Germany 
now  uses  two  tons  for  every  three  used  in 
England.  The  increase  in  England  has 
been  only  12,000,000 tons  during  the  period 
under  consideration,  but  it  is  claimed  that 
this  does  not  by  any  means  represent  the 
advance  in  England,  which  has  rather 
been  in  the  line  of  efficiency  than  in  the 
quantity  consumed,  The  consumption 
in  all  Europe  exceeds  that  in  the  United 
Kingdom  by  about  15,000,000  tons. 
"  Consumption  is,  however,  not  to  be 
confused  with  production,  and  here  Eng- 
land still  excels  even  the  United  States, 
although  it  must  be  confessed  that  they  are 
moving  steadily  forward  to  first  position 
.  .  .  .  They  have  not,  however,  entered 
in  any  seriousness  upon  the  export  trade 
(their  shipments  are  2. 5  million  tons),  but  in 
this  fact  there  is  not  much  satisfaction  for 
us.  It  would  be  better  for  us  if  we  could 
utilize  still  more  of  our  coal,  rather  than 
send  such  a  surplus  as  43,000,000  tons  to 
other  countries.  What  we  want  to  export 
is  manufactures,  not  raw  material.  Of 
course,  much  of  this  coal  goes  to  our  col- 
onies; but  over  18,000,000  tons  goes  to 
Europe,  a  large  part  probably  to  support 
competitive  manufactories."  Germany  has 
increased  her  production  in  twelve  years 
from  55,940,000  tons  to  79.160,000;  Bel- 
gium has  increased  her  output  from  18,- 
100,000  tons  to  20,400,000 ;  France  has  in- 
creased her  output  7,000,000  tons,  but  she 
still  has  to  import  9,000,000  tons.  Her  in- 
creased output  is  almost  entirely  absorbed 
at  home.  In  Russia  the  greater  part  of 
this  increase  in  consumption  is  the  pro- 
duct of  Russian  mines,  the  output  having 
risen  nearly  4,500,000  tons  during  the 
period,  while  the  imports  have  remained 
almost  stationary.  The  British  colonies, 
with  the  exception  of  New  South  Wales, 
use  about  half  a  ton  of  coal  per  capita  per 
annum,  but  they  import  a  large  proportion 
of  this  consumption.  New  South  Wales, 
while  using  nearly  as  much  as  all  the  other 
colonies  put  together,  exports  more  than 


2,000,000  tons.  India  imports  about  700,- 
000  tons  and  uses  about  3,500,000,  so  that 
she  produces  nearly  3,000,000  tons.  There 
has  not,  however,  been  any  improvement 
in  consumption  per  capita  in  India,  the 
consumption  having  simply  kept  pace  with 
the  increase  in  population.  As  to  cost  of 
production,  the  latest  returns  in  the  United 
States  show  that  45.  6d.  gets  a  ton  of  coal 
in  the  United  States,  while  in  England  6s. 
o.5d.  is  required.  From  this  fact,  the  pos- 
sibility that  the  United  States  will  largely 
increase  its  exports  of  coal  is  inferred.  Its 
effect  also  in  increasing  mechanical  power 
and  cheapening  manufacture  is  noted. 
The  cost  of  producing  coal  in  Germany 
has  recently  been  about  6s.  9.7 5d.  In  Bel- 
gium the  cost  of  coal  is  7s.  6.75d. ;  in 
France,  8s.  iod. ;  in  Hungary,  8s.  9-5d.;  in 
New  South  Wales,  5s.  iod.,  and  in  other 
colonies  it  varies  from  8s.  2d.  to  12s.  2d. 
Notwithstanding  the  fact  that  in  England 
the  cost  of  coal-getting  is  greater  than  it 
is  in  the  United  States,  England  exports 
most  of  the  foreign  coal  purchased  in 
European  markets.  The  less  cost  of  getting 
coal  in  the  United  States  is  attributed  to 
the  greater  use  of  coal-getting  machinery. 

Architects  as  Interior  Decorators. 

A  paper  read  by  Mr.  T.  Butler  Wilson 
before  the  Leeds  and  Yorkshire  Architect- 
ural Society  {Architect  and  Contract  Re- 
porter, London,  April  9)  urges  that  inte- 
rior decoration  and  furnishing  should  be 
brought  under  the  control  of  the  architect 
who  designs  a  structure  requiring  such 
decoration.  He  says  that,  as  regards  this 
matter,  "the  architect  stands  aloof  in  si- 
lence,—anything  but  a  dignified  silence,— 
and  allows  the  trade  to  deal  with  things 
which  should  be  to  him  the  most  interest- 
ing and  important  duties  of  his  pro- 
fession." One  reason  for  this  state  of  af- 
fairs is  found  in  the  fact  that  "the  public 
is  not  quite  sure  of  the  architect  as  a 
decorative  artist.  The  few  and  notable 
members  of  the  profession  who  have  dis- 
tinguished themselves  in  this  branch  of 
art  are  regarded  as  exceptions  that  prove 
the  rule  of  general  mediocrity." 
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Electric  Motors  in  Textile  Industries. 

The  application  of  independent  electric 
motors  for  driving  various  machines  is  on 
the  increase  in  various  lines  of  the  work, 
and  is  probably  extending  more  rapidly  in 
this  country  than  in  Europe.  In  the  tex- 
tile industry,  however,  independent  elec- 
tric-driving is  found  most  convenient,  and 
La  Revue  Technique  for  March  25  gives 
several  examples  of  such  driving,  both  in 
France  and  Switzerland. 

In  the  well-known  silk  mills  of  Zurich 
and  RUti  a  number  of  looms  are  operated 
by  independent  motors  with  satisfactory 
results.  The  motors  used  are  of  the  three- 
phase  type,  constructed  by  the  Oerlikon 
works,  each  motor  being  placed  on  the  floor 
directly  beneath  the  pulley  of  the  loom. 
The  motor  pulley  is  belted  to  the  loom 
pulley,  the  motor  being  hung  in  a  pivot 
frame,  so  that  its  weight  gives  the  necessary 
tension  to  the  belt,  the  whole  being  under 
the  immediate  control  of  the  loom-tender. 
The  controlling  lever  is  arranged  so  as  to 
stop  the  motor  (in  the  manner  in  which 
the  belt  is  shifted  in  the  usual  arrange- 
ment) if  the  loom  should  "knock  off," 
thus  preventing  accidents  to  the  fabric. 
In  some  cases  each  motor  is  used  to  drive 
several  looms,  the  weaving  room  being 
fitted  with  short  cross-shafts  overhead, 
and  each  shaft  having  its  own  motor,  the 
looms  being  belted  from  the  shafts  in  the 
usual  manner. 

One  of  the  most  interesting  of  the 
changes  which  may  be  effected  by  the  use 
of  electrical  transmission  is  seen  at  Saint- 
Etienne.  where  a  company  has  been  or- 
ganized to  distribute  power  to  the  houses 
of  the  ribbon-weavers.  The  ribbon  indus- 
try employs  a  great  number  of  workmen 
who  have  heretofore  operated  their  own 
looms  by  manual  labor  at  their  homes, 
each  house  or  apartment  containing  two 
or  three  looms.  A  single  motor  of  }{  h.  p. 
is  sufficient  to  operate  three  looms,  and  a 
large  number  have  been  introduced  for 
this  purpose.  Already  more  than  1,200 
looms  are  thus  operated,  and,  the  original 
power  plant  of  900  h.  p.  being  entirely 


taken,  a  second  installation  of  1,000  h.  p. 
is  now  being  planned. 

The  social  effect  of  this  movement  is 
worth  considering,  as  it  may  be  the  mani- 
festation of  a  powerful  rival  to  the  factory 
system,  which  otherwise  bids  fair  in  many 
localities  to  extinguish  the  individuality 
of  the  workman  altogether.  When  the 
skilled  workman  is  his  own  employer  and 
the  master  of  his  own  motive  power,  many 
of  the  labor  problems  which  are  the  arti- 
ficial creation  of  the  factory  system  will 
find  their  own  solution. 


Freezing-Processes  for  Excavation. 

La  Revue  Technique  for  March  25 
contains  a  risume  of  the  various  processes 
for  the  utilization  of  freezing  to  enable 
excavations  to  be  carried  on  in  quicksands 
and  water-bearing  strata,  and.  although 
such  processes  are  well  known  in  America, 
the  article  is  worthy  of  notice  here. 

Probably  the  earliest  application  of  cold 
for  this  purpose  was  made  in  the  Siberian 
mines,  it  having  been  employed  there 
from  time  immemorial  by  the  Samoyedes. 
The  object  there  is  to  reach  the  gold- 
bearing  rock,  which  is  in  many  places  be- 
neath strata  of  gravel  and  sand  containing 
watery  seams,  and  the  somewhat  primi- 
tive method  is  to  use  the  natural  cold  of 
the  winter  season.  The  ground  is  kept 
clear  of  snow,  so  as  to  permit  the  cold  to 
penetrate  as  deeply  as  possible,  after  which 
the  surface  is  thawed  by  fires  until  a  shal- 
low layer  of  earth  can  be  removed.  The 
freezing  is  then  allowed  to  proceed,  and 
the  thawing  operation  repeated,  and  this 
is  continued  as  long  as  the  cold  weather 
lasts.  In  this  way,  through  the  long 
Siberian  winters,  open  excavations  are 
made  to  the  gold-bearing  rocks,  the  depth 
attained  being  from  twenty-five  to  seventy- 
five  feet,  according  to  the  duration  of  the 
cold  season. 

Artificial  cold  for  purposes  of  excava- 
tion was  used  first  by  Poetsch  in  1883: 
by  his  well-known  process  of  the  circula- 
tion of  cold  brine  through  a  series  of 
buried  pipes  the  most  difficult  quicksand 
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may  be  made  hard  enough  to  be  exca- 
vated like  rock.  In  the  article  under 
consideration  are  given  general  illustra- 
tions and  details  of  the  apparatus  used  in 
sinking  the  shaft  at  the  Courneres  mines, 
together  with  formulas  enabling  the  safe 
thickness  of  frozen  wall  to  be  computed 
for  round  or  square  shafts  of  any  given 
dimensions. 

Among  the  important  applications  of 
the  freezing-process  are  noted  the  sinking 
of  the  shafts  for  the  cylinders  of  the  hy- 
draulic elevator  for  the  canal  lift  at  Les 
Fontinettes,  and  the  construction  of  a 
tunnel  at  Stockholm.  The  latter  work 
was  executed  entirely  by  the  introduction 
of  cold  air  into  the  working-chamber  at 
the  head  of  the  tunnel,  the  cold  prevent- 
ing the  infiltration  of  water  until  the 
beton  lining  was  built,  and  the  work  of 
excavating  and  lining  being  carried  on  at 
temperatures  ranging  between  o°,  and 
25*  F. 


Apparatus  for  Disinfection. 

In  the  issue  of  the  Gesundheits-  Ingenievr 
for  February  28  is  given  an  illustrated 
description  of  the  building  and  apparatus 
for  the  hospital  for  epidemics  at  Brtlnn. 

Besides  the  use  of  steam  for  disinfecting 
clothing,  the  problems  to  be  solved  in  the 
plant  were  as  follows : 

AH  the  water  from  the  baths  and  wash- 
ing from  the  three  pavilions  of  the  hos- 
pital, as  well  as  the  condensed  steam  from 
the  disinfecting  chambers,  were  to  be 
rendered  harmless  before  being  discharged 
into  the  drain-pipes,  which  led  away  to  a 
gravelly  tract,  through  which  the  water 
was  to  find  its  way  to  the  river  Schwarz- 
awa.  Also  all  the  discharges  from  the 
patients  were  to  be  burned.  To  these  nec- 
essary requirements  it  was  also  decided  to 
add  such  features  of  construction  as  would 
enable  the  heat  generated  to  be  utilized 
for  warming  the  pavilions  and  to  supply 
the  drying-room  of  the  hospital  laundry. 

These  results  have  been  successfully  ac- 
complished with  very  simple  means.  The 
sterilization  of  the  wash- water  is  performed 
in  a  horizontal  tubular  boiler,  practically 
arranged  as  a  hot- water-heating  boiler,  ex- 
cept that  the  circulating  feature  is  omitted. 


The  water  from  the  pavilions  passes  into 
the  boiler,  where  it  is  heated  to  a  tem- 
perature of  2120  to  230°  F.,  and,  after  flow- 
ing through  the  heating  pipes  in  the  dry- 
ing rooms  and  pavilions,  is  allowed  to 
drain  away  to  the  river,  thoroughly  steri- 
lized and  harmless. 

The  boiler  is  provided  with  a  peculiar 
setting,  the  furnace  being  placed  in  front, 
and  constructed  somewhat  like  a  Siemens 
gas-producer,  with  steeply-inclined  main 
grate  and  smaller  horizontal  grate  at  bot- 
tom. A  deep  bed  of  coal  is  maintained, 
thus  furnishing  a  supply  of  gas  which* 
is  delivered  into  a  combustion  chamber. 
Above  the  combustion  chamber  is 
a  funnel  of  brickwork,  into  which  the 
solid  discharges  which  are  to  be  consumed 
are  fed,  having  first  been  mixed  with  peat* 
The  arrangement  of  this  funnel  is  such* 
that  all  the  matter  is  thoroughly  dried 
under  the  action  of  a  down  draft,  and, 
falling  upon  the  lower  part  of  the  grate 
directly  in  the  path  of  the  fuel-gas.  the 
dried  mixture  is  very  completely  inciner- 
ated, the  gases  of  combustion  all  passing 
through  the  tubes  of  the  boiler  and  render- 
ing up  their  heat  to  the  water. 

The  entire  apparatus,  including  the 
drying-room  for  the  laundry,  is  placed  in  a 
building  entirely  separate  from  the  hos- 
pital pavilions,  and  the  washed  garments 
are  thoroughly  disinfected  in  a  Thursfield 
apparatus  before  being  taken  to  the  drying- 
room.  The  sanitary  and  engineering  de- 
tails of  the  entire  installation  appear  to- 
have  been  very  carefully  worked  out,  and- 
the  plant  has  been  found  entirely  satis- 
factory in  practice. 

The  Wiborgh  Thermophone. 
The  Wiborgh  Thermophone,  about 
which  some  general  information  has  al- 
ready appeared,  is  very  thoroughly  dis- 
cussed in  the  Oesterr.  Zeitschr.  far  Berg- 
u.  HUttenwesen,  for  February  20,  by  Herr 
von  JQptner.  The  principle  of  the  ther- 
mophone is  that  of  the  time  required  for  a 
given  amount  of  heat  to  penetrate  to  the- 
center  of  a  mass  of  fire-clay,  graphite,  or 
other  resistant  material.  A  small  cylinder 
of,  say,  fire-clay  has  in  its  center  a  little 
pellet  of  a  specially-prepared  explosive, 
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which,  when  heated  to  a  predetermined 
temperature,  will  explode  with  a  charac- 
teristic report.  If  a  number  of  these  cylin- 
ders are  made,  all  as  nearly  alike  as  possi- 
ble, and  exposed  to  different  high  tempera- 
tures, it  is  evident  that  the  time  which 
elapses  between  the  exposure  to  the  heat 
and  the  sound  of  the  explosion  may  be  con- 
sidered as  a  function  of  the  temperature. 

Having  determined  upon  a  standard  size 
and  uniform  material  for  the  thermo- 
phones.  Prof.  Wiborgh  has  determined, 
partly  from  empirical  data  and  partly  by 
theoretical  considerations,  the  relations  ex- 
isting between  time  and  temperature,  and 
computed  very  complete  tables  giving  the 
time  corresponding  to  every  ten  degrees 
of  temperature.  With  these  tables  and  a 
stock  of  thermophones,  it  is  necessary  only 
to  throw  one  of  the  little  cylinders  into 
the  space  of  which  the  temperature  is  to 
be  measured  and  note  the  number  of 
seconds  which  elapse  before  the  report  is 
heard,  when  the  approximate  temperature 
may  be  taken  at  once  from  the  tables. 

It  is  found,  however,  that  the  time  varies 
somewhat,  according  to  the  character  of 
the  surroundings,  being  different,  for  in- 
stance, when  the  thermophone  is  exposed 
to  flame,  or  when  placed  in  contact  with 
the  surface  of  molten  metal ;  hence  three 
tables  have  been  computed  for  use  with 
varying  conditions.  For  flues,  heated  gases, 
etc.,  the  best  method  is  to  insert  an  iron 
tube,  closed  at  the  inner  end,  and,  after 
the  tube  has  attained  the  temperature  of 
the  gases,  drop  the  thermophone  in,  and 
note  the  time  before  the  explosion.  A 
similar  tube  may  be  used  for  melted  metals 
of  moderate  temperatures,  while  for  metals 
of  very  high  fusing-points  the  thermo- 
phone is  thrown  directly  upon  the  surface, 
in  each  case  using  the  corresponding  table. 

Judging  from  results  given  by  Herr  von 
Jtiptner,  the  determination  of  temperatures 
by  this  means  is  not  so  precise  as  with  the 
higher  grates  of  pyrometers,  such,  for 
example,  as  the  Le  Cbatelier  instrument ; 
but  the  simplicity  of  the  thermophone,  and 
the  readiness  with  which  it  may  be  used 
anywhere  for  preliminary  investigations, 
should  make  it  a  useful  auxiliary  to  more 
accurate,  but  more  complicated,  apparatus. 


The  Kyffbauser  Monument. 
We  have  referred  in  these  columns  to 
the  disappointing  character  of  the  designs 
submitted  for  the  Leipzig  monument,  and 
are  glad  to  be  able  to  express  a  different 
opinion  of  the  noble  design  of  the  im- 
pressive KyffhaOser  monument,  by  Prof. 
Bruno  Schmitz,  of  Berlin.  The  completed 
monument,  as  illustrated  in  the  Deutsche 
Bauneitung  for  February  27  and  March  6, 
shows  several  modifications  in  the  original 
design,  and,  judging  from  the  reproduc- 
tions of  photographs,  both  of  the  entire 
monument  and  of  various  details,  the  work 
is  most  worthily  conceived  and  admirably 
executed. 

The  fundamental  idea  of  the  monument 
—the  fulfilment  of  the  ancient  prophecy  of 
the  return  of  the  sleeping  Barbarossa  to 
restore  the  empire  to  Germany,  in  the  per- 
son of  the  Emperor  William  I, — is  em- 
phasized by  its  erection  upon  the  historic 
KyffhaOser  mountain,  the  traditionary 
rock  within  which  still  sleeps  the  Barba- 
rossa of  myth  and  legend  ;  and  both  archi- 
tect and  sculptor  have  embodied  the  spirit 
of  the  story  in  the  work. 

The  rugged  stonework  of  the  approach, 
composed,  as  it  is,  of  blocks  hewn  from  the 
mountain  behind,  makes  an  admirable  in- 
troduction to  the  first  view  of  Geiger's 
noble  statue  of  the  seated  Barbarossa,  and 
the  dignified  imperial  figure  strongly  sug- 
gests the  Moses  of  Michel  Angelo,  both  in 
pose  and  expression.  From  the  severe 
tower  above,  typical  of  the  reconstructed 
empire  as  signified  by  the  imperial  crown 
which  forms  the  summit,  rides  forth  the 
founder  of  the  new  empire,  the  whole 
forming  a  realization  in  stone  and  bronze 
of  history  and  legend,  past  and  present. 

European  Warships. 

In  view  of  the  present  relations  of  the 
powers  of  Europe,  the  comparison  of  the 
naval  strength  of  the  various  continental 
nations,  as  given  in  an  article  in  Stahl  und 
Eisen  for  April  1,  is  of  interest.  The 
article  is  accompanied  by  a  fac-simile  of 
the  large  chart  prepared  by  the  hand  of 
the  emperor  of  Germany,  showing  the 
comparatively  meager  preparations  which 
Germany  has  made  to  increase  her  naval 


Digitized  by  Google 


IN  THE  FRENCH  AND  GERMAN  PRESS. 


459 


strength,  and  intended,  doubtless,  to  just- 
ify the  appeal  made  to  the  reichstag 
for  greatly-increased  naval  appropriations. 
The  German  navy  has  fallen  behind  in 
nearly  all  the  departments,  compared  with 
the  plans  which  had  been  made  for  its 
growth,  and,  if  Germany  is  to  maintain 
her  position,  something  must  be  done  to 
supply  the  deficiency;  else  the  pretence 
of  maintaining  a  first-class  navy  must  be 
abandoned. 

The  following  table  shows  clearly  the 
status  of  the  leading  continental  nations, 
and  also  the  relative  strength  of  the  triple 
alliance  of  Germany,  Austro- Hungary, 
and  Italy  as  compared  with  the  united 
strength  of  France  and  Russia. 
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Decimal  Time. 
The  question  of  the  decimal  subdivision 
of  time  is  again  being  discussed  in  France, 
in  view  of  the  approaching  session  of  the 
-commission  having  the  matter  in  charge. 
Le  Genie  Modern*,  in  its  issue  of  April  i , 
gives  a  brief  review  of  the  discussion  at 
the  last  conference.  The  subject  was  re- 
garded from  two  points :  should  the  day 
still  be  divided  into  24  hours,  and  the 
decimal  subdivision  be  applied  only  to  the 
hour,  or  should  the  day  be  divided  into  10 
or  20  hours?   It  was  the  unanimous 
opinion  of  the  commission  that  the  24- 
hour  division  of  the  day  should  be  re- 
tained, but  that  the  hour  should  be  divided 
into  100  subdivisions,  and  these  further 
divided  into  100  parts,  names  for  these 
new  parts  being  yet  to  be  devised ;  also 
that  the  hours  should  be  counted  continu- 
ously from  o  to  24.  The  present  session 
is  to  be  occupied  principally  with  the  cen- 


tesimal division  of  the  circle,  and  with  the 
preparation  of  a  definite  report  upon  the 
whole  subject.  This  will  include  sugges- 
tions as  to  the  best  methods  of  putting  the 
proposed  changes  into  effect  in  France, 
and  probably  the  submission  of  the  mat- 
ter to  an  international  conference. 

It  will  be  remembered  that  the  decimal 
division  of  time  was  one  of  the  reforms 
attempted  by  the  National  Convention  at 
the  time  of  the  establishment  of  the  revo- 
lutionary calendar  in  France,  the  decree 
of  the  Convention  of  4  Frimaire,  in  the 
year  II  (November  24,  1793)  having  di- 
vided the  day  into  10  hours  and  the  hour 
into  100  divisions  and  10,000  subdivisions. 
The  plan  did  not  meet  with  success,  as  the 
popular  sentiment  in  favor  of  the  24-hour 
division  of  the  day  was  too  strong  to  be 
overcome.  Doubtless  it  was  in  deference 
to  this  historical  fact  that  the  present 
commission  hesitated  to  imperil  its  work 
by  similar  opposition. 

The  centesimal  division  of  the  quadrant 
also  failed  of  acceptance  at  that  time,  al- 
though very  complete  tables  of  angular 
functions  and  their  logarithms  were  com- 
puted. These  tables,  which  are  still  in 
manuscript,  represent  a  vast  amount  of 
accurate  work,  and  have  frequently  been 
consulted  to  assist  in  correcting  errors  and 
comparing  results  by  computers  of  other 
nations;  and,  if  the  proposed  change  is  at- 
tempted in  France,  it  is  not  improbable  that 
the  "  great  French  manuscript  tables,"  as 
they  are  called,  may  be  published. 

The  prospects  of  the  general  introduc- 
tion of  the  proposed  changes  are,  we 
think,  decidedly  remote,  especially  in  view 
of  the  strong  opposition  of  late  developed 
in  this  country  against  the  metric  system 
itself.  If  the  24-hour  division  is  retained, 
the  general  public  will  pay  but  little  atten- 
to  the  subdivisions  of  the  hour.  It  will 
be  found  that  there  are  two  opposing  ele- 
ments in  human  practice  in  subdivision ; 
the  decimal,  based  upon  the  ten  fingers, 
and  the  idea  of  continual  bisection,  which 
is  almost  as  strong,  and  quite  as  natural. 
The  two  can  never  be  entirely  reconciled, 
and  it  is  not  impossible  that  in  the  far  dis- 
tant future  we  shall  wonder  why  people 
ever  retained  either. 
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Incandescent  Gas-Burners. 

A  communication  to  the  Belgian  As- 
sociation of  Gas  Manufacturers  by  M.  A. 
Bandsept,  printed  in  the  Moniteur  Indus- 
triel  for  March  6,  gives  the  results  of  at- 
tempts to  improve  the  performance  of  in- 
candescent gas-burners  of  the  Welsbach 
type  by  producing  a  more  intimate  mix- 
ture of  the  air  and  gas  before  combustion. 
It  is  well  known  that  such  mixing  greatly 
increasesthe  efficiency  of  gas  engines,  and, 
theoretically,  the  more  intense  heat  thus 
produced  should  increase  the  quantity  of 
light  from  a  burner  depending  upon  the 
heating  power  for  its  illuminating  effect. 

The  burner  described  by  M.  Bandsept  is 
constructed  so  that  the  air  and  gas  in  en- 
tering, pass  through  a  system  of  orifices 
forming  a  kind  of  atomizer,  the  proportion 
of  gas  and  air  being  capable  of  adjustment 
experimentally,  until  the  best  effect  is 
produced.  The  heat  which  may  be  thus 
produced  is  much  more  intense  than  that 
of  the  common  Bunsen  burner,  readily  fus- 
ing fine  platinum  wire,  or  iron  or  copper 
of  several  millimeters  in  thickness.  When 
the  gas-pressure  is  high,  the  combustion 
of  the  mixed  air  and  gas  is  accompanied 
by  a  humming  noise,  due  to  the  rapid  suc- 
cession of  minute  explosions ;  but  this 
should  not  occur  at  the  pressure  used  for 
ordinary  lighting.  Exact  figures  of  the 
actual  economy  effected  by  this  form  of 
construction  are  yet  lacking,  but  there  can 
be  little  doubt  that  the  higher  tempera- 
ture thus  obtainable  from  a  given  quantity 
of  gas  should  have  a  corresponding  effect 
upon  the  illuminating  power. 


Electrical  Industry  in  Russia. 

Russia  appears  to  be  carrying  out  her 
traditional  policy  of  stimulating  the 
growth  of  internal  industry,  by  develop- 
ing the  arts  depending  upon  electricity; 
an  account  of  the  extent  to  which  progress 
in  this  direction  has  been  made  is  given  in 
the  issue  of  Die  Elektricit&t  for  March  13. 
In  order  to  encourage  the  development  of 
electrical  industries,  liberal  concessions 
have  been  made  to  foreign  corporations, 
both  for  lighting  and  for  tramways,  while 
the  installations  thus  operated  are  being 


made  the  subject  of  earnest  study  by 
Russian  technologists.  As  a  consequence, 
although  most  of  the  machinery  for  the 
original  plants  was  imported  from  Eng- 
land, Germany,  and  Switzerland,  the 
building  of  eiectrical  machinery  is  now 
beginning  at  home.  There  are  now  three 
builders  of  dynamos  in  St.  Petersburg, 
one  in  Riga,  and  one  in  Wiborg,  besides 
several  establishments  constructing  accu- 
mulators and  conductors.  As  yet  the 
great  bulk  of  the  incandescent  lamps  and 
carbons  are  imported  from  Germany,  but 
the  Russian  copper  industry  has  already 
adopted  the  use  of  electrolytic  reduction, 
both  at  the  mines  in  the  Caucasus  and  at 
Nijni- Novgorod.  The  German  manufac- 
turers are  making  strenuous  efforts  to 
control  the  Russian  electrical  trade,  and 
to  retard  the  development  of  local  estab- 
lishments, but  the  Russian  policy  of  forc- 
ing home  development  is  as  strong  to-day 
as  in  the  days  of  Nicholas  I,  and  will 
doubtless  be  pursued,  regardless  of  ques- 
tions of  immediate  economy  or  expedi- 
ency. 

Survey  of  Madagascar. 

The  conquest  of  Madagascar  by  the 
French  is  bearing  fruit,  so  far  as  geograph- 
ical science  is  concerned,  and  the  interior 
of  the  island,  hitherto  almost  an  unknown 
country,  may  now  be  mapped  with  a  high 
degree  of  precision. 

At  the  session  of  the  Acad£mie  des 
Sciences,  reported  in  Lt  Ginie  Mod  erne 
of  April  1,  Col.  Bassot  placed  upon 
record  a  communication  from  M.  R. 
Bourgeois,  the  chief  of  the  geographical 
expedition  to  Madagascar,  giving  the 
principal  results  of  the  triangulation  made 
of  the  island  by  Captain  Peyronnel  under 
his  direction.  The  system  extends  from 
Majunga  to  the  peak  of  Andriba,  and 
includes  stations  on  forty-nine  mountain 
summits,  this  geodesic  system  having  also 
been  connected  by  route-surveys  with  po- 
sitions astronomically  determined.  The 
work  has  been  connected  with  the  hydro- 
graphic  surveys  previously  made,  so  that 
the  coast,  which  has  been  well  known  for 
some  time,  is  now  in  geodesic  relation 
with  the  interior  of  the  island. 
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The  Rathausen  Electric  SUtion. 

The  traveler  in  Switzerland  will  remem- 
ber the  rapid  current  of  the  Reuss  as  it 
flows  from  the  Lake  of  Lucerne.  This  un- 
failing stream  is  now  utilized  in  a  most 
successful  power  station  at  Rathausen, 
about  four  miles  down  the  river.  An  ex- 
cellent account  of  this,  one  of  the  most 
recent  water-power  installations  in  Switz- 
erland, is  given  in  the  EUktrotechnische 
Zeitschrift  for  March  4,  with  numerous 
illustrations. 

The  available  fall  is  about  15  feet,  and 
the  supply  about  900 cubic  feet  per  second, 
so  that  there  is  nearly  1.500  h.  p.  to  be  ob- 
tained by  damming  the  stream.  The 
present  works  were  begun  in  November, 
1894,  and  completed  in  June,  1896.  They 
include  a  dam,  with  canal  leading  the 
water  to  the  works, — a  building  with  ma- 
chinery,— and  a  tail  race  canal,  each  canal 
being  about  three-quarters  of  a  mile  long. 

The  power  plant  consists  at  present  of 
three  turbines  of  300  h.  p.  each  at  60  revo- 
lutions, together  with  a  small  6-h.  p.  tur- 
bine, used  to  operate  the  regulating  gates, 
while  there  are  pits  for  two  more  wheels 
of  300  h.  p.  each,  which,  when  installed, 
will  enable  the  entire  power  of  the  Reuss 
to  be  utilized. 

The  generators  are  directly  connected  to 
the  turbine  shafts,  the  armatures  being 
stationary  and  the  fields  revolving.  Ow- 
ing to  the  moderate  speed  of  rotation,  the 
revolving  fields  are  of  large  diameter,  3.6 
meters  giving  a  velocity  of  2,227  feet  per 
minute.  The  alternating  current  of  3.300 
volts  is  transmitted  to  Emmenweid, 
Kriens,  and  Lucerne,  the  voltage  being 
reduced  by  transformers  at  Eichhof  to 
1.500  volts;  the  maximum  distance  to 
which  the  current  is  transmitted  is  9.2 
kilometers. 

The  general  equipment  and  arrange- 
ment of  the  station  are  most  attractive. 
The  plant,  so  far  as  the  electric  portion  is 
concerned,  was  constructed  by  Brown, 
Boveri  &  Co.,  of  Baden,  the  turbines  be- 
ing those  of  Th.  Bell  &  Co..  of  Kriens. 

In  view  of  what  is  being  done  in  this 
country,  the  scale  of  charges  for  electric 
power  in  Switzerland  are  of  interest.  The 
rate  is  made  per  day  of  twelve  hours,  from 


6  a.  m.  to  7  p.  M.,  on  the  following  scale : 

1  h.  p.  $70.00  per  year. 

10  "  51.40  "  " 

50  36.00  "  " 

100  "  30.00  "  " 

At  these  prices  an  output  of  983  h.  p.  is 

already  taken,  in  motors  ranging  from  2.5 

to  165  h.  p.,  the  greatest  power  taken  by 

any  one  establishment  being  200  h.  p.  by 

the  Moos  ironworks  at  Lucerne.  The 

average  does  not  exceed  25  h.  p. 

Special  Subjects  at  the  Paris  Exposition. 

La  Revue  Technique  for  March  10 
contains  a  curious  list  of  special  exhibits 
or  projects  which  have  been  submitted  to 
the  management  of  the  Paris  Exposition 
of  1900.  It  will  be  seen  that  none  of  these 
offers  so  conspicuous  a  feature  as  either 
the  Eiffel  tower  or  the  Ferris  wheel,  but 
at  the  same  time  there  are  a  number  of 
projects  in  the  list  which,  if  properly  exe- 
cuted, would  doubtless  add  greatly  to  the 
attractiveness  of  the  display. 

Among  the  subjects  proposed  we  note  : 

A  revolving  building  in  which  visitors, 
while  resting,  may  behold  successively  all 
portions  of  the  view  ; 

An  historical  exhibition  of  chromo-pho- 
tography,  as  well  as  of  scenes  in  motion 
(cinematograph,  etc.) ; 

Several  captive  balloons ; 

Restorations  of  scenes  in  old  France 
and  of  portions  of  old  Paris; 

A  panorama-diorama,  showing  the  tour 
of  the  world ; 

.  Reproductions  of  vessels, — a  cruiser  and 
an  ocean  steamer ; 

Traveling  sidewalks ; 

A  history  of  costume  ; 

Tableaux  of  the  progress  of  the  nine- 
teenth century ; 

Illuminated  fountains; 

Illumination  effects  on  the  river  Seine  ; 

A  scientific  congress,  especially  for  the 
discussion  of  current  problems,  such  as 
aerial  navigation,  photography  in  colors, 
vision  at  a  distance,  etc. ; 

Reproductions  of  mining  operations. 

Some  of  these  arc  well-known  adjuncts 
to  modern  expositions;  others  are  more 
or  less  visionary,  or  of  minor  importance  ; 
no  doubt  a  judicious  selection  will  be 
made. 
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The  Microphonograph. 

Both  the  microphone  and  the  phono- 
graph are  well-known  instruments,  and 
their  combination  has  furnished  an  appa- 
ratus which  has,  for  some  purposes,  most 
useful  applications. 

The  microphonograph  has  been  devised 
especially  for  physiological  purposes  by 
Professor  Dussaud  of  Geneva,  and  a  de- 
scription of  it  is  given  in  Le  Ginie  Moderne 
for  February  15. 

The  repeating  microphonograph  is  in- 
tended* for  use  in  the  treatment  of  deaf 
mutes,  especially  in  teaching  those  in  whom 
there  exists  the  ability  to  hear  very  faint 
sounds,  and  those  in  whom  the  gradually- 
returning  sense  of  hearing  is  to  be  devel- 
oped. This  apparatus  consists  of  an  ordi- 
nary phonograph  with  a  microphone 
transmitter  attached  to  the  diaphragm,  so 
that,  by  use  of  a  telephone  receiver,  the 
utterances  of  the  phonograph  maybe  made 
audible  to  a  person  possessing  only  a  very 
feeble  sense  of  hearing.  The  strength  of 
current  required  varies  with  the  condition 
of  the  patient,  and  it  has  been  found  that 
in  some  cases  thirty  cells  of  battery  were 
needed  at  first,  while  ultimately  the  same 
person  could  hear  distinctly  with  but  one 
cell.  By  using  a  judicious  selection  of 
cylinders,  persons  otherwise  shut  out  al- 
most entirely  from  audible  communication 
with  the  world  may  thus  be  enabled  to  hear; 
and  special  communications  may  be 
spoken  into  the  usual  phonograph  receiver, 
and  the  cylinder  then  used  in  the  micro- 
phonograph. 

The  recording  microphonograph  is  prac- 
tically the  reverse  of  the  repeating  instru- 
ment ;  it  consists  of  a  microphone  attach- 
ment toan  electrically-operated  diaphragm, 
by  which  the  feeblest  sounds  arc  recorded 
upon  the  phonograph  cylinder.  This  form 
has  proved  especially  useful  in  auscultation 
for  pulmonary  diseases  and  affections  of 
the  heart.  Cylinders  bearing  the  records 
of  various  cases  may  be  preserved  for  use 
in  connection  with  medical  instruction, 
and  heard  simultaneously  by  a  number  of 
students. 

The  recording  instrument  may  also  be 
used  most  effectively  in  connection  with 
psychological   investigations.     M.  Dus- 


saud also  has  the  idea  of  using  the  in- 
strument to  open  up,  in  the  realm  of  sound, 
a  field  of  investigation  similar  to  that 
covered  by  the  microscope  and  micro- 
photography  in  the  sphere  of  vision. 

The  Concentration  of  Sulphuric  Acid. 

A  paper  presented  by  M.  Ch.  Franche 
before  the  second  international  congress 
of  applied  chemistry  upon  the  high  con- 
centration of  mineral  acids  contains  some 
points  of  interest  which  are  here  given 
from  the  full  paper  in  La  Revue  Technique. 

The  increasing  demand  for  sulphuric 
acid  of  a  high  degree  of  concentration,  say 
66°  B..  has  developed  the  fact  that  the  re- 
sistance of  platinum  to  the  action  of  such 
acid  is  not  so  great  as  has  been  generally 
thought.  According  to  the  investigations 
of  Scheurer-Kestner,  each  ton  of  acid  con- 
centrated to  99.5  per  cent,  dissolves  9 
grams  of  platinum.  Various  methods 
have  been  proposed  to  reduce  this  loss, 
the  reduction  of  the  exposed  surface 
being  the  principle  of  several  plans. 
The  increasing  cost  of  platinum  stills, 
however,  renders  it  desirable  to  do  away 
with  this  loss  altogether,  and  this  has  been 
attempted  by  plating  the  still  with  gold. 
Gold  has  ten  times  as  great  resistance  to 
the  boiling  acid  as  platinum,  but  there  has 
been  much  difficulty  in  obtaining  a  perfect 
adherence  of  the  film.  The  best  results 
have  been  obtained  by  Heraeus,  of  Berlin, 
who  unites  two  pieces  of  gold  and  platinum 
at  the  fusing-point  of  gold,  and  then  rolls 
the  compound  piece  into  sheets.  It  is 
claimed  that  the  additional  cost  of  the 
gold  is  saved  in  two  years  of  use. 

The  apparatus  of  Faure  and  Kessler  is 
intended  to  economize  by  increasing  rapid- 
ity of  evaporation.  This  is  accomplished 
by  the  ingenious  plan  of  passing  through 
the  still,  above  the  acid,  the  hot  dry  gases 
from  the  furnace.  By  thus  absorbing  the 
vapor  of  water  as  rapidly  as  it  rises  from 
the  acid,  it  is  found  possible  to  attain  a 
concentration  of  66°  B.  without  raising  the 
temperature  above  170'  to  2000  C,  while 
the  boiling-point  is  328"  C.  at  atmospheric 
pressure.  The  fuel  used  is  coke,  and  the 
apparatus  is  said  to  operate  very  satis- 
factorily and  economically. 
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A  New  Method  for  Extracting  Iodine. 

The  present  method  of  extracting  iodine 
from  the  ashes  of  sea-weed  by  treating 
the  kelp  with  sulphuric  acid  and  peroxid 
of  manganese  and  distilling  the  iodine 
out  by  heat  is  well  known,  but  possesses 
disadvantages,  which  it  is  proposed  to  re- 
move by  a  new  process  described  in  La 
Revue  Technique  (Feb.  10)  by  M.  Alfred 
Boudon. 

Instead  of  calcining  the  sea-weed,  the 
new  process  treats  it  in  the  wet  raw  state, 
just  as  it  comes  from  the  water,  thus  re- 
taining all  the  valuable  fertilizing  proper- 
ties of  the  organic  portion  of  the  sea- 
weed in  the  residue.  The  delicate  opera- 
tion of  volatilization  and  condensation  is 
also  avoided. 

The  principles  involved  in  the  new  pro- 
cess are  as  follows :  1.  If  the  raw  sea- weed 
is  treated  with  sea-water  which  has  been 
rendered  alkaline  and  deprived  of  its  mag- 
nesia by  the  addition  of  the  proper  quan- 
tity of  caustic  lime,  practically  all  of  the 
iodine  present  will  pass  into  solution. 

2.  From  this  solution  the  dissolved 
iodine  may  be  entirely  recovered  by  chem- 
ical operations  conducted  at  ordinary  tem- 
peratures. 

3.  The  wet  residue  of  sea-weed  contains 
all  its  organic  matter  unaltered,  as  well  as 
a  good  proportion  of  potash,  and  forms  a 
very  rich  fertilizer. 

Briefly,  the  details  of  the  new  process 
are  as  follows.  The  wet  sea-weed  is  im- 
mersed for  about  twelve  hours  in  sea- 
water  containing  eight  kilograms  of 
caustic  lime  to  the  cubic  meter  of  water, 
this  quantity  being  sufficient  for  half  a  ton 
of  sea-weed.  By  this  operation  alone 
about  sixty- five  per  cent,  cf  the  iodine  is 
dissolved,  and,  by  two  successive  infusions 
of  six  hours'  duration,  more  than  ninety 
per  cent,  of  the  iodine  is  abstracted.  The 
mucilaginous  matter  in  the  solution  is 
then  precipitated  by  the  addition  of  fer- 
rous sulphate  or  caustic  lime,  and  the  clear 
liquid  containing  the  iodine  may  be  de- 
canted off.  After  this  has  been  neutral- 
ized by  the  addition  of  sulphuric  acid, 
nitric  acid  is  added,  and  the  iodine  is  then 
dissolved  in  petroleum. 

The  practical  operation  of  the  process 


has  been  very  satisfactory.  From  a  ton  of 
sea-weed  containing  1.040  kilograms  of 
iodine,  953  grams  were  extracted  by  the 
new  method,  or  nearly  92  per  cent.  The 
residue  of  sea- weed  after  desiccation 
showed  more  than  50  per  cent,  of  or- 
ganic matter,  10  per  cent,  of  potash,  and 
3.7  per  cent,  of  nitrogen,  forming  an  ex- 
cellent fertilizer. 


A  French  Trolley  Road. 

Trolley  roads  are  yet  somewhat  of  a 
novelty  in  France,  and  La  Revue  Technique 
gives  much  space  to  an  account  of  the 
opening  of  the  electric  road  at  Chalons- 
sur-Marne. 

The  road,  which  at  present  operates 
only  six  cars,  was  opened  in  the  presence 
of  a  great  concourse  by  the  prefect  of  the 
department  and  the  mayor  of  the  city, 
with  much  display  of  rhetorical  fireworks 
and  patriotic  bunting,  but  is  here  noticed 
only  because  it  shows  that  the  overhead 
trolley  is  gaining  a  hold  in  France.  Plans 
are  being  made  for  numerous  overhead 
trolley  lines  in  various  cities  of  France, 
and,  as  we  have  already  indicated  in  these 
columns,  efforts  are  being  made  to  obtain 
entrance  for  the  overhead  wire  into  Paris, 
in  view  of  the  necessities  of  transportation 
for  the  coming  exposition. 


An  Improved  Electric  Furnace. 

The  electric  furnace  has  generally  been 
used  for  the  fusion  of  refractory  substances 
on  a  commercial  scale,  but  the  Elekiro- 
chemische  Zeitschrift  for  January  illustrates 
a  neat  form  intended  for  the  distillation  of 
metals,  such  as  gold,  silver,  and  copper,  in 
the  laboratory.  The  furnace,  or,  rather, 
crucible,  is  arranged  to  use  a  current  of 
from  100  to  150  amperes  between  two  car- 
bon electrodes  in  a  small  chamber  lined 
with  carbon,  and  connections  are  provided 
so  that  any  desired  gases  may  be  admitted, 
or  vaporized  metals  discharged  into  suit- 
able condensing  vessels.  The  whole  ap- 
paratus is  fully  described  and  illustrated, 
and  its  design  is  one  which  might  readily 
be  made  available  for  many  valuable  in- 
vestigations. 
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With  a  supply  of  these  coupons 
on  hand  no  letter  writing  Is  re- 
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velope  does  the  rest. 

This  system  Is 
mended  to  our  readers.  The 
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To  avoid  the  incor  ventence 
of  small  remittances,  and  to 
cheapen  the  cost  of  articles  to 
those  who  order  frequently,  we 
sell  the  coupons  which  are  repre- 
sented here  In  miniature. 

The  price  of  tbesd  coupons  is 
15c.  each,  or  fifteen  for  ft,  forty 
or  $3,  and  one  hundred  for  $12. 
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THE  PUBLICATIONS  REGULARLY  REVIEWED  AND  INDEXED. 


Age  of  Steel,  The  to.  93.  St.  Louis. 
American  Architect,  The  to.   96.  Boston. 
American  Electrician,  m.  $i.  New  York. 

Engineer  and  Railroad  Journal,  m.  |2.N.Y. 
i  Gas  Light  Journal.  10.  93.  New  York. 
1  Geologist,  m.     |3.60.  Minneapolis. 
American  Journal  of  Science,  m.  96.  New  Haven. 
American  Journal  of  Sociology,  b-m.  92  Chicago. 
American  Machinist,  to.  $3.  New  York. 
American  Magazine  of  Civics,  m.  $3.  New  York. 
Am.  Manufacturer  and  Iron  World,  to.  94.  Pittsburg. 
American  Shipbuilder,  w.  $2.  New  York. 
Am.  Soc.  of  Irrigation  Engineers,  or.  9*.  Denver. 
Am.  Soc.  of  Mechanical  Engineers,  m.  New  York. 
Annals  of  Am.  Academy  of  Political  and  Social 

Science,  b-m.  9«  Philadelphia. 
Annates  des  PontsetChaussecs.  m.  31  francs.  Paris. 
Architect,  The.  w.  26*.  London. 
Architectural  Record,  q.  91  •  New  York. 
Architectural  Review.  »-q.  95.  Boston. 
Architecture  and  Building,  to.  9.4  New  York. 
Archltektonlsche  Rundschau,  m.  18  marks.  Stutt- 
gart. 

Arena,  The  m..  9ft.  Boston. 
Atlantic  Monthly,  m.  44.  N«w  York. 
Australian  Mining  Standard,  to.  30*.  Sydney. 
Baker's  Railway  Magazine,  m.  92.  N.  Y. 
Bankers'  Magazine,  m  95.   New  York. 
Bankers'  Magazine,  m.  18*.  London. 
Bankers'  Magazine  of  Australia,  m.  93.  Melbourne. 
Berg- und  HUlteumJinnlsche  Zeltuug.  to.  26  marks. 
Berlin 

Board  of  Trade  Journal,   m.  6s.  London. 
Boston  Journal  of  Commerce,  to.  93. 
Bradstreet's.  to.  $6.  New  York. 
Brick  Builder,  The  m.  92.50.  Boston. 
British  Architect,  The.  to.  23s.  M.  London. 


Builder,  The.  10.  26*.  London. 

Bulletin  Am.  Iron  and  Steel  Asso.  to.  94.  Phlla 

Bulletin  of  the  Univ.  of  Wisconsin,  Madison. 

Canadian  Architect,  m.  92.  Toronto. 
Canadian  Electrical  News   m.  ?l.  Toronto. 
Canadian  Engineer,  m.  91.  Montreal. 
Canadian  Mining  Review,  m.  93.  Ottawa 
Century  Magazine,  m.  94.  New  York. 
Chautauquan,  Them.    92.    Meadvllle,  Pa. 
Colliery  Engineer,  m,  92.  Scran  ton,  Pa. 
Colliery  Guardian.  to.  27s.  6d.  London. 
Compressed  Air.  m.  91.  New  York. 
Contemporary  Review,    m.   9*  50.  London 
Deutsche  Bauzeltung.  b-ir.  1ft  marks.  Berlin. 
Dlngler's  Polytechnlsches  Journal,  tc.  43.60  marks. 
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Domestic  Engineering,  m.  92.  Chicago 
Electrical  Engineer.   to.  19s.  ed.  London. 
Electrical  Engineer.   to.  93.  New  York 
Electrical  Engineering,  m.   91-  Chicago. 
Electrical  Review,  to.  tls.  ad.  London. 
Electrical  Review,  v.  93.    New  York. 
Electrical  World,  to.   93.    New  York. 
Electrician,  to.  24«.  London. 
Electricity,  to.  $2.80.  New  York. 
Electricity,  tc.  7*.  64.  London. 
Elektrocbemliche  Rundschau,  o-m.  9.50 
Frankfurt. 

Elektrotechtilsches   Zeltschrlft.  m.  18.40 
Berlin. 

Elektrotechntsches  Echo.  u>  it  marks.  Magdeburg. 
Klektrotechnlker.  b-m.  12  marks.  Vienna. 
Elektrotechnlscher  Anzelger.  s-tc.  10  marks.  Berlin. 
Elektrotecbnlscbe  Zeltschrlft.  to.  26  marks. 
Engineer,  The.  *-«>    $2.  New  York. 
Engineer,  The.  to.    86s.  London. 


Digitized  by  Google 


THE  ENGINEERING  INDEX. 


405 


Engineers'  Gazette,  m.  8t.  London. 
Engineering,  to.   86*.  London. 
Engineering  AssAs.  of  the  South.  Nashville. 

Engineering  Magazine,  m,  93.  New  York. 
Engineering-Mechanic*,   m.  92.  Fhlla. 
Engineering  News.  u>.  96.  New  York. 
Engineering  Record,  vs.  t*    New  York. 
Eng.  80c.  of  the  School  of  Prac  Scl.  Toronto. 
Eng.  80c.  of  Western  Penn'a.  m.  97.  Pittsburg, 
fire  and  Water,  w.  9S.  New  York. 
Forester,  The.  M-m.  60cts.  May's  Landing,  N.J. 
Fortnightly  Review,  m.  94JS0.  London. 
Forum,  The.  m.  93.  New  York. 
Foundry,  The.  m.  91.  Detroit. 
Garden  and  Forest,  w.  ft.   New  York. 

Gas  World,  The.  w.   13t.  London. 
Gesundbelts-Ingenleur.  s-m.  16  marks.  MUnchen. 
G Lasers  Annalen  fUr  Gewerbe  und  Bauwesen.  am. 

20  marks.  Berlin. 
Gunton's  Magazine,  tn.  92.  New  York. 
Harper's  Weekly,  tr.  94.  New  York . 
Heating  and  Ventilation,  m.  91.  New  York. 
111.  Carpenter  and  Builder,   w.   8s.  Sd.  London. 
India  Rubber  World,  m.  93.  New  York. 
Indian  and  Eastern  Engineer.  10.  20  Rs.  Calcutta. 
Indian  Engineering,  tr.   18  Rs.  Calcutta. 
Industries  and  Iron.  to.  £1.  London. 
Inland  Architect,  m.  95.  Chicago. 
Iron  Age,  The.  10.  94.50.  New  York. 
Iron  and  Coal  Trade  Review,  w.  90$.  4d.  London 
Iron  A  Steel  Trades'  Journal,  w.  2Sa.  London 
Iron  Trade  Review.    v>.  93.  Cleveland. 
Jour.  Am.  Soc.  Naval  Engineers,  qr.  98.  Wash. 
Journal  Assoc.  Eng.  Society,  m.  93.  St.  Louis. 
Journal  Franklin  Institute,  m.   95.  Pblla. 
Journal  of  Gas  Lighting,  w.  London. 
Jour.  N.  B.  Waterw.  Assoc.  q.  93.  New  London, 
Journal  Political  Economy,    q.  93.  Chicago. 
Journal  Royal  Inst,  of  Brit.  Arch.  *-q.  to.  London. 
Journal  of  the  Society  of  Arts.  10.  London. 
Journal  of  the  Western  Society  of  Engineers,  b-m 

92.  Chicago. 
Kansas  University  Quarterly,  jr.  92.  Lawrence 

Kan. 

La  Nature.  10.  24.50  francs.  Parts. 

La  Revue  Technique,  b-m.  28  francs.  Paris. 

L'Eclalrage  Rlectrique.  60  fr.  Paris. 

Le  Genie  Civil.  u>.  45  f r.  Paris. 

L'Electricien.  tr.  26  fr.  Paris. 

Le  Monlteur  des  Archltectes.  m.  33  francs.  Paris. 

Le  Monlteur  Industriel.  10.  40  francs.  Paris. 

Locomotive  Engineering,  m.   92.  New  York. 

Machinery    m.  91.  New  York. 

Machinery,  m.  to.  London. 

Manufacturer's  Record,  to.  94-  Baltimore. 
Marine  Engineer,   m.  U.M.  London 
Marine  Engineering,  tn.  92.  New  York. 
Master  steam  Fitter,  m.  91.  Chicago. 
Mechanical  World,   v.  8s.  8d.  Lonoon 
McClure's  Magnzine.  m    91.  New  York. 
Metal  Worker.  to.  92.  New  York. 
Mining  and  Scl.  Press,  10.  93.  San  Francisco 
Mining  Industry  and  Review,    tr.  92.  Denver. 
Mining  Journal,  The.  to.  £l.8s.  London. 
Mltthellungen  des  VerelneB  fllr  die  Forderung  des 

Ucal-  und  Strassenbahnwesens.  m.    fl.  12. 

Vienna. 

Monatsschrlft  des  WUrtt.  VeremesfUr  Baukunde. 
to  parts  yearly.   3  marks.  Stuttgart. 

»aftryw.--«AJJi",''w' 

Nature.  to.  97.  London. 


New  Science  Review,  The.  qr.  9s.  New  York. 
Nineteenth  Century,  m.  94.50.  London. 
North  American  Review,  m.  95.  New  York 
Oesterreichlsche  Monatsschrlft  fUr  den  Oeffent- 

lichen  Baudienst.  m.  It  marks.  Vienna. 
Oesterr.  Zeltachrift  fUr  Berg-  &  HUttenwesen.  w. 

S4  marks.  Vienna. 
Physical  Review,  The.  b-m.  93.  New  York. 
Plumber  and  Decorator,  m.  to.  6d.  London. 
Popular  Science  Monthly,  m.  90.  New  York 
Power,   m.  ft.    New  York. 
Practical  Engineer.  10.  10s.  London. 
Proceedings  Engineer's  Club.  q.  92.  Pblla. 
Proceedings  of  Central  Railway  Club. 
Pro.  of  Purdue  Soc.  ef  Civ.  Engs.  yr.  60  eta.  La 

Fayette,  Ind. 
Progressive  Age.  t-m.  93.  New  York. 
Railroad  Car  Journal,  m.  91.  New  York. 
Railroad  Gazette.  w>.  94.90.  New  York. 
Railway  Age.  10.  94.  Chicago. 
Railway  Magazine,  m.  92.  New  York. 
Railway  Master  Mechanic  m.  91.  Chicago. 
Railway  Press,  The.  m.  7s.  London. 
Railway  Review.  10.  94.  Chicago. 
Railway  World,  m.  5s.  London. 
Review  of  Reviews,  m.  92£0.  New  York. 
Safety  Valve,  tn.  91.  New  York. 
Sanitarian,  tn.  94.  Brooklyn. 
Sanitary  Plumber.  n».  92.  New  York. 
Sanitary  Record,  m.  10«.  London. 
School  of  Mines  Quarterly.  92.  New  York. 
Schweitzerisches  Bauwesen.  to.  20  marks.  Zurich. 
Science.  to.  95.  Lancaster,  Pa. 
Scientific  American,  to.  93.  New  York. 
Scientific  Am.  Supplement.    10.  96.  New  York. 
Scientific  Machinist.  «-m.  91. 60.    Cleveland,  O. 
Scribner's  Magazine,  m.  93.  New  York. 
Seaboard,  w.  92.  New  York. 
Sibley  Journal  of  Eng.  m.  92.  Ithaca,  N.  Y. 
Southern  Architect,  m.  92.  Atlanta 
stall)  und  Elsen.  s-m.  20  marks.  Dusseldorf. 
Stationary  Engineer,   m.  91.  Chicago. 
Steamship,  m.  Lelth,  Scotland. 
Stevens'  Indicator,  qr.  91.50.  Hoboaen. 
stone,  m.   92.  Chicago 
Street  Railway  Journal,  m.  94.   New  York. 
Street  Railway  Review,  m.  92.  Chicago. 
Technology  Quarterly.  93.  Boston. 
Tradesman,  s-m.  92.  Chattanooga.  Tenn 
Trans.  Assn.  Civil  Engs.  of  Cornell  Univ.  Ithaca. 
Trans.  Am.  Ins.  Electrical  Bug.   m.  96.  N.  Y. 
Trans.  Am.  Ins.  of  Mining  Eng.   New  York. 
Trans.  Am.  Soc.  Civil  Engineers,  m.  910.  New  York 
Transport.  10.  £1. 6s.  London. 
Western  Electrician,  ic.  93.  Chicago. 
Western  Railway  Club,  Pro.  Chicago. 

Wiener  Bauindustrle  Zeltung.    10.    27  marks. 

Vienna. 

Wisconsin  Engineer,  or.  91.50.  Madison,  Wis. 

Yale  Scientific  Monthly,  The.  m.  92.50  New  Haven. 

Zeltschrift  fllr   Lokomotlvfuhrer.  m.  5  marks. 
Hannover. 

Zeltschrift  fllr  Maschlnenbau  *  Schlosserel,  Berlin. 
Zeltschrift  des  Oesterrelchlschen  ingenlenr  und 

Archltekt»n  Vereines  69.  63  marks.  Vienna. 
Zeltschrift  des  Vereines  Deutscher  Ingenleure.  to. 

32  n  arks.  Berlin. 
Zeitschrlft  fllr  Klektrochemie.    »-m.    16  marks. 

Halle,  a.  S. 

Zeltschrift  fllr  Elektrotechnik.    s-m.    16  marks. 
Halle  a.  S. 

Zeltschrift  fllr  Instrumentenkunde.  m.  20  marks. 
Berlin. 
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CONSTRUCTION  AND  DESIGN. 

APARTMENT-HOUSE. 

The  Center  Court  Apartment  House.  De- 
scription, with  plans,  of  a  five-story  and  base- 
ment brick  building  recently  built  on  28th  St., 
New  York.  1100  w.  Eng  Rec— April  3,  1897. 
No.  12088.  15  cts. 
AUSTRIA. 

Austrian  Architecture.  (Wiener  Bauten-Al- 
Bum)  Plates  and  descriptive  text  of  buildings  in 
Graz,  Gemunden,  and  Vienna.  3500  w.  and 
10  plates.  Wiener  Bauindustrie  Zeitung— Feb. 
25,  1897.  No.  12493.  60  cts. 
CHI  RCH. 

The  Church  of  Brou-eu-Bresse.  Historical 
account  with  description.  2000  w.  Builder — 
April  10,  1897.    No.  12261.    30  cts. 

The  Church  of  St.  Bartholomew  the  Great, 
Smithfield,  London,  E.  C.  The  history  and  res- 
toration of  a  church  of  mediaeval  beauty. 
1800  w.  Am  Arch— April  24,  1897.  No. 
12349.    *5 cts- 

COUNTRY  HOMES. 

The  Architecture  of  American  Country 
Homes.  H.  Neill  Wilson.  The  development 
of  rural  architecture  as  shown  in  the  Berkshire 
hills.  111.  2300  w.  Eng  Mag — May,  1897. 
No.  12586.  30  cts. 
DWELLINGS. 

The  Dwelling  Problem  in  Great  Cities,  and  its 
Solution.  (Die  Wohnungsnotb  in  Grossen  Stid- 
ten  und  deren  Bek&mpfung).  Discusses  the 
problem  of  providing  for  the  rapidly  increasing 
population  of  gTeat  cities,  with  views  of  recently 
erected  apartment  houses.  The  subject  is  con- 
sidered entirely  from  a  Continental  standpoint. 
7500  w.  Oesterr  Monatschr.  f.  d.  Oeffent.  Bau- 
dienst— March,  1897.  No.  1 2421.  30  cts. 
EXPOSITION  Rulldlng*. 

The  Exposition  of  1900.  (L'Exposition  de 
1900.)  Plans  and  elevation  of  the  new  palace 
of  the  Champs  Elysees.  3500  w.  Two  articles. 
Le  Genie  Moderne— March  15  &  April  I,  1897. 
No.  12440.  60  cts. 
FIRE-PROOP  Floor*. 

Tests  of  Fire-Proof  Floor  Constructions.  Re- 
port of  tests  made  on  various  forms  of  construe 
tion,  with  results.    1600  w.     Eng  News— April 
22.  1897.    No.  12314.    15  cts. 
FLOORS 

Computations  for  Monier  Floors.  (Ueber  die 
Berechnung  der  Monier  Platten.)  A  mathemat- 
ical discussion  of  the  computations  for  cement 
floors  with  the  Monier  System  of  wire  reinforce- 
ment. 5000  w.  Zeitschr  d.  Oesterr.  Ing.  u. 
Arch.  Vereines— March  26,  1897.  No.  12417. 
30  cts. 

FOUNDATIONS. 

Apparatus  for  determining  the  Supporting 
Power  of  Soils.  ( Ueber  ein  Apparat  zur  Ermit- 
telung  der  NatUrlichen  Tragf&higkeit  des  Bau- 
grundes.)  Describes  improved  methods  of  meas- 
uring the  supporting  power  of  the  ground  and 
investigates  the  laws  by  which  it  is  governed. 
4500  w.  and  1  plate.  Oesterr  Monatschr.  f.  d. 
Oeffent.  Baudienst— March.  1897.  No.  12422. 
30  cts. 


Substructure  of  the  Commercial  Cable  Build- 
ing. Conditions  and  descriptions  of  caissons, 
plans,  sectional  elevations,  underpinning  adja- 
cent foundation  by  hydraulic  and  pneumatic 
process  ;  working  platform  and  traveling  der- 
rick ;  sinking  caissons  and  profile  of  stratifica- 
tion. 111.  1700  w.  Eng  Rec— April  17.  1S97. 
Serial.    1st  part.    No.  12220.    15  cts. 

GOTHIC  Architecture. 

Gothic  Architecture  in  Northern  Italy.  A.  C. 
Hutchinson.  Read  before  the  Province  of 
Quebec  Asso  of  Archs.  Reviews  the  architec- 
tural environment  of  the  Italian  people  of  the 
13th  &  14th  centuries,  and  describes  features  that 
mark  the  building  of  this  period.  3000  w.  Can 
Arch — April,  1897.    No.  12270.    30  cts. 

GOVERNMENT  RaUdlng*. 

The  New  Government  Offices  Scheme.  H. 
H.Stat  ham.  Abstract  of  a  paper,  with  discus- 
sion, presented  at  meeting  of  the  Roy.  Inst,  of  Brit. 
Archs.  The  treatment  of  the  buildings  from  an 
architectural  point  of  view,  and  the  alignment 
of  streets  are  discussed.  5500  w.  Builder — 
April  17,  1897.    No.  12340.    30  cts. 

LAUNDRY. 

The  arrangement  of  Public  Laundrys.  (In- 
dustrielle  Wiscbereien.)  With  plans  of  the  ar- 
rangement of  machinery,  including  hospital  ser- 
vice. 3500  w.  Gesudheits  Ingemeur — Jan. 
31,  1897.  No.  12450.  30  cts. 
STEEL  Struct  urea. 

Some  Recent  Examples  of  Steel  Structural 
Work  Adopted  in  Various  Types  of  Buildings. 
Andrew  S.  Biggart.  Read  before  the  Inst,  of 
Fngs.  and  Shipbuilders,  Scotland.  Deals  prin- 
cipally with  some  works  carried  out  by  the 
author's  firm,  but  only  in  a  general  way.  111. 
3300  w.  Ir  &  St.  Trds  Jour— March  27,  1897. 
No.  12056.  30  cts. 
STEEL  Construction. 

Steel  Work  in  a  Modern  Power  House.  Harry 
R.  Jones.  Illustrated  description  of  the  new 
electric  power  house  of  the  Metropolitan  Street 
R.  R.  Co  ,  at  Kansas  City,  Mo.  A  good  exam- 
ple of  modern  steel  power-house  construction. 
900  w.  Eng  News— April  8,  1897.  No.  121 36. 
15  cts. 
VIENNA. 

Vienna  Buildings  (Wiener  Bauten-Album) 
Plates  and  text  descriptive  of  old  and  new 
buildings  in  Vienna.  1500  w.  and  6  plates. 
Wiener  Bauindustrie  Zeitung— Jan.  28.  1897. 
No.  12492.    45  cts. 

HEATING  AND  VENTILATION. 

ELECTRIC  Hetttltiff. 

Electric  Heating  of  Niagara  Falls  Power  Sta- 
tion. Orrin  E.  Dunlap.  Illustrated  descrip- 
tion. An  interesting  study  on  the  subject  of 
electric  heating.  900  w.  W  Elec— April  10, 
1897.    No.  12132.    15  cts. 

The  Electric  .Heater.  H.  E.  Stauffer.  A 
general  illustrated  description  of  some  of  the 
more  recent  forms  of  heaters  showing  how  they 
are  applied  and  used.  3500  w.  Sci  Am  Sup- 
April  24,  1897.    No.  12292.    15  cts. 
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FITTINGS. 

Screwed  Fittings  for  High  Pressure.  Hugh  J. 
Barron.  Advocates  the  manufacture  of  wrought 
iron  or  wrought  or  cast  steel  or  malleable  iron 
fittings  for  screwed  work  for  heavy  pressures 
and  for  all  large  pipe  work  except  that  used  for 
very  low  pressures.  900  w.  Dona  Engng— 
April,  1897.    No.  12367.  30cts. 

FURNACE  Heating. 

Furnace  Heating.  The  causes  why  they 
sometimes  fail  to  heat.  Discusses  location  of 
registers,  location  of  furnace,  sizes  of  hot  air 
pipes  and  defects  in  buildings.  1200  w.  Dom 
Engng — April,  1897.  No.  12364.  30cts. 
BEATING. 

Heating  a  Mill  from  an  Economizer.  De- 
scribes the  system,  showing  the  method  dia- 
gTammatically.  800  w.  Eng  Rec— April  3, 
1897.    No.  12089.    15  cts. 

Heating  Places  of  Worship  and  Other  Build- 
ings Not  Having  Regular  Daily  Use.  Freder- 
ick Dye.  Calls  attention  to  heating  by  low- 
pressure  steam,  which  the  writer  thinks  especially 
adapted  to  the  purpose,  fulfilling  every  special 
requirement,  and  possessing  no  disadvantages. 
1900  w.  Dom  Engng— April,  1897.  No. 
12369.    30  cts. 

Prehistoric  and  Modern  Heating  Appliances. 
Robert  Grimshaw.  Part  first  traces  the  progress 
of  heating  appliances  from  the  earliest  times, 
giving  illustrations  of  advancing  stages.  1800  w. 
Dom  Engng— April,  1897.  No.  12366.  30 
cts. 

HUMIDITY. 

The  Drosophore,  for  the  Humidification  of 
the  Air.  (Humidification  de  l'Air;  Le  Dro- 
sophore.) An  apparatus  for  maintaining  the 
proper  degree  of  humidity  in  spinning  and 
weaving  mills  by  a  combination  of  atomizers  and 
air  currents.  1500  w.  La  Revue  Technique — 
March  25,  1897.  No.  12427.  30  cts. 
OFFICE  Buildings. 

Heating  and  Ventilating  Large  Office  Build- 
ings. Thomas  Barwick.  Discusses  the  differ- 
ent systems  employed  giving  the  writer's  prefer- 
ence, and  reasons.  2000  w.  Heat  &  Ven — 
April  15,  1897.    No.  12242.    15  cts. 

Heating  of  the  Bowling  Green  Office  Build- 
ing. New  York  City.  Illustrated  description  of 
a  large  plant  requiring  23,500  lineal  feet,  or  4# 
miles  of  steam  and  return  piping.  1500  w. 
Heat  &  Ven— April  15,  1897.  No.  12241. 
15  cts. 

RADIATING  Surface. 

The  Utilization  of  Radiating  Surface.  A.  J. 
Kingsley.  A  study  of  the  subject  with  the  view 
of  finding  means  of  discriminating  as  to  the 
relative  value  of  the  different  styles  of  radiators 
on  the  market.  1700  w.  San  Plumb— April  15, 
1897.  No.  12273.  15  cts. 
SCHOOL  Building*. 

Ventilation  of  School  Buildings.  8.  H. 
Woodbridge.  Considers  the  relation  of  air  to 
vital  energy,  cost  of  air  supplied,  and  some  sim- 
ple methods  of  ventilating.  III.  2300  w.  San 
Plumb — April  15,  1897.    No.  12275.    15  cts. 

Heating  of  a  New  Haven  School.  Illustrated 
description  of  the  heating  and  ventilating  plant 
of  the  Norton  school  building.  1300  w.  Eng 
Rec— April  17,  1897.   No.  12221.    15  cts. 


STEAM  Heating. 

Experiments  upon  High  and  Low  Pressure 
Steam  Heating.  (Beobachtungen  an  einer  Cen- 
tralheizung  mit  Nicderdruck  Abdampf  und 
Dampf  von  2  Atm.  Ueberdruck.)  With  a  total 
heating  surface  of  1405  square  metres,  steam 
at  30  pounds  gave  740  calories  per  square  metre 
per  hour,  and  steam  at  3.5  lbs.,  460  calories. 
Full  details  of  the  test  are  given.  4500  w. 
Oesterr.  Monatschr.  f.  d.  Oeffent.  Baudienst 
—March,  1897.    No.  12423.    30  cts. 

Defective  Drainage  in  Steam  Pipes  and  Its 
Results.  Calls  attention  to  facts  which  show 
the  intense  strain  to  which  pipes  are  subjected 
where  water  is  allowed  to  rest  in  them,  t  ,000  w. 
Sao  Plumb— April  15,  1897.  No  12274.  *5 
cts. 

High  Pressure  Heating.  Frederick  Dye,  in 
Building  World,  London.  Discusses  this 
method  of  warming  buildings,  its  advantages 
and  disadvantages.  1800  w.  Dom  Eng— April, 
1897.  Serial.  1st  part.  No.  12365.  30  cts. 
VENTILATION. 

See  same  title  under  Railroad  Affairs.  Mis- 
cellany. 

WARMING. 

A  Study  in  Warming- Furnaces.  (Eine  Ofen- 
studie.)  An  account  of  experiments  made  in 
Norway  by  Dr.  Henrichsen,  upon  the  value  of 
different  fuels  for  house  warming.  3500  w. 
Gesundheits-Ingenieur— Feb.  28,  1897.  No. 
12443.    30  cts. 

Heating  by  Warm  Air.  (Ueber  Luftheizung.) 
Especially  discussing  in  direct  systems  of  steam 
and  hot  water  heating,  and  opposing  the  use  of 
direct  radiators  in  rooms.  5000  w.  Gesundheits- 
Ingenieur— March  15, 1897.  No.  12446.  3octs. 

LANDSCAPE  GARDENING. 

GARDENING. 

A  Suburban  Country  Place.  M.  G.  Van 
Renssellaer.  Illustrated  description  of  the 
beauty  of  Brookline,  near  Boston,  brought  about 
by  the  art  of  the  landscape  gardener.  6500  w. 
Cent  Mag — May,  1897.    No.  12517.    45  cts. 

Three  Mediterranean  Gardens.  Walter  Har- 
rington Kilham.  A  discussion  of  the  style  of 
gardening  which  prevails  in  the  south  of  Italy 
and  Spain,  illustrating  their  peculiarities  and 
suggesting  their  possibilities  of  imitation.  13CO 
w.  Am  Arch— April  10,  1897.  Serial.  1st 
part.  No.  12173.  *5 cts- 
LANDSCAPE  ART. 

The  Field  of  Landscape-Art.     Editorial  talk 
on  the  requirements  and  outlook  in  this  field. 
900  w.    Gar  and  For— April  28,  1897.  No. 
12375*    15  cts. 
PARK  Sy»tems. 

The  Park  Systems  of  Minneapolis  and  St. 
Paul,  Minnesota.  Mary  C.  Robbins.  An  ac- 
count of  the  scheme  outlined  by  the  landscape 
architect,  W.  S.  Cleveland,  of  the  important  be- 
ginning made  at  Minneapolis,  and  the  neglect  of 
St.  Paul.  1800  w.  Gar  and  For — April  28, 
1897.    No  12376.    15  cts. 

PLUMBING  AND  GASH  I  TING. 

APARTMENTS. 

Plumbing  in  Center  Court  Apartments.  De- 
crip  t  ion,  with  illustrations,  of  the  plumbing  of 
a  five  story  brick  building  on  West  28th  St., 

articles.  See  introductory. 
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New  York,  iioo  w.  Eng  Rec— April  10, 
1897.    No.  1 21 79.    15  cts. 

DRAINAGE. 

Modern  Standards  for  House  Drainage.  Gives 
the  series  of  by-laws  drafted  by  the  London 
County  Council,  wbicb  it  is  proposed  to  enact 
into  law,  which  will  give  a  uniform  drainage 
practice  to  the  entire  metropolitan  area.  2000  w. 
Dom  Engng— April,  1897.  Serial.  1st  part. 
No.  12363.    30  cts. 

PLUMBING. 

Plumbing  in  the  Bank  of  Commerce  Building. 
Part  first  contains  a  general  description,  require- 
ments of  materials  and  workmanship,  system  of 
water  distribution  and  drainage,  conventional 
diagrams  of  arrangement  of  water  service  and 
typical  riser  lines.  2000  w.  Eng  Rec — April 
24,  1897.  Serial.  1st  part.  No.  12339.  15  cts. 
SANITATION. 

Sanitary  Appliances.     W.M.Watson.  Ob- 
jections  to  sanitary  rules  in  force  in  Toronto, 
with  reasons.   111.   2700  w.    Can  Eng — April. 
1897.    No,  12188.    15  cts. 
SOIL  PIPES. 

English  Soil  Pipes,  and  How  Plumbers  Run 
Them.  A  few  details  of  soil  pipe  work,  with 
illustrations.  1000  w.  Dom  Engng — April,  1897. 
No.  12362.    30  cts. 

MISCELLANY. 

ARCHITECTURE. 

Eighteenth  Century  Work.  J.  A.  Gotch. 
Read  at  meeting  of  the  Architectural  Assn.. 
London.  Points  out  the  advantages  and  disad- 
vantages of  the  styles.  An  interesting  paper. 
Followed  by  discussion.  9000  w.  Builder — 
March  27,  1897.    No.  12059.    3<>  cts. 

HANDICRAFTS. 

Architecture  in  Relation  to  the  Handicrafts. 
T.  G.  Jackson.  Read  at  meeting  of  the  British 
Arch.  Assn.  The  authority  of  noted  writers  on 
architecture  is  given,  the  modern  system  dis- 
cussed, and  the  changes  in  conditions  which 
must  be  met,  with  the  writer's  suggestions.  5 5 00 
w.  Arch,  Lond— April  9.  1897.  No.  12245. 
30  cts. 

INTERIORS. 

Modern  House  Interiors.  T.  Butler  Wilson. 
Read  befoic  the  Leeds  and  Yorkshire  Arch.  Soc. 
Extract.  Arguing  that  the  whole  decorative 
scheme  of  the  interior  should  be  the  business  of 
the  architect.  2000  w.  Arch,  Lond — April  9, 
1897.  No.  12244.  30  cts. 
LEAD. 

Lead  Work.  W.  R.  Lethaby.  Read  before 
the  Soc.  of  Arts.  Abstract.  Discusses  lead 
cisterns,  fountains  and  conduits ;  lead  roofs, 
spires,  domes,  and  belfrys,  and  ornamental  lead 
work.  3300  w.  Brit  Arch— April  16,  1897. 
No.  12341.  30  cts. 
LEADED  GLASS. 

Stained  and  Leaded  Glass  Work.  Richard 
Matthews.  History  of  the  manufacture;  part 
first  is  confined  to  ancient  work.  Illustration. 
1700  w.  Ill  Car  &  Build — April  16,  1897. 
Serial.  1st  part.  No.  1 2319.  30  cts. 
LONDON. 

The  "  Uglification "  of  London.  Editorial 
criticism  of  various  works  which  have  been 
carried  out  in  London  and  its  suburbs.  2500  w. 
Builder— March  27,  1897.    No.  12058.    30  cts. 


MEDIAEVAL  Architecture. 

Heraldry  in  English  Mediaeval  Architecture. 
W.  H.  St.  John  Hope.  The  paper  is  confined 
to  the  period  from  1216  to  1547,  showing  how 
far  heraldry  and  architecture  were  associated. 
Illustrated  descriptions  of  early  applications  are 
given.  Full  paper,  with  discussion.  9S00  w. 
Jour  Roy  Inst  of  Brit  Arch— March  18,  1897. 
No.  12324.    75  cts. 

MONUMENT. 

The  imperial  Monument  in  Berlin.  ( Das 
Kaiserdenkmal  auf  derSchloss  Freiheitzu  Berlin) 
Fully  illustrated  account  of  the  monument  to  the 
memory  of  the  Emperor  William  I,  recently  un- 
veiled in  Berlin.  Two  articles,  1  plate.  4500 
w.  Deutsche  Bauzeitung— March  20,  27,  1697. 
No.  12488.    30  cts. 

The  Imperial  Monument  on  the  Kyffhauser. 
(Das  Kaiser-Denkmal  auf  dem  KyffhaUser). 
With  illustrations  from  photographs,  of  the  fine 
Barbarossa  monument.  Two  articles  &  1  plate. 
2500  w.  Deutsche  Bauzeitung — Feb.  27  Sc. 
March  6,  1897.    No.  12487.    30  cts. 

The  Leipzig  National  Monument.  (Das  Na- 
tional-Denkraal  bei  Leipzig.)  Description  with 
illustrations,  of  the  designs  submitted  in  the 
competition  for  the  monument  to  be  erected  up- 
on the  battle  field  of  Leipzig.  Two  articles — 
2500  w.  1  plate.  Deutsche  BauzeitUDg— Jan. 
16,23.1697.    No.  12486.    30  cts. 

PARTHENON. 

The  Doom  of  the  Parthenon.  J.  R  S.  Ster- 
rett,  in  the  "  Evening  Post."  Describes  the 
state  of  general  dilapidation,  and  predicts  an 
early  collapse.  1000  w.  Arch  &  Build— April 
10.  1897.  No.  12145.  15  cts. 
FUERLO. 

Pueblo  Architecture.  Cosmos  Mindcleff.  Il- 
lustrated description  of  aboriginal  American 
house  structures.  2000  w.  Am  Arch — April 
17,1897.  Serial.  1st  part.  No.  12237.  15  cts. 
PYRAMIDS. 

Pyramids  and  their  Relation  to  Monumental 
and  Sacred  Architecture.  Cyrus  K.  Porter.  Con- 
siders the  monumental  pyramids  of  Egypt,  their 
adaptation  to  the  purpose  of  sacred  architecture 
in  Mexico  and  Central  America,  and  the  pyra- 
midal shaped  temples  of  India.  An  interesting, 
illustrated  article.  5500  w.  Stone— April.  1897. 
No.  123 1 7.  30  cts. 
ROOFING. 

Roofing  Slate  in  Ireland.    Informal  it  n  ex- 
tracted from  recent  reports  of  U.  S.  Consuls  at 
Belfast  and  Dublin.    2500  w.    Stone— April, 
1897.    No.  12316.    30  cts. 
^iV  ALES. 

Art  in  Wales.  T.  E.  Ellis.  An  address  de- 
livered before  the  Cymmrodorion  Society.  Con- 
tains interesting  information  of  Welsh  architec- 
ture and  arts.  7300  w.  Arch,  Lond— April  2. 
1897.  No.  12189.  30  cts. 
WOODS. 

Summary  of  Mechanical  Tests  on  Thirty- two 
Species  of  American  Woods.  Statement  of  re- 
sults of  the  timber  investigationscarried  on  by  the 
Div.  of  Forestry.  The  object  of  these  investi- 
gations is  to  increase  the  general  knowledge  of 
the  properties  and  behavior  of  wood  and  to  dis- 
cover facts  that  will  enable  the  consumer  to 
judge  of  the  comparative  value.  4000  w.  U.S. 
Dept  of  Agri — Circ.  No.  15.  No.  12215.  45  cts. 
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BRIDGES. 

BRIDGES. 

See  same  title  under  Railroad  Affairs,  Main- 
tenance  of  Way. 
FOUNDATIONS. 

The  Distribution  of  Pressure  in  Stepped 
Foundations.  (Ueber  die  Druckvertheilung  in 
AbsatzwciseVcrbreitertenMauerwerksfundamen- 
ten.)  An  examination  of  the  manner  in  which 
the  pressure  of  a  pier  is  transmitted  to  the  ex- 
tended portion  of  the  foundation.  2500  w. 
Zeitschrd.  Oesterr.  Ing.  u.  Arch.  Vereines— 
March  26.  1897.  No.  124 18.  30  cts. 
LIFT  BRIDGE. 

The  New  Huron  Street  Lift-Bridge,  Mil- 
waukee.  Wis.    M.  G.  Schinke.    Detailed  de- 
scription  with  illustrations.     1800  w.  Eng 
News— April  22,  1897.    No.  12313.    15  cts. 
PLATE  GIRDER. 

The  Transportation  and  Erection  of  a  Plate 
Girder  Highway  Bridge.  Description  of  the 
transportation  of  the  material  and  the  erection 
of  a  plate  girder  bridge,  built  by  the  Wabash 
Bridge  &  Iron  Works.  An  interesting  study  of 
simple  and  effective  methods  of  overcoming  dif- 
ficulties. III.  1800  w.  Eng  News— April  15, 
1897.  No.  12204.  IS  cts. 
ROCK  ISLAND  Bridge. 

Erection  of  the  Draw  Span  of  the  New  Rock 
Island  Bridge.  Ralph  Modjeskl.  An  interest- 
ing illustrated  description  going  into  details, 
and  followed  by  short  discussion.  9200  w. 
Jour  W  Soc  of  Engs— April,  1897.  No.  12398. 
45  cts. 
STEEL. 

See  same  title  under  Mining  and  Metallurgy. 
Iron  and  Steel. 
TRUSSES. 

Trusses  with  Suspended  Horizontal  Thrust. 
(Bogentriger  mit  Aufgehobenem  Horizontal- 
scbub.)  A  design  for  arched  trusses,* whereby 
the  horizontal  thrust  may  be  converted  into  a 
vertical  pull  sustained  by  a  tension  member  an- 
chored in  the  pier.  2000  w.  Zeitsch  d  Ver- 
eines Dcutscher  Ingcnitute—  Match  20,  iSi^7 
No.  1240;.    30  cts. 

CANALS,  RIVERS  AND  HARBORS. 

CANAL. 

A  Black  Sea  and  Baltic  Canal.  Description, 
with  map,  of  the  route  proposed,  work,  cost,  &c. 
600  w.  Eng,  Lond— April  9,  1897.  No.  12- 
238.    30  cts. 

Canadian  Waterways  and  the  Canadian  Tariff. 
A  statement  of  two  important  announcements 
from  Canada.  First,  the  decision  to  begin  the  en- 
larging of  the  canal  system  connecting  the  great 
lakes  and  St.  Lawrence  ;  second,  the  decision  to 
discriminate  against  the  United  States,  in  favor 
of  Great  Britain,  in  the  new  tariff  bill.  900  w. 
Trans— April  2,  1897.    No.  12158.    30  cts. 

Canal  Communication  from  the  Midlands  to 
the  Sea.  A  brief  review  of  the  four  main  routes 
which  are  referred  to  as  of  prime  importance  to 
the  Midlands,  with  other  information.  3000 


w.  Eng,  Lond — March  26,  1897.  No.  12098. 
30  cts. 

EXCAVATING. 

See  same  title  under  Mechanical  Engineering, 
Miscellany. 
FLOODS. 

Eraser  Valley  Reclamation.  R.  E.  Palmer. 
Describes  the  system  of  reclamation  adopted, 
with  plate  showing  a  longitudinal  section 
through  the  foundation.  3500  w.  Can  Soc  of 
Civ  Engs— April  8,  1897.  Advance  Proof.  No. 
12315.    45  cts. 

The  Mississippi  Flood.  Brief  illustrated  ac- 
count of  the  recent  flood  and  the  damage  done 
by  it.  1700  w.  Harper's  Wk— April  17,  1897. 
No.  1 2194.    15  cts. 

^  The  Floods  of  the  Mississippi  River.  William 
Starling.  A  paper  prepared  before  the  recent 
flood.  Part  first  is  an  interesting  illustrated 
description  of  the  basin,  and  the  influences 
causing  the  floods.  7700  w.  Eng  News — 
April  22,  1897.  Serial.  1st  part.  No.  12309. 
15  cts. 

National  Interest  in  the  Mississippi.  Dis- 
cussion of  the  flood  situation.  1200  w.  Brad- 
street's— April  17,  1897.    No.  12218.    15  cts. 

LOCK. 

Deepening  a  Canal  Lock.  Brief  description 
of  special  methods  adopted  in  the  modification 
of  the  existing  locks  of  the  Erie  Canal  so  that 
they  will  conform  to  the  increased  draft  of  water 
secured  in  other  paits  ol  the  canal.  111.  600  w. 
Eng  Kec— April  10,  1897.    No.  12178.    15  cts. 

NICARAGUA. 

Nicaraguan  Ports  and  the  Nicaragua  Canal. 
Discusses  the  necessity  for  and  advantages  of 
the  canal  and  the  ports  where  the  greatest  ex- 
tension of  trade  may  be  expected.  1700  w. 
Bd  of  Trd  Jour— April,  1897.  No.  12392. 
30  cts. 

Surveying  in  Nicaragua.  J.  Francis  Le 
Baron.  Experiences  in  work  on  the  inter- 
oceanic  canal ;  location,  climatic  pe<  uliarities, 
animal  and  insect  pests.  3800  w,  Eng  Rec — 
Aptil  24,  1897.    No  12337.    15  tts. 

IRRIGATION. 

CANAL  Irrigation. 

Canal  Irrigation  in  Modern  Mexico.  C.  P. 
MacKie.  Descriptive  of  the  Tlahualilo  canal 
system  and  its  construction.  111.  3800  w. 
Eng  Mag— May,  1897.    No.  12580.    30  cts. 

IRRIGATION  Farm. 

An  Experimental  Irrigation  Farm  at  Bellary. 
Discussion  of  the  proposed  plan  of  experimental 
farms  being  opened  to  promote  agricultural 
education  in  the  Madras  Presidency.  1500  w. 
Ind  Engng— Ma'ch  0.  1897.  No.  12184. 
45  cts. 

MISCELLANY. 

BEAMS. 

See  same  title  under  Mechanical  Engineering. 
Miscellany. 
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HIGHWAYS. 

The  Construction  Methods  of  the  Massachus- 
etts Highway  Commission.  A  description  of  the 
different  classes  of  roads  with  some  of  the  gen- 
eral principles.  3000  w.  Eng  Rec— April  3, 
1897.  No.  12087.  *5  cts. 
INSTITUTION  of  Civil  Engineer*. 

A  Change  in  the  Requirements  for  Admission 
to  the  Institution  of  Civil  Engineers.  The  age 
of  admission  raised,  examination  required  &c. 
Commented  upon  editorially.  1400  w.  Eng 
News— April  22,  1897.    No.  12310.    15  cts. 

INSTRUMENTS. 

Early  History  of  Instruments  and  the  Art  of 
Observing  in  Astronomy  and  Civil  Engineering. 
Charles  S.  Howe.  Briefly  traces  the  history 
from  the  time  of  the  gnomon  and  the  astrolabe 
to  that  of  the  transit  circle  and  the  altazimuth, 
&c,  closing  with  the  beginning  of  modern  in- 
struments. 4000  w.  Jour  Assn  of  Engng  *oz 
—March,  1897.    No.  125 13.    30  cts. 

MONTANA. 

Address  before  the  Montana  Society  of  Civil 
Engineers.  John  Herron.  The  retiring  presi- 
dent gives  a  summary  of  the  engineering  pro- 
gress in  the  state,  with  a  statement  of  the  needs 
of  the  society.  3800  w.  Jour  Assn  of  Engng 
Soc— March,  1897.    No.  1251 1.    30  cts. 

RATING. 

Rating  of  Engineering  Undertakings.  P. 
Michael  Faraday.  Read  at  meeting  of  the  Soc.  of 
Engs.  Discusses  the  methods  by  which  these  un- 
dertakings are  assessed — with  some  details  in  the 
application  to  particular  hereditaments.  3800  w. 
Arch,  Lond — April  9,  1697.  No.  12246.  30 
cts. 

TIMBER. 

Preservation  of  Timber.  John  D.  Isaacs. 
Descriptions  of  methods  of  timber  preservation 


given  in  a  paper  which  was  published  in  a  re- 
port by  the  state  mineralogist  of  California. 
2900  w.  Ry  Rev— April  24,  1897.  No.  12373. 
15  cts. 

WAR  Material. 

The  Transformations  of  Material  of  War. 
(Les  Transformations du  Materiel  de  Guerre.)  An 
interesting  article  by  Col.  Fix,  reviewing  the 
past  and  probable  future  of  applied  engineering 
in  modern  warfare.  3500  w.  La  Revue  Tech- 
nique—March  25,  1897.    No.  12429.    30  cts. 

BETON. 

The  Computation  of  Be'ton  Beams.  (Zur 
Berechnung  der  Betonbalken.)  Records  of  tests 
of  beams  of  be'ton  after  different  time?  of  setting  ; 
surtaining  the  correctness  of  Navier's  theory. 
3500  w.  Zeitschcr.  d.  Oesterr.  lng.  u.  Arch. 
Vereines— March  12,  1897.    No.  12413.   30  cts. 


Slag  Cement  (Le  Ciment  de  Laitier).  An  ac- 
count of  the  manufacture  of  slag  cement  at 
Vitry-le-Francois,  with  data  as  to  the  precautions 
to  be  observed  to  insure  success.  1000  w.  Moni- 
teur  Industriel— Feb.  13,  1897.  No.  12491- 
30  cts. 

ENGINEER. 

The  Status  of  the  Engineer.  George  F. 
Swain.  Considers  the  engineers  standing  as 
compared  with  other  professions,  and  his  defects 
and  their  remedies.  3800  w.  Jour  Asso  of 
Engng  Soc— March,  1897.    No.  12514.  30  cts. 

GREAT  Lakes. 

The  Control  of  the  Levels  of  the  Great  Lakes. 
W.  A.  Jones.  Showing  that  it  is  possible,  by  a 
system  of  dams  at  the  outlets  of  the  Great  Lakes, 
to  maintain  their  surfaces  at  a  constant  level, 
and  thereby  facilitate  navigation  and  commerce. 
2900  w.  Eng  Mag— May.  1897.  No.  12583. 
30  cts. 


ECONOMICS  AND  INDUSTRY. 


COMMERCE  AND  TRADE. 

AGRICULTURAL  MACHINERY. 

Customs  Duties  on  Agricultural  Machinery  in 
Foreign  Countries.  Statement,  prepared  at  the 
Board  of  Trade,  showing  the  rates  leviable  in 
the  principal  European  countries  and  the  United 
States,  on  machinery  and  implements  imported 
from  the  United  Kingdom.  Soow.  Bd  of  Trd 
Jour— April,  1897.    No.  12393.    30  cts. 

ARGENTINE  REPUBLIC. 

United  States  Trade  in  the  Argentine  Re- 
public. A  table  prepared  to  illustrate  the  posi- 
tion which  the  United  States  occupies  in  com- 
parison with  other  countries;  also  report  of  tariff 
on  the  articles  enumerated,  and  other  informa- 
tion. 5000  w.  Cons  Repts— April,  1897.  No. 
12397.    45  cts. 

COMMEKCE. 

The  United  States  of  America  and  the  Far 
East.  Editorial  on  work  of  the  U.  S.  National 
Assn.  of  Manufacturers,  and  information  given 
in  their  recent  report.  2300  w.  Engng — April 
23,  1897.    No.  12563.  3octs. 

If  V  supply  copiti  ofthtsr 


COMPETITION. 

German  Competition  with  British  Manufac- 
turers in  the  Netherlands.  W.  Robinson.  Ex- 
tract from  a  report  issued  by  the  foreign  office, 
reviewing  the  situation  and  expressing  an 
op'nion  as  to  what  arc  the  chief  obstacles  to  an 
extension  of  British  trade.  900  w.  Eng,  Lond — 
March  26.  1897.    No.  12099.    3°  cts. 

DUTIES. 

Senator  Eikins*  Speech  for  Discriminating 
Duties.  A  speech  in  behalf  of  American  ship- 
ping, to  be  published  in  five  parts.  Also  edi- 
torial. 3300  w.  Sea — April  8,  1897.  Serial. 
1st  part.  No.  12134.  15  cts. 
EXPORTS. 

Our  Export  Trade.  Charles  R.  Flint.  Re- 
views the  industrial  life  of  the  past,  the  changed 
conditions,  the  necessity  for  widening  our  field 
of  distribution,  and  the  steps  to  be  taken,  and  the 
effect  a  great  export  trade  would  have  on  the 
United  States.  3400  w.  Forum — May,  1897. 
No.  12554-    30  cts. 

EXPOSITION. 

The  Russian  Exposition  at  Nijni-Novgorod. 

articles.    Sff  introductory. 
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<L' Ex  position  Nationale  Russe  de  Nijny-Nov- 
gorod.)  A  general  review  of  the  present  state 
of  Russian  industries,  from  a  report  made  to  the 
French  Society  of  Civil  Engineers.  7500  w. 
Moniteur  lndustrielle— Jan.  2,  1897.  No.  12489. 
30  cts. 

-GEKHANY, 

German  Capital  and  German  Industry.  The 
interest  taken  in  industrial  enterprises  and  the 
causes  which  have  made  these  enterprises  safe 
investments.  1200  w.  Cons  Repts — April, 
1897.  No.  12396.  45  cts. 
ITALY. 

Competition  with  British  Trade  in  Italy.  Dis- 
cusses some  of  the  important  factors  favoring 
German  competition.    2500  w.    Bd  of  Trd  Jour 
—April,  1897.    No.  1 239 1.  30cts. 
JAPAN. 

Japan.  Its  Resources,  Industries,  and  Markets, 
with  Special  Reference  to  British  Trade.  Con- 
siders Japan  first  as  a  customer,  and  second  as 
a  competitor,  giving  much  interesting  in  forma- 
tion  of  the  country.  10000  w.  Ir  &  Coal  Trds 
Rev — April  9,  1897.  No.  12249.  30  cts. 
PRICES. 

The  Late  Prices  Reaction.  A  table  of  com- 
parative prices  of  108  stable  articles,  raw  and 
■manufactured  products,  produce,  cattle  and 
meats,  at  quarterly  intervals,  showing  fluctua- 
tions in  quotations  from  July  1,  1892,  to  April 
1,  1897,  covering  the  period  of  recent  extreme 
depression,  with  comment.  4000  w.  Bradstreet's 
—April  10,  1897.    No.  12144.    15  cts. 

RUBBER  Shoos. 

A  Short  History  of  Rubber-Shoe  Prices.  The 
problem  of  prices,  its  importance,  lists  of  prices 
in  1852  and  1864,  &c.  1400  w.  Ind  Rub 
Wld — April  10,  1897.    No.  12383.   45  cts. 

The  Reduction  in  Rubber-Shoe  Prices.  State- 
ments regarding  the  rubber-shoe  trade  showing 
that  prices  average  i6£  lower  than  last  year. 
4400  w.  Ind  Rub  Wld — April  10,  1897.  No. 
12382.  45  cts. 
SCIENTIFIC  Apparutu*. 

Should  the  Manufacture  of  Scientific  Ap- 
paratus in  this  Country  Be  Protected  and  En- 
couraged by  a  Tariff  ?  A.  A.  Ziegler.  Favor- 
ing a  duty  and  discussing  this  question.  2000  w. 
Elec  Rev— April  14,  1897.    No.  12191.    15  cts. 

TARIFF. 

Comparison  of  Iron  and  Steel  Duties  in  the 
Wilson  Tariff  and  the  Dingley  Bill.  A  careful 
comparison  of  the  duties  on  iron  and  steel  and 
manufactures  of  iron  and  steel.  1700  w.  Bui  of 
•  Am  Ir  &  St  Assn— April  10.  1897.  No.  12121. 
15  cts. 

Tariff  Changes  and  Customs  Regulations. 
Russia,  Sweden,  Germany,  German  East  Africa, 
Belgium,  France,  France-Tunis,  France- Mada- 
gascar, South  East  Africa,  Italy,  Austria- 
Hungary,  Mexico,  Costa  Rica,  United  States  of 
Colombia,  Ecuador,  Argentina,  Siberia,  South 
African  Republic,  British  India,  Mauritius, 
Sierra  Leone  and  Queensland.  7000  w.  Bd  of 
Trd  Jour— April,  1897.    No.  12394.    30  cts. 

The  Dingley  Tariff  Bill.  Robert  P.  Porter. 
Discusses  tariff  bills  in  general  and  the  Dingley 
bill  in  particular,  in  a  manner  quite  favorable  to 
the  bill.  3800  w.  N  Am  Rev— May,  1897. 
No.  12509.    45  cts. 


TRADE. 

Japan  and  Australia.    Editorial  comment  on 
a  new  line  of  steamers  inaugurated  between 
these  countries,  and  the  effect  on  trade.  1300  w. 
Engng— April  16,  1897.    No.  12352.    30  cts. 
TRUSTS. 

Industrial  Combinations.  George  T.  Oliver. 
Explains  consolidations,  trusts,  pools,  &c,  their 
operations,  and  good  and  evil  effects,  with  argu- 
ments advanced  by  the  advocates  of  these 
organizations.  Also  suggests  a  plan  for  solving 
the  problem  of  industrial  combinations.  4000  w. 
Forum— May,  1897.    No.  12555.    3°  cts. 

"Trusts"  in  Japan.  Editorial  comment  on 
the  economic  conditions  relating  to  the  evolu- 
tion of  commerce  and  industry  in  the  direction 
of  combination.  1000  w.  Engng— April  23, 
1897.    No.  12561.    30  cts. 

CURRENCY  AND  FINANCE. 

FINANCE. 

The  Austrian  Budget  for  1897.  (Das  Oester- 
relchische  Finanzgesetz  fur  das  Jahr  X897.)  The 
detailed  government  report,  giving  the  esti- 
mates and  expenses  for  all  the  engineering  and 
building  improvements  in  the  Empire.  Valu- 
able for  statistical  purposes.  15000  w.  Oes- 
terr.  Monatschr.  f.  d.  Oeffent.  Baudienst — 
March,  1897.  No.  12419.  30  cts. 
PRODUCTION. 

The  Increased  Production  of  Gold.  Galusha 
A.  Grow.  Conclusion  of  a  speech  in  the  House 
of  Representatives.  Showing  that  there  is  gold 
enough  in  the  world  for  standard  money.  1 300  w. 
Bui  of  Am  Ir  &  St  Assn— April  20.  1897.  No. 
12280.  iscfs. 

GOVERNMENT  CONTROL. 

TRAFFIC. 

Traffic  Legislation.  Editorial  review  of  a 
lecture  by  J.  H.  Balfour  Browne,  delivered  be- 
fore the  London  Chamber  of  Commerce,  giving 
the  history  of  English  legislation  in  connection 
with  this  subject.  1700  w.  Engng — April  16, 
1897.  No.  12350.  30  cts. 
TRANS-MISSOURI. 

The  Trans- Missouri  Case.  Full  text  of  the 
opinion  of  justices  White,  Field.  Gray  and 
Shiras  who  dissent  from  the  opinion  of  the  ma- 
jority of  the  U.  S.  Supreme  Court.  Also  edi- 
torial. 12500  w.  Ry  Age— April  2,  1897. 
No.  1 2061.    15  cts. 

LABOR. 

ARBITRATION. 

Arbitration  in  the  Northeastern  Dispute.  A 
recapitulation  of  the  facts  with  comment.  1800 
w.    Trans— April  2,  1897.    No.  121 57.  30  cts. 
BANRING. 

Governmentalism  versus  Individualism  in 
Relation  to  Banking.  Austin  W.  Wright.  Re- 
ply to  an  article  in  Gunton's  Mag.  entitled 
"  How  Not  to  Reform  the  Currency,"  in  which 
the  views  of  the  writer,  as  expressed  in  a  pre- 
vious article,  were  criticised.  6000  w.  Elec 
Engng— May  I,  1897.  No.  12589.  15  cts. 
LABOR. 

Employer  and  Employ^.  (Brief  account  of  a 
meeting  of  railway  officers  and  Brotherhood 
Men  at  Grand  Rapids.  2500  w.  Ry  Age— April 
9, 1897.    No.  1215 1.    15  cts. 
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MISCELLANY. 

EDUCATION. 

Industrial  Education.  R.  H.  Thurston,  in 
the  N.  Y.  Tribune.  The  lesson  taught  by  Ger- 
many in  her  great  governmental  system  of  tech- 
nical  education  and  its  results.  2000  w.  W 
Elec- April  24,  1897.    No.  12302.    15  cts. 

IMMIGRATION. 

Should  Immigration  Be  Restricted  ?  Simon 
Greenleaf  Croswell.  Setting  forth  and  investi- 
gating facts  bearing  upon  the  problems  involved 
and  the  conclusions  to  which  they  point.  4400 
w.  N  Am  Rev— May,  1877.  No.  12507. 
45  cts. 


MEXICO. 

American  Enterprise  in  Mexico.  Comment 
on  the  experience  of  American  capitalists  who 
have  invested  their  resources  in  Mexican  rail- 
ways. 1000  w.  Eogng — April  16, 1897.  No. 
12353.    30  cts. 

PROGRESS. 

Progress  of  the  United  States.  Michael  G. 
Mulhall.  Part  I.  The  New  England  States. 
Studies  the  subject  from  the  views  of  popula- 
tion, industry  and  wealth.  2400  w.  N  Am 
Rev— May.  1897.  Serial.  1st  part.  No.  12- 
50S.    45  cts. 


ELECTRICAL  ENGINEERING. 


LIGHTING. 

ALTERNATING  CURRENT. 

Profitable  Day  Load  in  Alternate  Current- 
Systems.  George  T.  Hanchett.  Suggestions 
for  combining  a  lighting  system  with  power  dis- 
tribution during  the  day.  Also  editorial  criti- 
cism. 2000  w.  Elec  Wld— April  24.  1897. 
No.  12348.    15  cts. 

See  same  title  under  Electrical  Engineering. 
Power. 

ARC  Lamps. 

Arc  Lamps  for  Street  Lighting.  Thomas 
Hesketh.  A  consideration  of  the  qualifications 
desirable.  1200  w.  Elect'n— April  q,  1897. 
No.  12248.    30  cts. 

BELGIUM. 

Cooperative  Electric  Lighting  in  the  Village 
of  Borsbeke,  Belgium.  H.  Schoentjes.  An 
account  of  the  electric  lighting  system  of  this 
small  commune.  1000  w.  Elec  Eng— April 
28,  1897.    No.  12378.    15  cts. 

CENTRAL  Stations 

Combination  of  Central  Electric  Lighting 
Stations  with  Water  Works.  (Elektrische  Bel- 
euchtungszentralen  in  Verbindung  mit  Wasser- 
werken.)  Discussing  the  economy  of  the  com- 
bination, and  showing  the  workings  of  the 
central  station  at  Cologne.  1500  w.  Die  Elek- 
trizitat— Feb.  27,  1S97.    No.  12475.    30  cts. 

COMPOSITE  Station. 

The  Narragansett  Electric  Lighting  Co.  The 
Evolution  of  a  Typical  Composite  Station.  Jos- 
eph Wetzler.  Illustrated  description  in  detail, 
with  editorial  comment.  5500  w.  Elec  Eng— 
April  7.  1897.    No.  1 2120.    15  cts. 

puses. 

^  Fuses  for  Branch  Circuits.  S.  H.  Sharpsteen. 
Considers  the  matter  of  fu«e  lengths  for  circuits 
of  about  100  volts  entering  buildings  for  incan- 
descent work.  1500  w.  Elec  Eng— April  21, 
1897.    No.  12282.    15  cts. 

GEORGETOWN,  I>.  C. 

The  Station  of  the  Potomac  Light  and  Power 
Company,  (leorgetown.  D.  C.  N.  Monroe 
Hopkins.  Illustrated  description.  400  w.  Elec 
Eng— April  28.  1897.    No.  12377.    15  cts. 

INCANDESCENT  Lamp. 
Conductivity  of  Incandescent  Carbon  Fila- 


ments, and  of  the  Space  Surrounding  Them. 
John  W.  Howell.  The  first  part  of  the  paper  is 
in  the  nature  of  a  discussion  of  a  paper  read  by 
Prof.  Anthony  ;  and  the  second  part  is  a  dis- 
cussion of  the  paper  upon  the  "  Edison  Effect" 
in  incandescent  lamps  which  was  read  by  Prof. 
Houston.  Discussion  follows.  1 0000  w. 
Trans  Am  Inst  of  Elec  Engs— Feb.,  1897.  No. 
121 11.    45  cts. 

Some  Notes  on  the  Manufacture  of  Incandes- 
cent Lamps.  Fred  De  Land.  Part  first  de- 
scribes the  process  of  properly  preparing  the 
filaments.  1500  w.  Elec  Engng — April  15, 
1897.    Serial.    1st  part.    No.  12233.    15  cts. 

The  Economy  of  Incandescent  Lamps.  (Ue- 
ber  Oekonomie  von  Gluhlampen.)  A  paper  by 
Dr.  Weber  before  the  Electrotechnical  Society, 
maintaining  the  greater  economy  of  the  incan- 
descent electric  lamp  over  the  Welsbach  gas 
burner.  1000  w.  Elektrotechnische  Zeitschr— 
March  25,  1897.    No.  12465.    30  cts. 

The  Edison  Lamp  Connection.  (Die  Edison 
Fassung.)  A  discussion  of  the  Edison  screw 
fastening  for  incandescent  lamps  in  comparison 
with  a  number  of  other  devices  for  the  same  pur- 
pose 4500  w.  Elektrotechnische  Zeitschr — 
March  18,  1897.    No.  1246 1.    30  cts. 

LA  M  PLIGHTING. 

Electric  Lighting  of  Oil  Lamps.  (Ueber 
Elektrische  FernzUndung  von  Oellampen  )  A 
drop  of  oil  is  lighted  by  contact  with  an  incan- 
descent platinum  wire  and  the  resulting  flame 
communicated  to  the  wick.  2500  w.  Elektro- 
technische Rundschau— March  1,  1897.  No. 
12476.    30  cts. 

LAMPS. 

The  Automatic  Extinction  of  Lamps.  De- 
scribes a  device  in  use  at  Portsmouth.  Eng., 
where  each  lamp  pillar  carries  an  arc  lamp  as 
well  as  two  incandescent  lamps,  by  which  the  arc 
lamps  are  automatically  put  out  and  the  incan- 
descent lighted  at  midnight.  111.  1000  w. 
Elec  Rev,  Lond— March  26.  1897.  No.  12- 
103.    30  cts. 

LIGHTING. 

Electric  Lighting  of  the  New  Armory  of  the 
Ninth  Regiment.  N.  G.  S.  N.  Y.  Illustrated 
description  of  an  interesting  installation  where 
the  entire  lighting  of  the  main  drill  hall  is  ac- 


II  'c  iupply  copies  0/  these  articles.    Sec  introductory. 


Digitized  by  Google 


ELECTRICAL  ENGINEERING. 


473 


complished  by  means  of  ordinary  two-in-series 
open  arcs.     1 100  w.    Elec  Wld— April  3,  1897. 
No.  12092.    is  cts. 
LIGHTING  Plant. 

A  Public  Park  Lighting  Plant.  P.  M.  Heldt. 
Describes  and  illustrates  the  new  plant  in  Chi. 
cago  which  supplies  current  for  the  chain  of 
parks  and  boulevards  on  the  west  side.  2000 
w.  Am  Elect'n— April,  1897.  No.  12286. 
25  cts. 
MALTA. 

Malta  Electricity  Supply.  Illustrated  detailed 
description  of  works  undertaken  by  the  govern- 
ment of  Malta.  Interesting  to  engineers  and 
members  of  local  authorities.  1200  w.  Eng, 
Lond — April  2,  1897.    No.  12150.    30  cts. 

PHOTOGRAPHY. 

Electricity  and  Photography.  Details  of  elec- 
trical apparatus  used  in  a  studio  making  it  pos- 
sible to  take  photographs  at  any  time,  irrespective 
of  the  state  of  the  atmosphere.  III.  1300  w. 
Elec  Eng,  Lond— March  26,  1897.  No.  12101. 
30  cts. 

NORWICH,  England. 

Electric  Lighting  in  Norwich,  England.  Her- 
bert C.  Gunton  and  Harold  Lorn  as.  Illustrated 
detailed  description.   1500  w.  Elec  Wld— April 
10,  1897.    No.  12171.    15  cts. 
RECONSTRUCTION. 

Reconstruction  of  the  Alternating  Current 
System  of  the  Royal  Electric  Company,  Mon- 
tr* il,  Canada.  P.  G.  Gosslcr.  An  illustrated 
account  of  the  reconstruction  of  an  alternating 
current  system  supplying  current  to  a  large  ter- 
ritory. 2700  w.  Can  Elec  News— April,  1897. 
No.  12129.  15  cts. 
STORAGE  Ratt«ry. 

Storage  Battery  Plant  in  a  Brooklyn  Lighting 
Station.  Illustrated  description  of  an  interesting 
accumulator  installation  in  the  second  district 
station  of  the  Edison  Illuminating  Co.  1000 
w.  Elec  Rev— April  7,  1897.  No.  12105. 
15  cts. 

The  Scotia  Street  Storage  Battery  Station  of 
the  Boston  Edison  Co.  Illustrated  description. 
1200  w.  Elec  Eng— April  21,  1897.  No.  12- 
281.    15  cts. 

WORCESTER. 

The  Extension  at  Worcester.  Information 
from  the  report  of  Mr.  Ruthven  Murray,  the 
city  electrical  engineer.  Day  plant,  switch* 
board,  sliding  scale  and  no  meter  rent.  1600 
w.  Elec  Rev,  Lond— April  2,  1897.  No.  12- 
168.    30  cts. 

POWER. 
ACCUMULATORS. 

Accumulators  for  Rapid  Charging.  L.  Ep- 
stein. Reviews  the  opinions  of  M.  Blanchon  as 
expressed  in  a  paper  read  before  the  Socie'te  In- 
ternational des  ;Electriciens,  and  objects  to  his 
conclusions.  1500  w.  Elec  Rev,  Lond — 
April  16.  1897.    No.  12322.    30  cts. 

Tests  of  a  Gulcber  Accumulator.  (Untersu- 
chung  eines  Gulcher-Akkumulators.)  The  Gttl- 
cher  plate  is  composed  of  lead  wires  and  spun 
glass.  Tests  under  various  conditions  of  charg- 
ing and  discharging  show  excellent  efficiency, 
with  much  less  weight  than  existing  forms.  3000 
w.  Elektrotecbnische  Zeitschr— March  18,  1897. 
No.  12462.    30  cts. 


The  Ribbe  Accumulator.!  [Illustrated  descrip- 
tion of  an  accumulator  which  the  inventor  claims 
to  be  especially  adapted  to  the  propulsion  of 
cars  or  other  vehicles.  1400  w.  Eng,  Lond 
— April  23.  1897.    No.  12534.    30  cts. 

See  same  title  under  Electrical  Engineering, 
Telegraphy  and  Telephony. 
ALTERNATING  Current. 

Alternating  Current  Dynamos  in  Parallel.  J. 
E.  Woodbridge.  Describes  treatments  which 
seem  to  work  well  in  practice.  2800  w.  Elec 
Eng— April  28,  1897.  Serial.  1st  part.  No. 
1 2381.    15  cts. 

Recent  Developments  in  Alternate  Current 
Machinery,  with  Special  Reference  to  the  Ganz 
System.  Alfred  Dubsky.  A  short  description 
of  the  newer  alternating  current  machinery  which 
has  been  constructed  at  the  Ganz  works  at  Buda- 
pest during  the  last  few  years.  2700  w.  Elect'n 
—April  16.  1897.  Serial.  1st  part.  No.  12- 
360.    30  cts. 

The  Transmission  of  Power  to  Long  Distances 
by  Alternating  Currents  of  Electricity.  W.  B. 
Esson.  Discusses  the  subject  under  the  head- 
ings of  generators,  conductors,  and  motors.  Dis- 
cussion follows.  12000  w.  Jour  of  Soc  of  Arts 
—March  26,  1897.    No.  12060.    30  cts. 

See  same  title  under  Electrical  Engineering, 
Light. 

CURRENTS. 

Electric  Currents  and  Subdivision  Systems. 
(Elektrische  Strom  und  Stromverteilungssys- 
teme.)  A  series  of  articlesof  a  general  and  descrip- 
tive character,  rather  elementary.  10000  w.  5 
articles.  Die  ElektrizitSt— Jan.  2,  16,  Feb.  13. 
March  13,  27,  1897.  No.  12471.  30  cts.  each 
number. 

Utilization  of  Multi-Phase  Currents  in  Elec- 
tric Driving.  Percy  Nicholls.  Deals  with  the 
advantages  of,  or  objections  to,  the  system  for 
short  distance  transmission,  and  the  principles 
underlying  the  construction  and  action  of  these 
machines.  111.  3600  w.  Prac  Eng— April  g, 
1897.  No.  12236.  30  cts. 
ELECTRIC  Plant. 

Electric  Light,  Power  and  Heating  Plant  at 
the  Rothschild  Shirt  Factory,  Trenton,  N.  J. 
Illustrated  description.     2400  w.    Elec  Wld— 
April  17,  1897.    No.  12278.    15  cts. 
ELECTRIC  Power. 

See  same  title  under  Marine  Engineering. 
ELEVATOR. 

A  Safety  Electric  Elevator.  (Babnartig  Be- 
triebener  Elektrischer  Sicherheits  Aufzug.)  The 
car  revolves  around  its  vertical  axis  and  screws 
its  way  up  a  spiral  track  carried  around  the  inter- 
ior of  the  circular  shaft.  1500  w.  Deutsche 
Zeitschr  fllr  Elektrotechqik— February,  1897. 
No.  12455.    30  cts. 

Electric  Elevators.  A  brief  review  of  hoist- 
ing mechansms  used  since  the  earliest  ages  is 
given,  and  the  early  history  of  the  electric  motor 
as  applied  to  elevator  machinery.  III.  2500  w. 
Elec  Wld -April  3,  1897.  Serial.  1st  part.  No. 
1209L  15  cts. 
FACTORY. 

Electricity  in  an  Oil  Cloth  Factory.  S.  Ashton 
Hand.  Illustrated  description  of  the  power  and 
lighting  plant  recently  installed  in  the  factory 
of  the  Farr  &  Bailey  Mfg.  Co..  of  Camden,  N. 


We  supply  copies  of  these  articles.   See  introductory. 
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J.     looo  w.    Mach,  N.  Y.— May,  1897.  No. 
12570.    15  cts. 
FRESNO  Plant. 

Some  details  of  the  Fresno  Plant.  C.  E. 
Dutcher.  Illustrated  description  of  technical 
details  of  the  electrical  operation  of  the  plant. 
4500  w.  Jour  of  Elec— April,  1897.  No.  12- 
371.  15  cts. 
GENERATORS. 

See  same  title  under  Street  and  Electric  Rail- 
ways. 

HARROGATE. 

Harrogate  Electricity  Works.    Illustrated  de- 
tailed description.    5000  w.   Elec  Eng,  Lond — 
April  9,  1897.    No.  12250.    30  cts. 
HAULAGE. 

See  same  title  under  Mining  and  Metallurgy, 
Mining,  and  title  "  Electric  Haulage,"  under 
Railroad  Affairs,  Transportation. 
HOISTS. 

See  same  title  under  Mining  and  Metallurgy, 
Mining. 

LOCOMOTIVE. 

See  Railroad  Affairs,  Maintenance  of  Equip- 
ment. 
MOTORS. 

Application  of  Electric  Motors  to  the  Textile 
Industry.  (Les  Applications  des  Moteurs  Elec- 
triques  a  1'  Industrie  Textile.)  Shows  motors 
operating  line  shafting  and  also  independent 
looms  as  applied  in  Switzerland  and  France. 
2500  w.  La  Revue  Technique— March  25, 
1897.    No.  12424.    45  cts. 

Asynchronous  Alternating  Motors.  (Ueber 
Asynchrone  Wechselstrommotoren.)  A  mathe- 
matical investigation  of  the  conditions  of  best 
action  and  efficiency  of  one-  and  three- phase 
electric  motors.  2500  w.  Elecktrotechnische 
Zeitschr — March  25,  1897.  No.  12464.  30  cts. 

MULTIPHASE. 

Multiphase  Generators  and  Motors.  (Die 
Drehstrom -Dynamomaschunen  und  Drehstrom- 
Motoren.)  A  general  explanation  of  the  prin- 
ciples together  with  an  illustrated  description  of 
the  machines  of  the  Allgemeine  Elektrizitats- 
Gesellschaft  of  Berlin.  Three  articles,  7500  w. 
Die  Elektrizilat — Feb.  27.  March  13,  27,  1897. 
No.  12474.  30  cts.  each. 
NIAGARA. 

Electrical  Development  at  Niagara  Falls. 
The  demands  for  power  and  the  arrangements 
being  made  to  supply  ;  a  brief  description  of  the 
new  wheel  pit.  &c.  III.  600  w.  Elec  Rev- 
April  14,  1897.    No.  12190.    15  cts. 

PHILADELPHIA. 

Cause  of  Fire  at  Union  Traction  Company's 
Power  House.  Philadelphia.  Report  of  William 
McDevitt  to  the  Philadelphia  Fire  Underwriters' 
association.  1000  w.  W  Elect'n--  May  1,  1897. 
No.  12524.  15  cts. 
POWER  Plant. 

Power  Plant  of  the  Tennessee  Centennial  and 
International  Exposition  at   Nashville,  Tenn. 
Brief  illustrated  description.    500  w.    Power — 
May,  1897.    No.  12558.    15  cts. 
POWER  TrwnsmUnlon 

Electric  Power  Transmission  Project  in  the 
Mohawk  Valley.  Orrin  E.  Dunlap.  Brief  ac- 
count of  the  project  for  developing  the  power  of 
West  Canada  Creek  at  Trenton   Falls.  III. 


500  w.  W  Elect'n— May  1,  1897.  No.  12523. 
15  eta. 

Electricity — Including  a  Short  Review  of 
Transmission  of  Power  by  Electricity  and  Com- 
pressed Air.  F.  B.  Griffith.  A  non  debatable 
paper.  Presents  a  few  rules  and  principles  which 
were  evolved  by  experiments  made  by  eminent 
electricians,  points  out  some  of  the  uses  and 
advantages  of  electricity  in  railroad  shops,  &c. 
III.  i6oow.  Pro  of  Cent  R' way  Club— March, 
1897.    No.  12234.    45  cts. 

Electric  Power  Transmission  in  Factories.  De 
scribes  the  recent  installation  of  Messrs.  Chad- 
wick,  Limited,  with  remarks.    The  plant  is  con- 
sidered very  complete.    2500  w.    Elec  Rev, 
Lond— April  16. 1897.    No.  12320.    30  eta. 

The  Rheinfelden  Power  Transmission.  The 
history  of  the  scheme,  with  description  of  the 
power  house,  turbines,  plant  and  distribution. 
III.  3500  w.  Elect'n— March  26,  1897.  No. 
12096.  30  cts. 
PUMPING  by  Electricity. 

See  '"  Electric  Pumps"  under  Municipal  En- 
gineering, Water  Supply. 
RESISTANCE. 

A  Practical  Resistance  Device.  (Ein  Prak- 
tischer  Belastungs-Wiederstand.)  A  resistance 
for  testing  generators,  &c.  composed  of  sheet- 
iron  plates  immersed  in  casks  of  water.  A 
constant  stream  of  water  flows  through  the  casks, 
maintaining  a  uniform  temperature.  1500  w. 
Deutsche  Zeitschr.  f.  Elektrotecknik— February. 
1897.  No.  12454.  30  cts. 
SAW  MILL. 

Electric  Saw  Mill  at  Folsom,  Cal.  Illustrated 
description  of  the  application  of  electric  power 
to  the  driving  of  saw  mills.  600  w.  Elec  Eng — 
April  28,  1897.    No.  12379.    15  cts. 
TIFFANY  Factory. 

Electric  Power  Plant  of  the  Tiffany  Factory 
at  Forest  Hill,  N  J.     Illustrated  description  of 
this  recent  installation,     noow.    Elec  Wld — 
April  10,  1897.    No.  12170.    15  cts. 
TRACTION. 

See  "  Haulage,"  above  ;  "  Electricity."  under 
Railroad  Affairs,  Miscellany;  and  "Electric 
Traction  "  under  Street  and  Electric  Railways. 
TRANSFORMERS. 

Formula:  for  Transformers.  Alexander  Rus- 
sell. In  proving  the  formula?  in  this  paper  no 
assumptions  have  been  made  as  to  the  shape  of 
the  curve  of  the  applied  electromotive  force,  or  as 
to  the  shape  of  the  permeability  curve  of  the  iron 
core.  Formulte  are  found  for  the  ordinary  trans- 
former with  a  non-inductive  load,  then  with  in- 
ductive loads  and  condenser  loads.  Also  methods 
of  boosting  and  compensating  are  discussed.  4500 
w.  Elect'n— March  26.  1897.  No.  12097.  30 
cts 

TELEGRAPHY  AND  TELEPHONY. 

ACCUMULATORS. 

The  Installation  of  Accumulators  at  the  Main 
Telegraph  Office  in  Paris.  (Akkumulatorcnein 
richtung  auf  dem  Haupt  Telegraphenamt  in 
Paris.)  Since  1895,  1 1000  Calland  cells  have 
been  replaced  by  Tudor,  and  I^aurent-Ccly 
storage  batteries,  of  which  full  details  are  given. 
3000  w.  Elektrotechnische  Zeitschr— March  18, 
1897.    No  12463.    30  cts 
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II  ELL  Telephone  Co. 

The  American  Bell  Annual  Report.  The  ex- 
tent of  the  service  and  amount  of  yearly  busi- 
ness. 2000  w.  Elec  Rev— April  28,  1897. 
No.  12390.    15  cts. 

BERLINER  Cue. 

The  Probable  Decision  in  the  Berliner  Case. 
E.  F.  Frost.  An  attempt  to  forecast  the  out- 
come of  this  case,  predicting  that  the  Govern- 
ment will  win  its  suit  to  annul  the  Berliner 
patent  on  every  count.  1200  w.  Elec  Wld — 
April  17,  1897.    No.  12276.    15  cts. 

CABLE. 

The  German-Norwegian  Cable.  Alb.  Peter- 
sen. Describes  changes  which  improved  the 
telegraphic  connections  between  Germany  and 
Norway  to  such  an  extent,  that  the  cable,  by 
means  of  well  regulated  instruments,  is  now  able 
to  transmit  about  2%  times  more  traffic  than  be- 
fore. Diagram.  1500  w.  Elec  Rev,  Lond — 
March  26,  1897.    No.  12104.    30  cts. 

CABLE  Speeds. 

The  Function  of  the  Element  in  Cable  Speeds. 
E.  Raymond-Barker.  Investigations  of  the 
writer,  intended  to  give  some  light  on  this  sub- 
ject. A  suggestion  of  a  standard  method  for 
conducting  really  satisfactory  trials  of  speed  on 
laid  cables,  with  the  view  to  the  data  being 
adopted  as  basis  for  future  calculations  in  the 
design  of  cable  cores.  2500  w.  Elec  Rev, 
Lond— April  16,  1897.  No.  12321.  30  cts. 
CABLE  Steamer. 

The  French  Cable  Steamer  "  Portena."  De- 
scription of  the  third  cable  steamer  built  by 
Messrs.  Johnson  &  Phillips  for  the  Compagnie 
Francaise  des  Cables  Telegraphiques.  1800  w. 
Elecrn — April  2,  1897.  No.  12163.  30  cts. 
RAPII>  Telegraph. 

High  Speed  Telegraphy.  Editorial  on  the 
system  of  Messrs.  Crehore  &  Squicr.  1000  w. 
Elec  Eng— April  28,  1897.  No.  12380.  15  cts. 
SUBMARINE  Telegraphy. 

The  Commencement  of  Submarine  Telegra- 
phy. J.  II.  Jackson,  in  the  Nautical  Magazine. 
Account  of  early  attempts,  giving  the  palm  to  a 
Russian  scientist,  Prof.  Soemmering  1 100  w. 
Sci  Am  Sup— April  24,  1897.  No.  12293.  15 
cts. 

TELEPHONE  Exchange. 

The  New  Telephone  Exchange  in  Christiana. 
(Das  neue  Fernsprechamt  in  Christiana.)  A  fully 
illustrated  description  of  one  of  the  most  recent 
modern  exchanges  in  Europe,  with  full  details 
including  the  application  of  dynamos  and  storage 
batteries.  8000  w.  Elektrotechnische  Zeitsch 
—April  1,  1897.    No.  12468.    30  cts. 

A  Modern  Telephone  Station.  C.  E.  Kam- 
meyer.  Illustrated  description  of  the  station  at 
the  corner  of  47th  St.  and  Kedzie  avenue,  Chi- 
cago. 1800  w.  Elec  Rev— April  28,  1897. 
No.  12389.  15  cts. 
TELEPHONE  Lines. 

Reconstruction  of  the  Telephone  Lines  in 
Westchester  County,  N.  Y.  Details  of  improve- 
ments to  be  made,  with  schedule  of  charges  ob- 
taining in  this  district.  1000  w.  Elec  Eng — 
April  21.  1897.  No.  122B3.  15  cts. 
TELEPHONE  Rates. 

Telephone  Rates  in  New  York.  Argument 
against   the  Brush  bill  to  regulate  telephone 


charges,  noo  w.  Elec  Rev— April  14,  1897. 
No.  12192.    15  cts. 

MISCELLANY. 

ARMATURES. 

The  Reaction  of  Eddy  Currents  upon  Arma- 
tures. (Die  Anker  Ruckwirkuug  der  Wirbel- 
strOme.)  A  mathematical  and  graphical  investi- 
gation. 1500  w.  Elektrotechnische  Zeitschr 
—March  11,  1897.  No.  12459.  30  cts. 
BATTERIES. 

Thermo-Electric  Batteries.  C.  J.  Reed. 
Describes  the  two  general  classes  of  thermo- 
electric batteries  and  their  action.  3000  w. 
Am  Elect'n— April,  1897.  No.  12288.  25 
cts. 

CATHODE  Rays. 

Mr.  Swinton  on  Cathode  Rays.  Some  inter- 
testing  and  unexpected  properties  as  developed 
in  the  focus  tube  generally  employed  for  the 
production  of  Rdntgen  rays,  presented  in  a 
paper  read  before  the  Royal  Soc.  III.  1400  w. 
Elec  Rev,  Lond— April  9,  1897.  No.  12240. 
30  cts. 

Some  Experiments  with  Cathode  Rays.  A. 
A.  C.  Swinton.  Abstract  of  a  paper  read  before 
the  Royal  Society.  Investigation  of  the  dis- 
charge in  Crookes' tubes.  Illustrated  description 
of  experiments  from  which  it  seems  that  X-rays 
can  only  be  produced  by  Cathode  rays  when 
these  strike  solid  matter.  3300  w.  Nature — 
April  15,  1897.  No.  12323.  30  cts. 
CONDUIT. 

Construction  of  Chicago  Edison  Company's 
Underground  Conduit  in  Jackson  Street.  Illus- 
trated description  of  work  now  being  executed, 
which  embodies  every  advancement  known  to 
the  art.  1500  w.  W  Elec— April  24,  1897. 
No.  12301.  15  cts. 
CONVERTER. 

A  Routing  Liquid  Converter.  Henry  S. 
Carhart.  Describes  a  simple  device  to  convert 
a  direct  current  from  any  source,  such  as  a  stor- 
age battery,  into  alternating  currents  of  one,  two- 
or  three  phases,  and  applies  the  principle  in- 
volved to  an  explanation  of  the  rotating  con- 
verter. 1600  w.  Am  Elect'n — April,  1897. 
No.  12289.  25  cts. 
CORES. 

The  Insulation  of  Armature  Cores.  Louis 
I  timer,  Jr.  Considers  the  manner  in  which  the 
general  types  of  armatures  are  insulated.  111. 
1600  w.  Am  Elect'n— April,  1897.  No.  12- 
287.  25  cts. 
CURRENTS. 

Transmission  of  Heavy  Currents.  G.  H.  B. 
Zahn.  A  study  of  the  various  systems  used,  of 
conductors,  and  insulating  materials.  &c.  4000 
w.  \V  Elec— April  17,  1897.  No.  12223.  i* 
cts. 

ELECTRICAL  History. 

Epoch-Making  Events  in  Electricity.  G. 
II.  Stockbridge.  Considering  Oersted's  discov- 
ery, and  Ampere's  work  as  a  logical  sequence 
thereof.  Second  paper.  4300  w.  Eng  Mag 
— May,  1897.    No.  12582.    30  cts. 

ELECTRICITY  and  MagnetUm. 

The  Nature  of  Electricity  and  Magnetism. 
(Das  Wesen  der  Elektrizitat  und  des  Magnetis- 
mus.)  A  series  of  articles  treating  of  the  molecu- 
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lar  theory  of  Vogt.  Three  articles.  7,5°°  w- 
Die  Elektrizitat— Jan.  2,  16,  30,  1897.  No. 
1247a.    45  cts. 

KTHICS. 

Ethics  of  Modern  Science.  S.  Alfred  Varley. 
A  criticism  of  a  recent  lecture  by  Prof.  Ayrton, 
with  remarks  on  electrical  matters.  3000  w. 
Elec  Rev,  Lond— April  2,  1897.  No.  12169. 
30  cts. 
FUMES. 

On  Electrical  Properties  of  Fumes  Proceeding 
from  Flames  and  Burning  Charcoal.  Lord  Kel- 
vin and  Dr.  Magnus  Maclean.  Read  at  meet- 
ing of  Royal  Soc.  Describes  experiments  made 
and  gives  results.  111.  1800  w.  Nature- 
April  22,  1897.    No.  1 2591.    30  cts. 

CASEOUS  Fuel. 

Gaseous  Fuel  as  a  Means  of  Cheapening  Elec- 
tricity. Nelson  W.  Perry.  Suggestions  for  de- 
creasing the  expenses  of  electrical  plants.  3500 
w.  Am  Gas  Lgt  Jour— April  5,  1897.  No. 
12067.    is  cts. 

INSTRUMENTS. 

New  Universal  Register,  Galvanometer  and 
Insulation  Measure  by  Siemens  &  Halske. 
(Ueber  ein  Universal  Registririnstrument,  Uni- 
versal Galvanometer  und  Isolationsmesser  von 
Siemens  &  Halske.)  Giving  full  details  of  con- 
struction and  use  of  three  new  and  valuable  in- 
struments. 5000  w.  Elecktrotechnische  Zeitschr 
—April  1,  1897.    No.  12469.    30  cts. 

INSULATION. 

Measurement  of  Insulation  in  Systems  of 
more  than  Two  Conductors.  (Ueber  Isolations- 
messungen  auf  Systemen  von  mehr  als  Zwei 
Leitern,  &c.)  A  mathematical  treatment,  giv- 
ing analytical  relations  for  a  great  variety 
of  combinations.  7500  w.  Elektrotectnische 
Zeitschr— March  11,  1897.    No.  12458.   30  cts. 

MAGNETISM. 

Magnetism  for  Engineers.  An  article  written 
for  the  benefit  of  engineers,  who  do  not  see 
things  in  the  same  light  as  the  pure  scientist,  in 
an  endeavor  to  elucidate  some  of  those  concep- 
tions of  the  scientific  mind  which  are  a  frequent 
cause  of  bewilderment  to  the  electrical  engineer. 
3800  w.  Elec  Rev,  Lond— March  26.  1897. 
No.  12102.    30  cts. 

MAGNETS. 

The  Calculation  of  Wires  for  Magnets. 
George  T.  Hanchett.  A  number  of  formula'  for 
coils  and  cores  of  different  iections,  together 
with  the  meanings  of  their  reference  letters. 
400  w.  Elec  \V Id— April  17.  1897.  No.  12277. 
15  cts. 


OPTICS. 

I.  Optics  and  the  Theory  of  Ions.  Dr.  P. 
Zeeman.  II.  Preliminary  Note  upon  the 
Broadening  of  the  Sodium  Lines  by  Intense 
Magnetic  Fields.  A.  St.  C.  Dunstan,  M.  E. 
Rice  and  C.  A.  Kraus.  The  first  article  ex- 
plains an  important  discovery,  valuable  from  its 
bearing  upon  the  theories  of  light  and  other 
forms  of  radiant  energy.  The  second  article 
gives  experiments  verifying  Dr.  Zeeraan's  dis- 
covery. 1400  w.  Elec  Wld-  May  1,  1897. 
No.  12531.    15  cts. 

PLANT  Growth. 

The  Influence  of  Electricity  upon  the  Growth 
of  Plants.  (Einfluss  der  Elektrizitat  auf  das 
Wachstum  der  Prlanzen.)  Giving  an  interest- 
ing resume  of  the  subject  showing  the  effect  to 
vary  with  the  nature  of  the  plant :  also  the  use 
of  electricity  to  destroy  injurious  germs.  2000  w. 
Die  Elektrizitat— Feb.  13,  1897.  No.  12473- 
30  cts. 

REPAIRS. 

Repairs  of  Electrical  Machinery— Field  Coils. 
A.  R.  Harris.  How  to  remedy  defects  and  the 
temporary  expedients  that  may  be  resorted  to  in 
case  of  failure  of  field  coils,  is  the  subject  of 
part  first.  2600  w.  Am  Mach — April  22, 1897. 
Serial.    1st  part.    No.  12296.    15  cts. 

ROENTGEN  Ray  a. 

Do  the  Rontgen  Rays  Make  Air  a  Con- 
ductor? G.  M.  Minchin.  Experimental  study 
and  explanations,  reaching  a  negative  result. 
2VK)  W.  Elect'n— April  9,  1897.  No.  12247. 
30  cts. 

See  also  Cathode  Rays,  above. 
THERMOELECTRICITY. 

The  Theory  of  Thermoelectricity.  (Ueber 
die  Theorie  der  Therraoelektrizitat.)  A  mathe- 
matical treatment  of  the  subject  based  upon  the 
laws  of  the  conductivity  of  heat.  1500  w. 
Elektrochemische  Zeitschr— March,  1897.  No. 
124S3.  30  cts. 
TRANSFORMERS. 

Practical  Transformer  Calculation.  Franz  T. 
Dommerque.  The  method  of  calculation  is  ex- 
plained. 1800  w.  Elec  Engng— May  1,  1897. 
No.  12590.    15  cts. 

VIBRATIONS. 

Electricity  and  Electrical  Vibrations.  Re- 
view of  a  course  of  lectures  recently  delivered 
by  Lord  Rayleigh.  The  six  lectures  included 
discussion  of  induction,  alternating  currents, 
currents  of  very  high  frequency,  vibrations,  &c. 
2800  w.  Col  Guard — April  23,  1897.  No. 
12564.    30  cts. 


MARINE  ENGINEERING. 


AMERICAN  Shipping. 

Charles  H.  Cramp  on  American  Shipping. 
Paper  read  before  a  conference  held  in  the  com- 
mittee room  of  the  Senate  Committee  on  Com- 
merce. An  interesting  discussion  of  the  means 
and  methods  required  for  the  development  of  our 
merchant  marine.  I7°°w.  Ir  Age— April  15, 
1897.    No.  12200.    15  cts. 

We  supply  copies  of  thest 


See  also  title  "  Duties"  under  Economics  and 
Industry,  Commerce  and  Trade. 
ARMOR  PLATE. 

See  same  title  under  Mining  and  Metallurgy, 
Iron  and  Steel. 
BOILERS. 

Navy  Boilers.  Editorial  on  the  merits  of 
water-tube  boilers,  especially  the  Belleville,  and 

articles.   See  introductory. 
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support  of  Mr.  Durston,  with  criticism  of  the 
Scotch  boiler.    1700  w.    Eng.  Lond— April  16, 
1897.    No.  12327.    30  cts. 
CABLE  Steamer. 

See  Electrical  Engineering,  Telegraphy  and 
Telephony. 
4RUISER8. 

Recent  Trials  of  the  Cruisers  "  Powerful  "  and 
"  Terrible."  A.  J.  Durston.  Read  before  the 
Inst,  of  Naval  Arch'ts.  A  description  of  the 
trials  with  data  obtained  therefrom.  Also  dis- 
cussion. 10000  w.  Engng— April  9,  1897.  No. 
12231.  30  cts. 
ELECTRIC  Power. 

Application  of  Electrical  Transmission  of 
Power  in  Marine  Engineering  and  Shipbuilding. 
F.  Von  Kodolitsch.  Read  before  Inst,  of  Naval 
Arch'ts.  Shows  the  usefulness  of  light  portable 
machine  tools  in  marine  engineering,  when 
electrically  driven.  2300  w.  Ind  &  Ir — April 
15.  1897.  Serial.  1st  part.  No.  12346.  30 cts. 
ENGINES 

New  Horizontal  Engines  for  U.  S.  Cruiser 
Chicago.  Illustrated  description  of  the  new  ma- 
chinery with  which  the  vessel  is  to  be  fitted. 
1500  w.  Marine  Engng — April,  1897.  No. 
12107.    30  cts. 

Lining  a  Vertical  Marine  Engine.  James  V. 
Trenton.  Directions  with  diagram.  1000  w. 
Sta  Eng— April,  1897.    No.  12135.    15  cts. 

r  KICK  Y  BOAT. 

Origin  and  Development  of  the  Ferryboat.  A. 
E.  Stevens.  Calls  attention  to  the  conditions 
which  have  made  New  York  pre-eminent  in  the 
specialty  of  ferryboats,  and  briefly  describes 
some  of  the  early  designs.  111.  noow.  Marine 
Engng— April,  1897.    No.  121 10.    30  cts. 

OEHM AN  NAVY. 

The  Newest  Vessels  of  the  German  Navy. 
From  Ueber  Land  und  Meer.  Illustrated  brief 
description  of  the  Kaiser  Friedrich  III  and  the 
cruiser  K.  600  w.  Sci  Am  Sup — April  10, 
1897.  No  12122.  15  cts. 
HIGH-PRESSURES. 

High  Steam  Pressures  on  Sea  Going  Ships  and 
in  General.  Dr.  R.  H.  Thurston.  Reviews 
the  advance  in  pressures  and  expansion  in  part 
first,  noow.  Marine  Engng— April,  1897. 
Serial.    1st  part.    No.  12109.    30  cts. 

IRONCLADS. 

On  the  Fighting  Value  of  Certain  of  the  Older 
Ironclads  if  Re-Armed.  Charles  Beresford. 
Read  before  the  Inst,  of  Naval  Arch'ts.  The 
proposal  to  re-arm  seventeen  vessels ;  thirteen 
battleships  and  four  cruisers.  Also  a  list  giving 
proposed  armament  for  each,  with  comments  on 
paper  and  discussion.  5400  w.  Eng,  Lond 
—April  16,  1897.    No.  12326.    30  cts. 

JAPAN. 

The  Growth  of  a  Japanese  Steamship  Com* 

Cny.  Comments  on  information  contained  in  a 
odbook  issued  by  the  Japan  Mail  Steamship 
Co.  of  London.  The  history  of  the  growth  of 
maritime  enterprise  in  modern  Japan  is  briefly  re- 
newed. 2000  w.  Engng— April  2,  1897.  No. 
12161.   30  cts. 

LIGHT-HOUSES. 

Lighthouses.  Alfred  J.  Glass  pool.  Part  first 
comments  on  the  need  of  placing  these  signals 
to  guide  vessels  in  safety,  and  reviews  the  early 
systems  and  the  progress  made  in  this  field.  1 800 

We  supply  copies  o/tA*s, 


w.   Arch,  Lond — April  16,  i8g7.  Serial.  1st 
part.    No.  12357.    30  CIS- 
MEAN  Water-Line. 

The  Use  of  the  Mean  Water-Line  in  Design- 
ing the  Lines  of  Ships.  A.  G.  Ramage.  Read 
at  session  of  the  Inst,  of  Naval  Arch'ts.  Ex- 
plains method,  giving  table  of  results.  600  w. 
Eng,  Lond— April  16,  1897.  12328.  30  cts. 
PROPULSION. 

The  Application  of  the  Compound  Steam  Tur- 
bine to  the  Purpose  of  Marine  Propulsion.  Chas. 
Parsons.  Read  at  session  of  Inst,  of  Naval 
Arch'ts.  Describes  the  fitting  of  the  Turbinia 
with  turbine  engines,  and  the  resnlt  as  far  as  as- 
certainable. 2000  w.  Eng,  Lond — April  16, 
i8q7.  No.  12329.  30  cts. 
REVENUE  Cutters. 

Machinery  of  U.  S.  Revenue  Cutters  Nos.  4 
and  5  for  the  Great  Lakes.    Brief  illustrated 
description.  350  w.  Am  Mach— April  15,  1897. 
No.  12255.    15  cts. 
SHIP  Construction. 

Recent  Developments  in  Mercantile  Ship  Con- 
struction. Part  first  calls  attention  to  certain 
tendencies  and  developments  now  in  progress  in 
regard  to  the  details  01  ship  construction.  1 500 
w.  Eng, Lond — April  23,1897.  No.  12533.  30 cts. 
STABILITY. 

Ascertaining  the  Stability  of  Ships.  A.  G. 
Ramage.  Read  before  the  Inst,  of  Naval  Arch'ts. 
Illustrated  description  of  a  mechanical  method  of 
ascertaining  the  statical  stability  of  ships.  1000 
w.  Engng— April  9,  1897.  No.  12227.  3°  cts. 
STEERING  Gear. 

The  Steering  Gear  of  the  Battleship  Fuji. 
Drawings  with  explanatory  diagrams  and  de- 
scription of  Cameron's  patent  self-regulating 
steering  gear  with  which  the  ship  is  fitted. 
1000  w.  Eng,  Lond— April  9,  1897.  No. 
12239.  30  cts. 
VALVE  Gears 

Assistant  Cylinder  for  Valve  Gears,  Basil  II . 
Joy.  Read  before  the  Inst,  of  Marine  Engs. 
Incorporated.  Describes  the  machine  and  the 
principles,  giving  some  practical  results.  4000 
w.  Prac  Eng— April  2, 1897.  No.  12180.  30  cts. 
WARSHIPS. 

German  and  Foreign  Warships.  (Die  Kriegs- 
flotten  Deutschlands  und  des  Auslandes.)  A 
comparison  between  the  German  Navy  and 
other  European  powers,  greatly  to  the  disadvan- 
tage of  the  former.  2000  w.  and  large  chart, 
Stahl  und  Eisen— April  1,  1897.  No.  12437, 
45  cts. 

The  United  States  Sea-Going  Battleship 
"  Iowa."  Description  with  brief  report  of  trial 
trip.  III.  900  w.  Am  Eng  &  R  R  Jour— May, 
1897.    No.  12519.  30  cts. 

The  Alabama  and  the  Prince  George.  A  com- 
parison between  the  dimensions  and  other  fea- 
tures, with  diagrams.     1800  w.    Eng,  Lond 
—April  2,  1897.    No.  12 149.    30  cts. 
WATER-TUBE  Boilers. 

Water- tube  Boilers  in  Warships.  C.  C.  P. 
Fitzgerald.  Read  before  the  Inst,  of  Naval 
Arch'ts.  A  comparison  of  some  of  the  general 
features  of  water-tube  boilers  with  those  of 
Scotch  boilers  which  they  are  to  supersede. 
5000  w.  Engng— April  9,  1897.  No.  12230. 
30  cts. 

articles.  See  introductory. 
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BOILERS.  FURNACES  AND  FIRING. 

BO  ILK  KM. 

Proper  Construction  and  Care  of  Boilers.  J. 
M.  Allen.  Read  before  the  Southern  Ice  Ex- 
change, at  Charleston,  S.  C.  Extracts  dealing 
with  how  to  prevent  boiler  explosions.  1300  w. 
Bos  Jour  of  Com— April  17,  1807-  Serial.  1st 
part.    No.  122 16.  iscts. 

See  also  same  title  under  Marine  Engineering. 

CHIMNEYS. 

Calculation  and  Construction  of  Tall  Chim- 
neys. (Bau  und  Berechnung  Hoher  Schom- 
steine.)  Paper  by  H.  Baatine  before  the  Saxon 
Branch  of  the  Society  of  German  Engineers.  A 
full  discussion  of  the  strength  of  masonry  chim- 
neys to  resist  wind  stresses.  5000  w.  Zeitsch 
d.  Vereines  Deutscber  Ingenieure— March  6, 
1897.    No.  12403.    30  as. 

On  the  Construction  of  a  Factory  Chimney  of 
the  Capacity  to  Suit  a  Plant  of  2000  Horse 
Power.  Robert  Kunstman.  Discusses  the  nec- 
essary examination  of  the  ground,  the  founda- 
tion, and  the  shaft.  III.  2300  w.  Brick- 
April,  1897.    No.  12064.    15  cts. 

CORROSION. 

Internal  Corrosion  in  Boilers.  Calls  attention 
to  the  important  influence  of  oxygen  brought  in 
with  the  water.  1600  w.  Bos  Jour  of  Com — 
April  24, 1897.    No.  12316.    15  cts. 

EFFICIENCY. 

Test  of  the  Cahall  Boiler  at  the  Armstrong 
Cork  Works.  Letter  from  Thomas  Pray,  Jr., 
replying  to  criticisms,  with  editorial  remarks. 
1800  w.  Eng  News— April  22,  1897.  No. 
12312.    15  cts. 

EXPLOSION. 

Steam  Boiler  Explosion  at  the  Gratweiner 
Paper  Mill.  (Dampfkessel- Explosion  in  der 
Gratweiner  Papier  Fabrik.)  An  illustrated  ac- 
count of  a  destructive  boiler  explosion.  The 
boiler  was  one  of  a  battery  of  the  Dupuis  type, 
the  rupture  taking  place  along  a  newly  riveted 
seam.  3000  w.  and  I  plate.  Oesterr  Monat- 
schr  f.  d.  Oeffent  Baudienst— March,  1897.  No. 
12420.  45  cts. 
FEKD-WATKRS. 

The  Cure  for  Corrosion  and  Scale  from  Boiler 
Waters.  Albert  A.  Cary.  A  consideration  of 
the  various  methods  for  the  removal  or  treatment 
of  scale  producing  substances.  Third  paper. 
6200  w.  Eng  Mag— May,  1897.  No.  12585. 
30  cts. 

High  Feed- Water  Temperatures  A.  L.  Mc- 
Clurg.  Extract  from  a  recent  lecture  before  the 
Massachusetts  Assn.,  treating  of  exhaust  heaters 
and  their  value.  1300  w.  Bos  Jour  of  Corn- 
May  1.  1897.    No.  12593.    15  cts. 

ORATE  Area. 

Ratio  of  Heating  Surface,  Grate  Area,  and 
Cylinder  Volume.  Angus  Sinclair.  A  table 
giving  the  leading  particulars  concerning  25  of 
the  latest  built  locomotives,  with  discussion  of 
the  proportions  which  producethe  most  econom- 
ical locomotive  for  diffejent  kinds  of  service. 


2300  w.    Loc  Eng— April,  1897.    No.  12085. 
30  cts. 

HIGH  Pr«Mnr«H. 
See  same  title  under  Marine  Engineering. 

STEAM. 

Economic  Steam  Raising  and  Utilisation. 
Arthur  Heiscbmann.  A  discussion  of  the  ques- 
tions affecting  the  efficency  of  boilers  and  engines, 
the  systems  in  use,  and  the  advantages  of  super- 
heated steam.  2800  w.  Macb,  N.  Y— May, 
1897.    No.  12574.    15  cts. 

WATER-TUBE  Boilers. 
See  same  title  under  Marine  Engineering. 

COMPRESSED  AIR. 

AIR-LIFT  Pump. 

Theoretical  and  Practical  Limitations  of  the 
Air  Lift  Pump.  E.  E.  Johnson.  Explains  the 
operation  and  the  conditions  under  which  the  air 
is  discharged.  1200  w.  Eng  News— April  22, 
1897.  No.  12311.  15  cts. 
FLUID  Air. 

Fluid  Air  for  Industrial  Uses.  Describes 
methods  of  liquefying  air,  and  some  of  the  uses. 
700  w.  Cons  Repts— May,  1897.  No.  12526. 
45  cts. 

RAILWAY  Servioe. 

See  title  *'  Compressed  Air  "  under  Railroad 
affairs.  Miscellany,  and  Street  and  Electric  Rail- 
ways. 

TOOLS. 

Machine  Tools  Operated  by  Means  of  Com- 
pressed Air.  Describes  in  detail  a  device  in  use 
on  planing  machines,  the  invention  of  Mr.  Alex- 
ander Gordon,  of  Hamilton,  O.  Sectional  views. 
1000  w.  R  R  Gar— April  30.  1897.  No.  12- 
538.    15  cts. 

POWER-TRANSMISSION. 

Long  Distance  Transmission  of  Power.  W. 
O.  Amsler.  Information  regarding  the  use  of 
compressed  air  for  this  purpose.  3500  w.  Sib 
Jour  of  Engng— April,  1897.  No.  12297.  30 
cts. 

ENGINES  AND  MOTORS. 

ENGINE. 

The  Littlejohn  Perfectly  Balanced  Engine. 
Illustrated  description.  2000  w.  Am  Ship — 
April  15,  1897.    No.  12214.    15  cts. 

See  also  same  title  under  Marine  Engineering. 

EXPERIMENTS. 

Steam  Engine  Experiments.    Bryan  Donkin. 
Results  of  seven  steam-engine  experiments.  A 
brief  summary  of  the  trials.    800  w.  Engng — 
April  9.  1897.    No.  12224.    30  cts. 
EXPLOSION  Motors. 

Explosion  Engines  at  the  Budapest  Exhibition. 
(Die  Explosionsmaschinen  auf  der  Millenniums- 
Landesausstellung  in  Budapest  1896.)  Illus- 
trating a  great  variety  of  recent  gas  and  petrol- 
eum motors.  5000  w.  Zeitschr  d.  Vereines 
deutscber  Ingenieure— March  27,  1897.  No. 
12408.  30  cts. 
OAS  Engine*. 

Experiments  on  the  Combustion  of  Lighting 
Gas  in  Gas  Engines. 
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made  and  gives  results,  2200  w.  Prac  Eng — 
April  16.  1897.    No.  12355.    30  cts. 

Care  of  Gas  Engines.  Extracts  from  a  work 
by  Mr.  Hiscox.  giving  practical  suggestions, 
iioow.  Bos  Jour  of  Com— May  i,  1897.  No. 
12594.    15  cts. 

Some  Possibilities  of  Power  Generation  by  Gas 
Engines  and  the  Utilization  of  Rejected  Heat. 
Reid  T.  Stewart.  Abstract  of  paper  read  before 
the  Eng's  Soc.  of  W.  Penna.,  with  editorial  com- 
ment. The  writer  shows  that  75<  of  the  total 
heat  is  discarded  and  suggests  ways  of  utilizing 
this  heat.  4500  w.  Am  Eng  &  R  R  Jour — 
May.  1897.    No.  12520.    30  cts. 

The  Olin  Gas  and  Gasoline  Engine.  Illus- 
trated description  of  an  engine  of  the  single- 
acting  four-cycle  type.    1000  w.     Eng  News 
—April  15,  1897.    No.  12208.    15  cts. 
PIKTON  Packing. 

Piston  Packing.   F.  F.  Hemenway.  Reviews 
the  progress  of  piston  packing,  and  the  different 
materials  used.    III.    1300  w.   Mach,  N.  Y. — 
May,  1897.    No.  12572.    15  cts. 
REGULATION  of  Steam  Engines. 

The  Determination  of  the  Degree  of  Irregu- 
larity of  Steam  Engines.  (Ermittlung  des  Un- 
gleichformigkcitsgrades  von  Dampfmaschlnen.) 
A  method  of  computing  the  degree  of  inequality 
in  the  forces  acting  in  a  given  engine  to  enable 
the  proper  weight  of  fly  wheel  to  be  computed. 
3500  w.  Zeitsch  d.  Oesterr  Ingu.  Arch  Ver- 
eines—  March  12.  1897.  No.  12412.  30  cts. 
ROTARY  Engine. 

The  Principles  and  Development  of  the  Rotary 
Engine.  Elmer  S.  Farwell.  Reviewing  the  at- 
tempts to  supersede  the  reciprocating  engine. 
2800  w.  Eng  Mag — May.  1897.  No.  12587. 
30  cts. 

SERIES  Engine. 

The  Wellington  Series  Engine.  An  Entirely 
New  System  of  Developing  Power  from  Heat. 
A  description  of  the  principal  features  of  a  new 
form  of  heat  engine  which  promises  to  effect  re- 
markable results.  With  editorial.  5500  w.  Eng 
News— April  8,  1897.  No.  12137.  15  cts. 
STEAM  ENGINES. 

Steam  Engines  at  the  Swiss  National  Exposi- 
tion at  Geneva,  1896.  (Schweizerische  National- 
ausstellung  in  Genf.  1896.  Die  Dampfmaschl- 
nen). Describes  and  illustrates  engines  by  the 
leading  builders  of  Switzerland,  including  com- 
pound and  triple  expansion  stationary,  and  lake 
steamer  engines.  2500  w.  and  2  plates.  Zeitschr 
d.  Vereines  deutscher  Iagenieurc — March  6, 
1897.    No.  1 240 1.    30  cts. 

The  Accelerity  Diagram  of  the  Steam  Engine* 
J.  Macfarlane  Gray.  Read  at  session  of  the  Inst, 
of  Naval  Arch'ts.  Explanation  of  method,  with 
diagrams.  1800  w.  Ind  &  Ir— April  15,  1897. 
No.  12345.   30  cts. 

The  Carets  High-Speed  Steam  Engine.  (Ma- 
chine a  Vapeur  A  Grand  Vitesse.  Systeme  Carels.) 
A  compound  single-acting  engine  with  two  sets 
of  cylinders,  with  rotary  valves,  the  whole  en- 
cased after  the  manner  of  the  Westinghouse 
engine.  2000  w.  La  Revue  Technique — March 
25,  1897.  No.  12426.  45  cents. 
SWISS  Engines. 

The  Steam  Engines  at  the  Geneva  Exposition. 
(Die  Dampfmaschinen  an  der  Schweiz.  Landes- 


ausstellung  in  Genf.  1896.)  With  illustrations  of 
compound  engines  and  air  compressor  by  leading 
Swiss  builders.  Two  articles.  5000  w.  Schwei- 
zerische Bauzeitung— March  20  &  27, 1897.  No. 
12409.  30  cts. 
VALVE-GEARS. 
See  same  title  under  Marine  Engineering. 

POWER  AND  TRANSMISSION. 

COMPRESSED  Air. 

See  title  '*  Power  Transmission  "  under  Mech- 
anical Engineering.  Compressed  Air. 
ELECTRICAL  TranimiMlon. 

See  title  "  Power  Transmission  "  under  Elec- 
trical Engineering,  Power. 
EXPOSITION. 

Power  Exhibits  at  the  Nuremberg  Exposition 
(Die  Kraftmaschinen  auf  der  II  bayerischen 
Landesausstellung  in  Nurenberg.)  With  illus- 
trations of  double  deck  boilers  and  a  variety  of 
engines  by  leading  German  builders.  Two  ar- 
ticles, and  plates,  10000  w.  Zeitsch  d.  Ver- 
eines deutscher  Ingenieure — March  20  &  27, 
1897.    No.  12405.    30  cts. 

POWER. 

The  Power  Problem.  J.  C.  Ranson.  A  con- 
sideration of  the  available  sources  of  motive 
power,  including  steam,  electricity,  forces  of 
nature,  compressed  air,  and  the  gas  engine. 
2500W.  Tradesman— May  1,  1897.  No.  12577, 
15  cts. 

SHOP  AND  FOUNDRY. 

BICYCLES. 

Magnetic  Chucks  for  Bicycle  Work.  Illus- 
trated description  of  a  device  intended  espe- 
cially for  chucking  bicycle  parts  such  as  cups, 
cones,  etc.,  while  being  ground  after  hardening. 
500  w.  Am  Mach— April  29,  1897.  No. 
12546.  15  cts. 
CASTING. 

The  Uehling  Pig-Iron  Casting  Machine.  Il- 
lustrated description  of  a  machine  invented  by 
E.  A.  Uehling,  which  has  stood  the  test  of 
practical  experience,  nco  w.  Ir  Age — April 
22.  1897.    No.  12300.    15  cts. 

Hints  on  Castings  Direct  from  the  Blast- Fur- 
nace. W.  H.  Butlin.  An  investigation  of 
some  of  the  forces  present  in  the  production  of 
castings  run  direct  from  the  blast-furnace.  1600 
w.  Ir  &  Coal  Trds  Rev— April  2,  1897.  No. 
12 1 54.    30  cts. 

A  New  Method  of  Casting  Pig-iron.  Illus- 
trated description  of  a  new  apparatus  recently 
designed  by  Edward  A.  Uehling,  for  casting 
and  conveying  pig  iron  at  blast-furnaces.  1400 
w.  Eng  News— April  29,  1897.  No.  12530. 
15  cts. 

DRILLING. 

Horizontal  Drilling  Machines.  John  Ran- 
dol.  Comments  on  the  excellent  work  done  by 
this  tool  and  the  causes  of  its  rarity,  with  illus- 
trated description  of  several  machines.  1700  w. 
Am  Mach— April  15,  1897.  No.  12254.  15 
cts. 

ELECTRIC  Power. 

Recent  Practice  in  the  Application  of  Elec- 
tricity to  Engineering  Tools.  F.  J.  Rowan. 
Read  before  the  Inst,  of  Engs.  and  Shipbuilders, 
Illustrations  with  a  short  record  of  results  ob- 
tained with  electro-magnetic  machine  tools.  1200 
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w.    It  &  Coal  Trd  Rev— April  a,  1897.  No. 

12155.    30  cts. 

GEARS. 

Eccentric  Gears.  Frank  Richards.  Results 
of  investigations  of  eccentric  gears  as  employed 
for  the  quick  return  service.  Diagram.  2000 
w.  Am  Mach — April  22,  1897.  No.  12204. 
15  cts. 

Gear  Arm  Proportions.  Henry  Hess.  For- 
mula and  diagrams,  with  description  of  method. 
1 100  w.  Am  Mach— April  2q,  1897.  No. 
12544.    15  cts. 

On  the  Machine-Cutting  of  Accurate  Bevel 
and  Worm  Gears.  J.  H.  Gibson.  Read  before 
the  Inst,  of  North-East  Coast  of  Engs.  Sc  Ship- 
builders. A  brief  illustrated  description  of  two 
machines  from  the  writer's  designs,  which  have 
been  satisfactorily  worked  for  over  a  year,  with 
notes  on  machine-cut  gearing  generally.  5400 
w.  Ind  &  Ir— March  26,  and  April  2,  1897. 
No.  12213.    30  cts. 

KEY- FITTING. 

Different  Ways  of  Fitting  a  Key.  John 
Randol.  Illustrates  and  describes  the  process 
of  fitting  a  key.  1200  w.  Am  Mjch — April 
29,  1897.    No.  12543.    15  cts. 

FOUNDRY. 

Progress  in  the  Iron  Foundry.  Dr.  R.  Mol- 
denke.  Read  before  the  Pittsburg  Foundry- 
men's  Assn.  Discusses  scientific  methods,  cupola 
practice,  power,  equipment,  cast  sheets,  and  the 
iron.  The  subject  is  treated  more  from  the  en- 
gineering standpoint  than  from  the  chemical. 
4800  w.  Ir  Trd  Rev— April  29,  1897.  No. 
12532.  15  cts. 
SCREW  MACHINE. 

The  Spencer  Double-Turret  Automatic  Screw 
Machine.  Illustrated  description.  1500  w. 
Am  Mach— April  22,  1897.  No.  12295.  *S 
cts. 

STRESSES. 

Safe  Stresses  for  Stationary  English  Main- 
Shafts  and  Crosshead-pins  as  Deduced  from  the 
Records  of  Experience.  Henry  Hess.  Re- 
cords of  experience  giving  data  on  the  failures 
of  various  parts,  with  deductions.  600  w.  Am 
Mach— April  8,  1S97.  No.  12119.  15.  cts 
TOOLS. 

Pattern-Making  Bench  Tools.  John  M.  Rich- 
ardson. Confined  to  those  tools  which  the 
workman  can  own.  2500  w.  Am  Mach — 
April  8,  1S97.    No.  121 18.    15  cts. 

See  also  Railroad  Affairs,  Maintenance  of 
Equipment,  for  items  relating  to  shop-work. 

MISCELLANY. 

AERONAUTICS. 

Aeronautics  in  1896.  (Die  Aeronautik  im 
Jahre  1896.)  A  review  of  the  progress  made  dur- 
ing the  past  year,  with  especial  reference  to  Con- 
tinental Europe.  3000  w.  Zeitschr  d.  Oesterr 
Ing  u.  Arch  Vereinefl— March  19,  1897. 
No.  12416.  30  cts. 
REAMS. 

The  Design  of  Beams.  W.  H.  Atherton. 
Part  first  deals  with  engine  beams,  gun  beams, 
cranes,  bridge  girders,  shafts  and  sundry  ex- 
amples. III.  1700  w.  Mech  Wld — April  16, 
1897.    No.  12374.    30  cts. 


BK  A  KINGS. 

Concerning  Glass  Machinery  Bearings.  F.  A. 
Farnsworth.  Illustrated  description  of  experi- 
ments made.  1000  w.  Ir  Age — April  29,  1897. 
No.  12386.    15  cts. 

CAM. 

Pattern  for  a  Cylinder  Cam.  John  M.  Rich- 
ardson. Describes  a  cam  for  converting  a 
rotary  motion  into  a  reciprocating  one  (within 
certain  limits),  and  usually  in  a  horizontal 
direction.  III.  1300  w.  Mach,  N.  Y. — May, 
1897.    No.  12571.    15  cts. 

COLD. 

Machine  for  the  Production  of  Very  Low 
Temperatures.  (Machine  zur  Erzielung  nil- 
drigster  Temperaturen,  &c.)  A  communication 
by  Prof.  Linde  of  Munich,  giving  a  full  ac- 
count of  his  apparatus  for  producing  tempera- 
tures below — 140s  C.  and  for  liquefaction  of  air. 
Two  articles.  6000  w.  Glaser's  Annalen — 
March  15  &  April  j.  1897.  No.  12433.  3°  cts. 
each. 

CONDENSATION  and  Insulation. 

Condensation  in  Steam  Pipes  and  Insulating 
Materials.  Dr.  John  Russner.  Translated 
from  Wochenblatt  far  Papierfabrikation.  A 
study  of  the  loss  of  heat  from  radiation  and 
conduction,  and  the  value  of  insulation.  2200  w. 
Power— May,  1897.  No.  12559.  15  cts. 
CYLINDERS. 

Strength  of  Thick  Hollow  Cylinders.  John 
H.  Cooper.  The  work  and  results  of  many 
well-known  writers  arranged  to  exhibit  the 
practical  quality  necessary  to  have  if  work  is  to 
be  done.  2300  w.  Prac  Eng— March  26,  1897. 
No.  12065.  30  cts. 
EDUCATION. 

Industrial  Education.  George  W.  Dickie. 
The  writer's  experience  of  the  kind  of  prepara- 
tion necessary  to  fit  one  to  fill  an  honorable 
place  in  the  industrial  army.  Also  discussion. 
9000  w.  Jour  Assn  of  Engng  Soc— March, 
1897.  No.  12512.  30  cts. 
EXCAVATING. 

The  Calhoun  Excavating  and  Conveying 
Machine.  Illustrated  description  of  a  cable  way 
device  which  has  been  used  extensively  in 
handling  gravel,  coal,  and  similar  materials,  and 
is  now  being  built  for  sewer  and  ditch  work. 
1400  w.  Eng  News— April  15,  1897.  No. 
12205.  15  cts. 
FORCING  FITS. 

Allowance  for  Forcing  Fits.  Reviews  the 
prevailing  practice  as  gathered  from  different 
makers,  with  tabulated  statements.  1900  w. 
Mach,  N.  Y.— May,  1897.  No.  12575.  *5  cts. 
INTERPOLATION. 

Formulae  of  Interpolation.  Explains  the 
Lagrange  method  of  interpolation,  as  most  gen- 
erally applicable.  1400  w.  Engng — March  26, 
1897.    No.  12068.    30  cts. 

KITES 

I.  Scientific  Kite-Flying.     J.   B.  Milieu. 

II.  Experiments  with  Kites.    Hugh  D.  Wise. 

III.  Photographing  from  Kites.  William  A. 
Eddy.  Three  illustrated  articles.  The  first 
has  special  reference  to  the  Blue  Hill  experi- 
ments ;  the  second  includes  an  account  of  the 
writer's  ascent  from  Governor's  Is.;  the  third 
includes  accounts  of  the  first  photographing  and 
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the  first  telephoning  and  telegraphing  through  a 
line  held  by  kites.    12800  w.  Cent  Mag — May, 
1897.    No.  1 25 18.    45  cts. 
LUBRICANTS. 

Notes  on  Liquid  Lubricants.  Henry  E.  Cutts. 
Some  points  on  the  selection  of  oils  and  their 
application.    1200  w.    Marine  Engng — April, 
1897.    No.  12 108.    30  cts. 
MACHINE  Design. 

Some  Barriers  to  Progress  in  Machine  De- 
sign. Charles  Hotchkiss.  A  talk  about  de- 
signers and  their  relations  to  the  business  and 
the  office  of  the  work  in  which  they  may  be  en- 
gaged. 2500  w.  Am  Mach — April  29.  1897. 
No.  12545.    15  cts. 

RUBBER  Substitutes. 

The  Manufacture  of  Rubber  Substitutes.  Ex- 
plains the  term,  and  briefly  considers  the  best 
known  substitutes.    1100  w.    Ind  Rub  Wld — 
April  10.  1857.    No.  12384.    45  cts. 
STRAINS. 

On  the  Changes  Produced  in  Soft  Metals  by 
Permanent  Strain.  Albert  Campbell.  Results 
of  experiments  to  determine  to  what  extent  the 
properties  of  soft  wires  are  affected  by  perma- 
nent strain,  carried  out  on  materials  of  widely 
different  constitution.  2500  w.  Engng— April 
9.  1897.  N'o  12226.  30  cts. 
SUPERHEATER. 

The  Hering  Steam  Superheater.    (Die  Her- 


ing'schen  DampfUberhitzer.)  Illustrated  de- 
scription of  an  improved  apparatus  giving  better 
control  over  the  temperature,  and  avoiding  over- 
heating. 2000  w.  Oesterr  Zeitschr  f.  Berg 
u.  Huttenwesen—  Feb.  27,  1897.  No.  12484. 
30  cts. 

TIE-KODS. 

On  the  Arrangement  and  Computation  of  Tie- 
Rods  in  Condensers.  Rudolph  Leopold.  The 
purpose  of  the  article  is  to  provide  a  rule  for 
bracing  by  means  of  tie-rods,  based  on  the  prin- 
ciples of  hydrostatics.  800  w.  Pro  Age— May 
x,  1897.    No.  12560.    15  cts. 

TIRES. 

Pneumatic  Tires.  Editorial  discussion  of  rub- 
ber used,  and  processes  it  has  to  undergo  before 
coming  out  as  a  finished  tire.  150c  w.  Engng 
— April  16,  1897.    No.  12351.    30  cts. 

WEIGHING  Machine 

A  Power- Feed,  Automatic  Weighing  Machine. 
Illustrated  description  of  a  machine  made  by  the 
Pratt  &  Whitney  Co.  of  Hartford,  Conn.,  and 
designed  by  Francis  II.  Richards.  2300  w.  R 
R  Gax— April  16,  1897.    No.  12210.    15  cts. 

WIRE. 

Wire.  A.  L.  Orton.  Methods  of  manufac- 
ture and  the  effect  upon  strength,  conductivity, 
&c.  1800  w.  Sib  Jour  of  Engng— April,  1897. 
No.  12298.    30  cts. 
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COAL  AND  COKE. 

AYRSHIRE. 

The  Ayrshire  Coalfield.  M.  E.  The  geology, 
method  of  working,  ventilation,  pumping,  boil- 
ers, screening,  &c.  1500  w.  Col  Guard — April 
15.1897.    No.  12332.    30  cts. 

BRIQUETTES 

The  Briquette  Works  of  the  Senftenberg  Soft 
Coal  District.  (Der  Brikettfabriken  des  Senften- 
berger  Braunkohlenreviers.)  Report  of  a  trip  of 
investigation  made  by  Prof.  Scheele,  and  dealing 
mainly  with  the  question  of  dust  explosions  in 
the  course  of  the  manufacture  of  coal  briquettes. 
Two  articles.  3500  w.  GlUckauf— March  13, 
20,1897.    No.  12485.    30  cts.  each. 

Dust  Explosions  in  Briquette  Works  and 
Means  for  Their  Prevention.  A.  Scheele.  From 
notes  of  a  visit  to  the  briquette  factories  of  the 
Senftenberg  lignite  district.  Concludes  that  col- 
lecting chambers  are  not  necessary,  discusses 
means  of  getting  rid  of  the  dust,  &c.  4000  w. 
Col  Guard— April  15,  1897.  No.  12330.  30  cts. 

COAL. 

Ohio  Coal  and  the  Railroads.  Editorial  on  the 
importance  of  the  Ohio  coal  field  from  the  rail- 
road point  of  view,  the  present  condition  of  the 
industry.  1400  w.  R  R  Gaz— April  16,  1897. 
No.  12212.    15  cts. 

GOAL  GETTING. 

Coal-Getting  by  Machinery.  Charles  Latham. 
Report  of  lecture  at  the  University  College,  Not- 
tingham. Discusses  the  effect  upon  labor,  num- 
ber employed,  wages,  safety,  &c.  1600  w.  Col 
Guard— April  15,  1897.    No.  12333.   30  cts. 


COLORADO. 

The  Newcastle  Mines.  R.  M.  Hosea.  One 
of  the  Colorado  Fuel  and  Iron  Co.'s  most  exten- 
sive coal  mining  plants  is  described  and  illus- 
trated. The  peculiar  geological  features  of  the 
coal  measures,  methods  of  working,  drainage, 
ventilation,  &c.  7200  w.  Col  Eng — April, 
1897.    Serial.    1  st  part.    No.  12271.     30  cts. 

EXPLOSIONS. 

Saving  Life  in  Colliery  Explosions.  Ernest  J. 
Bailey.  The  writer's  suggestions  to  meet  life- 
saving  requirements  from  afterdamp  after  ex- 
plosions. A  scheme  for  supplying  fresh  air  by 
means  of  a  compressed  air  plant.  1800  w.  Col 
Guard — April  9,  1897.    No.  12256.    30  cts. 

FIREDAMP. 

Contributions  to  the  Firedamp  Question  (Bel 
tr&ge  zur  Schlagwetterfrsge.)  An  elaborate  re- 
view of  Behren's  treatise,  giving  data  relating  es- 
pecially to  the  coal  mines  of  Austro- Hungary. 
Three  articles,  8000  w.  Oesterr.  Zeitschr  fur 
Herg  u.  H&ttenwesen — Jan.  23,  30,  Feb.  6, 
1897.    No.  12480.    30  cts.  each. 

HOCKING  Valley. 

Job's  Mine,  in  the  Hocking  Valley,  Ohio. 
Illustrates  and  describes  the  machines  in  use  at 
this  mine,  which  is  one  of  the  largest  producers 
of  bituminous  coal  in  the  United  States.  800  w. 
Eng  &  M in  Jour— April  17, 1897.  No.  12263.  »5 
cts. 

INCLINE. 

New  Arrangements  of  Brake  Incline.  From 
communications  by  Bergassessor  Stens  of  Essen- 
an-der  Ruhr,  to  GlUckauf.  The  method  of 
haulage  is  described  and  its  advantages  and  dis- 
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advantages  noted.  III.  1800  w.  Col  Guard — 
April  a,  1897.    No.  12164.  30cts. 

MINERAL  Beam*. 

The  Mineral  Seams  of  New  Monkland,  Lan 
arkshire.  James  Prentice.  Abstract  of  a  paper 
read  before  the  Mining  Inst,  of  Scotland.  De- 
scription of  the  seams  which  have  been  or  are 
being  worked,  from  which  in  recent  yean  up- 
wards to  1  %  million  tons  annually  have  been 
raised.  3000  w.  Col  Guard— April  2,  1897. 
No.  12166.  3octs. 

MINING. 

Steam,  Compressed  Air,  and  Electricity  for 
Haulage,  Coal-Cutting,  &c.  Ernest  Kilburn 
Scott.  Essay  submitted  in  competition  for 
special  prize.  A  few  of  the  points  which  should 
receive  consideration  when  deciding  what  system 
of  working  is  likely  to  give  the  greatest  economy 
and  the  maximum  amount  of  convenience. 
3800  w.  Ir  &  Coal  Trds  Rev— April  2,  1897. 
Serial.  1st  part.  No.  12153.  15  cts. 
SOUTH  AFRICA. 

South  African  Coal.  The  steady  develop- 
ment of  coal-mining  in  the  Cape  of  Good  Hope 
and  Natal  as  shown  in  the  history  of  coal  for  the 
railways.  2000  w.  Engng — April  9.  1897.  No. 
I2225.  30  cts. 
THIN  Scams. 

The  winning  of  Thin  Flat  Coal  Seams.  (Ab- 
bau  minder  machtiger  flachlicgender  Flotze.) 
Describing  a  system  of  long  wall  mining  to  ob- 
tain the  coal  with  a  minimum  of  waste.  3000  w. 
&  1  plate.  Oesterr  Zeitschr  f.  Berg.  u.  Hot- 
tenwesen — Jan.  30.  1897.  No.  12479.  3°  cts- 
WAGE8. 

Wages  in  the  Coal  Mining  Industry  during 
1S95.  From  the  third  annual  report  on  changes 
in  wages  and  hours  of  labor  in  the  United 
Kingdom  during  1895,  by  H.  Llewellyn  Smith 
of  the  Labor  Dept.  of  the  Board  of  Trade.  1200 
w.  Col.  Guard— March  26,  1897.  No.  12081. 
30  cts. 

COPPER. 

COPPER  Mineral*. 

The  Occurrence  of  Copper  Minerals  in  Hema- 
tite Ore,  Montana  Mine,  Soudan,  Minnesota. 
Part  I.  is  a  description  of  the  occurrence,  by  J. 
H.  Eby  ;  and  part  IL,  a  study  of  the  minerals, 
by  Charles  P.  Berkey.  5000  w.  Pro  L  Sup 
Min  Inst — Aug.,  1896.  No.  12505.  45  cts. 
MICHIGAN. 

Machinery  of  the  Copper  Mines  of  Michigan. 
Charles  P.  Paulding.  Illustrated  description. 
1800  w.  Am  Mach— April  8.  1897.  No. 
12117.    15  cts. 

GOLD  AND  SILVER. 

AMALGAMATION. 

Theories  of  Pan  Amalgamation.  E.  Herli- 
gendorfer.  Discovers  the  reason  why  raw  pan 
amalgamation  can  never  recover  all  the  silver  from 
sulphurets.  900  w.  Min  &  Sci  Pr— April  24, 
1897.  No.  12387.  15  cts. 
CYANIDE  P  HOC  ESS. 

The  Cyanide  Process  of  Gold  Extraction.  An 
illustrated  description  of  the  nature  of  the 
process,  its  chemical  principles,  &c.  2200  w. 
Eng,  Ixmd—  April  16.  1897.  Serial.  1st  part. 
No.  12325.  30  cts. 
EAST  INDIES. 

Gold  in  the  Dutch  East  Indies.    Reinier  Ver- 


beek.    An  interesting  letter  full  of  information 
of  the  conditions,  people,  climate,  mines,  &c. 
2400  w.  Eng  &  Min  Jour— April  17,  1897.  No. 
12262.    15  cts. 
GOLD. 

Gold  from  the  Sea  and  River.  Discusses  the 
probability  of  gold  existing  in  this  quarter,  and 
the  chemist's  explanation  of  how  it  gets  there. 
1100  w.  Mach — April  15,  1897.  No.  12354. 
30  cts. 

GKAVKL  DEPOSITS. 

The  Marble  Belt.  A.  Thurston  Heydon.  A 
region  of  interest  to  miners  because  of  the  large 
deposits  of  rich  gravel.  Reviews  the  formation, 
character  and  past  work.  1000  w.  Min  &  Sd 
Pr— April  10,  1897.    No.  12269     *5  «s. 

MASHONA  L  A  NI), 

Notes  on  the  Urn  tali  District  (Manica  Mashon- 
aland)  (Ein  Beitrag»ur  Keuntniss  deo  Umtaii 
Districts)  (Manica  Mashonaland)  Geological 
notes  on  the  Mashonaland  gold  district,  with  map 
and  sections.  2500  w.  and  map.  OesterT 
Zeitschr  i  Berg  u.  Huttenwesen— Jan.  2, 
1897.  No.  12477.  30  cts. 
MILLING. 

Some  Notes  on  the  Milling  of  Gold  Ores. 
John  E.  Hardman.  Outlines  the  most  promi- 
nent conditions  of  ores  met  with  in  practice, 
and  discusses  the  selecting  of  the  process  for 
milling  and  its  importance,  the  design  of  the 
plant,  &c.  4000  w.  Can  Min  Rev — April, 
1897.  No.  12567.  30  cts. 
NEW  GUINEA. 

The  Gold  Rush  to  British  New  Guinea. 
Theodore  F.  Bevan.  A  lecture  delivered  in 
Melbourne  is  reported,  with  the  discussion  that 
followed.  3000  w.  A ust  Min  Stand — Feb.  18, 
1897.  No.  12146.  30  cts. 
ONTARIO. 

The  Western  Ontario  Goid  Fields  and  their 
Genesis.  F.  Hills.  Considers  the  Bad  Ver- 
milion Lake  and  the  Saw  Bill  l^ake  deposits, 
describing  the  formation  and  process  of  deposi- 
tion. III.  5000  w.  Can  Min  Rev— April,  1897. 
No.  12565.  30  cts. 
PTRITIC  Gold  Ore*, 

Practical  Treatment  of  Pyritic  Gold  Ores  at 
Gibbonsville,  Idaho.  A  detailed  sketch  of  the 
reduction  plant,  and  the  methods  of  treatment 
employed  therein.  3500  w.  Min  &  Sci  Pr— 
April  3,  1897.  No.  12x31.  15  cts. 
SAN  JUAN. 

A  Second  Visit  to  the  San  Juan,  Colorado. 
Region  After  Three  Years'  Absence.  Arthur 
Lakes.  Describes  the  crossing  of  San  Luis 
park,  recent  eruptions  of  lava,  great  coal  fields, 
visits  to  prominent  ore  mines,  &c.  6800  w. 
Col  Eng — April  1897,  No.  12272.  30  cts. 
SEPARATION. 

Separation  of  Gold  and  Silver  from  I^ow- 
Grade  Bullion.  F.  Gutrkow.  Describes  the 
writer's  process  of  parting  dore*  silver  as  adapt- 
ed to  the  treatment  of  coppery  silver  bullion. 
1700  w.  Eng  &  Min  Jour— April  17,  1897. 
No.  12264.  15  cts, 
SIBERIA. 

Gold  Mining  in  Siberia.  Russell  L.  Dunn. 
Gives  conclusions  from  a  study  of  Siberian  mines 
and  mining  conditions  on  the  ground,  explain- 
ing methods  of  prospecting,  exploration,  &c. 
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III.  3000  w.  Min  &  Scl  Pr— April  3,  1897. 
No.  12130.  i5*cta. 

SOUTHERN  UNITED  8TATE8. 

Th«  Southern  Gold  Belt.  William  M.  Bow- 
ron.  The  Gold  mining  in  the  Sooth,  with  de- 
scription of  modern  practice  at  the  Royal  gold- 
mine, Tallapoosa,  Ga.  III.  4000  w.  Trades- 
man— May  1,  1897.    No.  12576.    15  eta. 

SULPHIDE  Ore*. 

Silver- Lead-Zinc  Sulphide  Ores.  J.  T.  Green- 
bury.  Describes  operations  which  represent 
very  nearly  what  has  been  accomplished  on  a 
practical  scale  in  connection  with  the  treatment 
of  the  Broken  Hill  sulphide  ores.  3000  w. 
Aust  Min  Stand— Jan.  20,  1897.  No.  11626. 
60  cts. 
TAILINGS. 

The  Treatment  of  Tailings  by  the  Cyanide 
Process.  John  Yates.  A  comparison  of  the 
sine  and  electrical  methods,  with  a  short  descrip- 
tion of  the  plant  and  appliances  required  in  each. 
1900  w.  Aust  Min  Stand— March  n,  1897. 
Serial.    1st  part.    No.  12181.    30  cts. 

VICTORIA. 

The  Alluvial  Leads  of  Victoria.  Plan  of 
these  leads  from  the  source  to  the  present  work- 
ings, with  tabulated  statement  giving  some  idea 
of  the  metal  won.  500  w.  Aust  Min  Stand — 
Feb.  25,  1897.  No.  12 1 56.  30  cts. 
YUKON  District. 

Gold  Mining  in  the  Yukon  District.  W.  M. 
Ogilvie.  Detailed  description  of  the  different 
methods  of  gold  mining  used,  with  information 
in  regard  to  the  various  routes  by  which  one 
may  arrive  at  these  gold  fields,  and  points  of  in- 
terest to  miners.  4400  w.  Can  Min  Rev — 
April.  1897.    No.  12569.    30  cts. 

IRON  AND  STEEL. 

ARMOR  PLATE. 

Trial  ol  Side  and  Deck  Armor  for  the  United 
States  Battleships  Kearsarge  and  Kentucky. 
Engraving  of  test  plate  with  particulars  of  test. 
700  w.  Scl  Am— May  1,  1897.  No.  12388. 
15  cts. 

Tests  of  Armor  Plates  at  the  Witkowitz  Iron 
Works.  (Schiessversuche  gegen  Panzerplatten 
im  Eisenwerke  Witkowitz.)  Comparative  tests 
of  Harveyized  and  nickel-steel  plates,  both 
showing  good  results,  rather  favoring  the  latter. 
2000  w.  Stahl  und  Eisen — April  i,  1897.  No. 
1 2439.    30  cts. 

The  Armor  Plate  Imbroglio.  W.  L.  C.  A 
statement  of  the  situation,  with  letters  from  the 
Illinois  Steel  Co.,  the  Carnegie  Steel  Co.,  and 
the  Bethlehem  Iron  Co.,  with  suggestions  from 
Secretary  Long.  3800  w.  Ir  Age — April  15, 
1897.  No.  12199.  15  cts. 
BIRMINGHAM,  Alabama. 

Notes  on  the  Birmingham  District.  John  S. 
Kennedy.  Information  as  to  improved  practice 
and  low  cost  of  production.  2300  w.  Ir  Age — 
April  22,  1897.  Serial.  1st  part.  No.  12299. 
15  cts. 

The  Tennessee  Company's  Properties.  A 
number  of  views  and  brief  description  of  repre- 
sentative furnace  plants  and  iron  ore  mines  of 
the  Birmingham  district.  800  w.  Ir  Trd  Rev 
—April  1,  1897.    No.  12094.    15  cts. 


BLAST  Furnace. 

American  and  British  B last-Furnace  Practice. 
J.  Stephen  Jeans.  Showing  comparative  labor 
costs  in  the  United  States  and  Europe.  Second 
paper.  4400  w.  Eng  Mag — May,  1897.  No. 
12581.    30  cts. 

CASTING. 

See  same  title  under  Mechanical  Engineering. 
Shop  and  Foundry. 
CONCENTRATION. 

The  Magnetic  Concentration  of  Iron  Ores. 
(Elektromagnetische  Aufbereitung  der  Eisen- 
erze.)  A  general  review  of  the  progress  made 
in  Germany  and  America.  3500  w.  Stahl  und 
Eisen— March  15,  1897.    No.  12436.    30  cts. 

The  Wetherell  Magnetic  Concentrating  Pro- 
cess. H.  B.  C.  Nitze.  A  process  for  separating 
various  mineral  and  chemical  substances,  of  such 
feeble  magnetic  permeability,  that  they  have 
been  heretofore  generally  considered  as  non- 
magnetic, from  one  another  and  from  such  ac- 
companiments as  are  absolutely  inert,  by 
means  of  powerful  and  specially-devised  electro- 
magnets. 111.  3800  w.  Jour  Fr  Inst— April, 
1897.    No.  12113.   45  cts. 

DUyiTESNK, 

The  Duquesne  Furnaces  of  the  Carnegie 
Steel  Company.  Limited.  Illustrated  interest- 
ing description  of  this  new  furnace  plant. 
3500  w.  Ry  Rev — April  3,  1897.  No.  12079. 
15  cts. 

ELASTICITY. 

Elasticity  and  Fatigue.  H.  K.  Landis.  Part 
first  deals  only  with  elasticity  of  steel,  consider- 
ing the  elastic  factors,  methods  of  testing,  drop 
of  beam,  permanent  set,  proportionality,  com- 
parison of  limits  and  dynamic  elasticity.  4200 
w.  Am  Eng  &  R  R  Jour— May,  1897.  Serial. 
1  st  part.    No.  12521.   30  eta. 

HYDRAULIC  PRESS. 

The  Steam  Hydraulic  Press  as  a  Substitute 
for  the  Blooming  Hammer.  (Ersatz  der  Luppen- 
hammer  durch  dampf-hydraulische  Pressen.) 
Description  and  illustration  of  combined  steam 
and  hydraulic  press  for  handling  blooms,  instead 
of  the  steam  hammer.  2500  w.  Stahl  und 
Eisen— April  1,  1897.  No.  12438.   30  cts. 

IRON  Industry  In  India. 

The  Practicability  of  Establishing  an  Iron  In- 
dustry at  or  near  Salem  (India).  Comment  on 
paper  on  this  subject  by  Jeremiah  Head.  The 
report  deals  exhaustively  with  the  subject  and 
gives  conclusions  which  finally  pronounce  the 
opinion  that  the  work  is  not  at  present  practica- 
ble. These  conclusions  are  examined.  3000  w. 
Ind  Engng—  March  13,  1897.  No.  12201.  45 
cts. 

IRON  Rang*. 

The  Marquette  Iron  Range  of  Michigan. 
George  A.  Newett.  Description  of  the  district 
and  mines,  with  map.  111.  7700  w.  Pro  L 
Sup  Min  Inst — Aug.,  189O.  No.  12506.  45 
cts. 

NICKEL  STKEL. 

Nickel-Steel  as  an  Improved  Material  for 
Boiler  Shell  Plates,  Forgings,  and  Other  Pur- 
poses. William  Beardmore.  Paper  read  before 
Inst,  of  Naval  Archts.  Showing  reasons  why, 
in  the  writer's  opinion,  nickel-steel  is  a  most 
suitable  material  with  which  to  meet  the  de- 
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mands  for  a  metal  stronger  than  steel.  III. 
2500  w.  Ind  &  Iron — April  15,  1897.  No. 
12344.    30  cts. 

The  Expansion  of  Nickel-Steel.  (Sur  ladila- 
tation  des  aciers  au  nickel.)  A  communication 
to  the  Academic  des  Sciences  by  M.  Guiltaume, 
giving  coefficients  of  expansion  for  a  number  of 
different  alloys  of  steel  and  nickel.  1000  w. 
Moniteur  Industrielle— Feb.  13,  1897.  No. 
12400.    30  eta. 

OPEN  HEARTH. 

The  Bertrand  Thiel  Open  Hearth  Process. 
Joseph  ilartshorne.  Comments  on  the  paper  of 
F.  C.  Gilchrist  on  the  above  named  process, 
with  its  discussion,  with  report  on  the  work 
which  is  being  done  at  present.  3500  w.  Ir  Age 
—April  15,  1897.    No.  12197.    15  cts. 

SAMPLING. 

Methods  of  Sampling  Iron  Ore.  C.  T. 
Mixer.  Presents  the  schemes  adopted  at  some 
mines  in  Marquette  County,  to  separate  prop- 
erly their  various  ores,  with  remarks  on  the  oc- 
currence of  the  iron  and  phosphorus  in  some  of 
the  deposits.  2300  w.  Pro  L  Sup  Min  Inst— 
Aug.,  1896.    No.  12502.    45  cts. 

STEEL. 

Some  Recent  Views  of  Bridge  and  Boiler 
Steel.  J.  C.  Some  details  of  the  present  trend 
of  thought  and  practice  among  American  engi- 
neers. 1000  w.  Ir  &  Coal  Trds  Rev— April  16, 
1897.    No.  12370.    30  cts. 

Steel  Processes.  B.  F.  Spalding.  Brief  dis- 
cussion of  new  processes,  and  opinions  of 
metallurgists.  2800  w.  Prac  Eng — March  26. 
1897.    No.  12066.    30  cts. 

STEEL  Construction. 

See  same  title  under  Architecture  and  Build- 
ing. Construction  and  Design. 
SULPHUR. 

The  Occurrence  of  Sulphur  in  Iron.  Its 
Introduction  and  Removal.  E.  L.  Rhead. 
Read  before  the  West  of  Scotland  Iron  and 
Steel  Inst.  The  paper  proposes  to  deal  mainly 
with  a  mass  of  evidence  accumulated  by  many 
workers,  and  as  far  as  possible  reduce  it  to 
order.  2200  w.  Am  Mfr&IrWld — April  2, 
1897.    Serial.    1  st  part.    No.  12083.    15  cts. 

MINING. 

BRACING. 

Comparative  Tests  of  Bracing  for  Wooden 
Bents.  Edgar  Kidwell.  Describes  a  series  of  ex- 
periments made  to  obtain  data  as  to  the  relative 
value  of  the  different  forms  of  bracing  with  con- 
clusions 111.  5000  w.  Pro  L  Sup  Min  Inst — 
Aug.,  1896.  No.  12503.  45  cts. 
CO  OWNERSHIP. 

The  Law  as  to  the  Co-ownership  of  Mining 
Property.    Discusses  the  subject  from  the  Eng- 
lish point  of  view.     2300  w.     Col  Guard- 
April  15.  X897.    No.  12334.    30  cts. 
FREEZING. 

Sinking  Shafts  by  Freezing  Process.  (Foncage 
des  Puits  de  Mine  par  Congelation.)  Describes 
the  natural  process,  the  Poetsch  system  as  used 
in  France,  also  the  systems  of  Gobett  and  Koch, 
and  the  cold  air  method  of  Lindmarck,  used  in 
Sweden.  3000  w.  1  plate.  La  Revue  Tech- 
nique—March  25,  1897.    No.  12425.    45  cts. 


HAULAGE. 

I.  Electric  Mine  Haulage  Plant.  E.  F. 
Bradt.  II.  Underground  Electric  Haulage 
Plant.  James  E.  Jopling.  The  first  paper 
describes  the  plant  of  the  Pittsburg  and  Lake 
Angeline  Iron  Co.,  Mich.,  and  the  second  the 
plant  in  the  Cleveland  Lake  Mine,  Ishpeming, 
Mich.,  with  discussion  of  both  papers.  4000 w. 
Pro  L  Sup  Min  Inst — Aug.,  1896.  No.  12501. 
45  cts. 

HYDRAULIC  Mining. 

Practical  Notes  on  Hydraulic  Mining.  George 
H.  Evans.  Part  first  names  points  on  which  a 
mine  manager  should  be  thoroughly  posted,  and 
considers  water  facilities,  and  nature  of  the 
country  for  grades,  etc.,  as  the  first  two.  2000 
w.  Min  &  Sci  Pr— April  10,  1897.  Serial.  1st 
part.    No.  12268.    15  cts. 

HOISTS. 

Electric  Hoists  for  Mines.  Illustrated  descrip 
tion  of  several  hoists  which  have  have  been  in 
constant  service  for  months.  1000  w.  Ir  Trd 
Rev — April  1,  1897.    No.  12095.    15  cts. 

MINE  Shot*. 

Electric  Ignition  of  Mine  Shots.  Bergasses- 
sor  Heise.  From  a  report  in  "Gluckauf,"  of  a 
lecture  to  the  Assn.  of  Technical  Mine  Mana- 
gers for  the  Dortmund  District.  Discusses  heat 
ignition,  spark  ignition,  safety  in  firedamp,  &c. 
1600  w.  Col  Guard— March  20,  1897.  No. 
12082.    30  cts. 

MINING  Machinery. 

A  Few  Notes  on  Material  used  in  Mining 
Machinery.  H.  W.  De  Courteney.  Dissects 
the  stamp  mill  into  its  principal  parts,  and  dis- 
cusses the  metal  which  is  best  suited  to  each 
part.  The  various  qualities  of  iron  and  steel 
as  adapted  to  the  use.  3800  w.  Can  Min 
Rev— April,  1897.    No.  12568.    30  cts. 

PACIFIC  Coaat. 

Electricity  in  Mining  on  the  Pacific  Coast. 
F.  A.  C.  Perrine.  Statements  showing  the  un- 
suitability  of  electrical  mining  apparatus  to  the 
particular  conditions  of  the  mines  on  the  Pacific 
slope.  1400  w.  Elec  Engng — April  15,1897. 
No.  12232.    15  cts. 

PETROLEUM. 

The  Petroleum  Industry  in  Russia.  (Die 
Erd&lindustrie  in  Russland.)  A  general  review 
of  the  official  Russian  report  made  for  the  Nijni- 
Novgorod  Exposition,  giving  data  from  1882  to 
1895  inclusive  ;  chiefly  statistical.  Two  articles. 
7000  w.  Oesterr-Zeitschr  f.  Berg  u.  Hutten- 
wesen— Jan.  16-23,  1897.  No.  12478.  30  cts. 
each. 

PUMPS, 

Mine  Pumps.  Philip  R.  Baling.  Part  first 
consists  of  introductory  remarks  and  a  descrip- 
tion of  the  action  of  an  ordinary  bucket  pump. 
III.  600  w.  Mech  Wld— March  26, 1897.  Se- 
rial.   1st  part.    No.  12057-    30  cts. 

STEAM  SHOVEL. 

The  Steam  Shovel  in  Mining.  A.  W.  Rob- 
inson. Considers  briefly  the  design  and  con- 
struction of  the  steam  shovel,  and  the  consider- 
ations which  should  govern  the  selection  of  a 
shovel  to  suit  the  work  of  the  mining  regions. 
3800  w.  Pro  L  Sup  Min  Inst — Aug..  1896.  No. 
12504.    45  cts. 
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WINDING. 

New  Winding  Arrangmcnt  with  Constant  Re- 
sistance. Andre  Despres.  Describes  a  new 
method  whose  object  is  to  afford  an  absolutely 
constant  movement  with  a  single  chain,  to  per- 
mit of  employing  the  lightest  possible  chain,  to 
afford  a  high  degree  of  safety,  &c.  2400  w. 
Col  Guard — April  9.  1897.    No.  12257.  30  cts. 

MISCELLANY. 

ALLOTS. 

Alloys.  Prof.  Roberts- Austen.  Report  of 
second  Cantor  lecture  on  this  subject.  1200  w. 
Engug — March  26,  1897.    No.  12071.    30  cts. 

Alloys.  Prof.  Roberts- Austen.  Report  of 
his  third  Cantor  lecture  on  this  subject.  900  w. 
Engng— April  2,  1S97.    No.  12162.    30  cts. 

Alloys.  Prof.  Roberts- Austen.  Report  of 
the  fourth  and  concluding  Cantor  lecture  on 
this  subject,  taking  up  the  discussion  of  curves 
of  initial  freezing  points.  600  w.  Engng— 
April  9,  1897.    No.  12229.    30  cts. 

ALUMINUM. 

Aluminum  and  Its  Use  in  the  Foundry.  Jo- 
seph Allison  Stetnmetz.  General  advantages 
claimed  with  general  conclusions.  2000  w.  Ir 
Age — April  15,  1897.    No.  1219$.    15  cts. 

Aluminum  :  Its  Present  and  Future.  Part 
first  reviews  early  investigation  of  this  metal, 
and  the  processes  used.  2500  w.  Eng,  Lond 
— April  2,  x 897.    No.  12148.    30  cts. 

The  Working  of  Sheet  Aluminum.  From 
"The  Aluminum  World  "  The  great  secret  is 
said  to  consist  in  the  proper  lubricant  and  the 
shape  of  the  tool.  Discusses  lathe  work,  draw- 
ing, spinning,  frosting  and  burnishing.  2300 
w.  Ir  Age— April  29,  1897.  No.  123S5.  15 
cts. 

CARBON. 

Contributions  to  the  Investigation  of  the 
Crystallization  of  Carbon.  (Beitrage  zur  Keunt- 
nis  der  fur  die  Krystallization  des  Koblcnstoffes 
Gunstigen  Bedingungen.)  A  paper  by  Dr. 
Borchers  describing  his  own  experiments  with  a 
special  form  of  electric  furnace,  and  indicating 
the  lines  on  which  further  experiments  should  be 
continued.  3000  w.  Zeitschr  fur  Elektrocbe- 
mie — March  20.  1897.    No.  1245a.    30  cts. 

DIAMONDS. 

The  Diamond  Mines  of  Kimberley.  Dr. 
William  Crookes.  Two  lectuies  delivered  at 
the  Imperial  lost.  Interesting  description  of 
Kimberley,  the  mines,  workings,  &c.  6800  w. 
Nature— April  1,  1897.    No.  12167.    30  cts. 

EXPOSITION. 

Notes  from  the  Millennial  Exposition.  (Von 
der  Millenniums- Landesausstellung.)  Giving 
an  account  of  the  exhibits  relating  to  the  mining 
industry  ;  chiefly  mechanical.    1000  w.  1  plate. 


Oesterr  Zeitschr  f.  Berg  u.  Huttenwesen — 
Feb.  13,  1S97.    No.  124S1.    30  cts. 
GYPSUM. 

Gypsum  in  Kansas.  G.  P.  Grimsley.  Early 
account  of  this  mineral,  and  the  location,  geol- 
ogy, topography.  &c,  of  the  areas  in  this  state. 
III.  4500  w.  Kansas  Univ  Quar— Jan.,  1897. 
No.  12127.    45  cts. 

On  the  Chemical  Composition  of  Some  Kansas 
Gypsum  Rocks.  E.  H.  S.  Bailey  and  W.  M. 
Whittcn.  The  results  of  analysis  of  average 
samples  of  the  rock  or  dirt  used  at  the  mills.  1500 
w.  Kansas  Univ  Quar— Jan.,  1897.  No.  12128. 
45  cts. 
LEASE. 

Specific  Performance  of  Contracts  for  Lease  of 
Mines.  The  essential  facts  of  the  decisions  in 
the  cases  relating  thereto  which  have  come  before 
the  High  and  Appeal  Courts  of  England  for  ad- 
judication. Also  a  statement  of  the  principles 
which  guide  these  courts  in  directing  and  refus- 
ing specific  performance  of  contracts  3000  w. 
Col  Guard— April  2,  1S97.    No.  12165.  30  cts. 

!M  I  OA* 

A  New  Use  for  Scrap  Mica.  H.  C.  Mitchell. 
Read  before  the  Ontario  Min.  Inst.  Showing 
that  this  hitherto  costly  waste  may  become  a 
valuable  by-product.  Describes  its  manufacture 
as  an  insulator  of  steam  heat,  its  use  for  fi re- 
proofing, its  use  in  resisting  extreme  cold,  &c. 
3000  w.  Can  Min  Rev— April,  1897.  No.  12566. 
30  cts. 
8  ALT, 

The  M tiller  Salt  Press.  (Ueber  die  MUller* 
sche  Salzbriquettes-Presse.)  An  illustrated  de- 
scription of  the  apparatus  used  in  Austria  for 
compressing  salt  into  "  briquettes"  for  commer- 
cial convenience.  Two  articles  and  r  plate.  6000 
w.  Oester  Zeitschr  f.  Berg  u.  Huttenwesen — 
March  13.  20,  1897.  No.  124S3.  30  cts.  each. 
THERMOPHONE. 

Wiborgh's  Thermophone.  (J.  Wiborgh's 
Thermophone.)  The  thermophone  consists  of 
an  explosive  pellet  embedded  in  a  cylinder  of 
fire-clay.  The  time  elapsing  from  the  exposure 
to  heat  to  the  explosion  is  a  measure  of  the  tem- 
perature. 3500  w.  Oesterr  Zeitschr  f.  Berg, 
u.  Huttenwesen— Feb.  20,  1897.  No.  124S2. 
30  cts. 

TUYERES. 

Making  Tuyeres — Bronze  or  Copper.  Phil. 
Pastre.  Illustrated  description.  Soo  w.  Mach, 
N.  Y.— May,  1897.   No.  12573.   *5  cts. 

UTAH. 

The  Camp  Floyd  Mining  District  and  the 
Mercur  Mines,  Utah.  R.  C.  Gemmell.  Part 
first  gives  the  history  and  topography  of  this 
district,  fifty  miles  south  of  Salt  Lake  City.  III. 
2000  w.  Eng  and  Min  Jour — April  24,  1897. 
Serial.   1st  part.    No.  12347.    15  cts. 
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GAS  SUPPLY. 

ACETYLENE. 

Acetylene  and  its  Liability  to  Explosion. 
(Das  Acetylen  und  Seine  Explosions  gefahrlicb- 
keit.)   A  paper  by  Dr.  Slaby  before  the  Society 


of  Railway  Engineers,  showing  that  with  rea- 
sonable care,  explosions  need  not  occur.  2000 
w.  Glaser's  Annalen— April  1,  1897.  No.  ia- 
434.    45  cts. 

Acetylene  on  Board  Ships.  Vivian  B.  Lewes. 
Report  of  a  lecture  delivered  before  the  Inst,  of 
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Naval  Arch'ts.  Considers  the  uses  to  which  it 
could  be  pat,  and  the  factor  of  danger.  1200 
w.  Gas  Wld— April  10,  1897.  No.  12252. 
30  cts. 

Acetylene  Solution.  (L' Acetylene  Dissous) 
A  proposition  to  dissolve  acetylene  gas  in  liquid 
acetone,  the  latter  being  obtained  by  calcination 
of  acetate  of  lime.  The  gas  in  solution  under 
pressure  to  be  served  to  customers  in  siphons 
similar  to  those  used  for  carbonated  waters. 
1000  w.  La  Revue  Technique— March  25, 
1897.    No.  12430.    45  cts. 

Further  Communications  on  Acetylene. 
(Einige  weitere  Mittheilungen  uber  Acetylen.) 
A  paper  and  discussion  by  Inspector  Leissner 
and  others  before  the  German  Society  of  Me- 
chanical Engineers,  including  the  apparatus  for 
the  production  of  the  carbide  of  calcium,  and 
the  reduction  of  cost  and  danger.  7500  w. 
G laser's  Annalen— March  15.  1897.  No.  12431. 
45  cts 

German  Chemists  Discuss  Acetylene.  Report 
of  discussion  of  the  Berlin  Chemical  Industrial 
Society.  1500  w.  Gas  Wld— April  3.  1897. 
No.  1 2 160.    30  cts. 

Letang  &  Serpol let's  Acetylene  Lamp.  A. 
Etancon,  in  La  Nature.  Illustrated  description 
of  the  lamp,  manner  of  charging  and  cost  of 
light.  1200  w.  Sci  Am  Sup— May  1,  1897. 
No.  12400.    15  cts. 

The  Future  of  Acetylene.  Interesting  evi- 
dence given  by  Thomas  Holliday,  chemist  and 
engineer,  before  a  select  committee  of  the  House 
of  Commons,  in  support  of  the  Irish  Industries 
Bill,  and  advocating  Ireland  as  a  center  for  this 
industry.  2200  w.  Gas  Wld— April  17.  1897. 
No.  12336.  30  cts. 

EXTINGUISHING. 

New  System  for  the  Instantaneous  Lighting 
and  Extinguishing  of  Gas  Jets  at  Any  Distance. 
Translated  from  Le  Gar.  by  Herman  Poole. 
Explains  the  system  devised  jointly  by  Mr. 
E^raz.  Doctor  Guyenot,  and  Mr.  Chateau. 
The  power  used  is  electricity.  2000  w.  Am 
Gas  Lgt  Jour— April  26.  1897.  No.  12342.  15 
Cts. 

COAL  OAS. 

The  Commercial  Uses  of  Coal  Gas.  Thomas 
Fletcher.  These  notes  are  the  result  of  more 
than  thirty  years' experience  as  to  the  practical 
working,  results,  advantages,  and  drawbacks,  of 
coal-gas  as  a  fuel.  3000  w.  Gas  Wld — April 
8.  1897.  No.  12159.  30  cts. 
COST. 

Some  Notes  of  the  Comparative  Cost  of  Sup- 
plying Light  by  Gas  and  Electricity  in  Man- 
chester. G.  E.  Stevenson.  The  question  is 
confined  to  the  cost  of  supply.  In  manufacturing, 
gas  shows  but  little  advantage  over  electricity, 
but  in  distribution  there  is  a  decided  difference 
in  favor  of  gas.  1800  w.  Gas  Eng's  Mag — 
April  10,  1897.    No.  12592.    30  cts. 

GAS. 

The  Gas  in  Your  House.  Some  useful  things 
that  the  consumer  ought  to  know.  Burners, 
meters,  variation  of  pressure,  use  of  globes.  &c. 
2300  w.  Dom  Engog— April,  1897.  No. 
12368.  30  cts. 
LKAK8. 

The  Detection  of  Leaks  in  Gas-Mains.  De- 


scribes and  approves  the  system  of  M.  Bouvier, 
giving  two  examples  where  its  use  made  a  con- 
siderable saving.  2000  w.  Jour  Gas  Lgt— 
April  6,  1897.    No.  12253.  3°ct»- 

"  HANJAK." 

The  Use  of  "  Manjak"  in  the  Manufacture  of 
Coal  Gas.  Jos.  Harger  Pye.  Remarks  on  the 
natural  bituminous  pitch  which  in  the  Barbados 
is  known  by  the  name  of  "  Manjak."  General 
characteristics  and  results  obtained  from  its  use. 
1 1 00  w.  Jour  Gas  Lgt— April  20,  1897.  No. 
12525.    30  cts. 

WATER  GAS. 

Prof.  Lewes  on  Carburetted  Water  Gas.  Re- 
port to  Birkenhead  with  reference  to  the  safety, 
or  otherwise,  of  supplying  a  mixture  of  coal  gas 
and  carburetted  water  gas,  and  also  as  to  the 
relative  value  of  such  a  mixture  as  compared  with 
coal  gas  of  equal  illuminating  power.  The 
present  paper  gives  the  experimental  data  and 
reasons  upon  which  his  conclusions  are  based. 
28(X>w.  Gas  Wld— April  17,  1897.  No  12335. 
30  cts. 

Observations  on  Carbureted  Water  Gas.  J. 
T.  Westcott.  A  paper  prepared  at  the  invitation 
of  the  Civil  and  Mechanical  Engineers'  Society 
of  London.  F.ng.  Gives  the  history,  method  of 
operation,  analysis,  cost,  advantages.  &c.  4800 
w.  Am.  Gas  Lgt  Jour— April  12,  1897.  No. 
12182.    15  cts. 

SEWERAGE. 

DRAINAGE. 

The  Jourdan  Avenue  Drainage  Station,  New 
Orleans,  La.  Don  Y.  Dyer.  The  peculiar  to- 
pography necessitated  the  raising  of  the  surface 
drainage  from  receiving  basins  by  the  use  of  the 
pumps,  over  and  outside  the  levees  surrounding 
the  city.  The  plant  is  described.  1100  w.  Fire 
&  Water— April  10.  1897.  No.  12174.  15  cts. 
SANITATION. 

The  Conversion  of  Discharges  into  Poudrette. 
(Die  Verwandlung  der  Faeces  in  Poudrette.)  A 
paper  read  by  Dr.  Vogel  before  the  German  As- 
sociation for  Sanitary  Promotion,  describing  the 
chemical  treatment  by  which  night  soil  is  con- 
verted into  an  inoffensive  fertilizer.  3500  w. 
Gesundheits  Ingenieur — March  15,  1897.  No. 
12447.  30  cts. 
SEWAGE  Plant. 

The  Sewage  Disposal  Plant  at  Central  Falls, 
R.  I.    W.  F.  Keene.     Illustrated  description. 
1000   w.     Eng  Rec — April  24,  1897.  No. 
12338.    15  cts. 
SEWAGE  Purification. 

Purification  of  Sewage  (KlSrversuche).  A 
discussion  of  the  Permanganate  and  Ferozone- 
Polarite  Systems  of  purifying  sewage  water 
4000  w.  1  plate.    Gesundheits-Ingenieur— Jan. 
15,1897.    No.  12449.    30  cts. 
VENTILATION. 

Sewer  Ventilation.  Report  of  the  Sanitary 
Committee  of  Cardiff.  A  tabulated  statement  of 
replies  received  from  various  towns  as  to  certain 
points  in  connection  with  the  subject.  1300  w. 
Plumb  &  Dec — April  1,  1897.  No.  12202.  30 
cts. 

STREETS  AND  PAVEMENTS. 

ASPHALT. 
Asphalt  and  Asphalt  Pavements.    George  W. 
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TMlson.  Describes  asphalt  from  various  locali- 
ties, and  its  use  for  pavements,  with  the  ques- 
tions related.  8800  w.  Pro  Am  Soc  of  Civ 
Engs— -April,  1897.    No.  12515.  $1.00. 

Origin  and  History  of  Asphalt.  Bernard 
Bienenfeld.  Reviews  the  ancient  uses  and  en- 
during qualities  of  this  substance,  its  chemical 
mixture,  and  the  probable  origin.  3400  w. 
Munic  Engng— May,  1897.  No.  12556.  30 
cts. 

STREET  CLEANING. 

The  Street  Cleaning  of  Berlin.  (Das  stadtis- 
che  Strassenreinigungswesen  Berlins.)  An  ac- 
count of  the  methods  and  cost  of  cleaning  the 
streets  of  Berlin,  in  which  it  is  shown  that  the 
per  capita  cost  is  only  one-sixth  that  of  New 
York.  2000  w.  Gesundbeits-Ingenieur— Feb. 
28.1897.    No.  12445.    30  cts. 

STREETS. 

The  Influence  of  Beautiful  Streets  upon  Pub- 
lic Health.  Considers  the  questions  involved  in 
modern  street  construction,  and  the  numerous 
matters  that  must  be  provided  for,  and  the  im- 
portance of  securing  street  engineers  of  true 
worth.  1 100  w.  San  Rec — April  16,  1897. 
No.  12359.    3°  cts. 

WATER  SUPPLY. 

DISCHARGE  Tunnels 

Discharge  Tunnels  from  Reservoirs.  James 
A.  Paskin.  Read  before  the  British  Assn.  of 
Water-works  Engs.  at  Nottingham.  Consider- 
ation of  important  features  in  the  construction 
of  these  outlets.  1600  w.  Eng  Rec— April  17, 
1897.  No.  12219  15  cts. 
ELECTRIC  rump*. 

Waterworks  with  Electric  Driving.  (Wasser- 
werk  mit  elecktriktrischem  Antrieb.)  Illustrated 
description  of  the  plant  at  Dillingen,  Bavaria. 
A  high-service  system,  the  pressure  being  regu- 
lated by  accumulators  controlling  the  electric 
motors.  The  double-acting  pumps  have  me- 
chanically operated  valves.  1500  w.  Zeitsch 
d.  Vereines  deutscher  Ingenieure— March  20, 
1897.  No.  12406.  30  cts. 
FINANCES. 

The  Financial  Management  of  Water- Works. 
E.  Kuichling.    A  discussion  of  the  administra- 
tive policy.    7000  w.    Pro  Am  Soc  of  Civ  Eng 
— April,  1897.    No.  125 16.  $1.00. 
GREATER  NEW  YORK. 

The  New  Charter  and  the  Water  Supply. 
An  abstract  of  the  provisions  relating  to  this 
subject.    800  w.    Fire  &   Water— April  24, 
1897.    Serial.  1st  part.    No.  12361.    15  cts. 
HIGH  llnllcllnffs. 

New  System  of  Water  Supply  for  High  Build- 
ings W.  S.  Huyette.  Illustrated  description 
of  the  pressure  system  as  installed  in  the  Union 
Trust  Building,  Detroit,  Mich.  800  w.  Heat 
&  Ven— April  15,  1897.  No.  12243.  *5  cts. 
NEW  BEDFORD. 

The  Further  Water  Supply  of  the  City  of 
New  Bedford,  Now  Being  Constructed.  Ed- 
mund Wood.  A  rapid  review  of  the  work 
dwelling  only  on  those  things  which  may  be  of 
more  especial  interest.  Also  discussion.  7800 
w  Jour  N  E  Water  Assn— March,  1897. 
No.  12124.  75  cts. 
POLLUTION. 

The  Protection  of  Surface  Waters  from  Pol- 


lution. W.  T.  Sedgwick.  A  review  of  the 
various  sources  from  which  the  water  supply 
may  receive  pollution,  with  discussion.  8500 
w.  Jour  N  E  Water  Wks  Assn— March, 
1897.    No.  12126.    75  cts. 

PUMPING. 

Deep  Well  Pumping.  E.  E.  Johnson.  Dis- 
cusses from  an  engineering  and  practical  stand- 
point, the  various  types  and  kinds  of  pumping 
machinery  applied  to  this  service.  Illustrations 
and  discussions.  18800  w.  Jour  of  W  Soc  of 
Engs — April,  1897.    No.  12399.    45  cts. 

Pumping  Engines.  Arthur  J.  L.  Loretx.  A 
survey  of  the  subject  with  the  conclusion  that  the 
lifting  process  is  far  preferable  to  forcing.  Dis- 
cussion. 7500  w.  Jour  N  E  Water  Wks  Assn 
— March,  1897.    No.  12125.    75  cts. 

RESERVOIR. 

The  Trenton  Reservoir.  Illustrated  descrip- 
tion of  a  large  storage  reservoir  now  in  process 
of  construction,  which  will  have  a  capacity  of 
104,000,000  gallons,  and  cost  nearly  $350,000. 
1200  w.  Eng  Rec— Ap-il  3, 1897.  No.  12086. 
15  cts. 

SOUTH  Australia. 

Water  Supply  iu  South  Australia.  A  brief 
account  of  the  schemes  for  the  supply  of  towns, 
and  references  to  irrigation  schemes  proposed. 
1200  w.  Engng— April  23,  1897.  No.  12562. 
30  cts. 

WATER  Tower. 

The  Waterworks  of  Calbe.  (Das  Wasser- 
werk  der  Stadt  Calbe.)  A  description  of  the 
water  works  of  a  small  town  in  Germany,  of  in 
terest  because  of  the  Beton  tank  in  the  water 
tower,  constructed  on  the  Monier  System. 
3500  w.  Zeitschr  d.  Vereines  Deutscher  In- 
genieure—March  13,  1897.  No.  12404.  30 
cts. 

WATER-WORKS. 

Khandwa  Water-Works.  L.  M.  St.  Clair. 
History  of  the  present  town  supply,  quantity  of 
water  available,  and  schemes  proposed  for  its 
improvement,  with  description  of  new  wotks  to 
be  opened.  Map.  4200  w.  Ind  Engng — 
March  27,  1897.  Serial.  1st  part.  No.  12542. 
45  cts. 

Number  and  Ownership  of  Water- Works  in 
the  United  States  and  Canada.  Tabulated 
statements  giving  number  and  ownership  and 
number  of  towns  supplied,  with  other  informa- 
tion ;  and  remarks  on  the  improvement  in  the 
standard  of  living,  &c,  by  the  introduction  of  a 
public  water  supply.  2800  w.  Eng  News — 
April  29,  1897.    No.  12528.    15  cts. 

Present  Tendencies  in  Water- Works  Practice. 
Editorial  based  upon  information  contained  in 
the  1897  "  Manual  of  American  Water- Works." 
Calls  attention  to  the  new  things  since  the  pub- 
lication of  the  last  "  Manual."  discusses  waters, 
pipes,  and  gives  general  review  of  notable  ten- 
dencies. 2200  w.  Eng  News— April  15,  1897. 
No.  12206.    15  cts. 

W  K  [>L8 

Driven  Wells  at  Brookline,  Mass.  F.  F. 
Forbes.  Describes  the  principal  details  of  con- 
struction of  work  done  under  the  writer's  direc- 
tion, to  increase  the  water  supply  of  the  town. 
Discussion.  2300  w.  Jour  of  the  N  E  Water 
Wks  Assn — March,  1897.    No.  12123.   75  cts. 
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COAL  PRODUCTION. 

The  Production  of  Coal:  Its  Consumption  and 
Cost.  Presents  the  objections  to  the  estimate  of 
the  consumption  of  coal  per  capita,  and  discusses 
the  production  of  the  different  countries,  and  the 
cost  of  producing.  2000  w.  Engng — March 
26,  1897.    No.  12070.    30  cts. 

MISCELLANY. 

DISINFECTION. 

The  Disinfecting  Oven  of  Vail  lard  &  Besson. 
(Der  Disinfektions  ofen  von  Vaillard  &  Besson.) 
A  convenient  portable  steam  apparatus  for  disin- 
infecting  clothing  and  bedding,  especially 
adapted  for  military  use.  1500  w.  Gesund- 
heits  Ingenieur— Feb.  15,  1897.  No.  12442. 
30  cts. 

The  Epidemic  Hospital  at  BrUnn.  (Die  Epi- 
demic Spital  in  BrQnn.)  An  account  of  the  dis- 
infecting apparatus,  used  in  connection  with  the 
heating  and  drying  plant,  whereby  a  consider- 
able economy  is  effected,  and  thorough  steriliza- 


tion insured.  2500  w.  1  plate.  Gesundhetts- 
Ingenieur— Feb.  28, 1897.    No.  12444.  3°  cts. 

GLASGOW. 

The  Story  of  Municipal  Glasgow.    Review  of 
a  recent  volume  by  Sir  James  Bell,  very  compli- 
mentary to  the  author.    2800  w.    Jour  Gas  Lgt 
—March  30.  1897.    No.  12147-    30  cts. 
NEW  YORK. 

The  Greater  New  York.  Franklin  Matthews. 
Justification  of  the  project,  with  statistics,  im- 
provements under  way,  government  and  general 
discussion.  III.  3000  w.  Harper's  Wk — April 
17,  1897.  No.  12193.  15  cts. 
SANITATION. 

Hygienic  Demands  for  School  Buildings.  A. 
M.  Sloan.  Read  at  meeting  of  the  State  Health 
Authorities  at  Harrisburg.  Discusses  the  need 
of  intelligent  consideration  of  the  conditions, 
gives  general  rules,  and  requirements  in  the  ven- 
tilation and  heating.  4000  w.  San — April, 
1897.    No.  12055.    45  cts. 
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NEW  CONSTRUCTION. 

COLUMBUS,  O. 

New  Union  Station  at  Columbus.  O.  Floor 
plans  of  building  now  in  process  of  erection, 
with  description.    1100  w.    R  R  Gaz — April 
30,  1897.    No.  12536.    15  cts. 
EXTENSION. 

The  National  Docks  &  New  Jersey  Junction 
Connecting  Railway.  Map  showing  route  and 
connections  of  an  extension  which,  it  is  expected, 
will  have  the  effect  of  considerably  increasing 
the  business  and  make  possible  a  reduction  in 
time  and  expense.  900  w.  R  R  Gaz — April  9, 
1897.  No.  12138.  15  cts. 
MANCHURIA. 

The  Projected  Railway  through  Manchuria. 
(Die  projectirte  Eisenbahn  durch  die  Mands- 
churei.)  An  account  of  the  proposed  diversion 
of  the  eastern  section  of  the  Trans-Siberian 
Railway  through  Chinese  territory,  with  map. 
1500  w.  Zeitschd  d.  Oesterr  Ing  u.  Arch 
Vereines—  March  19,  1897.  No.  12415.  30  cts. 
NEW  ZEALAND. 

Railway  Construction  in  New  Zealand.  The 
standard  specification  used  for  co-operative  con- 
tracts in  government  railways.    2000  w.  Arch 
Lond — April  16.  1897.    No.  12356.    30  cts. 
RACK  RAILWAY. 

The  Combined  Adhesion  and  Rack  Railway 
between  Beirut  and  Damascus.  (Combinirte  Ad- 
h;isious  und  Zahnradbahn,  Beirut- Damaskus.)  A 
very  complete  account  of  this  interesting  road, 
with  topographical  map,  illustrations  of  construc- 
tion, locomotives,  &c.  The  Abt  system  is  used 
for  the  steep  grades.  10000  w.  Mitt  d.  ver 
f.  d.  Forderung  d.  Lokal  &  Strassenbahnwesers 
— Jan..  1897.    No.  12448.    45  cts. 

_ .  -A1NTEN  ANCE  OF  EQUIPMENT. 

AIR  GAGK. 

Best  Location  for  the  Air  Gage  Where  it  Can 
be  Seen  by  Night  and  Day.    Extracts  from  a 


report  of  a  committee  of  the  Air- Brake  Men's 
Assn.,  critcizing  and  suggesting  in  regard  to  the 
importance  in  location  of  air  gage.  2©oo  w. 
RK  Gaz— April  30,  1S97.    No.  12537.     15  cts. 

AUSTRIA. 

Notes  on  the  Austrian  Railroads.  John  R. 
Slack.  About  half  the  roads  are  owned  by  the 
state  and  the  tendency  is  toward  the  acquisition 
of  the  remaining  roads.  Illustrated  description 
of  standard  type  of  locomotive.  1000  w, 
RR  Gaz— April  9,  1S97.  No.  12141.  15  cts. 
AXLES. 

Tests  of  a  Wrought-Iron  Car  Axle.  W.  F. 
M.  Goss.  Describes  and  illustrates  recent 
test  of  a  60,000-pound  axle  made  in  the  Engi* 
neering  Laboratory  of  Purdue  University.  1100 
w.  Pamphlet.  No.  12588.  45  cts. 
RR  A  K  E  GEAR. 

Foundation  Brake  Gear  for  Locomotive  Ten- 
ders. Extracts  from  report  of  committee  of  the 
Air-Brake  Men's  Assn.  Considers  biake  power, 
piston  travel,  brakebeams,  &c.  2200  w.  RR 
Gaz— April  30,  1897.    No.  12540.    15  cts. 

CAR  LIGHTING. 

The  Lighting  of  Railway  Cars.  (Eisenbahn- 
Waggon-Beleuchtung.)  A  paper  by  II.  Gerdes, 
the  chief  engineer  of  the  Pintsch  establishment, 
making  comparisons  between  oil,  gas,  electricity, 
and  acetylene  for  car  lighting.  5000  w.  G laser  s 
Annalen— April  1,  1S97.  No.  12435.  45  cts. 
CAR  WHEELS. 

Transverse  Strength  of  Chilled  Car  Wheel 
Metal  as  Affected  by  the  Relative  Directions  of 
Stress  and  Chill,  with  Some  Notes  on  the  Chem- 
istry of  Cast  Iron.  Asa  W.  Whitney.  A  study 
of  the  peculiarities  of  cast  iron,  and  the  phe- 
nomena due  to  the  relations  of  stress  and  chiU, 
111.  4000  w.  Jour  Fr  Inst— April,  1897.  No. 
121 12.  45  cts. 
COUPLER. 

A  Car  Coupler  Decision.  The  decision  ren- 
dered by  Judge  Taft  in  the  case  of  the  St.  Louis 
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Car  Coupler  Co.  against  the  National  Malleable 
Castings  Co.  in  favor  of  the  latter.  1500  w. 
RR  Gaz— April  9,  1897.  No.  12140.  15  cU. 
COUPLER. 

An  important  Coupler  Patent  Decision.  De- 
cision of  Judge  Taft,  with  illustrations  of 
various  patents.  3400  w.  Ry  Rev— April  to, 
1S97.    No.  12177.    15  cts. 

JUNGFRAC. 

The  Track  Construction  of  the  Jungfrau  Rack 
Railway.  (Der  Oberban  der  jungfraubahn.) 
With  especial  details  of  the  Scrub  system  of 
rack  construction  especially  designed  for  this 
Alpine  road.  3000  w.  Schweizerische  Bauzei- 
tung— April  3,  1S97.  No.  12411.  30  cts. 
LOCOMOTIVE. 

Locomotive  for  Japan  Railway  Company. 
General  description  with  illustration.  700  w. 
Loc  Eng — April,  1897.    No.  12084.    30  cts. 

Japanese  Locomotives.  A  supplement  sheet 
containing  the  illustrations  of  all  the  loco- 
motives used  on  the  Japanese  railways  un- 
der the  superintendence  of  Mr.  Trevithick, 
with  tabular  statement  of  dimensions.  3200  w. 
Eng.  Lond— March  26,  1897.  No.  12 100.  30 
cts 

Mogul  Locomotive  for  the  Imperial  Railways 
of  Japan — Rogers  Locomotive  Company.  En- 
gravings showing  one  of  18  locomotives  recently 
built  for  this  road.  The  principal  dimensions 
are  given.  700  w.  RRGaz — April  9,1897.  No. 
12139.    15  cts. 

The  New  Heilmann  Electric  Locomotive. 
Description  with  illustration.  1 100  w.  Elec 
Rev — April  21.  1897.    No.  12284.    15  cts. 

The  Evolution  of  the  American  Locomotive. 
Herbert  T.  Walker.  An  attempt  to  trace  the 
progress  from  the  machine  of  ninety  years  ago 
to  the  engine  of  modern  times.  111.  2800  w. 
Sci  Am  Sup— April  24,  1897.  Serial.  1st  part. 
No.  12290.  15  cts. 
MAJN-BOD  StreMet. 

A  Method  of  Calculating  the  Greatest  Stresses 
in  Certain  Main  Rods  When  Used  on  Loco- 
motives. George  H.  Goodell.  Mathematical 
discussion.  1500  w.  RR  Gaz— April  16,  1897. 
No.  12209.    15  cts. 

METAL,  TRUCK. 

The  Kindl  Metal  Truck  for  100000  Pounds 
Capacity  Cars.  Truck  designed  by  F.  H. 
Kindl.  Illustrated  description  of  the  interesting 
features.  500 w.  RRGaz — April 23, 1897.  No. 
12304.    15  cts. 

PRIVATE  CAR. 

Lincoln's  Private  Car.  Illustrated  descrip- 
tion. 1200  w.  RR  Car  Jour— April,  1897.  No. 
12186.    15  cts. 

Modern  Private  Cars.  Duane  Doty.  Gen- 
eral remarks  on  progress,  with  illustrated  de- 
scription of  the  private  car  "Alexander." 
2000  w.  RR  Car  Jour— April,  1897.  No. 
12185.    15  cts. 

Proposed  Design  for  the  Presidential  Car. 
Archer  Richards.  Illustrated  description.  700W. 
RR  Car  Jour — April,  1897.  No.  12187.  15  cts. 
SHOPS. 

The  Michigan  Central  Shops  at  Jackson.  A 
brief  description  of  the  plant,  with  drawings  of 
a  number  of  special  tools.  2000  w.  RRGaz— 
April  23.  1897.    No.  12307.    15  cts. 


.ST  AT  BOLTS. 

Notes  on  the  Breaking  of  Staybolts.  (Beraer- 
kungen  liber  Stehbolzenbruche. )  An  examina- 
tion of  the  probable  cause  of  the  frequent  break- 
age of  staybolts  in  particular  locations  in  loco- 
motive fire  boxes.  1500  w.  Zeitschr  d.  Oes- 
terr  Ing  u.  Arch  Vereines— March  19,  1897. 
No.  1 24 14.    30  cts. 

TIRES. 

Devices  in  Use  for  Heating  Tires  in  Shrink- 
ing On  and  Removal.  Illustrates  and  describes 
a  convenient  arrangement  for  the  use  of  gasoline 
for  tire-heating  purposes,  in  use  at  the  Missouri 
Pacific  shops  at  St.  Louis.  450  w.  Ry  Age — 
April  30,  1897.  No.  12553.  15  cts. 
VALVES. 

The  Pressure-Retaining  Valve  and  its  Use. 
Extracts  from  report  of  a  committee  of  the  Air- 
Brakemen's  Assn.  The  history  of  the  intro- 
duction of  the  retaining-valve  in  the  air-brake 
service,  with  recommendations.  2200  w.  RR 
Gaz— April  30,  1897.  No.  12539.  »5  cts. 
VENTILATION. 

Car  Ventilation.  Investigation  of  the  sub- 
ject, as  reported  in  the  latest  annual  report  of  the 
Massachusetts  Board  of  Railroad  Commission- 
ers. 3000  w.  Ry  Rev— April  10,  1897.  No. 
12175.    15  cts. 

The  Ventilation  of  Cars  with  Filtered  Air. 
(Luftungseinnchtung  for  Eisenbalmwagen  mit- 
telst  filtrirter  Luft.)  Describes  a  simple  air 
filter  which  has  given  good  results  on  the 
Hannover  State  Railway.  4000  w.  Glaser's 
Annalen— March  15,  1897.    No.  12432.  45  cts" 

MAINTENANCE  OF  WAY. 

BRIDGES. 

Railroad  Bridges  and  Buildings.  Walter  G. 
Herg.  General  remarks  with  a  brief  survey  of 
the  leading  characteristics  of  the  various  struc- 
tures and  classes  of  work.  2500  w.  Railway 
Mag— March,  1 S97.  No.  121 16.  30  cts. 
BUILDINGS. 

Assam- Bengal  Railway  Head  Office  Buildings, 
Chittagong.     Illustrated  description.    800  w. 
Ind  Engng— March  6,  1897.    Serial.    1st  part. 
No.  1 21 83.    45  cts. 
CURVES 

The  Union  of  Parallel  Tracks  into  a  Single 
Given  Curve.  (Einfuhrung  von  Parallelgeleisen 
in  eine  bestehende  Kurve.)  A  graphical  solution 
of  a  special  problem  in  railroad  curves.  1000  w. 
Schweizerische  Bauzeitung — March  27,  1897. 
No.  1 24 10.    30  cts. 

TRACKS. 

Railroad  Track  Experiments.  From  the  re- 
port of  the  Tests  of  Metals  and  Other  Materials 
at  the  United  States  Testing  Plant  at  Water- 
town,  Mass.,  for  the  year  1895.  Experiments 
and  results,  with  editorial.  III.  2900  w.  Ry 
Rev— May  1,  1897.  No.  12557.  15  cts. 
TREE  CULTURE. 

Tree  Culture  by  Railways.  D.  C.  Burson. 
Comments  on  the  prospect  of  a  fuel  and  lumber 
famine,  and  calls  attention  to  what  could  be 
accomplished  by  growing  timber  on  vacant,  un- 
improved right  of  way  lands,  and  recommends 
the  planting  of  the  catalpa  speciosa.  1800  w. 
Ry  Age— April  2,  1897.    No.  12063.    15  cts. 
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WASHOUT. 

A  Remarkable  and  Costly  Washout.  Brief 
account  of  the  accident  on  the  Evansville  and 
Terre  Haute  railroad,  near  Hazleton.  Ind.  Dia- 
gram. 500  w.  Ry  Age— April  2,  1897.  No. 
12062.    15  cts. 

SIGNALING. 

INTERLOCKING, 

Indiana  State  Law  Regulating  the  Interlock- 
ing of  Railway  Grade  Crossings.  Abstract  of 
the  main  provisions  of  a  law  just  passed.  1000 
w.  Eng  News— April  29,  1897.  No.  12529. 
15  cts. 

Interlocking  Plant,  Dolton,  111.  Illustrated 
description  of  the  largest  interlocking  plant  in 
the  United  States.  900  w.  Ry  Rev— April  17, 
1897.    No.  12285.    15  cts. 

TRANSPORTATION. 

BRITISH  RAILWAYS. 

The  Recent  Prosperity  of  British  Railways. 
William  J.  Stevens.  Showing  the  extent  and 
causes  of  the  greater  returns  from  British  rail- 
way investments  since  June  1,  1895.  4400  w. 
Eng  Mag— May,  1897.    No.  12584.    30  cts. 

EARNINGS 

Railway  Earnings  Still  Improving.  Tables 
of  gross  earnings  for  March,  and  of  gross  earn- 
ings and  mileage  for  two  years,  with  comments. 
2500  w.  Bradstreet's— April  10.  1897.  No. 
12143.  15  cts. 
ELECTRICAL  Haulage. 

The  Electrical  Haulage  System  of  the  New 
Orleans  &  Western  Railroad  Company  at  Port 
Chalmette,  New  Orleans,  La.  W.  Nelson 
Smith.  Interesting  installation,  recently  com- 
pleted, showing  the  adaptability  of  electricity  to 
the  conditions  of  a  railroad  yard.  III.  2500  w. 
Elec  WId— April  3,  1S97.  No.  12090.  15  cts. 
GRAIN  Transportation. 

Russian  Grain  Transportation.  Editorial  com- 
ment on  lately  published  statistics  of  the  pro- 
duction and  movement  of  grain.  1500  w. 
RR  Gaz— April  23,  1897.  No.  12308.  15  cts. 
M.C.  B.  RULES. 

M.  C.  B.  Rules.  The  revision  of  the  Mas- 
ter Car  Builders'  rules  of  interchange  as  recom- 
mended by  the  Southern  &  Southwestern  Ry 
Club.  1 100  w.  RR  Gaz— April  23,  1897. 
No.  12306.  15  cts. 
PASSENGER  Rate*. 

On  Two  Cents  Per  Mile  Passenger  Rates. 
Extracts  from  address  of  James  Charlton  before 
the  Senate  Committee  and  House  Committee  on 
Railroads.  Illinois  legislature,  opposing  the  pro- 
rates.   2700   w.    RR  Gaz — 


No.  12541.    15  cts. 


posed  reduced 
April  30,  1897. 

POOLING. 

The  Foraker  Bill.    Full  text  of  the  new  sen- 
ate bill  for  the  legalization  of  railway  pooling, 
with  editorial.    2800  w.    Ry  Age— April  9, 
1897.    No.  12152.    15  cts. 
TRANS-MISSOURI  Decl.lon. 

See  same  title  under  Economics  and  Industry. 

Governmental  Control. 

RAILROAD  Law. 

Railroad  Law.    Summary  of 


w.  RR  Gaz— April  30.  1897.  No.  12535.  15 
cts. 

TRANSPORTATION. 

Cheap  Transportation  in  the  United  States. 
J.  A.  Latcha.  Favoring  transportation  by  rail- 
road, and  considering  briefly  canal  transporta- 
tion, which  the  writer  thinks  has  in  general 
passed  the  era  of  its  usefulness.  The  requisites 
for  improvement  are  discussed.  6000  w.  N 
Am  Rev — May,  1897.    No.  12510.    45  cts. 

The  Relation  of  Railroads  and  Localities.  A. 
J.  Vanlandingham.  From  an  address  before 
the  Commercial  Club  of  Kansas  City.  A  dis- 
cussion of  rates  and  related  questions.  1200  w. 
Ry  Rev— April  10.  1897.    No.  12176.   15  cts. 


-LANY. 


ACCIDENTS. 

Train  Accidents  in  the  United  States  in 
March.    Classified  statement  of  accidents  of 
the  month  with  summary.    2500  w.   RR  Gaz — 
April  23,  1897.  No.  12305.    15  cts. 
ACCOUNTING. 

Motive  Power  Accounting.  W.  G.  Taylor. 
Reviews  the  most  important  features,  and  the 
importance  of  accuracy  in  details,  &c.  3000  w. 
Railway  Mag— March,  1897.  No.  12115.  3octs. 


South  Dakota 
the  provisions  of  the  act  passed  by  the  last  leg- 
islature, to  regulate  common  carriers,  etc.  1800 

We  supply  copies  of  these  articles.  See  introductory. 


A  Visit  to  Russian  Central  Asia.  Michael 
Francis  O'Dwyer.  An  interesting,  descriptive 
paper,  containing  information  concerning  the 
Transcaspian  railway.  Also  discussion.  III. 
25000  w.  Jour  Soc  of  Arts— April  16,  1697. 
No.  12235.  3o  cts. 
CHINA. 

Opportunities  for  American  Engineers  and 
Railway  Builders  in  China.  R.  Van  Bergen. 
Showing  that  the  conditions  are  favorable  for 
business  in  this  field.  800  w.  Eng  News- 
April  29.  1897.    No.  12527.   15  cts. 

Railway  Development  in  the  Celestial  Em- 
pire. Information  of  proposed  undertakings, 
their  routes,  and  the  effect  looked  for  on  the 
country.  2000  w.  Trans — April  16,  1897. 
No.  12372.    30  cts. 

Railway  Prospects  in  China.    Considers  the 
interests  and  influence  of  Russia  in  this  field, 
also  the  other  forces  at  work.  2200  w.  Engng 
— March  26,  1897.    No.  12069.    30  cts. 
COMPRESSED  AIR. 

The  Uses  of  Compressed  Air  on  Railways.  J. 
H.  McConnell.  Calls  attention  to  the  many 
uses  in  train  service  and  shop,  and  the  large  ex- 
tent to  which  it  has  replaced  hand  labor  and 
steam.  1400  w.  Railway  Mag— March,  1897. 
No.  121 14.  30  cts. 
CURVES. 

Transition  Curves.  Letters  from  various  cor- 
respondence bearing  on  this  subject.  2500  w. 
Eng  News— April  15,  1897.  No.  12207.  15 
cts. 

ELRCTRIC  Traction. 

See  same  title  under  Street  and  Electric  Rail* 
ways. 

ELECTRICITY. 

The  Application  of  Electricity  to  Railway 
Working.  Review  of  a  book  by  W.  E.  Lang- 
don,  superintendent  and  engineer  of  the  elec- 
trical department  of  the  Midland  Railway.  2000 
w.  Trans— March  26,  1897.  No.  12093.  30  cts. 
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M  EXICO. 

See  same  title  under  Economics  and  Industry. 
Miscellany. 

PRUSSIA. 

The  Prussian  State  Railroads.  Editorial  on 
report  recently  issued  recording  the  results  from 
the  new  organization  in  force  since  April  I, 
1895.  1350  w.  RR  Gar— April  9,  1897.  No. 
1414a.  15  cts. 
RAILROAD  Secarltle*. 

The  Increased  Confidence  in  American  Rail- 
road Securities.  Thomas  F.  Woodlock.  Show- 
ing that  railroads  should  not,  by  the  Issue  of  long- 


term  bonds,  sacrifice  advantages  arising  from 
future  improvement  in  credit.    3200  w.  Eng. 
Mag— May.  1897.    No.  12578.    30  cts. 
REFUNDING. 

New  York  Central  Refunding.  A  statement 
of  the  plan  in  brief.  500  w.  Bradstreet's — 
April  17,  1897.    No.  13217.    15  cts. 

VENEZUELA. 

Venezuela  Railroad  Development.  Report  of 
the  Puerto  Gabello  &  Valencia  Railway,  and  the 
Great  Venezuela  Railway.  A  descriptive  and 
historical  sketch.  5500  w.  Cons  Reports- 
April,  1897.    No.  12395.    45  cts. 
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ACCOUNTANTS. 

Papers  Read  at  the  Convention  of  Street  Rail- 
way Accountants  at  Cleveland,  March  23-34. 
Papers  by  II .  L.  Wilson,  P.  V.  Burington,  J.  P. 
E.  Clark,  W.  B.  Brockway,  Frank  R.  Greene, 
Dana  Stevens,  and  C.  N.  Duffy  on  subjects  of  in- 
terest to  accountants.  1 1 500  w.  St  Ry  Jour — 
April,  1897.  No.  13075.  45  cts. 
ACCUMULATORS. 

Accumulator  Tramways.  (Ueber  Akkumula- 
torenbahnen.)  A  paper  before  the  Electrotech- 
nical  Society  of  Cologne,  dealing  mainly  with 
the  commercial  results  of  the  use  of  storage  bat- 
teries on  various  German  tramways.  5000  w. 
Elektrotechnische  Zeitschr— April  1,  1897.  No. 
12470.    30  cts. 

BUDAPEST. 

The  Budapest  Underground  Electric  Railway. 
Illustrated  description  of  this  subway  which  has 
been  working  some  months  with  success.  2500 
w.    Ry  WId — April,  1897.    No.  12265.  3<>  cts. 

CAR  MOTORS. 

Controlling  the  Speed  of  Car  Motors.  Wil- 
liam Baxter,  Jr.  An  explanation  of  the  methods 
used.  1800  w.  Elec  WId — April  10,  1897. 
Serial.    1st  part.    No.  121 72.    15  cts. 

CHICAGO. 

The  Suburban  Railroad  Company,  Chicago. 
Illustrated  description  of  construction  with  other 
information.  1800  w.  St  Ry  Rev— April  15, 
1897.    No.  12258.    30  cts. 

COMPRESSED  AIR. 

Compressed  Air  for  Street  Railway  Service. 
Experience.  A  criticism  of  General  Haupt's 
assertion^  as  published  in  the  N.  Y.  Sun.  1200 
w.  Elec  Rev,  Lond— April  7,  1897.  No.  12 106. 
15  cts. 

See  also  title  "  Compressed  Air"  under  Rail- 
road affairs.  Miscellany. 

CONDUITS. 

Feeder-Conduit  Construction.  N.  S.  Hill, 
Jr.  Extract  from  report  made  by  the  Electrical 
Commission  of  the  city  of  Baltimore.  The 
different  styles  of  conduits  and  methods  of  ven- 
tilating them.  1600.  St  Ry  Jour— May,  1897. 
No.  12550.    45  cts. 

The  "  Simplex "  Conduit  Electric  Tramway. 
Illustrated  description  of  this  inverted  trolley 
system.  3000  w.  Ry  WId — April,  1897.  No. 
12267.    30  cts. 


The  System  of  the  Canal  &  Claiborne  Rail- 
road Company.  Illustrated  detailed  description. 
10000  w.  St  Ry  Jour — May,  1897.  No.  12547. 
45  cts. 

ELECTRIC  Railway. 

Electric  Railway  Engineering.  Alex.  McCal- 
lum.  The  modifications  required  for  British 
conditions.  It  is  thought  that  the  Board  of 
Trade  regulations  will  increase  the  initial  cost  by 
from  30  to  40  per  cent,  on  long  lines.  1600  w. 
St  Ry  Jour — April,  1897.    No.  12077.    45  cts. 

The  Lorain  and  Cleveland  Electric  Railway. 
Illustrated  detailed  description  of  an  inter-urban 
road  recently  constructed.    2000  w.    St  Ry 
Jour — April,  1897.    No.  12076.    45  cts. 
ELECTRIC  Traction. 

Electric  Traction  under  Steam- Railway  Condi- 
tions. Charles  Henry  Davis.  Showing  under 
what  circumstances  electric  traction  may  be 
profitably  substituted  for  steam  locomotion. 
4400  w.  Eng  Mag— May,  1897.  No.  12579. 
30  cts. 

Direct-Coupled  versus  Belt-Driven  Units  for 
Electric  Trac'ion.  Alfred  H.  Gibbings.  Con- 
siders briefly  the  advantages  of  direct-coupled 
engines  and  dynamos  as  compared  with  those 
which  are  coupled  by  rope  or  belt  gearing. 
1500  w  Ry  WId — April,  1897.  Serial.  1st 
part.    No.  12266.    30  cts. 

Some  Recent  Developments  in  Electric-Trac- 
tion Appliances.  A.  K.  Baylor.  Part  first  is  a 
comparison  of  a  modern  traction  generating 
plant  with  one  of  seven  or  eight  years  ago.  111. 
1300  w.  Elec  Eng.  Lond — April  9,  1897. 
Serial.  1st  part.  No.  12251.  30  cts. 
EUROPEAN  Electric  Roadt. 

Electric  Railway  Practice  in  Europe.  The 
principal  street  railway  systems  of  several  Eu- 
ropean cities  are  described  with  special  reference 
to  the  engineering  methods  adopted  in  the  con- 
struction of  their  road  bed,  their  overhead  con- 
struction, their  power  stations  and  their  rolling 
stock,  and  to  the  financial  results  which  have 
so  far  come  from  the  introduction  of  electricity. 
Also  editorial.  111.  t2SOO  w.  St  Ry  Jour — 
April,  1897.    No.  12072.   45  cts. 

Comparison  of  Street  Railway  Conditions 
and  Methods  in  Europe  and  in  the  United 
States.  P.  F.  Sullivan.  Glasgow  and  Berlin 
are  selected  as  typical  cities,  and  comparison 
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made,  showing  fares  to  be  actually  higher,  dis- 
tance rates  not  advisable,  and  street  railway  in- 
vestments  more  desirable.    9500  w.  St  Ry  Rev 
—April  15.  1897.    No.  12259.    30  cts. 
GENERATORS. 

Connections  of  Railway  Generators.    J.  E. 
Wood  bridge.    Describes  the  plan  of  a  proposed 
system,  stating  its  advantages.    700  w.  Elec 
Wld— April  17,  1897.    No.  12279.    15  cts. 
GREECE. 

Street  and  Other  Railways  in  Greece.  Nich- 
olas D.  Sourmely.  Thinks  it  a  good  "field  for 
American  contractors,  locomotive,  and  rolling- 
stock  builders  to  transact  business.  1200  w. 
St  Rv  Jour — April,  1897.  No.  12078.  45  cts. 
HA.HKURG. 

The  Introduction  of  Electric  Power  on  the 
Hamburg-Altona  Central  Tramway.  (Die  Ein- 
fuhrung  des  Elektrischen  Betriebes  bei  der  Ham- 
burg-Altonaer  Zentralbahn.)  Illustrated  de- 
scription of  an  important  overhead  trolley  line, 
with  details  of  motors,  switchboard,  &c.  3500 
w.  Zeitschr  d.  Vereines  Deutscher  lngenieure 
—March  6,  1897.  No.  12402.  30  cts. 
HANNOVER. 

The  HannoverjElectric  Tramway.  (Die  Elek- 
trische  Strassenbahn  in  Hannover.)  A  descrip- 
tion of  the  tests  and  performance  of  a  combined 
overhead  trolley  and  accumulator  system.  The 
accumulators  serve  not  only  to  propel  the  cars 
through  the  central  portion  of  the  city,  but  also 
act  to  equalize  the  demands  upon  the  generators. 
A  valuable  paper.  7500  w.  Elektrotechnische 
Zeitschr— April  1,  1897.  No.  12467.  30  cts. 
HUMPHREY  Bill. 

The  Real  Question  in  the  Humphrey  Bill.  A 
bill  for  the  protection  of  street-railway  compan- 
ies, which  recently  passed  the  Illinois  senate  is 
explained.  1000  w.  Ry  Age— April  23,  1897. 
No.  12343.    15  cts. 

ILLINOIS. 

Street  Railways  of  Illinois  and  Their  Fran- 
chise Conditions.  Abstract  of  statement  made 
by  the  presidents  of  several  of  the  principal  Chi- 
cago street  railway  lines,  in  reference  to  the 
growth  of  the  street  railways  in  this  country, 
their  relation  to  the  growth  of  cities,  and  on  the 
demand  for  lower  fares.  6000  w.  St  Ry  Jour 
—May,  1897.  No.  12552.  45  cts. 
ITALY. 

Street  and  Steam  Railways  in  Italy.  F. 
Benedetti.  Considers  mainly  the  lines  propelled 
by  steam,  and  discusses  their  relation  to  modern 
life  as  shown  in  Italy.  2000  w.  Chau — May, 
1897.  No.  12358.  30  cts. 
OPERATION. 

Stopping  Another  Leak  in  Electric  Railway 
Operation.  J.  R.  Cravath.  Illustrated  de- 
scription of  recorder,  with  tests,  and  the  bene- 
fits from  its  use.  3000  w.  St  Ry  Rev — April 
15,  1897.  No.  12260.  30  cts. 
POWER  Station. 

Power  Station  Controversy  in  Chicago.  An 
abstract  of  the  reports  of  Messrs.  Peirce,  Rich- 
ardson &  Foster,  and  R.  J.  Hill  on  the  Chicago 
city  plants,  after  critical  examination.  6000  w. 
St  Ry  Jour— May,  1897.  No.  12548.  45  cts. 
RAIL  JOINTS. 

The  Construction  of  Rail  Joints.  Alfred 
Birk.  Extract  from  an  article  published  in  the 
Bulletin  of  the  International  Railway  CongTess. 


Illustrates  and  discusses  the  various  kinds  of 
joints,  and  draws  conclusions  from  the  investi- 
gations.   3500  w.    St  Ry  Jour— May,  1897. 
No.  1255 1.    45  cts. 
RAPID  Transit. 

Notes  on  Rapid  Transit.  W.  L.  Derr.  Full 
paper  with  appendix  and  discussion.  III.  31000 
w.  N  Y  R  R  Club— March  18,  1897.  No. 
12222.    45  cts. 

Requirements  of  High  Speed  and  Heavy  Elec- 
tric Traction.  Hayward  Cochrane  and  E.  J. 
Swartout.  The  paper  aims  to  present  the  prac- 
tical conclusions  of  the  best  authorities  and  to 
suggest  outlines  of  what  the  writers  consider  to 
be  the  best  results  obtainable  from  the  use  of 
electrical  machinery  as  now  manufactured.  Read 
before  the  Chicago  Elec  Assn.  III.  3500  w.  W 
Elect'n — May  1,  1897.    No.  12522.    15  cts. 

The  Reno  Rapid-Transit  Plan  for  Broadway, 
New  York.  J.  W.  Reno.  An  article  aiming 
to  show  that  an  economical  rapid  transit  system 
may  be  constructed  at  a  cost  of  construction  not 
above  $35,000,000.  III.  1300  w.  Sci  Am  Sup 
—April  24.  1897.  No.  1 2291.  15  cts. 
STREET  Railway*. 

An  Informal  Talk  on  Financial  Practice  and 
Engineering  Methods  of  American  Street  Rail- 
ways. E.  E.  Higgins.  Delivered  before  the 
New  York  Electrical  Soc.  at  Columbia  College. 
Part  first  explains  why  the  street  railway  sec- 
tion of  the  country  is  necessarily  in  the  east, 
gives  a  brief  historical  review,  and  discusses 
franchises  and  burdens.  2300  w.  Elec  — April 
14.  1897.  Serial.  1st  part.  No.  12195.  15  cts. 
TESTS. 

Important  Electric  Railroad  Tests.  Brief 
illustrated  account  of  tests  made  by  the  General 
Electric  Co.  on  its  own  special  line  of  track  at 
Schenectady,  N.  Y.  1000  w.  Ir  Trd  Rev- 
April  8.  1897.    No.  12133.    15  cts. 

TRACKS. 

New  Track  Construction  in  Pittsburg.  De- 
scription with  extracts  from  specifications.  1300 
w.  St  Ry  Jour— May,  1897.  No.  12549.  45  cts. 
TRAMWAYS. 

Modern  Electric  Tramway  Systems.  (Neuere 
Systeme  Elektrischer  Bahnen.)  A  paper  before 
the  electrotechnical  society  of  Cologne,  discuss- 
ing overhead  and  underground  trolley  systems, 
as  well  as  the  combination  of  overhead  wire  and 
accumulators.  3500  w.  Elektrotechnische 
Zeitschr— March  25.  1897.  No.  12466.  30  cts. 
TROLLEY. 

Sliding  vs.  Rolling  Contact  for  Electric 
Tramways.  (Ueber  BUgel-und  Rollen-Kontakt 
be  Elektrischen  Strassenbahnen.)  Showing  that 
with  a  properly  constructed  sliding  contact  there 
is  less  wear  on  the  conducting  wire  than  with 
the  roller,  owing  to  the  action  of  the  sides  of 
the  grooves  in  the  trolley  roller.  2000  w.  Deutsche 
Zestschr  far  Elektrotecknik— March.  1897. 
No.  1 2457.  30  cts. 
TROLLEY  Servitudes. 

The  Connecticut  Decision  on  Trolley  Servi- 
tudes. Editorial  on  the  decision  of  the  Con- 
necticut Supreme  Court  that  an  electric  railroad 
in  a  street  is  not  necessarily  an  additional  servi- 
tude, entitling  the  adjacent  land  owner  to  dam- 
ages. 1300  w.  RR  Gaz— April  16.  1897 
No.  i22i  1.    15  cts. 


We  supply  copies  of  these  articles.   See  introductory. 
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Adams  Patent  Sewage  Lift  Co.,  London.  Eng.  Sew- 
cr-Plushing  Diagrams  (or  Engineers,  Surveyors,  etc. 
Spon  &  Chamberlain,  New  York  ;  E.  and  F.  N.  Spon, 
London.  Printed  on  stiff  boards,  without  cover. 
Price,  $5. 

These  diagrams  are  intended  for,  and  will 
be  effective  in,  saving  labor  in  calculating 
the  value  of  any  given  flush  upon  a  sewer. 
The  diagrams  are  made  from  actual  read- 
ings—surface velocities— taken  as  from 
manhole  to  manhole,  but  averaged  in 
cases  of  extreme  irregularity,  as  through 
blockage  or  unusually  faulty  construction. 
Full  explanations  of  the  use  of  the  dia- 
grams are  given,  and  from  them  can  be 
seen  how  far  the  discharge  from  a  flush- 
tank  will  give  a  self-cleansing  velocity. 

Spalding,  Frederick  P.,  assistant  professor  of  engi- 
neering at  Cornell  Uoiversity.  Hydraulic  Cement; 
lis  Properties.  Testing,  and  Use.  John  Wiley  A  Sons, 
New  York.   1897.   Cloth.   Price,  ta. 

The  results  of  careful  study  are  em- 
bodied in  this  book,  and  the  various  tests 
for  cements  are  discussed.  Prof.  Spalding 
gives  free  expression  to  his  own  opinions. 
The  results  of  investigations  carried  out 
in  Europe,  and  the  recommendations  of 
commissions  appointed  in  Europe,  form 
an  important  part  of  the  treatise.  Sample 
specifications  are  appended  to  the  final 
chapter,  which  treats  of  cement,  mortar, 
and  concrete.  In  the  present  confused 
condition  of  opinion  regarding  the  testing 
of  cement,  this  work  will  be  a  guide  to  the 
best  current  practice. 


Suplee.  Henry  Harrison,  B.  Sc.,  member  of  Ameri- 
can Society  of  Mechanical  Engineers,  and  of  the 
Franklin  Institute.  Mathematics  Self-Taught :  The 
LQbsen  Method  for  Self-Instruction  and  Use  in  the 
Practical  Problems  of  Life.  I.  Arithmetic  and  Alge- 
bra. Adapted  from  the  German  of  H.  B.  LUbsen. 
Published  by  the  author.  West  Chclten  Avenue,  Phila- 
delphia. Pa. 

Mr.  Suplee  states  in  his  preface  that 
this  is  an  effort  to  place  before  English- 
speaking  students  a  treatise  on  arithmetic 
and  algebra,  freed  from  technicalities  and 
expressed  in  simple  language,  which  "will 
assist  many  who  are  compelled  to  study 
alone."  He  also  thinks  "  it  may  not  be 
unwelcome  to  some  who  wish  to  '  brush 
up'  their  rusty  mathematical  information, 
acquired  long  years  ago  under  scholastic 
methods  and  not  improved  by  years  of  dis- 


use." A  very  cursory  examination  of  the 
pages  of  the  volume  will  convince  mathe- 
maticians that  the  effort  to  do  this  has 
succeeded.  The  volume  translated  by 
Mr.  Suplee  has  passed  through  twenty- 
seven  editions  in  German,  which  suffi- 
ciently indicates  its  repute  in  German- 
speaking  countries.  But  Mr.  Suplee  has 
done  more  than  translate ;  he  has  added, 
edited,  and  adapted,  to  meet  the  wants  of 
English-speaking  students.  The  additions 
consist  chiefly  of  Prof.  Robinson's  method 
of  approximating  roots,  examples  for  prac- 
tice, and  Walenn's  method  of  verifying 
the  accuracy  of  products  by  "  imitation." 
We  heartily  commend  this  book  to  all  who 
seek  the  aid  it  is  intended  to  supply. 

Johnson.  Prof.  J.  B..  C.  E.  lhe  Materials  of  Con- 
struction. A  Treatise  for  Engineers  on  the  Strength  of 
Engineering  Materials.  First  Edition.  John  Wiley 
ft  Sons,  New  York.    1847.   Cloth,  y 

The  author  is  professor  of  civil  engineer- 
ing in  Washington  University,  St.  Louis, 1 
Mo.,  and  ranks  high,  both  as  practical  engi- 
neerand  instructor.  He  is  a  memberof  many 
of  the  most  prominent  engineering  socie- 
ties, among  which  is  the  International  As- 
sociation for  the  Standardizing  of  Methods 
of  Testing  Materials.  The  fact  of  this  lat- 
ter membership  is  alone  a  sufficient  war- 
rant of  his  eminent  fitness  to  prepare  the 
treatise,  the  name  of  the  publishing  firm 
being  also  a  warrant  of  excellence  in  print- 
ing and  illustration.  As  chairman  of  the 
board  of  managers  of  the  Association  of 
Engineering  Societies,  Professor  Johnson 
was  editor  of  the  index  of  engineering 
literature  which  appeared  for  some  four 
years  in  the  Journal  of  the  Association  of 
Engineering  Societies,  and  which  is  now 
merged  in  the  "  Engineering  Index,"  regu- 
larly published  by  The  Engineering 
Magazine.  The  book  now  under  discus- 
sion is,  in  our  opinion,  destined  to  become 
at  once  a  standard  authority  among  engi- 
neers and  architects.  Prof.  Johnson  has 
given  to  the  engineering  profession  a  book 
which  will  long  rank  as  a  leading  authority. 
The  work  is  divided  into  four  parts: 
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BOOKS  OF  THE  MONTH. 


I.  Synopsis  of  the  Principles  of  Mechanics 
underlying  the  Laws  of  the  Strength  of  Ma- 
terials.  II.  Manufacture  and  General  Prop- 
erties of  the  Materials  of  Construction. 
III.  The  Methods  of  Testing  the  Strength 
of  Materials.  IV.  The  Mechanical  Proper- 
ties of  Materials  of  Construction  as  Deter- 
mined by  Actual  Tests.  It  is  a  handsome 
octavo  of  787  pages. 

Alien,  C.  F..  Associate  Professor  of  Railroad  En- 
gineering, Massachusetts  Institute  of  Technology. 
Tables  for  Earthwork  Computation.  Published  by 
the  Author.    Boston,  Mass.    1893.   Cloth,  $1.50. 

By  the  aid  of  these  tables  the  labor  of 
earthwork  computation  may  be  very 
much  simplified  and  lessened.  Table  I  is 
for  sections  of  any  base  or  slope,  irregular 
as  well  as  regular.  Table  II  gives  readily 
results  correct  by  the  prismoidal  formula. 
Provision  is  made  in  Table  III  for  very 
rapidly  taking  out  quantities  for  level 
sections,  when  the  center  heights  alone 
are  given  ;  a  limited  number  of  the  most 
common  bases  and  slopes  are  also  pro- 
vided for.  Great  accuracy  is  claimed. 
The  author  will  be  thankful  to  be  in- 
formed of  any  error  that  may  be  dis- 
covered. "  — 

Edward  B.  Smith  &  Co.,  New  York.  The  Appli- 
cation of  Paints,  Varnishes,  and  Enamels  for  the  Pro- 
tection of  Iron  and  Steel  Structures  and  Hydraulic 
Work.   Third  Edition,  enlarged. 

This  may  be  fairly  described  as  an  in- 
valuable text-book  upon  the  subjects  in- 
dicated. It  consists  in  the  main  of  papers 
read  by  Mr.  A.  H.  Sabin  before  the  Amer- 
ican Society  of  Civil  Engineers,  and  other 
technical  organizations  of  high  standing, 
and,  though  it  is  issued  free  of  charge,  it 
contains  but  one  page  of  advertising,  and 
it  should  find  a  place  in  every  engineer's 
library.  _____ 

BOOKS  ANNOUNCED. 

Ebert,  H.  Magnetic  Fields  of  Force.  An  Ex- 
position of  the  Phenomena  of  Magnetism.  Elec- 
tro-Magnetism, and  Induction  Based  on  the  Con- 
ception of  Lines  of  Force.  Translated  by  C. 
V.  Burton.  Part  1.  Longmans,  Green  &  Co. 
New  York,  1897.    Cloth,  $3  50. 

Van  Ornum,  J.  L.  Topographical  Surreys. 
Their  Methods  and  Value.  University  of  Wis- 
consin.   Madison.  Wis.    1897.    Paper.  35  c 

Cottage  Designs,  with  Constructive  Details 
by  various  architects.  A  Practical  Book  for 
Builders  and  Those  Intending  to  Build.  D. 
Williams.    1897.    Paper,  $1. 

Kellog,  Day  Otis,  D.  D.  Editor.  New  Amer- 
ican Supplement  to  the  Latest  Edition  of  The 


Encyclopedia  Bri tannics.  The  Werner  Com- 
pany, New  York  and  Chicago.  1897.  Cloth 
(sabs.),  $3. 

Butterfield,  W.  J.  Atkinson.  The  Chemistry 
of  Gas  Manufacture.  A  Handbook  on  the  Pro- 
duction, Purification,  and  Testing  of  Illuminat- 
ing Gas,  and  Assay  of  By  Products  of  Gas 
Manufacture.  Imported  by  J.  B.  Lippincott 
Co.,  Philadelphia.    1896.   Cloth,  $3.50. 

Carter,  E.  Tremlett.  Motive  Power  and  Gear- 
ing for  Electrical  Machinery.  A  Treatise  on 
the  Theory  and  Practice  of  the  Mechanical 
Equipment  of  Power  Stations  for  Electrical  Sup- 
ply and  for  Electric  Traction.  D.  Van  Nostrand 
Company.    1897.   Cloth,  $5. 

Dods worth,  Walter.  The  Commercial  Year- 
Book.  A  Statistical  Annual  Relating  to  the 
Commerce,  Industries,  Agriculture,  Banking, 
Currencies.  Investments,  Railroads,  Shipping, 
Insurance,  Population,  etc.,  of  the  United  States 
and  Foteign  Countries.  The  Journal  of  Com- 
merce  and  Commercial  Bulletin,  1897.  Cloth, 
$1.50. 

Don  kin,  Bryan,  Jr.  Gas,  Oil,  and  Air  En- 
gines. Practical  Text-Book  on  Internal  Com- 
bustion. Motors  without  Boilers.  Second  edi- 
tion, revised  and  enlarged.  J.  B.  Lippincott 
Co.,  Philadelphia.    1897.    Cloth,  $7.50. 

I^vassenr,  E.  The  Concentration  of  Indus- 
try and  Machinery  in  the  United  States.  Ameri- 
can Academy  of  Political  and  Social  Science, 
Philadelphia.    1897.    Paper,  25  cts. 

Rideal,  S.  Water  and  its  Purification.  A 
Hand- Book  for  the  Use  of  Local  Authorities, 
Sanitary  Officers,  and  Others  Interested  in  Wa- 
ter-Supply. Imported  by  J.  B.  Lippincott  Co., 
Philadelphia.    1897.    Cloth,  $2.50. 

Mackenzie,  T.  Practical  Mechanics  Applied 
to  the  Requirements  of  the  Sailor.  J.  B.  Lip- 
pincott Co.    1897.    Cloth,  |i.5a 

Anderson,  W.  J.  The  Architecture  of  the 
Renaissance  in  Italy.  A  General  View  for  the 
Use  of  Students  and  Others.  Imported  by  C. 
Scribner's  Sons.    1897.   Cloth,  $5. 

O'Donahue,  T.  A.  Colliery  Surveying  :  A 
Primer  Designed  for  The  Use  of  Students  and 
Colliery  Manager  Aspirants.  The  Macmillan 
Co.,  New  York.  1897. 

Phillips,  Jos.  Wood  Carving,  Being  a  Care- 
fully Graduated  Educational  Course  for  Schools 
and  Adult  Classes.  Imported  by  C.  Scribner's 
Sons,  New  York.    1897.    Cloth,  $1. 

Wilson,  H.  M.  Manual  of  Irrigation  Engi- 
neering. Second  edition,  revised  and  enlarged. 
J.  Wiley  &  Sons,  New  York.    1897.  Cloth.  $4. 

Woollcombe,  W.  Practical  Work  in  Physics  for 
Use  in  Schools  and  Colleges.  .Part  3, — Light 
and  Sound.  The  Macmillan  Co.,  New  York. 
1897.    Cloth,  90c. 

Ames,  Jos.  S.  Theory  of  Physics.  Harper, 
New  York.  1897.    Cloth,  $1.60. 

Anthony,  W.  A.,  and  Brackett,  Cyrus  F. 
Elementary  Text-Book  of  Physics.  New  edition 
revised  by  W.  F.  Magie.  J.  Wiley  &  Sons, 
New  York.  1897. 
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NEW  CATALOGUES  AND  TRADE  PUBLICATIONS. 

Thtse  catalogues  may  be  had  free  of  charge  on  application  to  the  firms  issuing  them. 
Please  mention  The  Engineering  Magazine  when  you  write. 


Montgomery  &  Co.,  New  York. = (a)  An  im- 
portant and  voluminous  tool  catalogue  for  1897. 
Royal  octavo  of  710  pages,  bound  in  stiff  buck- 
nun  covers.  An  illustrated  price-list  of  sup- 
plies, tools,  and  machinery  for  all  mechanical 
trades,  (b)  Discount  sheet  to  accompany  this 
catalogue.  The  lines  listed  are  very  extensive 
and  comprehensive. 

The Ingersoll-Sergeant  Drill  Co.,  New  York. 
=  Pamphlet  entitled  "Water  Pumped  by  Com- 
pressed Air,"  illustrating  and  describing  the 
Pohle  air-lift  pump  system,    explaining  the 

{ninciples  upon  which  it  does  its  work,  setting 
orth  the  conditions  for  obtaining  highest  effi- 
ciency, and  showing  the  superior  advantages  and 
economy  of  this  system  for  pumping  water 
in  many  situations  and  under  various  con- 
ditions. It  also  describes  and  illustrates  air 
compressors  found  best  adapted  to  this  kind  of 
service  and  explains  different  methods  of  piping 
artesian  wells,  and  a  method  of  regulating  flow. 
In  addition  there  is  an  enumeration  of  various 
places  and  water  works  where  the  system  is 
used,  and  where  it  is  giving  great  satisfaction, 
as  indicated  by  numerous  testimonials. 

The  J.  M.  Carpenter  Tap  and  Die  Co.,  Paw- 
tucket,  R.  I.,  U.  S.  A.=Catalogue  No.  11  B., 
illustrating  and  describing  a  list  of  goods  manu- 
factured for  bicycle  work. 

Ramapo  Iron  Works.  Hillburn,  Rockland  Co., 
N.  Y.,  U.  S.  A. = Illustrated  catalogue  of 
switches  and  frogs  for  railways. 

Link  Belt  Machinery  Co.,  Chicago,  U.  S.  A., 
New  Orleans,  La.,  U.  S.  A.=Illustrated  and 
beautifully-printed  pamphlet  entitled  "  Modern 
Methods,  as  Applied  to  the  Coaling  of  Locomo- 
tives, the  Handling  of  Freight  in  Warehouses 
and  Wharves,  and  the  Storage  of  Coal."  The 
modern  methods  here  spoken  of  are  those  intro- 
duced by  this  company. 

National  Lead  Co.,  New  York. = Pamphlet, 
"  Why  and  How  to  Use  Red  Lead,"  to  secure 
simplicity,  certainty,  and  permanence.  A  refu- 
tation of  attacks  upon  the  use  of  red  lead,  by 
parties  interested  in  the  manufacture  of  other 
paints. 

Royal  Electric  Company,  Peoria,  III.,  U.  S. 
A. =3 Pamphlet.  "  Facts  Worth  Considering  and 
of  Interest  to  You."  A  collection  of  letters  from 
users  of  the  "  Royal  "Alternator,  testifying  to  its 
simplicity,  efficiency,  and  durability. 

The  Q.  &  C.  Company,  Chicago,  U.  S.  A.= 

(a)  Illustrated  and  beautifully-printed  pamphlet, 
describing  the  "  McKee  Brake  Slack  Adjuster." 

(b)  Leaflet,  illustrating  and  describing  the 
"  Williams"  portable  stay-bolt  drilling  machine. 

Joseph  Dixon  Crucible  Co.,  Jersey  City,  N.  J., 
=  Pamphlet  describing  a  long  line  of  Dixon's 
graphite  productions  manufactured  only  by  this 
company. 

Diets,  Schumacher  &  Boye,  Cincinnati,  Ohio. 


=Catalogue  of  the  line  of  machine  tools  manu- 
factured by  this  firm. 

S.  Morgan  Smith  Co.,  York,  Pa.,  U.  S.  A.= 
Descriptive,  illustrated  catalogue  of  the  McCor- 
mick  Turbine,  manufactured  by  this  company, 
with  appended  tables  of  data. 

Thomas Carlin'a Sons,  Allegheny,  Pa.,  U.  S.  A. 
=  Eighth  Illustrated  Catalogue  of  engines, 
boilers,  brick  plant  and  hoisting  machinery, 
city  and  park  sewer  castings,  etc.;  229  pages 
octavo,  cloth  binding. 

Johnson  &  Phillips,  Victoria  Works,  Old 
Charlton,  Kent,  and  Union  Court,  Old  Broad 
Street,  London,  E.  C.= Sheet  No.  3,  containing 
eighteen  engravings  of  cable-making  and  wire- 
covering  machinery,  with  accompanying  de- 
scriptions of  each  on  separate  sheets  fastened 
together. 

Lehigh  Valley  Railroad,  Philadelphia,  Pa.= 
First  number  of  a  new  illustrated  quarterly 
issued  by  this  company  under  the  name,  "  Black 
Diamond  Express?  and  devoted  to  the  business 
and  business  interests  of  the  road.  It  is  a 
handsomely-printed  and  an  interesting  publica- 
tion. 

Davis  &  Egan,  Cincinnati,  Ohio,  U.  S.  A. 
New  York.  Chicago,  St.  Louis.  Boston. 
Philadelphia.  =  Elegantly-printed  and  illustrated 
quarto  catalogue  of  a  long  line  of  machine  tools 
manufactured  by  this  company,  successors  to 
the  Lodge  &  Davis  Tool  Co. 

Black  mer  &  Post  Pipe  Co.,  St.  Louis,  Mo., 
U.  S.  A.  =  Illustrated  pamphlet  entitled  "  Some- 
thing about  Culvert  Pipe,  which  describes  the 
vitrified  pipes  made  by  this  company,  beginning 
with  the  material  and  its  preparation,  and  sets 
forth  at  length,  for  the  information  of  railroad 
men  and  engineers  in  general,  the  uses  of 
this  pipe  and  the  relation  it  bears  to  railroad 
construction,  special  mention  being  made  of 
"Double  Strength"  pipe  extensevely  used  by 
railway  and  construction  companies. 

Jeffrey  Manufacturing  Co.,  Columbus,  Ohio, 
U.  S.  A.  (Branches  at  New  York  and  Denver).  = 
Elegantly-printed  and  Illustrated  descriptive 
catalogue  of  chain  belting,  steel  cable,  elevating 
and  conveying  machinery,  elevators,  and  convey- 
ors, carriers,  labor-saving  appliances,  power- 
transmission  machinery,  mill,  factory  and  mine 
supplies,  coal-washing  and  mining  machinery. 

The  Electric  Storage  Battery  Company,  Phil- 
adelphia, Pa.,  U.  S.  A.=Caulogue  A,  10th 
edition.  Illustratesand  describes  a  line  of  "  chlo- 
rid  "  accumulators,  and  enumerates  the  various 
uses  to  which  these  accumulators  can  be  eco- 
nomically and  advantageously  applied.  Also 
includes  a  scries  of  specifications  of  accumu- 
lators of  different  sizes,  with  prices. 

American  Impulse  Wheel  Company,  of  New 
York.— Illustrated  pamphlet,  (stiff  covers)  de- 
scribing the  "  Perfect  American  Hurdy  Gurdj 
and  considering  its  principles  of 
'  theUghtof  t 


Digitized  by  Google 


49*       NEW  CATALOGUES  AND  TRADE  PUBLICATIONS. 


The  conditions  of  maximum  efficiency  are  con- 
sidered, and  the  symbols  and  equations  for  the 
computation  of  values  in  the  estimation  and  sur- 
vey of  water  power  are  presented  both  in  the 
foot-pound  system,  and  in  the  metric  system, 
with  an  explanation  of  their  use.  A  table  of 
pressure-equivalents,  horse-power,  quantity  of 
water,  and  number  of  revolutions  under  heads 
of  from  nine  to  two  thousand  feet,  computed  and 
arranged  by  F.  M.  F.  Cazin,  (inventor  of  the 
•'  Cazin  Standard- Wheels  "  manufactured  by 
this  company),  is  embodied  in  the  pamphlet,  and 
a  table  of  equivalents  of  units  of  energy  and 
work  is  appended. 

C.  M.  Giddings,  M.  E.,  Rock  ford,  111.,  U.  S. 
A.— (a)  Circular  illustrating  and  describing  Gid- 
dings "  Universal "  valve- movement  model  (four 
models  in  one)  to  illustrate  Corliss  valve  gear, 
single  or  double  D-valves,  siding  cut-off  valves, 
double-ported  slide,  and  piston  valves.  (Jb)  Cir- 
cular (with  blue-print  samples)  of  sets  of  working 
drawings  of  steam  engines  supplied  by  Mr.  Gid- 
dings, (ten  different  sizes).  (/)  Circular  illustrating 
and  describing  the  Giddings'  "Commercial" 
automatic  governor. 

Cincinnati  Screw  and  Tap  Co.,  Cincinnati* 
Ohio,  U.  S.  A.=(a)  Leaflet, — description  of 
Howe's  special  tool  steel,  and  price-list  of  "  Deci- 
mal "  polished-steel  drill-rods,  (b)  Leaflet,— 
price-list  of  taps,  dies,  screws,  nuts,  etc. 

Buhl  Stamping  Co.,  Detroit,  Mich.,  U.  S.  A. 
=(<*)  Pamphlet  illustrating  and  describing  a 
line  of  lanterns  manufactured  by  this  company. 
(b)  Circular  illustrating  and  describing  cans  for 
milk,  etc..  comprising  description  of  the  "  Buhl 
Rustless"  can,  etc. 

Globe  Chuck  Co.,  Washington,  D.  C.  U.S. 
A  =  Illustrated  catalogue  and  price-list  of  Globe 
Chucks. 

James  L.  Robertson  &  Sons,  successors  to 
Hine  &  Robertson  Co.,  New  York = Illustrated 
pamphlet  describing  steam  indicators,  gage-test- 
ing apparatus,  etc. 

R.  M.  Clough.  New  Haven,  Conn.,  U.  S.  A. 
^Catalogue  and  price-lists  of  gear  and  milling 
cutters  and  small  tools. 

Norton  Emery  Wheel  Co.,  Worcester,  Mass., 
U.  S.  A.=(a)  Pamphlet  illustrating  and  describ- 
ing the  Bath  indicator  for  testing  the  truth  and 
alignment  of  machine  parts,  (b)  Illustrated  ca- 
talogue of  emery  goods  and  grinding  machinery. 

American  Steam  Gage  Co.,  Boston,  New 
York,  and  Chicago=Illustrated  descriptive  cata- 
logue of  gages,  etc. 

Philadelphia  Engineering  Works,  Limited, 
Philadelphia,  Pa. = Illustrated  pamphlet  describ- 
ing the  Philadelphia  water-tube  safety  boiler, 
with  dimension  tables  and  other  data  ;  and  call- 
ing attention  to  condensers,  air-pumps,  feed- 
water  heaters,  steel-plate  chimneys,  and  gas  and 
air  compressors  manufactured  by  the  same  estab- 
lishment. 

Clayton  &  Lambert  Mfg.  Co.,  Ypsilanti, 
Mich.,  U.  S.  A.  =  Pamphlet  entitled  "Gasoline 
Fires  and  Hose  Fittings."  Illustrates  and  de- 
scribes not  only  gasoline  fires,  but  also  a  number 
of  devices  pertaining  to  the  rubber-hose  trade. 


Taylor,  Wilson  &  Co.,  Limited,  Allegheny, 
Pa.,  U.  S.  A.  =  "Hand  Book  of  Gearing." 
Formulae  and  tables  relating  to  transmission  of 
power  by  gearing  and  belting,  accompanied  by  a 
catalogue  of  the  manufactures  of  this  company, 
inclusive  of  pipe-mill  machinery,  foundry  equip- 
ment, water- works  and  gasoline  connections,  gas 
producers,  etc.,  etc. 

The  Quaker  City  Electric  Company,  Phila- 
delphia, Pa.,  U.  S.  A.  =  Descriptive  and  illus-  — 
trated  catalogue  of  dynamo-electric  machinery 
for  light  and  power. 

Blackner  &  Post  Pipe  Co.,  St.  Louis,  Mo., 
U.  S.  A.  =  Pamphlet  entitled  "Vitrified  Pipe  vs. 
Brick  Sewers."  Illustrates  and  describes  vitri- 
fied standard  culvert  and  sewer  pipe  thirty 
inches  in  diameter,  and  sets  forth  its  superiority 
to  brick  sewers. 

The  Pennock  Electric  Co.,  New  York— Pam- 
phlet treating  of  the  inventions  and  improve- 
ment in  the  field  of  electricity  attributed  to 
Mr.  Geo.  B.  Pennock,  the  president  and 
general  manager  of  the  company. 

Betts  Machine  Company,  Wilmington,  Dela- 
ware, U.  S.  A.  =  Pamphlet  illustrating  and  de- 
scribing extension  boring  and  turning  mills 
manufactured  by  this  company. 

Reynolds  &  Co.,  New  Haven,  Conn.,  U.S.A. 
=(<*)  Catalogue  illustrating  and  describing 
molding  machines  for  metal  castings,  (b)  Price 
list  of  set,  cap,  and  machine  screws,  machine 
bolts,  and  coach  screws. 

Hobson  &  Company,  Tatany,  Pa.,  U.S.A. = 
Illustrated  catalogue  of  tip-carts,  two-wheel 
timber  trucks,  express  and  contractor's  wagons, 
etc. 

Edwin  Harrington.  Son  &  Co..  Philadelphia, 
New  York.=  (a)  Pamphlet  entitled  "  Pointer 
No.  a,  1896."  Illustrates  and  describes  a  line  of 
elevators  and  dumb  waiters,  {b)  Pamphlet  illus- 
trating and  describing  hoists,  tramways,  and 
traveling  cranes. 

Nagle  Engine  &  Boiler  Works,  Erie,  Pa.,  U. 
S.A.-=Catalogue  of  portable,  stationary,  agri- 
cultural, and  vertical  steam  engines  and  boilers, 
gasoline  engines  and  the  "  Ennes"  tubular  well 
machine. 

Tower  St  Lyon,  New  York.  =  No.  10  illus- 
trated catalogue  of  hardware  specialties,  fine 
tools,  and  police  equipments :  including  also 
goods  of  the  Union  Hardware  Co.,  such  as 
skates,  dog-collars,  gun  implements,  wood  goods, 
tackle  blocks,  etc.:  Also  goods  of  the  Inter- 
national Glue  Co.  — "  Martin's"  liquid  fish  glue, 
belting  cement,  "  Mystic"  glue,  etc. 

Milne  Manufactunng Co,,  Monmouth,  Illinois, 
U.  S.  A.=(<r)  Annual  catalogue  illustrating  and 
describing  "  Hawkeye"  grub  and  stump  ma- 
chine, the  "Iron  Giant"  grub  and  stump  machine 
and  "  I.  X.  L."  grubber.  Milne's  patent  wire- 
rope  cutter,  and  Milne's  rope  book,  (b)  Leaflet 
illustrating  and  describing  the  "Victoria  "tilting 
clothes  reel. 
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—   New  Appliances. 


The  matter  published  in  this  depart  nent  is  not  paid  for,  nor  can  it  be  classed  as  advertising. 

But  at  the  informition  is  necessarily  obtained  from  those  who  offer  the  appliances  _,L 
for  sale,  it  is  proper  to  say  that  the  manufacturers,  rather  than  ourselves, 
are  responsible  for  the  statements  made. 


The  "Stow"  Flexible  Shaft  and  "Iron 
Clad  "  Electric  Motor. 

This  combination  of  the  "Stow"  flexible 
shaft  with  the  new  "  Iron  Clad"  electric  motor, 
designed  and  manufactured  by  the  Stow  Manu- 
facturing Company,  Bingham  ton,  N.  V.,  as 
adapted  to  drilling,  tapping,  seaming,  etc.,  is 
well  illustrated  in  the  accompanying  engraving, 
which  tells  its  own  story  so  far  as  the  application 
is  concerned.  The  motor,  however,  requires 
more  detailed  mention.  The  combination  of  an 
electric  motor  with  a  flexible  shaft  for  the  per- 


the  end  plates  supporting  the  bearings.  One  of 
these  is  extended  into  a  short  cylinder  forming  a 
case  for  the  commutator  and  brush  holder.  The 
field  coils  are  protected  by  metallic  cases  and  can 
be  easily  removed.  The  motors  below  2  H.  P. 
are  bipolar  and  those  of  2  H.  P.  and  over  have 
four  poles.  The  best  of  material  is  used  in  con- 
struction.  Self-oiling  bearings  ;  mica  insulation  ; 
rheostats  protected  by  iron  case  ;  gears  covered 
and,  by  simply  changing  the  end  plates,  to  bring 
the  oil  chambers  below  the  bearings,  this  motor 
can  be  run  in  almost  any  position.    Motors  of 


formance  of  this  class  of  work,  has  been  in  use 
for  some  years,  and,  in  the  main,  has  given  good 
satisfaction.  There  yet  remained,  however, 
some  improvements  needed  to  bring  this  com- 
bination to  practical  perfection  as  voiced  in  the 
demand  which  has  sprung  up  for  a  dust-  and 
water-proof  motor  which  this  new  "  Iron  clad  " 
motor  has  been  designed  to  meet.  The  frame  of 
this  motor  is  in  the  form  of  a  hollow  cube  with 
inwardly-projecting  poles.  In  each  end  of  the 
frame  is  a  circular  aperture,  over  which  is  bolted 


this  type  can  be  furnished  for  direct  connection 
when  desired,  also  for  electric  street-railway 
track  drilling.  The  portable  motors,  as  shown, 
are  fitted  with  truck  wheels,  leg,  eye  bolt,  side 
brackets,  reel,  twenty  yards  of  insulated  wire, 
and  one  set  of  reduction  gears.  By  use  of  speed 
regulator  and  gears,  almost  any  practical  speed 
can  be  obtained.  Either  the  company  or  their 
European  Agents,  Messrs.  Selig,  Sonnenthal  & 
Co.,  85  Queen  Victoria  St.,  London,  E.  C,  may 
be  addressed  for  prices  or  for  further  information. 
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A  New  Pipe-Threading  Machine. 

This  machine  was  designed  to  respond  to 
frequent  calls  for  a  machine  threading  from  % 
to  2  inch  pipe,  and  its  designers,  The  Arm- 
strong Manufacturing  Company,  139  Center 
street,  New  York,  claim  to  have  turned  out  a 
superior  tool  for  this  purpose. 

The  machine  uses  the  well-known  regular 
Armstrong  adjustable  dies  which  are  put  in  the 
machine  and  adjusted  in  the  same  manner  as  in 
the  hand  stock,  and  which  can  be  opened  for 
removing  the  pipe  after  cutting  a  thread  and 
then  locked  back  to  the  standard  size  without 
resetting.  The  dies,  in  this  machine  can  be  ad- 
justed, however,  to  the  variations  of  the  fittings, 


The  machine  may  be  adjusted  to  a  post  on  the 
side  of  a  building,  or  on  a  bench,  which  is  a  new 
and  special  feature  of  this  tool. 

The  machine  has  two  speeds,  a  change  from 
one  to  the  other  being  effected  by  merely  remov- 
ing the  crank  from  one  spindle  to  the  other. 
This  enables  the  operator  to  cut  from  to  1" 
pipe  inclusive  with  great  rapidity,  and  then  by 
changing  to  the  other  speed,  he  can  cut  from 
\%"  to  a"  inclusive. 

The  machine  can  be  furnished  with  dies  for 
threading  pipe  from  \tf  to  a",  either  right  or 
left,  or  with  bolt  dies  for  threading  from  %'  to 
rod,  ioclusive.  also  with  dies  for  thread- 
ing brass  tubing. 


NO 


ARMSTRONG  PI I'E-  1H READING  MACHINE. 


the  same  as  in  the  hand  stock.  All  the  gears 
and  moving  parts  run  in  oil  enclosed  in  a  cham- 
ber covering  and  protecting  them  from  chips  and 
dust.  The  machine  is  thus  self-oiling  in  all  its 
parts,  oil  being  put  in  through  two  holes  pro- 
vided with  screw  plugs. 

It  is  impossible  for  the  die-head  to  get  loose, 
a  common  occurrence  with  some  makes  of  pipe- 
threading  machines.  An  inner  journal  increases 
the  wearing  surface  of  the  bearings  of  the  die- 
carrying  head.  A  very  powerful  self-centering 
vise,  exerting  its  power  from  the  center  of  the 
jaws  and  not  on  the  side,  holds  the  pipe  while 
being  threaded. 


This  new  pipe-threading  machine  attracted 
much  attention  at  the  Gas  Exposition  recently 
held  in  Madison  Square  Garden,  N.  Y.  City. 
The  Armstrong  Manufacturing  Company  may 
also  be  addressed  at  its  factory  in  Bridgeport, 
Conn. 


The  Jeffrey  Coal-Washer  at  Columbus, 

Ohio. 

The  now  completed  Jeffrey  coal-washer,  at 
Columbus,  Ohio,  will  be  of  much  interest  to  all 
coal  operators  who  are  at  all  interested  in  the 
washing  of  their  smaller  coal  with  a  view  of  not 
only  getting  rid  of  the  impurities,  but  also  of 
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putting  it  in  a  better  marketable  condition.  The 
Robinson- Ramsay  system  under  which  the  Jef- 
frey Company  is  working  has  been  previously 
and  fully  described  in  our  columns.  The  object 
of  erecting  the  particular  washer  under  present 
consideration  was  to  wash  such  coal  as  may  be 
sent  to  the  company  from  time  to  time  with  a 
view  of  ascertaining  the  result.  Up  to  the  present 
time  quite  a  number  of  coal  operators  have 
taken  advantage  of  this,  the  only  plant  of  its 
kind  erected  solely  for  testing  purposes.  The 
plant  consists  of  a  200-ton  washer  and  is  such  as 
would  be  supplied  to  any  coal  operator.  If  any 
coal  operators  are  contemplating  the  use  of  such 
machinery  they  can  arrange  with  the  Jeffrey 
Company  at  Columbus  to  wash  one  or  more  car- 
loads, and  by  examination  of  the  results  they  can 
positively  determine  for  themselves  whether  or 
not  the  claims  made  by  the  company  for  the  per- 
formance of  this  washer  exceed  in  any  wise  the 
actual  facts.  The  Jeffrey  Company  have  had 
prepared  considerable  literature  relating  to  this 
coal-washer,  its  operation  and  the  results  at- 
tained with  it,  consisting  of  special  catalogues 
and  other  printed  matter  which  they  will  supply 
on  request  to  those  seeking  further  information. 


Regrinding  Check-Valves. 

The  engravings  accompanying  this  article 
illustrate  a  regrinding  check  valve  manufactured 
by  the  Lunkenbeimer  Company,  of  Cincinnati, 
Ohio.  The  company  has,  also,  branch  offices  at 
108  Havemeyer  Building.  New  York,  and  35 
Great  Dover  street,  London.  Unlike  many 
valves  on  the  market,  this  valve  contains  suffi- 
cient metal,  well  distributed,  and  its  design  is 
such  that  the  opening  of  the  disc  creates  a 
passage  through  the  body  fully  equal  in  ca- 
pacity to  that  of  the  connecting  pipes. 


Regrinding  is  performed  by  first  removing  the 
plug,  shown  in  the  sectional  view,  and  unscrew- 
ing the  cap  of  the  valve ;  a  tool  then  inserted 
through  hole  from  which  the  plug  has  been 
taken  engages  the  nick  in  the  stud  of  the  re- 
movable disk,  by  which  means  it  can  be  routed 
on  the  seat  and  ground  to  a  dead  fit  with  pow- 
dered sand  and  soap  in  the  usual  way.  The  life 
of  the  valve  is  thus  prolonged  indefinitely.  The 
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regular  pattern  of  this  check  valve  is  designed 
for  a  working  pressure  of  175  pounds  per  square 
inch  ;  but  the  company  also  makes  a  line  of  extra- 
heavy  valves  to  withstand  pressures  as  great  as 
350  pounds  per  square  inch.  All  its  valves  are 
carefully  tested  and  are  fully  warranted  in  every 
respect. 

Improved  Band-Resaw. 

The  machine  illustrated  herewith  is  a  very 
strong,  substantial  band-saw  designed  for  both 
heavy  and  light  work.  It  is  one  of  an  extensive 
line  of  excellent  wood-working  machines  manu- 
factured by  the  Egan  Company,  212  to  232  West 
Front  street.  Cincinnati,  Ohio.     To  adapt  it  to 


the  wide  range  of  work  (it  resaws36  inches  wide, 
20  inches  thick,  or  to  the  center  of  16  inches),  it 
has  a  new  arrangement  of  feed  rolls,  extra  heavy 
shafts,  new  straining  device,  and  an  improved 
arrangement  of  guides.  The  wheels  are  60  inch, 
the  blade  6  inch,  and  the  lower  wheel  is  solid. 
The  main  features  of  the  design  are  so  well 
shown  in  the  cut  as  to  render  a  detailed  descrip- 
tion unnecessary.  The  saw  will  not  only  perform 
the  work  above  set  forth,  but  will  cut  a  thin 
board  from  the  side  of  a  is  inch  timber.  The 
feed-rolls  open  to  take  in  8  inches  on  one  side  of 
the  saw  and  12  inches  on  the  other  side.  The 
mandrels  are  of  extra  large  site  and  of  the  best 
material.  There  are  four  heavily-geared  feed 
rolls  and  two  idlers  all  running  in  adjustable 
boxes  controlled  by  two  right-  and  left-band 
screws  operated  by  a  single  band-wheel.  The 
new  straining  device  controlling  the  upper  wheel 
and  the  path  of  the  saw  blade  on  the  face  of  each 
wheel,  is  very  sensitive  and  has  a  side  adjust- 
ment as  well  as  a  forward  and  backward 
adjustment.  This  straining  device  is  arranged 
with  sectional  weights  and  a  compound  lever  so 
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what  the  vibrations  arc 
the  strain  will  take  up  the  slack  in  the  saw  blade. 
This  is  regarded  as  adding  greatly  to  the  smooth- 
ness and  perfection  of  running, which,  of  course, 
Insures  a  longer  life  to  the  saw  blade.  Tight 
and  loose  pulleys,  36  inches  diameter  and  8^ 
inch  faces,  running  at  a  normal  speed  of  560 
revolutions  per  minute,  are  used  to  drive  this 


Coaling  Warships  at  Seiu 

The  modern  warship  is  utterly  unlike  that 
with  which  even  the  Immediately  preceeding 
generation  was  familiar.  In  no  department  of 
engineering,  with  the  single  exception  of  electri- 
city, has  the  march  of  improvement  been  so 
rapid  or  the  innovations  so  great.  One  of  the 
latest  of  these  innovations  is  the  "  Temperley 
Transporter  "  for  coaling  vessels  at  sea.  From 
an  Illustrated  description  of  this  device  presented 
in  Scientific  American,  April  34,  a  good  idea 
can  be  gained  of  the  expedition  and  convenience 
with  which  a  warship  can  be  coaled  anywhere  by 
this  apparatus,  from  a  barge  alongside  the  ship, 
and  without  approach  to  a  coaling  dock,  thus 
removing  one  of  the  previously  existing  limita- 
tions of  the  modern  warship. 

The  article  has  for  one  of  its  illustrations  a 
picture  of  the  application  of  this  apparatus  to  the 
coaling  of  the  U.  S.  battleship  Massachusetts 
from  a  barge  towed  abeam  of  the  ship.  The 
barge  containing  the  coal  to  be  got  aboard  is 
brought  alongside  and  attached  by  lines  to  the 
ship  at  the  proper  distance  from  the  side  of  the 
vessel  to  be  coaled.  The  apparatus  consists 
partly  of  an  iron  beam  sixty  feet  long,  attached 
to  the  crane  at  the  side  of  the  ship,  suitably 
guyed  fore  and  aft,  and  inclined  so  that  the 
outboard  end  pitches  downward  toward  the 
barge  supplying  the  coal.  This  inclination  is 
such  that  an  automatically  locking  and  unlocking 
carriage  running  on  the  beam  runs  outboard  by 


its  own  gravity  but  is  pulled  inward  by  a  hoisting 
rope  worked  by  a  steam  winch,  this  one  rope  not 
only  operating  the  carriage,  but  also  hoisting  the 
load  to  be  conveyed.  A  suitable  stop  adjusted  at 
the  proper  distance  causes  the  carriage  to  unlock 
and  allow  the  load  to  come  down  to  the  deck  at 
the  point  desired.  The  coal  is  hoisted  and  con- 
veyed  in  bags,  an  empty  bag  being  supplied  to 
the  carriage  at  each  outward  run  which  is  filled 
and  returned  while  the  contents  of  the  last  one 
are  being  stowed.  This  mode  of  getting  coal  on 
board  ii  both  rapid  and  cleanly.  The  system 
permits  the  supply  of  coal  to  ships  blockading 
a  port,  instead  of,  as  heretofore,  compelling  ves- 
sels of  a  squadron  to  proceed  successively  to 
coaling  stations  for  the  purpose,  while  the  others 
remain  on  guard.  The  Lidgerwood  Manufac- 
turing Company,  96  Liberty  street,  New  York, 
is  the  sole  manufacturer  of  the  Temperley  Trans- 
porter, which  in  its  various  applications  has 
proved  an  eminently  successful  invention  and 
has  come  into  extensive  use. 


The  American  Engine  Co.,  of  Bound  Brook, 
N.  J.,  have  just  begun  the  shipment  of  their  new 
direct-connected  generating  plants,  in  which  the 
American- Ball  engine  is  combined  with  their 
new  line  of  six  pole  generators.  They  are  now 
installing  a  75  K.-W.  Plant  at  No.  7  East 
Seventeenth  street.  New  York,  in  the  building  of 
Deitsch  Bros.,  and  a  35  K.-W.  plant  in  the 
building  of  the  Evening  Wisconsin  of  Mil- 
waukee. In  addition  to  this  they  have  orders 
from  the  Philadelphia  Enquirer  for  a  100  K.-W. 
plant  ;  the  Buffalo  Evening  News  a  35  K.-W. 
plant;  the  Phelps's  Pub.  Co.,  of  Springfield, 
Mass.,  two  35  K.-W.  plants;  the  New  York 
Tribune  a  75  K.-W.  plant ;  and  the  World's 
Dispensary  Medical  Assn.  of  Buffalo,  a  25  K.- 
W.  plant. 


CATALOGUES  AND  TRADE  PUBLICATIONS. 

Cent i nut d  /rom  f<>£f  4916. 


The  Hancock  Inspirator  Company,  Boston. 
Mass.  =  {a)  Illustrated  descriptive  catalogue  of 
the  "  Hancock  "  locomotive  inspirators  and  gen- 
eral jet  apparatus.  (6)  Circular  letter  relating  to 
said  catalogue.  (/)  Illustrated  pamphlet  more 
specially  describing  the  "  Hancock  "  locomotive 
inspirator.  (</)  Price  list  of  repair  parts  (pam- 
phlet form),  with  directions  for  connecting  and 
operating  "  Stationary"  pattern  inspirators,  (e) 
Leaflet  containing  business  announcement. 

Pittsburg  Pump  Company,  Pittsburg,  Pa.,  U. 
S.  A.  =  Illustrated  descriptive  catalogue  and 
price-list  of  a  line  of  iron,  force,  wood,  and 
chain- pumps,  and  pump  material. 


American  Wire  Goods  Company,  Lowell. 
Mass.  U.  S.  A.=(fl)  Catalogue  of  wire  coat-  and 
hat  hooks,  garment  hangers,  trousers  hangers, 
blind  fasts,  bright  wire  goods,  wire  specialties, 
and  special  wire  machinery.  (/*)  Price  list  of 
bright  iron-wire  goods  for  cotton  and  woolen 
mills,  and  loom-harness  makers.  (c)  Leaflet  illus- 
trating and  describing  the  "Yorick"  trousers 
hanger. 

The  Allen  Anti-Rust  Mfg.  Co.  Cincinnati,  O., 
U.  S.  A.=(a)  Folding  circular  setting  forth 
how  to  prolong  the  life  of  an  old  roof  at  small 
expense,  by  the  use  of  Allen's  anti-rust  amalgam. 
(/)  Price  list  of  Allen's  anti-rust  japan. 
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THE  UPBUILDING  OF  A  MARINE  CARRYING- 
TRADE. 

By  John  Codman. 

MR.  LEWIS  NIXON  contributes  to  The  Engineering  Maga- 
zine for  January  an  article  entitled,  "  Progress  and  Promise 
of  American  Ship-building."  I  have  no  comments  to  make 
on  that  part  of  it  which  applies  to  the  navy,  considering  that  his 
former  connection  with  that  service,  and  the  subsequent  knowledge 
he  has  gained  as  a  naval  ship-builder,  should  entitle  his  claim  to 
authority;  but,  as  an  old  merchant  ship-master  and  ship-owner,  I 
take  direct  issue  with  him  concerning  the  mercantile  marine.  He  in- 
troduces his  subject  by  dating  "the  era  of  the  modern  metal-built 
steamship  in  this  country  from  the  laying  of  the  keel  of  the  George 
W.  Clide — about  1869."  At  the  very  start  he  is  in  error.  The  first 
iron  steamship  built  in  the  United  States  was  the  Bangor,  constructed 
by  Harlan  &  Hollingsworth,  in  1844  ;  and  it  is  singular  that,  while 
the  twin  screw  is  generally  looked  upon  as  a  modern  invention,  the 
Bangor  was  successfully  fitted  therewith,  and  made  a  creditable  speed 
of  eleven  and  a  half  knots.  She  was  owned  by  the  Boston  &  Bangor 
line,  the  superintendent  of  which  has  kindly  sent  me  this  note  in 
answer  to  my  inquiries : 

The  Bangor  was  the  first  iron  steamship  ever  built  in  America.  She  was  built  at 
Wilmington,  Del.,  in  1844,  by  Betts,  Harlan  &  Hollingsworth,  and  was  a  twin-screw 
boat  of  two  hundred  and  fifty  tons,  old  measurement,  rigged  as  a  three-masted 
schooner.  She  was  constructed  expressly  to  run  between  Boston  and  Bangor.  Her 
history,  however,  covers  a  great  deal  more  than  that  circumscribed  course. 

On  her  way  north  from  Wilmington,  the  Bangor  called  at  New  York  to  land  pas- 
sengers, and  attracted  a  great  deal  of  attention  there,  as  she  also  did  in  Boston,  the 
beauty  of  her  hull  being  much  admired  by  nautical  experts.    She  had  berths  for  eighty 
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passengers,  and  an  under-deck  carrying-capacity  of  one  thousand  barrels.  Unfortu- 
nately, on  her  second  trip  the  Bangor  took  fire,  and  was  run  ashore  on  Long  island, 
Penobscot  bay,  where  she  was  burned, — all  except  the  iron  shell  of  her  hull.  The 
passengers  got  ashore  all  right,  with  just  what  they  stood  in;  but  cargo  and  everything 
else  went  up  in  smoke.  The  steamer  was  afterward  rebuilt  at  Bucksport,  sold  to  the 
government,  and  went  out  to  Mexico  during  the  war  between  that  country  and  the 
United  States,  her  name  having  been  changed  to  Scourge. 

Between  that  time  and  the  epoch  fixed  by  Mr.  Nixon  as  the  be- 
ginning, this  firm  also  built  nearly  one  hundred  iron  vessels,  many  of 
which  were  adapted  to  coastwise  navigation,  to  say  nothing  of  those 
built  by  other  firms.  Still,  although  iron  ship-building  had  long 
been  successful  in  Great  Britain,  Americans,  as  a  rule,  could  not  be 
made  to  believe  in  the  principle  until  about  thirteen  years  after  the 
launching  of  the  Bangor.  It  was  difficult  to  disabuse  them  of  the  idea 
that  Noah,  who  built  his  ark  of  wood,  was  not  more  worthy  of  imi- 
tation than  Harlan  &  Hollingsworth,  who  had  succeeded  in  "  float- 
ing a  tea-kettle."  The  Pacific  Mail  Steamship  Company  went  on  as 
before,  building  their  old-fashioned  wooden-side  side-wheelers.  When 
I  asked  Mr.  Johnson,  the  secretary  of  the  company,  why  they  did  so, 
he  replied  :  "  Well,  we  are  not  yet  satisfied  that  iron  is  better  than 
wood,  especially  in  the  Pacific  ocean,  where  there  is  a  certain  quality 
in  the  water  that  eats  it  up  with  rust."  Thus  the  new  industry  dallied 
along  with  no  appreciable  results  until  1857,  when  there  was  a  sudden 
revival  on  an  increasingly  large  scale.  Harrison  Loring  &  Co. ,  of  South 
Boston,  then  took  the  front  rank  among  the  American  iron-ship-build- 
ers. In  that  year  they  built  the  Sestos,  of  500  tons;  in  1858-9,  the 
Contest,  of  500  tons ;  in  1859-60,  the  South  Carolina  and  Massachu- 
setts, each  of  1,250  tons;  and  in  1860-61  the  Merrimac  and  Missis- 
sippi, each  of  2,000  tons, — all  sea-going  screw-steamers.  The  Pem- 
broke, 250  tons,  was  built  early  in  the  sixties  by  another  Boston  firm, 
and  sent  out  to  China  by  R.  B.  Forbes  to  be  employed  in  the  coasting 
trade  there.  But  even  these  successes  do  not  appear  to  have  been  suf- 
ficiently convincing.  As  late  as  1870,  when  the  United  States  con- 
gress at  length  discovered  that  the  national  carrying-trade  had  been 
dwindling  away  in  the  fifteen  years  then  just  past,  it  appointed 
the  first  investigating  committee  to  discover  the  cause,  if  possible. 
Mr.  John  Lynch,  of  Maine,  was  its  chairman.  That  intelligent 
wooden-head  submitted  a  report  to  the  effect  that  American 
"commerce,"  as  he  called  the  carrying-trade,  had  been  run  off  the 
ocean  because  its  wooden  ships  had  been  destroyed  in  the  United 
States  civil  war,  or  sold  to  parties  abroad,  and  England  had  replaced 
them  by  her  iron  ships.  To  surmount  this  difficulty,  he  asked  for  a 
large  bounty  for  the  purpose  of  building  more  wooden  ships  to  drive 
these  British  iron  ships  from  the  seas  in  their  turn.    Mr.  Lynch  was 
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not  alone  in  entertaining  the  idea  that  the  decadence  of  the  American 
carrying-trade  was  entirely  owing  to  that  war,  not  considering  that,  if 
these  wooden  vessels  had  been  of  any  real  value,  they  would  have 
been  immediately  replaced  by  their  owners  as  soon  as  they  had  col- 
lected their  insurance.  The  facts  of  the  case,  strange  as  it  may  seem, 
demonstrate  that,  so  far  as  the  tonnage  owned  at  the  beginning  of  the 
war  was  concerned,  riddance  of  it  was  a  positive  benefit.  It  was  a 
period  during  which  iron  had  effectually  proven  its  superiority  to 
wood,  and  the  older  American  vessels  were  either  sold  to  underwriters, 
or  to  shippers  of  other  nationalities,  in  whose  docks  they  finally  rotted. 
America  received  $15,000,000  for  the  Alabama  claims,  and  was  over- 
paid. After  the  war  came  to  an  end,  the  United  States  should  have 
replaced  its  useless  and  departed  wooden  hulks  with  iron  vessels,  buy- 
ing them  for  a  time  until  the  ship-builders  of  the  country  had  learned 
to  build  them,  as  they  would  readily  have  done,  just  as  the  builders  of 
non-prohibited  railroad  engines  had  already  succeeded  in  establishing 
their  home  market.  That  was  the  mistake  in  the  first  place,  at  the  in- 
stance of  protected  domestic  ship-builders,  and,  at  the  same  dictum, 
it  has  been  the  mistake  to  this  day.  Had  that  policy  been  adopted  in 
the  outset,  as  it  was  in  Germany,  the  United  States,  like  Germany, 
would  now  be  building  its  own  ships,  and  the  free-ship  advocates 
would  not  still  have  occasion  to  persevere  in  their  arguments. 

Nevertheless  the  war  was  a  setback  to  American  ship-building  and 
the  carrying-trade.  During  its  existence,  and  for  a  long  time  after- 
ward, the  country  was  burdened  by  a  necessarily  high  tariff  for  revenue, 
and  by  an  unnecessarily  high  tariff  for  protection,  both  so  operating 
together  that  domestic  iron-ship-building,  which  had  just  taken  so  fair  a 
start,  was  for  the  time  being  effectually  squelched.  When  peace  came, 
it  was  at  first  impossible  to  build  iron  ships  as  cheaply  as  they  had 
been  built  before  the  war.  There  was  left  one  of  three  things  to  do  : 
to  pay  a  bounty  to  ship-builders,  to  buy  ships,  or  to  be  without 
them.  As  to  the  first,  it  may  be  said  that  ship-builders  are  no 
more  entitled  to  bounties  at  the  public's  expense  than  are  other 
mechanics  whose  business  is  depressed.  Moreover,  it  has  been  abun- 
dantly proven  that  bounties  and  high  duties  are  sedatives  paralyzing 
the  energies  of  their  recipients,  whereas,  the  nearer  the  approach  to 
free  trade,  the  more  stimulus  is  given  to  emulation.  Each  congress 
since  the  time  of  Mr.  Lynch,  Republican  as  well  as  Democratic,  has 
shown  its  wisdom  in  refusing  to  confer  favors  of  this  kind,  although 
one  came  near  to  stultifying  itself  in  that  way,  and  was  prevented  from 
doing  so  only  by  the  efforts  of  Hon.  John  W.  Candler,  a  Republican 
ship-owner  from  Boston,  whose  knowledge  of  the  business  was  con- 
vincing to  his  fellow-members  from  the  interior. 
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Mr.  Nixon  says :  "  About  all  the  American  statesmen  attempted  for 
American  ship  building  during  this  fitful  epoch  was  the  introduction 
of  free-ship  bills  in  congress."  On  the  contrary,  all  that  these  sup- 
posed statesmen  attempted  to  do  in  all  these  years  was  to  pass  some 
kind  of  a  subsidy  or  bounty  bill  for  the  further  protection  of  American 
ship  builders.  Not  only  were  such  bills  reported,  but  they  were 
frequently  discussed  in  both  houses,  fortunately  without  success,  not- 
withstanding all  the  money  that  was  spent  upon  them.  Genuine  free- 
ship  bills  have  never  been  even  reported  in  either  house.  A  quasi  free- 
ship  bill  was  reported  by  Mr.  Fithian  in  the  last  Democratic  congress. 
Its  purpose  was  merely  to  admit  to  American  registry,  for  service  in 
the  foreign  carrying-trade  only,  such  vessels — and  there  are  many  of 
them — as  are  indirectly  owned  by  American  citizens.  Its  provisions 
were  worthless,  for  nothing  would  have  been  gained  by  the  change  of 
flag.  Still,  the  influence  of  a  noted  American  ship-builder  prevented 
even  discussion  of  this  measure.  Of  the  three  different  propositions  for 
restoring  the  national  carrying -trade,  the  country  was  not  foolish 
enough  to  adopt  the  first,  or  wise  enough  to  adopt  the  second,  but, 
not  being  able  to  agree  upon  either,  it  has  accepted  the  third  in  not  ad- 
ditionally protecting  ship-builders  by  giving  them  anything  beyond  the 
absolute  monopoly  they  have  always  had,  while,  in  refusing  to  further 
the  interest  of  ship  owners  by  permitting  them  to  own  ships  on  the 
same  terras  as  their  competitors,  the  United  States  Has  voluntarily 
thrown  an  immense  carrying-trade  into  the  hands  of  other  nations, 
stuffing  into  their  pockets  thousands  of  millions  of  dollars  that  might 
have  been  earned  by  its  own  people,  and  allowing  them  to  raise  sailors 
for  their  navies,  while  its  native  countrymen  were  obliged  to  seek 
employment  in  clam-digging  or  on  the  shoemaker's  bench.  Having 
disposed  of  Mr.  Nixon's  assertion  that  the  era  of  the  first  modern 
metal-built  steamship  built  in  this  country  dates  from  1869,  and  dis- 
cussed some  other  questions  following  this  proposition,  I  will  barely 
refer  to  his  worn- out  argument  that  England  established  and  maintains 
her  ship-building  by  subsidies.  That  is  simply  a  repetition  of  what 
Mr.  David  A.  Wells  has  concisely  characterized  as  "a  historic  lie." 
Not  two  per  cent,  of  her  merchant  fleet  have  ever  received  a  subsidy  or 
a  subvention,  and,  when  they  have  received  them,  the  government  al- 
ways got  its  quid  pro  quo.  These  subsidies  were  as  available  for  ships 
built  in  Mr.  Nixon's  or  Mr.  Cramp's  yard  as  for  those  built  in  the  ship- 
yards on  the  Clyde.  They  had  nothing  whatever  to  do  with  the 
furtherance  of  national  ship-building. 

We  now  come  to  the  closing  paragraphs  of  the  article  under  con- 
sideration. 

Causes  already  delineated  have  promoted  the  ship-building  industry  to  a  point 
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where,  quality  of  output  being  duly  considered,  it  can  compete  on  even  terms  with  any 
and  all  comers.  The  disparity  in  first  cost  between  American-  and  British  built  ships 
of  like  classes  has  been  so  nearly  eliminated  by  our  recent  phenomenal  progress  in  the 
art,  notwithstanding  our  higher  wages,  that  it  has  ceased  to  be  an  important  factor  in 
the  situation.  Merchant  and  steamship  companies  can  now,  all  things  considered,  pro- 
cure American  built  ships  as  economically  as  ships  of  English  build.  This,  of  course, 
refers  to  the  higher  classifications.  Hence  the  American  ship-builder  is  ready  to  do 
his  share  towards  resurrection  of  our  sea-going  merchant  marine  on  the  most  favorable 
footing.  But,  as  yet,  the  disparity  between  this  country  and  England  in  the  matter  of 
cost  of  operating  ships  of  like  classes  exists  in  full  force, — in  sufficient  force  to  be  prac- 
tically prohibitory,  l  or  this  reason,  and  for  this  alone,  the  facilities  of  the  American 
ship-builder  are  not  to  any  considerable  extent,  or  with  any  encouraging  continuity, 
called  into  requisition  by  the  American  ship-owner.  This  is  not  because  the  American 
ship-owner  does  not  desire  new  ships,  but  because,  under  existing  conditions  of  compe- 
tition with  rivals  receiving  substantial  aid  from  their  respective  countries,  he  could  not 
operate  them  profitably  if  he  had  them. 

Thus  the  reader  will  perceive  that,  no  matter  from  what  point  of  view  the  situation 
is  surveyed,  or  no  matter  at  what  admitted  point  of  fact  the  train  of  reasoning  may 
begin,  the  conclusion  arrived  at  is  always  the  same, — namely,  that  the  future  of  Ameri- 
can ship-building  in  any  large  sense  depends  upon  the  future  of  American  traffic  over 
sea  ;  and  that  the  future  of  over-sea  traffic  is  wholly  in  the  hands  of  our  national  state- 
craft and  diplomacy. 

The  "  causes  already  delineated  "  are  the  demands  of  the  navy  for 
ship-yards  which  would  not  otherwise  have  been  put  in  operation, — 
the  very  causes  to  which  he  erroneously  attributes  the  first  impetus  to 
British  iron-ship-building  for  the  merchant  marine.  Herein  is  another 
of  his  mistakes.  Long  before  an  admiralty  order  was  given  to  the 
British  iron  ship-builders  they  had  turned  out  for  their  own  country- 
men, and  for  all  people  excepting  Americans,  who  still  adhered  to  their 
wooden  ships  and  restrictive  navigation  laws,  iron  steamships  and  sail- 
ing ships  that  had  appropriated  the  carrying- trade  of  the  woild  while 
we  were  looking  on.  It  was  because  they  had  these  magnificent  plants 
already  that  the  government  availed  itself  of  them.  The  condition  of 
things  in  the  two  countries  is  precisely  reversed.  In  Great  Britain  the 
government  makes  use  of  what  were  from  the  beginning  merchant- 
ship-yards,  and  which  would  survive  and  flourish  without  the  aid  of 
the  State.  In  America,  it  seems,  merchant  ships  can  be  built  only  in 
government  shipyards,  and,  in  order  to  build  more  merchantmen,  the 
country  must  continue  to  build  ships  for  the  navy,  whether  they  are 
needed  or  not,  to  make  these  ship-yards  remunerative.  However  that 
may  be,  Mr.  Nixon  insists  that  American  ships  can  be  built  as  cheaply 
as  English  ships,  especially  "  those  of  higher  classifications."  In  the 
latter  assumption  he  is  more  nearly  correct  than  in  his  general  state- 
ments; but  he  is  not  correct  in  either.  It  was  not  long  ago  that  the 
steamship  China  was  built  for  the  Pacific  Mail  Steamship  Company. 
Her  net  tonnage  was  2,400  tons.  Mr.  Gould,  the  president  of  the 
company,  showed  me  the  specifications  that  were  laid  before  the  Ameri- 
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can  ship-building  firms.  The  lowest  bid  he  could  get  from  them  was 
$168,000  above  that  of  the  Scottish  firm  which  finally  contracted  for 
her.  She  is  surely  a  ship  of  the  higher  classification — far  superior  to 
any  other  on  the  line.  It  is  cheaper  to  own  her  under  the  British  flag 
without  a  subsidy  than  under  the  American  flag  with  one. 

Mr.  Chamberlain,  the  late  commissioner  of  navigation,  estimates 
the  average  difference  in  cost  between  British  and  American  steel  vessels 
at  25  per  cent. — in  favor  of  the  former.  Mr.  Dodsworth,  the  editor 
of  the  New  York  Journal  of  Commerce,  has  a  reputation  as  a  statistician 
equal  to  that  of  David  A.  Wells  or  Edward  Atkinson,  and  has  made  a 
special  study  of  this  question.  He  tells  me  that  Mr.  Chamberlain  has 
underestimated  the  average.  He  admits  that  for  passenger  ships  it 
may  be  even  less,  because  American  cabinet-makers  and  upholsterers 
are  greater  adepts  in  their  arts  than  are  British  mechanics  in  the  same 
line,  and  use  machinery  more  extensively  for  that  purpose.  On  the 
other  hand,  it  is  not  generally  realized  by  those  who  discuss  the  matter 
that  the  most  profitable  part  of  the  ocean  carrying  trade  is  prosecuted 
by  "tramps,"  roughly,  though  strongly,  built,  with  no  cabin  accom- 
modations beyond  those  required  by  the  captain  and  officers.  He 
estimates  the  cost  of  some  of  this  class  of  vessels  as  40  per  cent,  less 
than  that  for  which  American  ship-builders  are  willing  to  supply  them. 
Then  there  are  intermediate  classes  of  ships,  built  mostly  for  freight, 
but  with  limited  passenger  accommodations,  on  which  the  difference 
of  cost  should  be  calculated  accordingly.  I  am  inclined  to  give  credit 
to  such  testimony  as  this,  which  fully  corresponds  with  all  other  disin- 
terested statements  that  I  have  been  able  to  collect.  It  is  not  true 
that  "  the  American  ship-builder  is  ready  to  do  his  share  towards  the 
resurrection  of  our  sea-going  marine  on  the  most  profitable  footing." 
Were  it  so,  he  would  prove  by  actual  demonstration  that  Mr.  Chamber- 
lain and  Mr.  Dodsworth  are  incorrect  in  their  calculations.  Nor  is  it 
true  that  "  the  disparity  between  this  country  and  England  in  the 
matter  of  operating  ships  of  like  classes  exists  in  full  force — in  sufficient 
force  to  be  practically  prohibitory,"  and  that  "  for  this  reason,  and 
for  this  alone,  the  facilities  of  the  American  ship-builder  are  not  to  any 
considerable  extent,  or  with  any  encouraging  continuity,  called  into  re- 
quisition by  the  American  ship-owners."  To  say  nothing  of  hundreds 
of  "  tramps"  owned  and  commanded  by  Americans,  but  forced  by  the 
laws  of  their  country  to  sail  under  foreign  flags,  several  of  the  large 
cargo  and  passenger  ships  of  what  is  called  the  International  or 
American  line  are  likewise  thus  owned,  and  they  are  all  profitably 
sailed.  Otherwise  they  would  not  exist.  Bear  in  mind  that  such 
vessels  are  debarred  from  the  coasting  trade,  which  sometimes  might 
be  very  convenient  for  them.    Would  it  cost  any  more  to  sail  them  if 
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they  were  built  of  American  instead  of  British  iron,  and  if  they  had 
American  instead  of  British  ensigns  at  their  peaks?  If  the  cost  of 
building  were  the  same,  would  not  their  owners  have  them  built  in  the 
United  States,  in  view  of  the  great  advantage  they  would  derive  from 
liberty  to  participate  in  the  coasting  trade  ?  I  quite  agree  with  Mr. 
Nixon  that  "  the  future  of  over-sea  traffic  is  wholly  in  the  hands  of  our 
national  statecraft  and  diplomacy."  It  is  unfortunately  true,  as  it  is 
true  that  it  has  been  so  in  all  the  years  back  ;  and  it  is  still  more  un- 
fortunately true  that  American  national  statecraft  and  diplomacy  have 
been,  and  still  are,  controlled  by  the  selfish  policy  of  individual 
ship-builders. 

In  conclusion,  although  I  have  said  enough  already  to  indicate  my 
belief  that  free  ships  are  the  only  means  for  promoting  ship- owning 
and  ship-building,  I  have  never  advocated  their  admission  to  the  flag 
under  any  conditions  that  would  imperil  the  general  interests  of  the 
coasting  trade. 

From  the  beginning  of  the  discussion  when  I  appeared  before  the 
Lynch  committee  in  1870  (although  the  chairman  refused  to  incorpo- 
rate in  his  report  any  remarks  made  by  free-ship  advocates)  my 
proposition  has  been  simply  this:  "Full  American  registers,  for  all 
vessels  of  over  three  thousand  tons,  wherever  built." 

This  would  not  give  all  that  might  be  desired,  but,  while  it  would 
not  interfere  with  the  interests  of  domestic  ship-builders,  but,  on  the 
contrary,  would  bring  repairing  business  to  their  yards,  it  would  per- 
mit the  United  States  to  engage  in  the  great  trans-atlantic  traffic  on 
equal  terms  with  other  nations,  and,  by  gradually  leading  to  the  imi- 
tation and  reproduction  of  such  ships  at  home,  would  eventually  bring 
down  the  cost  of  all  ship-building,  so  that  the  great  object  of  equaliz- 
ing it  with  that  of  foreign  countries  would  be  accomplished. 

I  have  no  doubt  that,  if  congress  had  listened  to  this  suggestion 
twenty-seven  years  ago,  the  American  mercantile  marine  would  by  this 
time  have  nearly  equalled  in  tonnage  that  of  Great  Britain,  and  that 
the  United  States  would  have  saved  thousands  of  millions  of  dollars 
that  have  been  needlessly  paid  to  European  ship- owners  in  freight- 
money. 

"  It  is  never  too  late  to  mend."  Let  the  United  States  now  do 
what  it  should  have  done  long  ago. 
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HE  terrible  disaster  in  the  Rue  Jean-Goujon  at  Paris  is  of  a 


nature  to  set  us  all  thinking  as  to  the  dangers  that  we  run 


from  the  combination  of  fire  and  panic  in  crowded  buildings, 
and  the  best  means  of  rendering  such  disasters  impossible  in  the 
future.  It  is  true  that  in  a  certain  sense  the  fire  was  an  exceptional 
one  in  its  circumstances  and  in  regard  to  the  nature  of  the  building  in 
which  it  occurred.  The  construction  of  the  building  (if  it  can  be 
called  a  building)  was  such  as  to  render  it  almost  as  good  a  subject  for 
conflagration  as  if  it  had  been  specially  prepared  for  that  purpose  ;  and 
its  plan  and  arrangement,  and  the  nature  of  the  crowd  collected  in 
it,  afforded,  unhappily,  the  best,  or  worst,  possible  conditions  for  a 
panic.  In  these  respects  the  catastrophe  may  be  considered  to  have 
been  a  much  less  typical  one  than  the  ordinary  run  of  theater  and 
public-ball  conflagrations,  and  it  might  be  argued  that  for  that  reason 
it  is  less  instructive  as  a  warning,  or  as  an  event  from  which  to  deduce 
practical  conclusions  ;  which  would  be  true  in  a  sense.  But  in  another 
sense  the  exceptional  circumstances  of  the  fire  give  it  a  special  signi- 
ficance. It  forms  one  of  those  terrible  surprises  that  fire  is  always 
springing  upon  us  as  a  reminder  that  we  have  overlooked  a  forgotten 
something.  We  have  in  recent  days  spent  a  good  deal  of  trouble  in 
rendering  our  permanent  buildings  fire- resisting,  and  in  providing 
adequate  means  of  exit ;  and  we  are  prone  to  sit  down  and  reflect  that 
we  have  done  the  work  well,  and,  as  far  as  human  forethought  can 
provide,  have  exorcised  the  fire-demon.  Suddenly  he  starts  up  in  a 
new  form,  and  reads  us  the  tragic,  but  not  unneeded,  lesson  :  "  You 
have  forgotton  your  temporary  structures  !  " 

It  is  to  be  hoped,  certainly,  that  not  many  even  among  temporary 
structures  are  so  laid  out  for  fire  and  panic  to  do  their  worst  as  was 
the  ill-fated  bazaar  booth  at  Paris.  Yet  we  cannot  be  sure  even  of 
that.  When  temporary  structures  are  erected  for  public  enjoyment  or 
public  business,  as  long  as  all  goes  right  little  attention  is  paid  to  the 
construction  or  materials  employed  ;  people  have  plenty  else  to  think 
about.  Yet  there  may  have  been  scores  of  temporary  erections  set 
up,  and  crowded  for  a  day,  or  for  a  few  days,  which,  if  accidentally  set 
on  fire,  would  have  led  to  almost  as  dreadful  results  as  those  which  have 
horrified  us  at  Paris.    They  have  escaped,  and  nothing  more  has  been 


By  H.  Heathcote  Statham. 


504 


Digitized  by  Google 


LESSONS  FROM  THE  PARIS  FIRE. 


5°5 


thought  about  them  or  the  terrible  dangers  which  lurked  in  them.  At 
last  a  catastrophe  has  come,  and  people  are  as  astonished  and  horrified 
as  if  no  such  thing  were  to  be  expected. 

The  section  (Fig.  1) 
of  the  Paris  bazaar  will 
show,  however,  con- 
clusively enough,  that 
nothing  was  wanting  to 
prepare  for  a  conflagra- 
tion. The  building  was 
erected,  under  apparently 
no  superior  supervision, 
by  a  Paris  firm  of  con- 
tractors who  had  been 
largely  employed  in  the 
provision  of  temporary 
decorations  in  the  streets 
for  special  fetes,  and  who 
therefore  must  have  ac- 
quired a  habit  of  erecting 
flimsy  structures.  It  is 
stated  that  they  were 
anxious,  for  charitable 
reasons,  to  put  the  buil- 
ding up  as  cheaply  as  possible ;  or  (more  probably)  they  were  urged  to 
do  this  by  the  promoters  of  the  undertaking,  who  did  not  wish  to 
devote  more  money  than  necessary  to  a  portion  of  the  project  which 
would  produce  on  return.  Under  these  circumstances,  naturally, 
no  extra  expense  was  incurred  in  seeking  for  special  and  noninflam- 
mable  materials.  That  which  was  cheapest  and  most  readily 
procured  was  used.  The  roof  was  covered  with  tarred  paper ;  and 
beneath  the  glazed  skylights  a  cloth  velarium  was  loosely  draped,  with 
plenty  of  air-space  between  it  and  the  roof.  The  walls  were  formed 
of  wooden  posts  with  very  thin  boarding  (about  half- inch)  nailed  on 
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them.  It  would  be  hardly  possible  to  erect  anything  which  would 
more  readily  catch  and  spread  fire. 

The  plan  (Fig.  2)  shows  how  completely  the  building  was  arranged 
so  as  to  form  a  trap  in  case  of  any  panic  and  hurried  attempt  at  escape. 
The  following  are  the  references  to  the  letters  on  the  plan  : 

A — Gallery. 

B — Buffet. 

C — Lobbies  in  connection  with  main  entrances. 
D — Cinematographic  room. 


The  principal  doors,  at  C,  are  arranged  in  the  worst  possible  way 
for  a  hurried  exit,  two  turns  having  to  be  made  to  get  out  (the  object 
of  this  having  been  to  exclude  draughts).  The  dotted  lines  represent 
the  stalls  and  counters.  The  two  ends  of  the  enclosure  are  cul-de- 
sacs.  The  fire  began  in  the  cinematographe  room,  D,  and  almost 
immediately  spread  into  the  main  enclosure,  being  greatly  assisted  in 
this  by  the  velarium,  which  caught  fire  and  began  to  blaze  at  once. 
The  crowd  naturally  fled  toward  that  part  of  the  building  which,  in 
the  plan  here  given,  lies  at  the  right.  Those  who  made  for  the  main 
entrances  naturally  pressed  toward  the  right-hand  one  (on  the  plan), 
the  one  furthest  from  the  origin  of  the  fire.  Many  rushed  towards 
the  extreme  end  of  the  enclosure,  and  numbers  thronged  and  struggled 
through  the  cloak-room  door,  taking  it  in  their  panic  for  an  exit. 
The  two  extra  doors,  between  that  and  the  buffet  (marked  with  arrows 
on  the  plan), were  apparently  unknown  to  them,  and  were  perhaps 
concealed  to  some  extent  by  articles  on  sale ;  at  all  events,  no  one 
seems  to  have  known  of  them.  The  melted  tar  from  the  roof — the 
glass  having  broken  with  the  heat — dropped,  and  pieces  of  the  burn- 
ing velarium  also,  setting  fire  to  the  dresses  of  the  ladies  who  composed 
the  main  portion  of  the  crowd.  Thus  all  •  things  concurred  towards 
the  rapid  spread  of  the  fire  and  the  multiplication  of  circumstances 
calculated  to  increase  the  general  terror  and  confusion.  The  fact  that 
nearly  all  the  crowd  were  women  told  against  them  in  a  double  sense. 
Their  dresses  more  easily  caught  fire ;  and  they  had  not  sufficient 
strength  to  break  through  the  side  walls,  which,  I  am  assured  by  an 
architect  who  had  examined  the  remains  of  the  structure,  were  so 
flimsy  that  a  few  resolute  and  strong  men  could  easily  have  broken 
through  them  at  any  part.  Probably  both  men  and  women  were  too 
dazed  with  fright  even  to  think  of  such  a  thing.  It  is  sometimes  said, 
and  said  very  truly,  that  the  people  in  a  building  would  always  have 
time  to  escape  after  an  alarm  of  fire,  if  they  could  only  keep  their 


a — office. 

b — cloak-room. 

c — store. 


d— buffet-store, 
e — office, 
f — stores. 
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heads  and  go  out  in  an  orderly  and  systematic  manner.  But  in  the 
present  case  there  was  hardly  time  for  that,  if  the  presence  of  mind 
had  been  there  to  organize  the  retreat.  So  inflammable  was  the 
building  in  every  direction  that  the  whole  thing  seems  to  have  been 
practically  over  in  a  few  minutes. 

Such  are  the  main  circumstances  of  this  heart-rending  disaster, 
one  of  the  greatest  public  calamities  that  has  overtaken  any  modern 
city  in  recent  times.  And  now  what  are  we  to  say  as  to  the  lesson  to 
be  drawn  from  it?  Confining  ourselves,  in  the  first  place,  to  the  imme- 
diate subject, — that  of  temporary  structures, — it  seems  imperative  that 
all  such  structures  should  be  placed  under  official  control  and  inspec- 
tion, just  as  much  as  the  most  important  permanent  building.  The 
temporary  building  may  have  to  be  in  use  for  only  a  few  days  ;  it  may 
in  some  cases  be  in  use  for  only  one  day  ;  but  on  that  one  day  the 
disaster  may  arise,  and  the  consequences  may  be  as  tragical  as  in  the 
case  of  the  burning  of  a  permanent  theatre.  And  the  fact  is  that  in 
most  cases  temporary  structures  are  much  more  dangerous  than  perma- 
nent ones;  they  may  be,  and  commonly  are,  quite  as  difficult  to  get 
out  of,  while  they  are  almost  certain,  as  usually  constructed,  to  burn 
much  quicker  and  have  less  time  for  exit.  It  appears  that  in  Paris 
any  contractor  who  receives  the  order  may  erect  such  a  structure  as 
this  bazaar  building,  of  the  most  inflammable  materials  he  finds  it 
convenient  to  employ,  and  on  any  plan  he  likes,  without  rendering 
himself  subject  to  any  official  inspection  or  to  any  fine  for  evading 
regulations.  It  is  clear  that  this  must  be  so,  because  every  one  who 
knows  the  French  passion  for  red  tape  and  for  enforcing  regulations, 
where  they  exist,  even  without  necessity  and  to  the  great  incon- 
venience of  individuals,  will  know  that  no  French  official  would 
have  let  pass  the  opportunity  for  pouncing  on  a  builder  who  had 
evaded  any  legal  conditions.  The  first  thing  the  French  will  have  to 
do,  and  no  doubt  will  do,  will  be  to  pass  enactments  regulating  the 
construction  of  temporary  erections  and  subjecting  them  to  official  in- 
spection. It  is  sad  that  they  should  have  needed  so  terrible  a  fatality 
to  rouse  them  to  a  perception  of  the  importance  of  such  regulaions  ; 
but  it  can  hardly  be  supposed  that  they  will  be  any  longer  blind  to  it. 

London  is  not  so  behindhand.  Section  84  of  the  London  build- 
ing act  provides  that  no  person  shall  set  up  any  wooden  structure  (ex- 
cept hoardings  not  exceeding  twelve  feet  in  height)  without  a  special 
license  from  the  county  council ;  and,  while  there  are  no  special  struc- 
tural conditions  laid  down  (which  would  be  hardly  possible  for  a  class 
of  structures  likely  to  be  varied  and  abnormal  in  character),  there  is  no 
doubt  that  the  architect  of  the  council  would  exercise  a  considerable 
discretion  as  to  the  buildings  which  he  would  warrant,  especially  if  for 
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any  public  use  which  would  lead  to  their  being  crowded  with  people  ; 
and  I  think  it  may  safely  be  assumed  that  such  an  erection  as  that  in 
the  Rue  Jean-Goujon  would  not  have  been  allowed  in  London  for  such 
a  purpose.  What  degree  of  control  of  such  structures  is  provided  for 
in  American  State  or  city  building  laws  I  am  not  aware. 

Assuming  the  existence  of  official  control  over  temporary  struc- 
tures, what  are  to  be  its  demands?  We  cannot  demand  the  same 
monumental  structure  of  brick,  stone,  or  terra-cotta  which  is  required 
by  the  usual  building-act  rules  (in  England,  at  all  events)  for  public 
buildings ;  they  would  then  cease  to  be  temporary  structures.  But  we 
ought  to  require  that  they  should  be  constructed  of  fire  resisting 
materials  ;  of  materials  which,  if  not  uninflammable,  at  least  are  such 
as  to  catch  fire  with  difficulty  and  burn  slowly.  All  such  stuff  as  the 
"  tarred  paper  "  which  covered  the  Paris  building  would,  of  course, 
be  rigidly  prohibited.  Wood  in  thin  sections  should  be  prohibited; 
where  a  thin  filling  is  required  between  uprights,  there  are  plenty  of 
incumbustible  substances  to  be  had  now,  in  the  nature  of  fibrous 
plaster  slabs,  concrete  slabs,  etc.,  which  can  supply  the  place  of  the 
match-boarding  without  presenting,  like  that,  an  expanse  of  fuel. 
Whether  iron  should  be  insisted  on  for  the  main  upright  supports  is 
perhaps  a  question.  It  is  somewhat  difficult  to  treat  vertical  iron  sup- 
ports as  a  part  of  a  temporary  structure  ;  they  mean  a  good  deal  of  ad- 
ditional expense,  and  a  more  elaborate  foundation  than  a  timber  up- 
right requires ;  and  it  must  be  remembered  that  a  hard-wood  post  of 
substantial  thickness  is  really  more  fire  resisting,  as  facts  have  proved 
over  and  over  again,  than  an  iron  column  ;  it  may  catch  fire  to  a  certain 
extent,  while  the  iron  column  or  standard  will  not ;  but  it  will  only 
char  slowly,  and  it  will  retain  the  greater  portion  of  its  strength  long 
after  a  wrought-iron  or  cast-iron  column  will  have  bent  and  twisted 
with  the  heat,  and  let  the  floor  or  roof  down.  On  the  other  hand,  a 
light  iron  roof,  with  the  principal  connected  by  a  shoe  with  the  head 
of  the  hard-wood  upright,  would  be  preferable  to  a  timber- framed  roof, 
which  must  necessarily  include  a  certain  amount  of  rather  light  wood, 
likely  to  add  to  a  conflagration.  Any  hangings  or  cloths  used  in  the 
decoration  or  covering  of  any  portion  of  the  structure  should  be  made 
of  non-inflammable  materials,  of  which  there  is  now  a  considerable 
choice  ;  the  expense  may  be  a  little  greater  in  the  first  instance,  but 
what  is  that  compared  with  security  from  fire?  If  the  promoters  of  a 
temporary  building  are  unwilling  to  go  to  this  expense,  it  should  be 
the  business  of  the  official  authority  to  compel  them  to  do  so. 

In  addition  to  the  question  of  material  comes  the  question  of  plan 
and  arrangement  of  exits.  In  a  structure  of  a  temporary  character  it 
is  generally  very  easy  to  arrange  plenty  of  exits,  it  being  usually  a 
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structure  of  very  simple  plan  and  with  few  or  no  accessory  apartments. 
In  more  complicated  permanent  structures  the  provision  of  a  sufficient 
number  of  emergency  exits  is  often  rendered  somewhat  difficult  by 
the  fact  that  the  main  apartment — as  is  often  the  case  in  a  town  hall — 
is  surrounded  by  subsidiary  rooms  and  passages  which  lie  in  the  way 
of  a  direct  exit.  But  in  a  temporary  structure  there  is,  in  general, 
none  of  this  complication  of  plan,  and  it  should  be  easy  to  have  exits 
in  nearly  all  directions.  What  is  important  is  that  these  exits  should 
be  easily  recognizable.  There  is  where  one  of  the  aggravating  causes 
of  the  Paris  disaster  came  in.  The  two  exits  known  to  all  the  people 
(those  at  C,  Figure  2),  and  by  which  they  had  entered  the  building, 
though  very  suitable  as  entrances,  were  hampered  as  exits  by  the  ves- 
tibules and  by  the  right-angled  course  which  had  to  be  taken  between 
the  inner  and  outer  doors.  The  exit  doors  at  the  other  side  (indi- 
cated by  the  arrows)  were  apparently  not  known  to  any  one,  were  not 
immediately  recognizable  as  doors,  and  were  not  marked  "exit,"  as 
they  should  have  been.  But  perhaps  the  worst  point  of  all  about  the 
plan  of  the  building  was  the  fact  that  each  end  of  it  was  a  cul-de-sac. 
When  a  crowd  in  a  panic  flies  in  a  particular  direction  supposed  to  be 
the  farthest  from  the  danger,  it  will  always  press  as  far  as  possible  in 
that  direction,  and  a  crowd  which  has  thus  thronged  up  to  the  end  of 
a  building  and  finds  no  door  there  is  lost ;  it  cannot  move  back  again 
in  consequence  of  the  pressure  of  those  who  are  still  making  for  the 
extremity  of  the  space,  having  not  yet  discovered  their  mistake. 
Therefore,  one  of  the  most  fatal  features  in  the  plan  of  the  Paris  build- 
ing was  these  two  dead-ends. 

There  remains  the  question  of  interior  fitting  and  furnishing,  in 
which  it  is  sometimes  difficult  to  avoid  the  aggregation  of  a  consider- 
able amount  of  inflammable  material.  In  a  temporary  building  in 
which  the  floor  is  at  all  raised  from  the  ground,  it  is  difficult  to  have 
anything  else  than  a  wooden  floor,  unless  we  are  pre  supposing  a  more 
monumental  form  of  wall-construction  than  can  generally  belong  to  a 
temporary  building.  As  regards  danger  from  fire,  thick  planks  laid  on 
the  flat,  with  sufficient  supports  at  intervals,  are  safer  than  a  joisted 
floor  with  a  thin  boarding  laid  on  the  joists  ;  if  any  cause  of  fire 
arises  under  the  floor,  the  thick  planks  are  much  less  likely  to 
catch  it,  and  much  slower  in  blazing  up,  than  the  ordinary  thin  floor- 
ing boards  would  be.  One  has  only  to  consider  the  case  of  ground 
floors,  or  floors  raised  two  or  three  feet  from  the  ground  with  a  space 
under  them;  for  in  a  temporary  structure  upper  floors  are  hardly 
practicable. 

There  is,  lastly,  the  material  collected  in  the  building  in  connec- 
tion with  the  purpose  for  which  it  was  erected.    If  it  is  a  building  for 
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some  kind  of  festival  or  ceremonial,  the  principal  combustible  material 
will  be  benches  and  chairs  ;  if  it  is  for  a  sale,  or  bazaar,  or  exhibition 
of  work,  we  shall  have  few  or  none  of  these,  but  a  great  collection  of 
wooden  stalls  and,  probably,  combustible  textiles ;  and  with  these  we 
can  do  nothing  except  take  precautions  not  to  allow  them  to  catch 
fire  ;  they  are  not  part  of  the  building,  and  no  legal  regulations  can 
touch  them. 

Having  got  our  temporary  structure  into  a  condition  offering  as 
great  a  resistance  to  fire,  or  as  little  liability  to  it,  as  can  be  attained 
in  that  class  of  building,  we  have  then  to  guard  against  the  causes 
which  lead  to  the  outbreak  of  fire.  These,  in  almost  all  cases,  are  to 
be  traced  to  one  of  two  forms  of  carelessness  or  blundering :  it  is 
either  the  misuse  of  a  lamp,  or  its  overturning ;  or  it  is  the  culpable 
carelessness  of  throwing  down  lighted  matches  or  lighted  paper  in  the 
building.  The  latter  cause  is  almost  invariably  connected  with 
smoking,  and  so  many  fires  have  begun  from  this  cause  that  in  all 
temporary  structures  smoking  should  be  strictly  prohibited.  The 
means  of  lighting  have  been  the  cause  of  many  fires ;  a  long  list  of 
theater  fires  is  traceable  to  this  cause — the  overturning  of  a  lamp  in 
one  of  the  actors'  dressing-rooms,  the  catching  of  a  bit  of  scenery 
by  an  inadequately-guarded  gas-jet,  and  so  on.  The  theater- fires 
which  originate  behind  the  scenes  (as  most  theater  fires  do)  may  be 
not  improperly  classed  with  fires  in  temporary  structures ;  since, 
though  the  outer  enclosing  walls  are  of  solid  material,  the  stage  itself 
and  its  accessories  are  very  much  in  the  condition  of  a  temporary 
structure,  filled  with  light  materials  which  ought  to  be  rendered  un- 
inflammable, but  often  are  not.  It  is  probable  that  the  increasing 
prevalence  of  electric  lighting,  though  it  has  occasionally  been  the 
cause  of  fire,  will  in  the  end  very  much  diminish  the  list  of  fires 
arising  from  the  means  used  for  lighting.  The  Paris  fire  almost  un- 
doubtedly arose  in  the  first  instance  from  some  accident  with  the 
cinematographe  light,  but  exactly  what  it  was  we  shall  probably  never 
know  now. 

Besides  the  temporary  buildings  which  are  really  temporary, — 
that  is,  put  up  for  only  a  few  days  or  a  few  weeks,  there  is  a  class  of 
what  may  be  called  permanent  temporary  buildings, — that  is,  build- 
ings erected  in  a  comparatively  slight  and  unmonumental  manner, 
but,  owing  to  circumstances,  allowed  to  remain  in  existence  and  in  use 
for  an  indefinite  period.  This  class  of  buildings  consists  mainly  of  those 
which  are  connected  with  shows,  panoramas,  and  exhibitions  of  vari- 
ous kinds  ;  structures  which  will  be  taken  down  eventually,  but  which 
may  remain  in  use  for  a  year,  or  two  years,  or  more.  These  are  often 
more  dangerous  than  the  "  temporary  structure  "  properly  so  called  ; 
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the  people  in  charge,  as  well  as  the  audiences,  get  reckless  about  them, 
get  used  to  thinking  of  them  and  treating  them  as  solid  buildings  ; 
and  they  almost  always  have  hollow  and  dark  corners  in  them,  in 
which  all  kinds  of  rubbish,  sometimes  inflammable,  accumulates.  And 
this  remark  serves  to  remind  one  that,  of  all  things  in  temporary 
structures  which  are  to  be  avoided  as  danger-traps,  are  hollow  spaces 
under  a  boarded  framing, — beneath  a  rising  gallery  of  seats,  for  in- 
stance. One  does  not  know  what  may  be  there ;  and  the  careless 
(might  one  not  say  criminal  ?)  dropping  of  a  lighted  match  or  bit  of 
paper  through  some  opening  in  the  floor  of  the  seating  may  set  every- 
thing in  a  blaze  in  an  almost  incredibly  short  time.  Therefore,  in 
temporary  structures  avoid  all  hollow  spaces  which  cannot  be  easily 
seen  or  got  at. 

The  subject  of  the  safety  of  temporary  structures  is  of  great  practi- 
cal importance  in  these  days  of  international  and  national  exhibitions, 
where  so  many  elaborate  erections  are  raised  which,  in  general,  have 
the  forms  of  monumental  architecture  without  the  power  thereof.  The 
subject  will  probably  come  home  to  the  minds  of  American  readers, 
for  Chicago  has  left  its  mark  behind  it,  and  there  are  likely  to  be 
many  minor,  but  still  important,  exhibitions  with  similar  buildings. 
It  is  to  be  hoped  that  they  will  be  so  constructed  and  planned  as  to 
afford  the  least  possible  chance  of  fire,  and,  in  case  of  it,  to  leave  the 
audience  time  to  retreat  with  safety  and  in  order. 

One  word  on  this  subject  of  orderly  retreat  from  a  building  on  fire. 
It  does  not  apply  to  the  recent  Paris  fire,  where,  for  a  large  proportion 
of  those  present,  even  presence  of  mind  would  have  done  nothing, 
the  conflagration  being  so  sudden.  But  in  all  cases  where  the  build- 
ing offers  a  decent  amount  of  resistance  to  the  fire,  there  is  no  doubt 
that  any  audience  might  walk  out  in  a  few  minutes  and  in  perfect 
safety,  if  they  would  only  bear  in  mind  the  military  principle  of 
preserving  a  definite  order  in  their  movements.  To  walk,  for  instance, 
two  and  two  in  line,  without  hurry  but  in  a  regular  ordered  step,  is 
the  way  a  large  body  of  men  can  be  got  through  a  small  door  in  two 
or  three  minutes  time,  without  struggle  or  confusion.  The  same 
system  is  just  as  available  to  get  an  audience  through  a  theater  door 
in  two  or  three  minutes,  if  only  they  keep  their  heads  sufficiently  to 
carry  it  out,  and  if  the  cool-headed  among  them  will  guide  and  direct 
the  others.  Many  lamentable  and  perfectly  unnecessary  catastrophes 
from  panic  would  have  been  avoided  by  this  simple  means. 
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THE  ANACONDA  COPPER  MINE  AND  WORKS. 


By  Titus  Ulke. 


HE  famous  Anaconda  group  of  mines,  located  near  Butte,  Mon- 


tana, on  the  western  slope  of  the  main  divide  of  the  Rocky 


mountains,  is  now  the  largest  copper- producer  in  the  world. 
Last  year  its  output,  reduced  to  metal,  was  more  than  one  hundred 
and  twenty-five  million  pounds  of  copper,  and  about  five  and  a  half 
million  ounces  of  silver,  besides  seventeen  thousand  ounces  of  gold. 
Together  with  the  Anaconda  reduction  works,  it  furnishes  an  admir- 
able example  of  the  highest  development  of  mining  and  metallurgi- 
cal practice,  and  of  a  far-seeing  and  wise  business  management. 

The  discovery  of  placer  gold  in  the  valleys  near  Butte  in  the 
sixties  first  attracted  attention  to  this  district.  When  the  placers  were 
worked  out,  prospectors  turned  their  attention  to  silver  mining,  and 
soon  discovered  the  great  wide  lode  on  which  the  Anaconda  was 
located.  Dark  red  and  brown  quartz,  carrying  oxids  of  iron,  horn 
silver,  and  gold,  with  only  traces  of  native  copper,  and  very  limited 
occurrences  of  copper  oxid,  formed  the  outcrop  of  this  lode.  The 
vein  was  richer  on  the  summit  of  the  hills  it  intersected  than 
on  their  flanks  and  in  the  valleys. 

A  number  of  silver  mills  were  started  soon  after  the  above  dis- 
covery, which  profitably  treated  the  oxidized  surface  ores  by  the  usual 
method  of  pan  amalgamation.  No  one  then  dreamed  of  the  tremen- 
dous quantities  of  copper  ore  soon  to  be  revealed. 

The  Anaconda  was  bought  as  a  silver  mine  about  this  time,  and 
preparations  were  being  made  to  mill  the  ore,  when  in  1882  the  main 
shaft,  sunk  to  a  depth  of  about  three  hundred  feet,  entered  the  rich  cop- 
per zone.  This  copper,  leached  out  of  the  first  three  or  four  hundred 
feet  (in  depth)  of  the  vein,  or  down  to  the  water-line,  had  been  con- 
centrated in  the  underlying  ore,  and  had  thus  produced  a  zone  of 
rich  secondary  copper  ore  two  hundred  to  four  hundred  feet  deep, 
which  contained  thrice  the  normal  copper  contents  of  the  lode  below. 

In  the  decuprified  surface  ore  silver  was  retained  as  an  insoluble 
chlorid  when  the  soluble  copper  was  removed.  The  proportion  of 
silver  to  copper  in  the  enriched  copper  zone,  which  contained  an  ex- 
cess of  copper,  was  naturally  found  to  be  less  than  in  the  unaltered 
ore  beneath.  Hence  the  proportion  of  silver  to  copper  gradually  in- 
creased with  the  depth.  No  massive  carbonates  were  discovered  in 
the  Anaconda,  or  in  the  other  mines  situated  on  the  same  lode  j  but 
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the  neighboring  Gagnon  and  Parrot  mines,  in  their  early  days, 
yielded  small  quantities  of  an  earthy  carbonate  of  copper,  rich  in  silver. 
The  altered  ores  of  the  great  lode  and  of  the  smaller  cross  and  paral- 
lel lodes  consisted  mainly  of  a  compact  purple  ore,  sometimes  carry- 
ing considerable  native  silver,  and  of  soft  black  sulphurets. 

The  copper-bearing  ores  are  sulphids  (chalcocite,  pyrite,  bornite, 
and  chalcopyrite),  often  grading  into  each  other,  and  found  in  a  series 
of  strong  fissure  veins  in  a  basic:  pre-Cambrian  granite,  which  is  almost 
a  diorite  in  composition.  The  veins  form  a  system  of  more  or  less 
parallel  fractures,  which  originally  afforded  channels  for  the  copper- 
bearing  solutions,  from  which  the  ores  were  evidently  deposited  in 


GENERAL  VIEW  OK  THE  LOWER  WORKS. 


the  interstices  and  as  a  replacement  of  the  minerals  composing  the 
granite.  A  later  eruption  of  porphyry  (rhyolite  ),  cutting  through 
the  granite,  appears  to  have  influenced  the  ore  deposition. 

The  lodes  generally  have  an  east  and  west  strike,  and  an  average 
dip  of  some  twelve  degrees  to  the  south  from  the  vertical,  though  in 
places  this  becomes  as  much  as  forty- five  degrees.  The  distribution 
of  the  ore  is  very  irregular,  extensive  bodies  being  frequently  found 
on  breaking  through  what  appears  to  be  a  well-defined  wall.  Fre- 
quently there  is  no  definite  line  between  the  vein  and  the  adjacent 
country  rock.  The  ore  is  usually  found  in  chutes,  many  of  which 
extend  several  hundred  feet  along  the  strike  before  pinching  out. 
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Their  depth  is  frequently  even  greater  than  their  length,  though  they 
are  sometimes  broken  by  small  faults.  The  veins  are  rarely  banded, 
and  vary  in  size  from  a  few  inches  of  compact  ore  up  to  a  hundred 
feet  or  more,  as  in  the  main  Anaconda  shaft.  Twelve  feet  may  be 
regarded  as  the  ordinary  width,  though  a  large  proportion  of  the  ore 
raised  comes  from  stopes  thirty  or  forty  feet  wide. 

The  gangue  rock  is  usually  a  decomposed,  coarse-grained  granite. 
Besides  copper  glance,  iron  pyrite  is  usually  present  in  considerable 
amount,  but  it  carries  little  copper  or  silver. 

At  a  depth  exceeding  thirteen  hundred  feet,  there  is  no  sign  of 
any  weakening  or  giving  out  of  the  copper  lodes  ;  so  that  the  present 
enormous  output  can  be  maintained,  it  is  claimed,  for  at  least  ten 
years  longer.  In  1895  the  copper  output  of  Butte  was  about 
195,000,000  pounds  of  fine  copper,  of  which  the  Anaconda  con- 
tributed considerably  more  than  half.  It  seems  hardly  credible  that 
this  tremendous  production  came  from  a  little  granitic  area  not  over 
two  miles  long  by  one  mile  wide. 

The  ore  raised  from  the  mines  of  the  Anaconda  Copper  Mining 
Company,  including  those  of  the  Chambers  syndicate,  was  formerly 
much  richer  than  at  present,  and  now  averages  only  6'..  per  cent,  of 
copper  and  7  ounces  of  silver  per  ton.  There  is  a  loss  of  about  iS  per 
cent,  in  concentration  and  nearly  5  per  cent,  in  smelting  and  refining, 
which  further  reduces  the  yield  of  the  ore  to  about  5  per  cent,  of  cop- 
per and  5  ounces  of  silver.  However,  notwithstanding  this  great 
decline  in  percentage  and  value  of  the  ore  treated  ( which,  to  be  sure, 
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has  resulted  partly  from  the  ability  to  work  lower-grade  ores  to  advan- 
tage), the  Anaconda  mines  are  making  more  profit  to-day  from  a  six- 
per-cent.  ore  than  formerly  from  an  ore  twice  as  rich.  This  results 
from  the  consolidation  of  mining  properties,  and  from  the  astounding 
and  radical  improvements  in  the  metallurgical  treatment  of  the  ore. 
The  rich  surface  ores  of  the  Butte  district  have  furnished  the  capital 
needed  to  design  and  construct  the  improved  plants,  and  to  gain  the 
experience  necessary  for  treating  the  lower  grade  ores  at  a  profit. 

The  shaft  house  of  the  Anaconda  mine  crowns  the  summit  of  a 
ridge  near  Butte,  so  that  there  is  ample  dumping-ground  for  whatever 
waste  rock  it  may  be  necessary  to  hoist.  But  little  waste  is  raised  to 
the  surface,  however,  as  it  is  a  handy  material  for  filling  the  large 
cavities  left  by  the  wide  stopes,  which  can  be  but  temporarily  held 
open  by  even  the  best  timbering. 

The  shaft,  which  is  vertical  and  now  over  fourteen  hundred  feet 
deep,  comprises  two  hoisting  compartments  and  one  pump-way.  It  is 
about  9  feet  by  18  feet  in  the  clear,  furnished  with  wall  plates  and  lined 
with  timber  12  inches  by  12,  end  and  counter  pieces  being  12  inches 
by  14.  This  allows  two  cars  to  be  placed  end  to  end  on  each  deck  of 
the  cage.  The  winding  drums  are  driven  by  two  enormous  compound 
hoisting  engines,  supplied  with  steam  from  a  large  battery  of  boilers. 
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Nearly  all  the  timber  used  in  the  mine  is  squared  and  sawed  above 
ground,  so  as  to  reduce  to  a  minimum  delay  in  erecting  timber  sets  in 
the  workings.  Levels  are  driven  from  the  shaft  every  hundred  feet, 
and  a  cross-cut  twenty-five  hundred  feet  long  connects  the  Anaconda 
with  High  Ore  Shaft  No.  i.  Wherever  proper  appliances  have  been 
introduced,  natural  ventilation  alone  suffices  to  keep  the  air  in  per- 
fectly good  condition.  This  fact,  and  the  further  circumstance  that 
no  serious  amounts  of  water  have  thus  far  been  encountered,  consider- 
ably enhance  the  value  of  the  veins. 

The  method  and  extent  of  stoping  varies  according  to  the  nature 
of  the  lodes.  As  these  in  many  places  have  no  defined  walls,  the  only 
distinction  between  veins  and  country  rock  is  a  commercial  one,  based 
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on  shipping  value.  Even  in  large  ore  chutes,  frequent  prospecting 
by  foot  and  hanging  wall  cross  cuts  must  be  practised,  to  develop  the 
small  bodies  that  branch  oil  into  the  walls  at  intervals,  as  well  as  to 
furnish  waste  to  fill  the  large  cavities  left  by  the  wide  stoping. 

Square  timber  sets  of  the  usual  construction  are  used  in  the  work- 
ings. It  is  scarcely  necessary  to  state  that  stopes  of  great  width  do  not 
imply  solid  ore  bodies  of  equal  width. 

The  waste,  chietly  decomposed  granite,  commonly  forms  twenty- 
five  per  cent,  of  the  entire  material  stoped, — sometimes  much  more. 

The  magnitude  of  the  Anaconda  ("opper  Mining  company's  opera- 
tions can  be  measured  when  one  considers  that  it  spent  52,000,000  in 
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new  machinery,  hoisting  engines,  air  compressors,  etc.,  during  1896, 
besides  paying  a  dividend  of  $2,250,000.  The  daily  output  of  ore 
is  more  than  three  thousand  tons,  and  the  number  of  employees  in  and 
around  the  mine  is  two  thousand. 

The  ore  is  loaded  on  cars  holding  about  twenty  tons  each,  and  is 
shipped  for  concentration  and  reduction  to  the  Anaconda  Works, 
twenty-seven  miles  from  liutte,  at  Anaconda,  and  comprising  two  im- 
mense concentrating  mills,  smelting  works,  converter  plants,  and  the 
largest  electrolytic  refinery  in  the  world.  As  these  works  are  con- 
veniently located  in  terraces  on  the  slope  of  a  long  hill,  near  the  top 
of  which  the  railroad  passes,  the  ore  can  be  dumped  directly  from  the 
cars  into  enormous  bins  placed  above  the  two  concentrators.  High- 
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grade  ore  not  requiring  concentration  is  sent  directly  to  the  roasting 
or  smelting  furnaces. 

At  the  Lower  Works  concentrator  the  ore  from  the  bins  is  fed  over 
iron-bar  screens  called  "grizzlies"  (with  spaces  one  inch  wide  be- 
tween the  bars),  and  then  under  massive  steam  stamps.  Very  large 
lumps  of  ore  are  broken  on  the  grizzlies  with  sledges.  The  fines  pass- 
ing through  each  grizzly  are  fed  into  a  revolving  screen,  which  sizes 
the  material  and  drops  it  into  launders,  or  troughs  through  which 
water  flows  to  feed  the  jigs  or  piston-machines  for  separating  the  barren 
rock  from  the  ore. 

Si\  steam  stamps  crush  l>etween  eighty  and  ninety-five  carloads  of 
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ore  of  twenty  tons  each,  daily.  The  crushing  capacity  of  each  stamp, 
therefore,  reaches  the  enormous  total  of  two  hundred  and  eighty  to 
three  hundred  tons,  thus  equaling  the  capacity  of  seventy  to  one 
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JIGS  AT  THE  LOWER  WORK>. 


hundred  California  stani|>s,  or  of  three  hundred  Cornish  stamps, — cer- 
tainly a  very  remarkable  fact.  The  weight  of  each  stamp  shoe  alone 
is  one  quarter  of  a  ton,  and  of  the  stem  with  shoe,  etc.,  one  and  a 
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half  tons,  the  crushing  weight  being  thirty  tons.  A  shoe  lasts  only 
three  days  when  the  stamp  is  run  to  full  capacity.  The  stamped  ore 
is  sized  in  hydraulic  separators,  and  is  then  fed  into  Collom  jigs. 

The  order  of  concentration  appears  from  the  fact  that  the  middles, 
or  medium-sized  product,  from  each  set  of  eight  Collom  jigs  go  to  two 
round  jigs,  the  middles  from  these  to  a  pulverizing  mill,  and  the  pro- 
duct of  the  latter  to  finishing  jigs,  which  separate  from  the  ore  the  last 
traces  of  adhering  barren  rock.  The  jigs,  of  course,  are  automatic  in 
action.  They  give  little  trouble,  excepting  that  caused  by  the  break- 
ing of  their  springs,  which  have  to  be  replaced  rather  frequently. 

To  treat  the  fines,  two  sets  of  eight  double-decked  round  tables 
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are  employed,  together  with  slime  pits.  The  loss  of  copper  and  siher 
in  sliming  is  heavy,  but  cannot  well  be  prevented,  except  by  rejecting 
the  otherwise  economical  steam  stamps,  and  substituting  crushing  ma- 
chinery giving  a  product  more  uniform  in  size. 

The  various  concentrates  from  the  jigs,  tables,  and  slime  pits  arc 
roasted,  at  a  low  cost,  in  batteries  of  revolving  roasters  of  the  Bruckner 
type.  The  one  hundred  and  fifty-six  Briickner  furnaces  employed  at 
Anaconda  are  of  two  si/es,  the  larger  having  a  cylinder  feet  in 
diameter  and  18 1 2  feet  long.  The  front  end  of  the  cylinder  is  con- 
tracted to  register  with  the  throat  of  a  movable  fire  box,  while  the  other 
«nd  opens  into  a  dust-chamber.    The  movable  fire  place  is  attached  to 
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the  cylinder  until  the  charge  is  ignited,  and  then  removed,  and  is 
reattached  only  to  complete  the  roast.  * 

From  9  to  13  tons  of  concentrates,  inserted  in  one  charge,  are 
roasted  every  24  hours,  from  36  per  cent,  of  sulphur  down  to  8  per 
cent.,  with  a  consumption  of  1  ton  of  Rock  Spring  (Wyoming)  lignite. 
The  roasted  material  is  then  discharged,  red-hot,  into  hoppers  suspended 
above  the  matting  furnaces.  These  are  reverberator)'  furnaces  capable 
of  smelting  or  u  matting  "  eight  to  ten  charges  of  4.8  tons  each  (6 
cars  holding  1,600  pounds  of  roasted  ore)  in  24  hours.  A  little 
lime  is  added  to  each  charge,  as  it  reduces  the  percentage  of  copper 
lost  in  the  slag. 

The  coal  is  fed  from  a  hopper  into  the  fire-box,  and  the  ashes  are 
sluiced  out  of  the  hopper-shaped  ashpit  by  a  current  of  water.  The 
grates  are  shaken  by  an  outside  handle.  The  air  used  for  combustion 
is  preheated  in  a  chamber  surrounding  the  stack,  passes  backward  and 
forward  through  the  main  vault  under  the  furnace,  and  finally  reaches- 
the  firebox  at  a  temperature  of  7000  F.  By  this  ingenious  preheating 
arrangement,  as  much  as  46  tons  of  calcines,  or  roasted  ore,  can  easily 
be  matted  daily  on  a  hearth  only  10    20  feet  in  size. 

The  slag  is  discharged  from  a  pair  of  furnaces  into  a  mutual  catch- 
spout,  and  into  a  sluice  supplied  with  sufficient  water  to  carry  the  slag 
to  the  dump.  As  the  furnaces  are  built  in  a  long  row.  they  have  a 
common  main  dust  chamber,  or  flue,  into  which  each  furnace  flue 
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•opens.  The  main  flue  discharges  into  a  stack  with  powerful  draft  lo- 
cated on  the  top  of  the  hill. 

The  product  of  the  reverberatories  is  a  matte,  carrying  sixty  to 
seventy  ounces  of  silver,  and  approximating  the  following  composition  : 
62.5  per  cent,  of  copper,  11. 6  per  cent,  of  iron,  o.4percent.  of  lead, 
19.2  per  cent,  of  sulphur,  and  0.2  per  cent,  of  silica.  This  matte  is 
sent  to  the  converting  house,  or  bessemer  plant,  for  conversion  into 
bessemer  copper.  There  are  two  bessemer  plants  at  Anaconda, — one 
near  the  Lower  Works  three  miles  from  Anaconda,  and  the  other  and 
older  plant,  which  we  will  briefly  describe,  nearer  town. 

At  the  time  of  my  inspection  (1893)  nine  converters  arranged  in 
a  battery  were  in  operation.  On  a  higher  level,  just  above  this  batter}', 
are  three  cupola  furnaces,  into  which  the  matte  is  charged.  The  matte, 
heated  to  a  temperature  of  about  1,400°  F.  in  the  cupola,  is  tapped 
out  and  run  through  movable  troughs  lined  with  fire  clay,  into  the 
particular  converter  ready  for  charging.  Each  converter  holds  from 
one  and  one  half  to  two  and  a  quarter  tons  of  matte. 


THE  CONVERT  INC  ROOM. 
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After  charging  the  converter,  the  metal  stream  from  the  cupola 
is  stopped,  and  the  converter  blast,  used  to  burn  off  or  oxidize  the 
impurities  in  the  copper  matte  and  supplied  from  blowers  through  four 
tuyeres  at  the  back  and  three  at  each  side  of  the  converter,  is  turned  on. 
In  about  twenty-five  minutes  after  charging,  the  copper  in  the  conver- 
ter is  skimmed.  When  this  operation  is  finished,  a  little  cold  matte  is 
added,  and  the  blast  continued  until  the  charge  is  "cooked,"  or 
done.  Then  the  converter  is  swung  over,  and  its  contents — now 
nearly  pure  copper — are  poured  into  ingot  molds,  holding  about  220 
pounds  of  copper  each.  At  every  conversion  or  melting,  from  twelve 
to  twenty-one  bars  are  cast.  Generally  from  one  and  a  half  to  two 
hours  are  consumed  between  the  time  of  filling  and  the  time  of  tapping 
the  converter.  After  twelve  hours, — /.  six  charges, — the  conver- 
ter is  cooled  by  running  water  from  a  three-inch  hose  into  it,  and 
also  over  the  iron  shell,  the  cooling  taking  about  three  hours. 
Then  a  man  gets  inside,  and  relines  the  converter  with  good  quartz, 
to  which  a  little  fire  clay  is  added.  This  takes  from  one  half  to  three 
quarters  of  an  hour.  The  thickness  of  the  relining  averages  three 
inches,  so  that  the  total  thickness  of  the  lining  at  new  charging  is 
about  nine  inches. 

lJefore  the  new  bessemer  plant  was  put  into  blast,  two  kinds  of 
converters  were  used  :  converters  with  straight  tops,  in  which  the  bot- 
tom plates  are  easier  to  repair,  because  each  converter  can  be  entirely 
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revolved  on  its  trunions,  and  old-style,  square  converters,  with  tops 
curved  over,  which  reduce  the  danger  to  workmen  from  flying  pieces 
of  slag.  At  the  new  plant  larger  converters,  10X6  feet  in  outside 
height  and  diameter,  having  16  tuyeres,  and  weighing  11  tons  with 
shell  and  lining,  are  employed.  A  blast  pressure  of  13  pounds  per 
square  inch  is  used,  and  12  blows  are  made  per  24  hours.  Although 
the  initial  charge  is  only  $l/2  tons,  a  charge  of  as  much  as  8*4  tons  of 
matte  can  be  treated  economically  in  these  new  converters. 

The  ingots  of  bessemer  copper,  averaging  99  per  cent,  copper,  and 
100  ounces  of  silver  per  ton,  are  sent  to  reverberatory  furnaces,  to  be 
melted  and  cast  into  flat  plates  (anodes)  for  electrolytic  refining. 

The  object  of  electrolytic  refining  is  two  fold  :  first,  the  making 
of  pure  copj>er  of  high  electrical  conductivity  ;  second,  the  extraction 
of  the  gold  and  silver  contained  in  the  crude  copper.  This  work  is 
accomplished  at  Anaconda  in  an  enormous  refinery  built  on  the  flat 
between  the  Upper  and  Lower  Works. 

Although  the  Anaconda  refinery  is  almost  large  enough  to  treat  all 
the  converter  copper  produced  at  the  Anaconda  works, — i.  c,  nearly 
170  tons  daily, — contracts  have  recently  been  renewed  with  the  Haiti- 
more  Works  whereby  they  will  continue  to  refine  one-half  of  the 
total  Anaconda  converter  copper  output,  undoubtedly  because  refining 
costs  less  at  Baltimore,  where  wages  are  only  half  as  high  as  at  Ana- 
conda, and  because  of  the  proximity  of  Baltimore  to  the  chief  market. 
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The  two  sections  of  the  Anaconda  electrolytic  works  are  separated 
"by  a  distance  of  one  hundred  feet,  for  security  in  case  of  fire.  The 
buildings,  framed  in  wood  covered  with  corrugated  iron,  occupy  a 
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space  of  more  than  14,000  square  yards.  The  boiler  house  is  two  hun 
dred  feet,  and  the  silver  mill  three  hundred  feet,  from  the  refinery. 
A  part  of  the  following  description  of  the  power  plant  is  taken  from 
the  Engineering  and  Mining  Journal. 

The  new  boiler  house  contains  three  sets  of  two  Heine  boilers  each, 
having  altogether  an  evaporating  capacity  of  62,200  pounds  of  water 
per  hour.  Another  set  of  two  boilers  serves  as  a  reserve.  All  the 
boilers  are  connected  by  a  large  iron  flue,  which  takes  the  smoke  and 
gases  to  a  Green  feed-water-heater,  from  which  they  are  carried  to  a 
brick  stack  one  hundred  and  forty  feet  high.  The  steam  and  feed- 
water  line  are  common  to  all  the  boilers,  and  the  connections  are  so 
made  as  to  allow  the  cutting  out  of  any  one  of  the  boilers. 


THE  DYNAMO  ROOM. 

Belt  coal,  containing  20  per  cent,  or  less  of  ash,  is  successfully 
burned  by  underfed  stokers  of  the  American  Stoker  Company's  make. 

The  ash  is  conveyed  to  an  elevator  by  means  of  water  in  a  sluice, 
and  is  finally  dumped  on  the  prairie  adjoining  the  boiler-house.  The 
supply  of  fuel  is  dumped  from  cars  running  in  front  of  the  boiler- 
house  into  large  bins,  and  from  there  a  bucket  elevator  dumps  it  into 
the  supply-bins  hanging  in  front  of  the  boilers.  From  these  bins  the 
coal  continuously  sinks  to  the  grate  hoppers,  and  is  then  taken  by  the 
grates  automatically. 

The  feed-water  is  handled  by  two  large  Knowles  pumps,  each  alone 
of  sufficient  capacity  to  supply  all  the  boilers.    The  water  is  taken 
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from  the  hot  well  of  the  condenser,  and  delivered  by  the  pumps 
through  the  Green  heater  to  the  boilers,  acquiring  on  its  way  a  tem- 
perature of  about  2oo°  F. 

The  service  of  the  boiler-house  is  performed  by  twelve  men, — i.  i. , 
two  firemen,  two  helpers,  and  two  fuel  passers  on  each  shift,  under 
the  supervision  of  the  master  mechanic  and  foreman  of  the  refinery. 

The  power-house  contains  one  800  h.  p.  Corliss  engine,  one  West- 
inghouse  compound  engine  of  400  h.  p.,  and  two  triple-expansion  en- 
gines of  900  h.  p.  each,  making  a  total  of  3,000  h.  p.  The  Corliss 
engine  consumes  30  pounds  of  water  per  h.  p.,  and  the  triple-expan- 
sion engines  only  15  pounds. 


THE  MACHINE  SHOP. 


The  electric  current  for  the  electrolytic  work  is  supplied  by  seven 
Westinghouse  generators,  two  being  of  220  k.  w.  capacity  and  belt- 
driven,  and  five  being  of  270  k.  w.  capacity,  four  of  which  are  directly 
connected  to  the  triple-expansion  engines.  This  gives  a  total  current 
of  1,790  k.  w.,  corresponding  to  2,560  h.  p.  One  generator  and  en- 
gine serves  as  a  reserve  unit,  and  can  be  switched  over  to  any  of  the 
six  circuits,  in  case  of  an  accident  or  during  repairs  to  any  of  the  six 
other  generators.  There  are  also  two  dynamos  for  light  and  power, 
consuming  together  50  h.  p.,  and  a  30-h.  p.  air  compressor,  which 
runs  the  acid  pumps  and  the  condensers  for  the  engines,  and  consumes 
1,500  jxjunds  of  steam  per  hour,  equivalent  to  50  h.  p.  Including 
1,500  pounds  for  heating,  5 1,060  pounds  of  water  evaporated  in  the 
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boilers  are  required  to  run  the  above  machinery,  as  against  62,200 
pounds, — the  maximum  capacity  of  the  boiler  plant.  This  amount  of 
power  corresponds  to  a  maximum  production  of  150  tons  of  electroly- 
tic copper  per  24  hours,  or  to  about  17  h.  p.  daily  per  ton  produced. 

The  above  embraces  the  power  required  to  manufacture  cathodes, 
to  handle  and  transport  the  copper,  which  is  done  by  electric  appli- 
ances, and  to  operate  the  silver  mill.  As  labor  here  is  more  expensive 
than  power,  work  is  done  by  machinery  whenever  possible. 

Each  of  two  refinery  tank  houses  occupies  6,500  square  yards,  and 
contains  600  tanks.  The  arrangement  of  the  latter,  as  well  as  the 
usual  method  of  refining,  has  been  so  frequently  described  elsewhere 
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that  we  do  not  treat  these  subjects  in  this  article.  We  call  attention, 
however,  to  an  ingenious  automatic  register,  employed  in  the  Ana- 
conda refinery,  for  controlling  the  refining  operation.  Every  series 
■of  five  tanks  in  the  refinery  is  connected  to  this  automatic,  commuta- 
tor-like register.  A  yoke  carrying  two  brushes  slides  over  its  different 
segments,  making  one  complete  turn  in  an  hour,  and  these  brushes 
bring  into  contact  the  terminals  of  each  series  of  five  tanks  to  indicate 
the  volts  on  a  registering  volt-meter.  In  this  way  all  the  tanks  are 
-controlled  once  an  hour,  and  the  readings  registered  on  paper  auto- 
matically. This  enables  the  man  in  charge  to  see  at  a  glance  the  con- 
dition of  all  the  tanks  in  the  refinery.  He  can  see  at  once  when  any 
trouble  occurs  in  a  tank,  and  its  nature ;  when  it  started,  and  how  it 
developed.  He  is  able  to  point  out  to  the  foreman  the  tank  in  ques- 
tion, and  this  instrument  continues  to  record  the  time  when  the  man 
started  to  correct  the  trouble,  how  much  time  it  took  him  to  do  it, 
and  also  how  completely  the  work  was  done. 

The  plates  of  pure  copper,  electro-deposited,  are  sent  to  the  rever- 
beratory  plant  to  be  cast  into  wire-bars.  The  plates  are  put  into  large 
reverberatory  furnaces  in  the  evening,  and  heated  all  night,  finally  to 
a  temperature  of  1,800  to  2,000°  F.  Charcoal  is  then  added  to  the 
metal  bath,  and  the  little  slag  appearing  is  skimmed  off.    The  last 
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traces  of  antimony  and  other  impurities  in  the  copper  are  then  removed 
by  "poling," — /'.  e.t  thoroughly  stirring  up  the  metal  with  long  birch 
stems, — after  which  the  copper  is  poured  into  suitable  wire-bar  molds. 
The  bars,  which  are  generally  42  inches  by  4  by  43 rt,  are  sent  to  wire 
and  rolling  mills,  to  be  drawn  into  copper  wire. 

The  precious  metals  separated  from  the  copper  by  the  above  elec- 
trolytic process  are  refined  in  the  silver  mill,  and  parted  by  sulphuric 
acid.  Bars  of  fine  gold  and  ingots  of  fine  silver,  which  are  mostly 
shipped  to  England,  are  thus  secured. 

In  conclusion,  we  add  a  few  data  showing  the  magnitude  of  the 
Anaconda  and  other  mines  of  Butte  City.  The  total  number  of  men 
employed  at  the  mines  and  smelters  of  the  Butte  district  exceeds  5,000, 
not  including  those  working  in  the  smelters  of  the  Anaconda  Com- 
pany and  of  the  Boston  and  Montana  Company,  comprising  at  least 
2,000  more.  The  daily  output  of  ore  is  about  6,000  tons.  For  the 
year  1896  the  approximate  value  of  the  product  was  $35,000,000,  and 
the  profits  were  more  than  56,000,000,  divided  approximately  as  fol- 
lows :  Anaconda,  53,000,000  ;  Boston  &  Montana,  $2,000,000  ; 
Montana  Ore  Purchasing  Co.,  Parrot,  Colorado,  and  Clark's  proper- 
ties, more  than  51,000,000.  In  1894  the  Anaconda  produced  copper 
to  the  value  of  Si  1,000,000,  and  made  a  profit  of  more  than  $3,- 
000,000.  In  1896  its  copper  output  was  125,000,000  pounds,  besides 
5,500,000  ounces  of  silver,  and  1 7,000  ounces  of  gold.    An  interest 
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in  this  property  was  recently  purchased  by  the  Rothschilds,  it  is 
known,  for  $15,000,000,  and  gold  was  shipped  in  payment. 

Briefly,  the  striking  features  of  the  management  and  of  the  situation 
which  have  developed  the  property  to  its  present  enormous  propor- 
tions are,  on  the  one  hand,  the  ownership  of  sources  of  the  supplies 
which  the  company  requires,  such  as  timl>er,  coal,  and  water,  and  the 
control  of  the  railroad  lines  used  (to  avoid  paying  heavy  freight 
charges),  as  well  as  the  progressive  policy  shown  in  the  adoption  of 
the  latest  improved  methods  of  treatment,  and,  on  the  other  hand,  the 
position  of  the  reduction  works,  which  are  so  placed  relatively  to  the 
mines,  although  situated  twenty-seven  miles  therefrom,  as  to  avoid  re- 
handling  of  material,  coal,  and  ores. 


THE  CAUSES  AND  PREVENTION  OF  WATER 

FERMENTATION. 


By  Samuel  MeElroy. 

RAPID  progress  in  biological  science,  coming,  as  it  does,  to  the 
aid  of  chemical  science,  and,  in  such  cases  as  water  analysis, 
furnishing  what  hydraulic  engineers  have  long  felt  to  be  a 
needed  supplement,  within  twenty  years  has  changed  the  theories 
and  practice  of  our  medical  authorities,  and  is  rapidly  leading,  in 
agriculture  and  otherwise,  to  radical  changes  important  to  public 
welfare. 

The  fermentation  of  water  is  a  subject  which  grows  in  importance 
with  the  rapidly-gTOwing  demand  for,  and  distribution  of,  water  in 
the  various  centers  of  population.  The  careful  student  who  has  col- 
lated the  experience  of  the  more  populated  centers  on  this  point 
finds  that  fermentation  is  an  active  and  universal  law  of  depuration  in 
reservoirs  and  other  bodies  of  water,  and  demands  a  systematic  atten- 
tion which  it  has  not,  as  yet,  received  in  water-supply  design. 

Contamination,  year  after  year,  both  in  summer  and  winter,  of 
the  most  prominent  supplies  has  shown,  at  times,  to  any  careful  ob- 
server, the  effects  of  the  process  by  which  nature  depurates  contami- 
nated water.  These  effects  have  differed  in  period  and  intensity,  but 
their  occurrence  has  been  common. 

Actuated  by  local  pride,  when  troubles  come  which  should  have 
been  anticipated  and  prevented,  city  authorities  have,  in  various 
times  and  ways,  glossed  over,  tried  to  explain  away,  or  ignored  these 
evidences  of  contamination  ;  and  quite  a  number  of  those  who  ought 
to  know  better — chemists,  biologists,  engineers,  commissioners — 
have  insisted  that  the  trouble  was  only  temporary,  its  causes  more  or 
less  mysterious,  its  effects  more  or  less  mythical,  and  its  sanitary 
effects  harmless.  The  good  name  of  the  supply  is  to  be  guarded, 
and  the  suffering  consumers  are  cautioned  against  any  public  clamor. 

The  general  panacea  of  these  wise  men  is  flushing  the  mains  at  the 
street  hydrants, — an  operation  performed  at  night,  to  save  critical 
eyes  from  a  shock.  This  shows  what  deposits  the  mains  collect  under 
their  usual  slow  motion,  and  discharge  under  rapid  currents ;  and  it 
usually  aggravates  the  trouble,  since  the  oxids  of  constant  pipe-disin- 
tegration are,  in  themselves,  valuable  correctives,  and,  if  the  reservoir 
is  contaminated  by  what  it  accumulates  in  its  depths,  the  renewed 
supply  more  surely  shows  it,  under  the  erroneous  practice  which  ne- 
glects surface  flow  into  the  mains. 
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To  the  hydraulic  engineer  who  has  made  this  process  a  study,  and 
is  familiar  with  the  theories  and  remedies  of  ancient  practice,  the 
causes  and  effects  are  plain,  and  the  remedies  equally  so.  Unfortu- 
nately, however,  in  the  engineering  profession  struggling  through  a 
transition  stage,  studied  experience  has  no  adequate  market  value, 
and  centers  of  population  gain  lessons  by  a  prolonged  suffering  which 
is  strangely  universal. 

Two  great  natural  laws  come  into  action  here.  From  its  abrasive 
weight,  its  absorbing  power,  its  active  solutions,  and  its  incessant  mo- 
tion, water  as  rain,  as  flowing  veins  and  currents,  as  expanding  ice,  or 
when  distilled  by  evaporation,  becomes  rapidly  contaminated  in  its 
descent  through  the  atmosphere  and  its  flow  over,  or  through,  the 
earth.  It  rapidly  takes  up,  or  becomes  impregnated  with,  vegetable 
and  animal  matter,  diseased  or  dead,  and  mineral  salts. 

Then,  in  the  wonderful  provision  made  for  man's  comfort  and 
health,  come  into  action  the  sanitary  forces  whose  office  is  to  depurate 
this  organic  pollution.  Sunlight,  as  heat  and  otherwise,  has  one 
function  ;  oxygen  in  aeration  and  motion  has  another  ;  and  the  teem- 
ing sanitary  police  of  the  lower  organic  world,  the  algoid  and  fungoid 
ministry,  with  that  of  the  protozoic  forms,  come  in  to  fulfil  their  im- 
portant share  of  the  work.  These  forces — heat,  air,  and  microbes — 
are  the  remedial  trinity  of  diseased  water. 

The  cause,  then,  plainly,  is  contamination  by  diseased  or  dead 
organic  matter ;  and,  since  fermentation  is,  generally,  nature's  cor- 
rective remedy,  the  process  here  is  putrefactive  fermentation  ;  and  the 
odors  and  flavors  observed  are  the  usual  evidences  of  this  process, 
which  must  continue  until  depuration  is  accomplished.  No  scientific 
student  considers  heat,  or  oxidation,  or  microbes  a  direct  cause  of 
this  phenomenon.  He  knows  perfectly  well  that  each  is  simply  reme- 
dial for  a  distinct  organic  cause. 

Let  us  now  apply  these  premises  to  the  supply-condition  of  the 
fourth  city  of  the  United  States.  Brooklyn,  in  1895,  is  reported  to 
have  used  80,124,432  gallons  of  water  per  day,  or  more  than  100  gal- 
lons per  capita,  for  the  twenty-five  wards  supplied  by  the  city  works. 

The  city  works  department,  from  amounts  raised  by  tax  and  assess- 
ment, expended  in  1895,  $5,827,482,  of  which  $761,717  was  for 
water  maintenance,  including  the  respectable  sum  of  $393,275  for 
salaries  alone. 

In  addition,  the  house-holders  paid  $1,863,678  as  water  rates, — a 
total  of  $2,625,495  for  the  luxury  of  water-supply. 

Brooklyn  inaugurated  in  1856  a  supply  of  the  highest  rank  in 
quantity,  quality,  and  availability.  The  engineering  theory  of  this 
plan  may  be  thus  stated  : 
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Long  Island,  in  the  main,  is  composed  of  a  porous  mass  of  sand 
and  gravel,  sloping  up  from  the  ocean  on  one  side  and  the  sound  on 
the  other  to  a  central  ridge,  which  rises  several  hundred  feet  above 
tide,  and  contains  occasional  deposits  of  clay,  bowlders,  etc.  The 
rain  falling  on  this  surface  is  readily  absorbed,  and  passes  down 
to  a  saturated  bed,  as  through  an  enormous  Alter,  which  rises  land- 
ward from  tide-level,  with  an  hydraulic  frictional  slope,  generally 
of  eight  or  ten  feet  per  mile,  except  near  tide.  On  the  Hempstead 
plains,  at  a  distance  of  9.38  miles  from  tide,  and  a  ground  elevation 
of  about  210  feet,  the  water  stands  78  feet  above, — a  mean  slope  of 
8.34  feet  per  mile,  and  a  direct  nitration,  to  reach  it,  of  132  feet. 

Along  this  southern  slope,  easterly  from  New  York  bay,  depress- 
ions occur  at  frequent  intervals  in  this  formation,  near  tide,  generally 
as  swamp  beds  from  which  powerful  springs  issue,  forming  creeks, 
each  flowing  to  tide  through  its  own  valley  ;  and  there  is  considerable 
appropriation  of  these  as  mill-ponds,  near  tide. 

Under  the  plan  of  1856,  an  intercepting  aqueduct  was  built, 
from  the  Ridgewood  Pump  well  to  Hempstead  Reservoir,  12.39  miles, 
completely  controlling  a  basin  of  88.64  square  miles.  Of  about  eigh- 
teen creeks  which  it  crossed,  five  of  the  more  prominent  were  selected, 
their  mill-ponds  being  formed  into  supply  reservoirs,  and  a  sixth  was 
excavated  on  Clear  stream.  Abundant  experience  has  shown  their 
flow, — about  36,000,000  gallons  per  day ;  the  rest,  on  a  catch- 
ment of  not  less  than  1,200,000  gallons  per  square  mile,  or  106,000,- 
000  per  day,  wasting  at  tide  unless  intercepted. 

In  1875,  under  the  Kingsley  regime^  Brooklyn  expended  about 
$1,500,000  for  the  Hempstead  storage  reservoir,  endorsed  as  capable 
of  furnishing  100  days'  summer  supply  of  10,000,000,  in  addition  to 
the  creek  flow  of  about  8,000,000.  It  has  a  maximum  capacity  01 
850,000,000,  at  a  depth  of  29  feet,  which  it  has  never  been  able  to 
realize,  and  its  capacity  at  any  level  suppresses  the  natural  stream  flow 
in  proportion. 

In  1892  an  extension  aqueduct  was  built,  to  Massapequa,  a  point 
22  miles  from  the  pump  well,  which  intercepts  a  basin  of  88.5  square 
miles.  On  this  five  supply  reservoirs  were  built,  credited  with  a  grav- 
ity flow  of  31,700,000,  in  1895,  from  a  total  daily  basin  flow  of  about 
106,000,000.  The  streams  which  feed  these  eleven  reservoirs  vary  in 
length  from  1.3  miles  (Newbridge)  to  4.5  (East  Meadow),  on  the  Ex- 
tension, and  2.5  (Jamaica)  to  3.25  (Hempstead)  on  the  original  line. 
They  outcrop  in  depressed  basins,  in  which  masses  of  swamp  growth 
have  accumulated  ;  various  similar  pond  depressions  occur  in  their 
.descent,  and  the  lower  ponds  have  swamp  inlets. 

Jamaica  valley,  for  a  mile  above  the  reservoir,  has  a  broad  swamp 
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area,  about  a  quarter  of  a  mile  wide.  In  building  the  embankment 
of  the  South  Side  Railroad  across  it,  the  writer  had  the  swamp  peat 
excavated,  in  some  cases  to  a  depth  of  more  than  four  feet,  to  get  a 
firm  slope  rest. 

On  the  extension  the  city  acquired  for  aqueduct  right  of  way  and 
pond  construction  484  acres,  with  810  acres  of  head  swamp  lands, 
leaving  about  802  similar  acres  on  the  five  streams  yet  to  be  pur- 
chased ;  and  the  actual  area  of  pond  excavation,  for  a  minimum  depth 
of  2*4  feet,  appears  to  have  been  about  69  acres. 

The  new  storage  reservoir  of  1875  was  incomplete,  when  abandoned, 
47  acres  in  the  valley  remaining  entirely  uncleared  of  rank  vegetation. 
Kept,  as  it  necessarily  is,  at  about  half-depth,  rank  vegetation  grows 
at  the  head,  to  add  to  its  supply  contamination. 

On  the  extension,  then,  the  water,  however  pure  when  it  crops 
out  in  bed-springs,  is  in  direct  steepage  contact  with  about  1,540  acres 
(nearly  2*4  square  miles)  of  vegetable  contamination;  and  on  the 
main  line  no  adequate  effort  has  been  made  to  remedy  a  similar  ex- 
posure—for a  swamp  depth  of  4  feet,  in  some  cases. 

In  the  winter,  when  a  sleet  storm  comes  on  the  frozen  ground,  a 
large  surface  wash  into  the  reservoirs  occurs,  carrying  its  quota  of  or- 
ganic matter  from  a  highly-cultivated  district  and  producing  strong 
discoloration  in  the  city  mains. 

As  early  as  1872  a  supplemental  supply  by  detached  wells  was 
commenced,  below  the  aqueduct.  This  has  been  rapidly  extended,  so 
that,  on  the  main  line,  eight  stations  are  now  in  use,  while,  on  the 
extension,  the  same  method  is  being  largely  applied.  Excepting  two 
cases  of  "  sunken  wells,"  these  are  "  driven  tubes,"  using  each  about 
100  2-inch  tubes  driven  to  great  depths — 45  to  90  feet  or  more. 

Experience  shows  that  instead  of  securing,  as  was  expected,  fil- 
tered water  of  great  purity,  none  approaches  the  purity  of  the  gravity 
outcrop,— about  3  grains  of  solid  matter  per  gallon.  The  sunken  well 
at  Smith's  pond,  fed  from  it,  in  November,  1890,  gave  3.66  grains 
(100,000  parts);  Forest  Stream,  5.84;  Clear  Stream,  6.04;  Baise- 
ley's,  10.28;  Spring  Creek,  17.96. 

There  are  two,  sometimes  three,  explanations.  First,  that,  the 
passage  along  the  tube  downward  to  the  suction-point  being  vertical, 
with  less  descent  friction,  and  also  cleared  from  the  fine  sand  in  in- 
terspaces, the  tubes  draw  surface  water,  rather  than  that  of  the  lower, 
horizontal  beds ;  and  this  is  swamp-  or  surface-contaminated.  A 
property-owner  and  long  resident  on  the  extension  says  : 

"  I  know  every  pump  or  well  driven  by  the  contractors  between 
Freeport  and  Wantagh,  and  pumping  now  ;  nearly  all  of  them  are  in 
swamps.  .    .    .   The  pumping  station  at  Clear  Stream  is  shut  down. 
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The  whole  pond  is  but  little  more  than  a  morass,  being  overgrown 
with  water-grass  and  weeds." 

Of  the  actively-pumped  and  costly  Spring  creek  well,  E.  H. 
Bartley,  chemist,  says  in  the  board  of  health  report  of  1885  : 

"The  wells  (tubes)  are  located  on  low  ground,  near  a  former 
stream  and  swamp,  both  of  which  are  now  drained  entirely  dry.  The 
distance  from  the  Jewish  cemetery  is  370  yards.  The  land  about  the 
station  is  under  cultivation,  by  frequent  applications  of  stable  manure. 
.  .  .  The  influence  upon  (neighboring)  wells  and  subsoil  water 
extends  much  farther  than  the  distance  to  the  cemetery.  It  is,  in  my 
opinion,  demonstrable  that  the  subsoil  drainage  from  the  cemetery 
and  filthy  barnyards  in  the  neighborhood  finds  its  way  into  these 
wells,  and  thence  to  the  general  water-supply  of  the  city." 

This  is  accompanied  by  an  analysis,  giving  solid  contents  (100,- 
000)  of  33.4  grains  and  ignition  loss  (organic)  of  12.28. 

A  second  source  of  accumulated  matter  is  found  in  the  motionless 
condition  of  these  deep  beds,  and  their  constant  reception  of  what- 
ever impurities  reach  the  surface  of  the  saturated  bed,  and  continue  to 
descend  without  being  carried  off.  It  is  well  known  that  nitrifying 
organisms  rapidly  diminish  in  number  with  increased  filter-bed  depth, 
and  at  these  great  depths  they  cannot  act. 

A  third  danger,  and  at  least  occasional  contamination,  comes 
from  the  objectionable  proximity  of  these  deep  tubes  to  tide- line, 
some  being  not  500  feet  distant,  and  45  to  90  feet  below  tide  level. 
Whenever,  then,  the  tidal  pressure  exceeds  the  landward  slope  press- 
ure, in  a  case  where  these  wells  at  work  lower  the  saturated  level  3 
to  10  feet,  salt  water  will  begin  to  saturate  the  intervening  bed,  and, 
as  time  goes  on,  the  supply  will  become  more  and  more  brackish,  and 
must  be  abandoned. 

To  all  these  contingent  risks  and  facts  of  contamination  must  be 
added  the  increase  of  population,  agriculture,  manufacture,  and  the 
like,  on  the  feeding  area  of  this  saturated  bed,  and  along  the  flowing 
creeks  in  use.  Sewage,  farm  manure,  and  factory  pollution  must  be 
expected,  and  must  be  provided  for  wisely  and  effectively. 

The  original  contract  and  specifications  for  these  works  were  drawn 
by  the  designing  engineer,  and  the  works  were  constructed  substan- 
tially in  accordance  therewith.  They  contained  three  special  pro- 
visions against  fermentation,  in  a  case  where  less  than  10,000,000  per 
day  could  be  used,  and  where  the  20,000,000  provided  for  would  not 
be  required  for  fourteen  years. 

Under  the  first  provision,  as  to  the  ponds  below  the  flow  lines,  all 
vegetable  and  perishable  matter  must  be  cleared. 

The  second  made  the  westerly  supply  reservoir,  Jamaica,  a  depu- 
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rating  reservoir  for  the  entire  supply,  from  which,  by  careful  subsidence 
and  surface-decantation,  the  purified  flow  could  enter  the  aqueduct. 

The  third  formed  the  Ridgewood  distributing  reservoir  in  three 
apartments,  from  which,  by  the  same  process  of  subsidence  and  three- 
fold surface-decantation,  through  connecting  wells,  the  purest  water 
could  enter  the  mains. 

For  the  extension,  then  anticipated,  and,  in  fact,  provided  for  by 
the  purchase  of  important  ponds,  Smith's  pond  was  provided  for  a 
similar  depurating  reservoir. 

In  the  actual  construction  of  the  original  work,  and  on  the  exten- 
sion, not  one  of  these  four  safeguards  has  been  properly  secured  ; — the 
last  three  not  at  all.  In  fact,  the  fundamental  plan  of  the  works  has 
been  so  far  ignored  that,  when,  even  in  1895,  the  lower  main  aque- 
duct, capable  of  eventually  carrying  100,000,000,  was  used  for  a  flow 
of  43,800,000,  the  remainder  was  passed,  at  very  great  pumping  ex- 
pense, through  a  48-inch  main,  from  Millburn  engine-house,  though 
the  main  cost,  at  the  outset,  about  $1,100,000,  with  a  probable  life  of 
not  much  more  than  thirty  years.  A  second  more  valuable  66  inch 
steel  pipe  is  now  under  contract  at  nearly  $1,000,000  more. 

Under  public  clamor,  and  a  hurried  common  council  appropriation, 
steps  were  taken  to  clean  out  one  of  the  ponds.  As  an  additional 
safeguard  a  laboratory  for  analyses  has  been  established  at  Rockville 
Center,  to  eventually  determine  the  cause  of  the  putrefactive  fermen- 
tation. 

Much  credit  is  claimed  by  the  department  for  three  years'  ex- 
penditure in  cleaning  ponds,  and  is  due  for  what  has  been  done  ;  but 
there  is  still,  on  a  large  scale,  constant  exposure  to  local  contamination, 
which  is  the  source  of  the  present  trouble. 

Health  Commissioner  Emery  ascribes  the  bad  odor  and  color  to  the 
"  presence  of  living  and  decomposing  vegetable  matter  in  the  ponds, 
reservoirs,  and  distribution  system."  This  opinion  is  concurred  in 
by  Drs.  Bartley,  Hutchinson,  and  others,  from  personal  inspection  of  a 
"  large  collection  of  decaying  vegetable  matter ' '  in  the  ponds. 

These  conclusions,  in  the  opinion  of  the  engineer- in  charge,  furnish 
"a  partial,  though  still  imperfect,  designation  of  the  origin  of  the 
trouble,  but  its  specific  cause  remains  undefined."  His  remedy  is 
"the  continued  observation,  examination,  and  analysis  of  all  our 
sources  of  water,  so  that  we  may  become  thoroughly  familiar  with 
their  characteristics,  and  the  most  efficient  treatment  in  any  given 
case."  This  is  further  defined  as,  "  not  only  chemical  analysis,  but 
color  tests  and  biological  examination,  embracing  that  of  the  micro- 
scopic organisms,  and  that  of  the  bacteria,  as  well  as  their  com- 
plete differentiation  in  each  case,  as  far  as  practicable  ; 
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experiments  made  to  ascertain  the  mode  of  operation  of  the  cause  of 
the  trouble,  and  corrective  treatment  to  be  applied." 

The  only  consistent  and  proper  remedy,  then,  for  a  dead  horse  on  the 
street  is  a  series  of  laboratory  analyses  to  ascertain,  as  far  as  practica- 
ble, a  suitable  remedy  ! 

The  theory  of  the  original  plan  was  simple,  effective,  and  econom- 
ical. From  a  level  near  mean  high  tide,  as  we  have  seen,  the  vast 
saturated  sand  and  gravel  bed  of  the  southern  slope  of  the  island  rises 
towards  the  central  ridge  on  an  hydraulic  slope  of  about  eight  and  a 
half  feet  per  mile.  The  upper  roof  of  this  slope,  along  the  line  now 
controlled  by  the  Brooklyn  aqueduct,  daily  discharges  towards  tide  about 
205,000,000  gallons  of  the  purest  filtered  water,  under  the  surface. 

Could  a  more  simple  problem  in  hydraulic  engineering  be  presented 
than  the  effective  interception  of  such  a  flow,  on  such  a  slope,  not  where 
it  crops  out  to  be  contaminated,  but  where  it  flows,  clear  and  clean  ?  It 
would  make  an  engineer  of  ancient  Rome  turn  in  his  grave  to  be  told  that 
for  thirty  years  Brooklyn  has  been  stumbling  over  this  problem  ;  that, 
after  acquiring,  at  the  outset,  36,000,000,  with  an  outlay  of  $5,400,- 
000,  she  has  since  expended  for  extensions  and  interest  about  $33,- 
000,000,  including  at  least  $1, 750,000  for  wells;  and  that  her 
officials  have  been  contemplating  an  additional  outlay  of  $25,000,000, 
to  meet  the  demands  of  1900,  wandering  into  northern  New  Jersey  to 
face  a  sectional  State  contest,  when  all  this  water,  in  all  its  purity,  is 
running  to  waste,  day  after  day,  under  its  present  aqueduct  ! 

Nor  is  there  much  comfort  promised  in  the  eventual  remedy  of 
"  sand  filtration  "  discussed.  The  ancient  engineers,  by  careful  aera- 
tion and  subsidence,  oxidized  and  depurated  the  organic  matter,  and 
thereby,  in  a  simple  and  natural  way,  greatly  reduced  the  normal  quan- 
tity of  microbes  by  clarifying  and  removing  their  food-supply.  But,  in 
the  expensive  single-process  sand  filters  of  the  day,  so  extravagantly  laud- 
ed, through  a  bed  of  two  and  a  half  to  four  feet,  all  the  organic  matter, 
flood  laden  or  otherwise,  is  accumulated,  and  with  it  a  necessary  accu- 
mulation of  microbe  organic  slime,  which  pervades  the  entire  bed, 
and  through  which  every  gallon  the  consumers  drink  is  forced  under 
hydraulic  pressure  ! 

For  100,000,000  per  day,  for  Brooklyn,  the  estimated  cost  of  in- 
stallation plant  is  about  $1,700,000,  with  uncovered  beds,  and 
$2,700,000,  with  covered  beds;  with  the  comfortable  operating  out- 
lay of  $1,200  per  day,  uncovered,  and  $1,600,  covered;  $438,000 
per  year  in  one  case,  and  $584,000  in  the  other, — a  sanitary  and  finan- 
cial conclusion  for  tax  payers  to  study. 
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THE  PATENT  SYSTEM  AS  A  FACTOR  IN 
NATIONAL  DEVELOPMENT. 


By  William  C.  Dodge. 

THE  question  is  sometimes  asked  :  Is  a  patent  system  of  benefit 
to  a  country  ?  and  not  infrequently  we  find  men  and  papers 
advocating  the  abolition  of  patents.  Those  who  entertain 
such  ideas  generally  belong  to  one  of  two  classes, — persons  who  con- 
found modern  patents  with  the  "odious  monopolies"  of  former 
times,  and  who  think  that  inventions  would  be  secured  just  as  well 
without  patents,  and  those  who  think  that  labor-saving  machines  de- 
prive men  of  employment,  and  are  therefore  injurious  to  the  laboring 
classes. 

This  opposition  has  exhibited  itself  from  the  beginning  down  even 
to  the  present  day.  It  is  but  a  few  years  since  a  writer  in  a  paper 
published  at  the  capital  of  the  United  States  asserted  that  "  the  in- 
vention of  the  steam  engine  and  the  sewing-machine  were  among  the 
greatest  evils  that  ever  befell  mankind  "  ;  and  it  is  a  matter  of  history 
that  in  the  same  enlightened  land  prayers  were  offered  in  some  of  the 
churches  that  the  wickedness  of  the  newly- invented  sewing-machine 
might  be  made  apparent,  and  its  makers  be  struck  with  a  conviction 
that  would  induce  them  to  stop  its  manufacture  ! 

More  recently  an  organ  of  a  labor  organization  insisted  that  the 
introduction  of  patented  machinery  worked  injury  to  skilled  labor,  as 
have  also  the  leaders  of  some  of  these  organizations,  and  writers  in 
periodicals,  during  the  past  year. 

It  is  to  correct  these  erroneous  impressions  that  I  present  the  fol- 
lowing facts. 

If  those  who  confound  modern  patents  with  the  "odious  monopo- 
lies "  granted  by  the  monarchs  would  but  consider  for  a  moment,  they 
would  see  how  erroneous  such  an  idea  is. 

Under  the  old  system  of  "  monopolies,"  rights  of  which  the  pub- 
lic were  already  in  full  possession  were  arbitrarily  taken  from  the 
public  and  conferred  upon  individuals,  greatly  to  the  injury  of  the 
public.  For  instance,  Queen  Elizabeth  bestowed  upon  her  favorites 
the  exclusive  right  to  sell  steel,  salt,  and  other  articles  in  the  kingdom, 
the  price  of  salt  by  the  monopoly  being  increased  from  sixteen  pence 
to  fifteen  shillings, — over  eleven  hundred  per  cent.  ! 

On  the  contrary,  a  patent,  instead  of  taking  from  the  public  any- 
thing which  it  already  has,  induces  the  inventor  to  spend  his  time, 
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labor,  and  money,  and  exercise  his  genius,  in  devising  and  giving  to 
the  public  something  new, — something  which  it  wants,  and  which, 
but  for  his  invention,  it  might  never  have  had.  True,  it  gives  him 
the  exclusive  right  to  make,  sell,  or  use  the  invention,  but  only  for  a 
brief  period,  and  that  only  upon  the  condition  that  he  shall  so  illus- 
trate and  describe  it  that  the  public  can  make  and  use  it  at  the  expi- 
ration of  his  limited  right,  and  thereafter  have  it  free  forever. 

The  difference  between  a  modern  patent  and  an  old-time  monop- 
oly is  as  clear  and  as  distinct  as  the  difference  between  day  and  night, 
and  there  is  no  excuse  for  their  being  confounded  by  any  intelligent 
person.  In  fact,  it  was  to  abolish  and  prohibit  the  "odious  monop- 
olies ' '  that  the  patent  system  was  established. 

In  no  part  of  the  world  have  inventions  been  so  extensively  made 
and  used  as  in  the  United  States,  and  there  can  be  no  better  way  of 
determining  whether  the  patent  system  has  been  beneficial,  and 
whether  or  not  it  is  for  the  public  good  to  continue  it,  than  to  con- 
sider what  it  has  done  for  that  country. 

To  get  an  idea  of  what  has  been  accomplished  during  the  first 
century  of  American  existence  under  the  patent  system,  let  us  briefly 
compare  the  condition  of  the  United  States  in  1790  with  that  of 
1896. 

Their  territorial  area  has  increased  from  830,000  square  miles  to 
3,314,220;  their  population  from  4,000,000  to  more  than  70,000,- 
000  ;  their  75  post-offices  to  about  70,000 ;  and  their  1,500  miles  of 
postal  routes  to  nearly  500,000  miles,  on  which  there  is  a  travel  of 
409,388,425  miles, — enough  to  encircle  the  globe  more  than  16,000 
times  !  In  1 790  they  had  practically  no  manufactures.  At  the  close  of 
the  revolution  their  manufactures  amounted  to  only  $20,000,000,  the 
total  product  as  late  as  1830  being  but  $80,000,000  ;  while  in  1890 
their  manufactured  products  amount  to  almost  $9,250,000,000 — far 
more  than  those  of  Great  Britain,  and  more  than  one-third  of  the  total 
manufactured  products  of  the  world  !  At  the  same  time  their  agricul- 
tural products  have  grown  to  the  sum  of  $4,500,000,000  per  annum. 

In  1790  such  things  as  steamboats,  railroads,  telegraphs,  and  tele- 
phones were  unknown,  while  now  the  United  States  have  181,000 
miles  of  railroad  with  a  total  trackage  of  221,000  miles,  giving  em- 
ployment to  about  800,000  persons. 

The  street  and  suburban  railways  aggregate  nearly  40,000  miles,  of 
which  nearly  one-third  are  electric  roads,  with  30,000  motor  cars. 

On  the  15,000  miles  of  western  navigable  rivers,  and  95,000  square 
miles  of  lake  surface,  there  are  2,705  steamers,  with  a  tonnage  of 
806,584  tons,  while  the  craft  on  these  inland  waters  number 
10,237  with  a  tonnage  of  4,319,734  tons.    The  traffic  on  the  great 
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lakes  alone  amounts  to  nearly  40,000,000  tons.  During  the  eight 
months  of  navigation  60,000  vessels  pass  through  the  Detroit  river, 
with  a  tonnage  of  over  36,000,000  tons.  The  tonnage  of  entrance 
and  clearance  of  the  two  ports  of  Chicago  and  Buffalo  exceeds  that  of 
any  city  in  the  world,  except  London,  and  very  nearly  equals  that 
(London,  20,962,534;  Chicago,  10,288,868;  Buffalo,  9,560,590). 
From  the  single  port  of  Escanaba,  on  Lake  Michigan, — a  place  so 
young  as  to  be  unknown  abroad,  and  known  to  but  few  at  home, — 
there  were  shipped  in  1892  nearly  4,000,000  tons  of  iron  ore,  and 
120,000,000  feet  of  lumber, — her  tonnage  being  more  than  half  of  that 
of  Liverpool,  which  is  excelled  only  by  that  of  London. 

The  United  States  produce  now  more  iron  ore,  and  manufacture 
more  iron  and  steel,  than  Great  Britain,  which  heretofore  has  led  the 
world  in  that  line.  They  have  839,905  miles  of  telegraph  wires,  with 
25,000  stations,  independent  of  ocean  cables,  and  440,750  miles  of 
telephone  wires,  with  more  than  500,000  instruments  in  use. 

But,  wonderful  as  these  statistics  show  the  growth  of  the  country  to 
have  been,  they  do  not  tell  the  whole  story ;  for  it  must  be  l>orne  in 
mind  that  in  1790  the  four  millions  of  people  were  scattered  mostly 
along  the  Atlantic  seaboard  in  sparse  settlements.  Moreover,  it  must 
be  remembered  that  this  small  number  of  settlers  had  the  whole  conti- 
nent to  subdue, — forests  to  clear,  farms  to  open,  houses,  roads,  bridges, 
schools,  and  churches  to  build,  in  fact,  everything  to  create,  with  the 
savages  to  contest  every  foot  of  advance, — and  that  the  western  conti- 
nent had  neither  the  accumulated  wealth  or  the  surplus  labor  of  the 
old  world  with  which  to  accomplish  this  gigantic  task.  But  even  that 
is  not  all,  for,  in  order  to  get  a  clear  idea  of  the  conditions  under 
which  the  United  States  began  existence  as  a  nation,  one  must  con- 
sider also  the  restrictions  placed  upon  the  colonists  by  the  mother 
country. 

The  policy  of  the  mother  country  from  the  very  first  was  one  of 
suppression  of  all  manufacturing  industries.  As  early  as  162 1  an 
order  of  the  king  and  council  prohibited  the  shipment  of  tobacco  or 
any  other  production  of  the  colonies  to  any  foreign  port,  except  to  be 
first  landed  in  England,  and  a  duty  paid  on  it  there. 

This  policy  was  continued  even  after  American  independence,  and 
various  acts,  from  1781  to  1796,  were  passed,  prohibiting  under 
heavy  penalties  the  shipment  from  Great  Britain  of  "any  machine, 
tool,  engine,  press,  paper,  utensil,  or  any  part  thereof,  or  any  model 
or  plan  thereof,  which  was,  or  thereafter  might  be,  used  in  the  manu- 
facture of  woolen,  cotton,  linen,  or  silk  manufactures,"  and  also  pro- 
hibiting the  shipment  or  enticing  away  of  any  artificer  or  workman  in 
these  several  branches;  and  in  1795  this  act  was  made  pen*111*1- 
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It  was  not  until  1825  that  the  restriction  upon  workmen  leaving 
the  country  was  repealed,  and  that  upon  machinery  not  until  1845. 

The  object  of  all  this,  as  stated  in  the  preamble  to  the  act  of  1 763, 
was  "  the  keeping  of  his  majesty's  subjects  in  the  colonies  in  a  firmer 
dependence,"  "  the  increase  of  English  shipping,"  and  "  the  vent  of 
English  manufactures."  The  idea  and  purpose  of  the  British  govern- 
ment in  reference  to  the  colonies  was  succinctly  stated  by  Sir  Robert 
Peel,  when  he  said :  "  It  is  the  destiny  of  the  United  States  to  feed 
Great  Britain,  and  the  destiny  of  Great  Britain  to  clothe  the  United 
States." 

Of  course,  under  such  control  by  the  mother  country,  the  col- 
onists could  engage  in  nothing  but  farming  and  the  production  of  raw 
material,  to  be  shipped  to  England  for  the  use  of  her  manufacturers. 

During  the  revolution,  manufactures  were  established  to  partly 
supply  home  needs,  but  with  the  close  of  the  war  a  reaction  set  in 
that  soon  destroyed  most  of  them.  Under  the  confederation  of  the 
colonies,  which  was  solely  for  common  defence,  the  general  govern- 
ment had  no  power  to  grant  patents,  or  to  regulate  commerce,  or  to 
impose  duties  on  foreign  goods,  those  rights  being  exercised  by  each 
colony  or  State  as  it  saw  fit.  Massachusetts,  New  York,  and  those 
most  interested  in  commerce,  imposed  no  duties,  and  the  result  was 
that,  in  a  year  or  two  after  the  close  of  the  revolution,  the  country 
was  so  flooded  with  the  cheap  products  of  England  and  other  coun- 
tries as  to  break  down  all  the  manufactures  that  had  been  established 
during  the  revolution  and  bankrupt  the  merchants.  So  terrible  was 
the  condition  of  affairs  that  petitions  were  sent  to  congress  asking  it  to 
issue  "  fiat  "  paper  money,  and  loan  it  to  the  people.  In  Pennsylva- 
nia the  State  government  actually  did  this. 

It  was  this  condition  of  affairs  which  finally  resulted  in  the  consti- 
tutional convention  in  1787,  which  conferred  on  congress  the  powers 
under  which  the  country  has  since  grown  to  its  present  estate.  Among 
the  powers  conferred  on  congress  by  the  constitution,  two  of  the  most 
important,  so  far  as  national  prosperity  and  growth  are  concerned, 
are  the  power  to  regulate  commerce  and  impose  duties  on  imports, 
and  the  power  to  provide  for  the  grant  of  patents.  These  may  well 
be  termed  the  right  and  left  arms  of  American  growth  and  prosperity, 
and  it  is  a  question  which,  after  all,  is  the  right  arm,  and  which  the 
left.  Under  the  exercise  of  those  two  powers,  for  the  first  century  of 
existence,  the  United  States  have  so  grown  and  prospered  that  they 
now  do  one-third  of  the  world's  manufacturing,  one-third  of  its  min- 
ing, and  one-fifth  of  its  farming,  and  possess  one-fifth  of  its  wealth. 
And,  best  of  all,  this  is  the  result  of  peace,  and  the  intelligent  applica- 
tion of  the  arts. 
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Now,  what  has  caused  this  marvellous  growth  ?  Doubtless  there 
are  several  causes.  The  cheapness  of  a  virgin  soil  and  free  institu- 
tions inducing  immigration  from  abroad  were  two  of  the  causes ;  but 
those  alone  do  not  account  for  it. 

By  some  it  is  contended  that  the  tariff  has  been  the  prime  cause  of 
American  prosperity.  Without  desiring  to  discuss  that  or  any  polit- 
ical question,  and  admitting  that  a  tariff  is  necessary  for  national 
revenue,  and  that  it  has  been,  and  is,  of  importance  to  the  manufac- 
turing interests  of  the  country,  I  assert,  without  fear  of  successful 
contradiction,  that  the  patent  system  of  the  United  States  has  been, 
and  is  now  more  than  ever,  one  of  the  prime  causes  of  national  growth 
and  prosperity. 

As  stated  by  Commissioner  Leggett  in  his  report  for  1878,  from 
three  fourths  to  nine-tenths  of  all  American  manufacturing  is  based, 
directly  or  indirectly,  on  patents ;  that  is  to  say,  the  people  are  en- 
gaged in  manufacturing  patented  articles,  or  are  using  patented 
machines  and  processes  to  manufacture  articles  not  patented. 

One  need  but  step  into  any  shop  where  articles  are  being  pro- 
duced— from  the  saw  mill  in  the  woods  that  now  cuts  its  300,000  feet 
per  day,  to  the  little  shop  in  the  attic  where  toys  are  produced,  orthe 
great  factories  turning  out  their  millions'  worth  of  articles  of  every 
variety — to  prove  the  truth  of  this  statement.  In  fact,  you  cannot 
touch  a  thing  anywhere,  in  the  shop,  on  the  farm,  in  the  household, 
or  the  office,  that  does  not  bear  the  impress  of  patented  inventions. 

But  to  show  that  this  is  not  merely  an  individual  opinion,  let  me 
quote  what  an  intelligent  Englishman  says  on  the  subject.  Harris 
Gastrell,  secretary  of  the  British  Legation,  in  a  detailed  report  a  few 
years  since  to  his  government  upon  the  industries  of  the  United 
States,  says : 

I  cannot  close  this  report  without  recording  the  fact  that,  in  every  important 
branch  of  industry  referred  to  in  the  course  of  the  previous  pages,  the  American  man- 
ufacturers seemed  to  be  ever  gaining  on  their  competitors  of  the  old  world  by  availing 
themselves  to  the  utmost  of  every  advantage  of  improved  proeess  or  labor-saving 
machinery  which  American  or  other  inventors  may  offer. 

There  can  be  little  doubt  but  the  celerity  with  which  all  such  advantages  are 
thought  out  and  then  introduced  into  general  use  is  owing  to  the  constant  pressure  of 
high  rates  of  wages,  and  the  comparative  certain  protection  of  capital  invested  in  in- 
ventions. 

Neither  can  I  close  without  observing  how  favorably  the  great  industries  of  the 
United  States  would  probably  compare  with  the  best  organized  of  the  competing  in- 
dustries of  Europe.  The  past  history  and  present  development  of  the  textile  (and 
metal)  industries  is  an  earnest  of  a  prolific  future.  Whether  or  not  a  reduced  cost  of 
living  shall  ever  be  attained,  I  cannot  doubt  that,  under  sound  conditions  of  produc- 
tion, American  industry  will  not  only  supply  its  oii-n  market,  but  will  also  become  a 
formidable  competitor  in  foreign  markets  in  many  articles. 

How  soon  that  competition  abroad  may  take  place  in  this  or  that  industry  is  not 
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for  me  to  conjecture.  But  I  think  that  the  data  in  this  report  are  sufficiently  full  and 
correct  to  enable  others  to  predict  that  time  in  respect  to  the  cotton  and  woolen  indus- 
tries. 

At  a  meeting  of  the  British  Association,  after  his  return  from  the 
Philadelphia  Centennial  Fair,  Sir  William  Thompson  said : 

I  was  much  struck  with  the  prevalence  of  patented  inventions  at  the  exhibition  ;  it 
seemed  to  me  that  every  good  thing  deserving  a  patent  wu  patented  I  asked  one 
inventor  of  a  very  good  invention  :  "  Why  don't  you  patent  it  in  England  ?  "  He  an- 
swered :  *'  The  conditions  are  too  onerous."  We  are  certainly  far  behind  America's 
wisdom  in  this  respect.  If  Europe  does  not  amend  its  patent  laws,  America  will 
speedily  become  the  nursery  of  inventions  for  the  world. 

Mr.  Hulse,  the  English  judge  of  textiles,  in  his  report  to  parlia- 
ment, said  : 

The  extraordinary  extent  of  ingenuity  and  invention  existing  in  the  United  States 
and  manifested  throughout  the  Exposition  I  attribute  to  the  natural  aptitude  of  the 
people,  fostered  and  stimulated  by  an  admirable  patent  law  syj/em. 

So,  too,  the  Swiss  commission  were  so  impressed  by  what  they 
saw  at  Philadelphia  that  they  published  an  address  to  their  manufac- 
turers, in  which  they  told  them  that  their  only  hope  was  in  the  adop- 
tion of  a  patent  system  ;  and  the  result  was  that  Switzerland  in  1888 
adopted  a  patent  law. 

The  United  States  consuls,  in  their  reports  to  the  State  depart- 
ment on  the  effect  in  Europe  of  the  Centennial  Exhibition  in  1876, 
show  how  American  implements  and  products  were  being  preferred  in 
Europe,  especially  agricultural  machines  and  tools  ;  and  Consul  Win- 
ser  gives  long  extracts  from  a  book  published  by  Dr.  Herman  Grothe, 
a  prominent  German  political  economist,  who  visited  the  fair  for  the 
sole  purpose  of  "  studying  the  principles  which  had  operated  so  pow- 
erfully in  bringing  about  this  rapid  and  high  development  of  Ameri- 
can industries,"  and  who  lays  great  stress  on  "  the  stimulating  effect 
of  the  patent  laws. ' ' 

Dr.  Grothe  further  says  : 

Moreover,  owing  to  the  use  of  labor-saving  machinery  and  finer  and  better-adapted 
tools,  the  cost  of  manufacture,  in  spite  of  higher  wages  in  the  United  States,  is  lessened 
to  the  point  where  competition  with  other  nations  in  supplying  foreign  markets  may 
fairly  be  tried  ;  and  there  can  be  no  doubt  that  a  great  many  lines  of  American  wares 
will  eventually  find  ready  sale  in  the  German  market,  in  some  cases  to  the  exclusion 
of  the  same  classes  of  goods  of  English,  French,  and  even  home  manufacture.  All 
this  is  granted. 

In  the  reports  ot  the  British  commissioners  to  parliament  it  was 
stated  that,  "  as  regards  extent  of  invention  and  ingenuity,  the  United 
States  was  far  ahead  of  other  nations"  ;  that  "  a  great  part  of  the 
marked  advance  in  the  improvement  of  workmen's  tools  which  has 
been  made  during  recent  years  is  justly  due  to  the  inventive  genius  of 
American  citizens";  that  "one  cannot  fail  to  notice  the  great 


Digitized  by  Google 


548 


THE  PATENT  SYSTEM  AS  A  FACTOR 


fertility  of  invention  displayed  in  America";  that  "there  is  great 
inventive  power,  and  a  ready  and  fearless  adaptation  of  the  means  to 
the  end  sought  "  ;  that  "  no  one  could  fail  to  be  struck  with  the  great 
and  successful  application  of  science  to  useful  purposes  in  America  ' '  ; 
and  that,  "judged  by  its  results  in  benefiting  the  public,  both  by 
stimulating  inventors  and  by  giving  a  perseveringly  practical  turn 
to  their  labors,  the  American  patent  law  must  be  admitted  to 
be  the  most  successful,  and  the  beneficence  of  its  working  was 
very  amply  illustrated  throughout  the  American  region  of  the  Ex- 
hibition." 

Edward  Bally,  one  of  the  Swiss  commissioners,  said  : 

I  am  satisfied  from  my  knowledge  that  no  people  have  made,  in  so  short  a  time, 
so  many  useful  inventions  as  the  Americans  ;  and,  if  to-day  machinery  apparently  does 
all  the  work,  it  nevertheless  by  no  means  reduces  the  workman  to  a  machine.  He 
uses  a  machine,  it  is  true,  but  he  is  always  thinking  about  some  improvement  to  intro- 
duce into  it,  and  often  his  thoughts  lead  to  fine  inventions  or  useful  improvements. 

As  a  result  of  these  obvious  facts,  a  committee  of  the  British  par- 
liament some  years  ago,  after  two  years  of  investigation,  recommended 
the  adoption  of  the  American  patent  system,  and  again  in  1894  the 
subject  was  agitated.  Norway  and  Sweden  in  1885,  Canada  in  1886, 
and  Germany  in  1888  adopted  a  similar  system  of  preliminary  exami- 
nation, and  now  they  grant  patents  only  for  what  is  new  and  original. 
Thus  the  foremost  manufacturing  nations  of  Europe  recognize  the  su- 
periority of  the  American  patent  system,  and  make  acknowledgment 
of  its  beneficial  results. 

Now,  when  the  United  States  manufacture  more  than  they  con- 
sume and  seek  other  markets  for  a  surplus  of  both  manufactured  and 
agricultural  products,  the  patent  system  more  than  ever  becomes  im- 
portant ;  for,  with  higher-priced  labor  and  raw  material,  how  are 
goods  to  be  made  there,  and  sold  in  Central  and  South  America,  in 
open  competition  with  the  cheaper  labor  and  cheaper  raw  material  of 
England,  France,  Belgium,  and  Germany  ?  If  the  cost  of  both  labor 
and  material  could  be  reduced  to  a  European  basis,  then,  of  course, 
America  could  compete ;  but  that  cannot  be  done,  for  the  price  of 
labor  cannot  be  fixed  by  law,  nor  would  the  United  States  want  to  re- 
duce it,  if  it  could.  That  was  tried  in  England  and  also  in  New 
England,  and  abandoned  centuries  ago. 

The  main  hope  is  in  inventions,  and  the  skill  and  energy  of  the 
American  people.  If  inventors  can  furnish  manufacturers  with  im- 
proved machines  and  processes,  which  will  reduce  the  cost  of  produc- 
tion from  fifteen  to  twenty  per  cent.,  then  the  new  world  can  compete 
with  the  old  world  ;  otherwise  not.  Already  that  point  is  rapidly  ap- 
proaching, as  the  following  facts  show : 
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In  1830  the  manufactured  products  of  the  United  States  amounted  10  but  880,848,210 

By  the  census  of  1850  they  had  grown  to  1,019,109,616 

i860   "     *'       "   1,885,861,676 

1870  "     »      "   3»385.86o,354 

i83o  •«     «   5.369.579»i9i 

1890    9,224,541,094 

or,  according  to  Mulhall,  more  than  one-third  of  the  total  manufact- 
ured products  of  the  world  ! 

This  remarkable  increase  has  been  largely,  if  not  mainly,  due  to 
inventions,  stimulated  and  fostered  by  the  patent  system.  As  proof 
of  this  I  cite  the  fact  that  the  amount  per  hand  employed  has  constantly 
increased.  For  instance,  as  shown  by  the  census  reports,  in  1850 
the  product  per  hand,  yearly,  was  $1,564,  while  in  1890  it  had  grown 
to  $2,250, — an  increase  of  nearly  44  per  cent,  in  forty  years.  Dur- 
ing that  time  the  hours  of  labor  have  been  reduced  at  least  20  per 
cent.,  and  yet  the  product  per  hand  has  increased,  as  above  shown. 
Nor  is  this  all,  for,  while  the  hours  have  been  decreased,  and  the 
product  increased,  the  wages  paid  those  hands  have  increased  in  even 
greater  ratio,  or  from  an  average  of  $247  per  year  in  1850  to  $450  in 
1890,  an  increase  which  is  even  further  augmented  if  measured  by  the 
purchasing  power  of  a  dollar  then  and  now. 

Now,  how  is  it,  and  what  is  it,  that  enables  an  operative  to-day  to 
produce  so  much  more,  in  a  less  number  of  hours,  than  he  could  thirty 
or  forty  years  ago  ?  It  is  simply  invention,  as  embodied  in  the  im- 
proved machines,  tools,  processes,  and  appliances  that  American 
inventors  are  constantly  furnishing  to  American  manufacturers. 

Near  Baltimore  there  was  recently  erected  one  of  the  largest  plants 
for  the  manufacture  of  Bessemer  steel  in  all  its  forms  in  the  world  ; 
and,  as  recently  stated  by  its  superintendent,  by  means  of  the  inven- 
tions and  improved  appliances  they  have  adopted  they  are  enabled  to 
produce  a  ton  of  steel  with  but  one-third  of  the  manual  labor  required 
at  their  other  establishment,  built  twenty  or  twenty- five-  years  before. 

In  1866  steel  rails  cost  $165  per  ton.  In  1884  they  had  dropped 
to  S34,  in  1893  they  were  $21  to  $24  per  ton,  and  in  1897,  even  less. 
See  how  that  has  expedited  the  building  of  railroads,  which  now 
cover  the  country  like  a  net-work,  and  without  which  modern  exist- 
ence could  not  be  carried  on.  And  the  same  is  true  of  steel  in  all  its 
forms,  so  that  to-day  we  build  steel  bridges,  steel  vessels,  steel  cannon, 
steel  frames  for  our  buildings,  and  for  farm  implements,  and  use  steel 
nails. 

Inventions  and  improvements  have  so  reduced  the  cost  of  steel 
rails  that  already,  during  the  year  1897,  the  United  States  have  sold 
100,000  tons  to  Europe.    They  sold  100,000  tons  of  pig  iron  from 
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the  southern  states  in  1896,  and  this  year  it  is  estimated  that  it  will 
be  250,000  tons,  where  before  the  war  none  was  produced.  In  1896 
the  American  export  of  iron  and  steel,  manufactured  and  unmanu- 
factured, amounted  to  over  $41,000,000. 

As  an  illustration  of  the  benefits  of  invention,  take  the  common 
nail.  In  1818,  when  they  began  to  be  made  by  a  machine  operated 
by  hand  in  Pennsylvania,  they  cost  from  18  to  37^  cents  per  pound, 
according  to  size.  Now  they  are  sold  at  1  to  i)4  cents  per  pound, — 
so  cheaply  indeed,  that  a  carpenter,  working  for  30  cents  per  hour, 
had  better  let  a  nail  go  than  to  spend  ten  seconds  to  pick  it  up,  for 
ten  seconds  of  his  time  is.  worth  more  than  the  nail ! 

In  a  report  made  by  the  United  States  consul  at  Birmingham,  he 
cites  a  paper  prepared  by  an  English  expert,  who  forcibly  describes 
the  danger  from  American  competition  to  the  British  manufacturer 
of  steel. 

That  is  the  result  of  invention.  And  the  same  is  true  of  nearly 
all  branches  of  manufactures.    Says  the  Iron  Industry  Gazette : 

"  Disparagement  of  patents  is  common  and  easy,  but  it  should  not 
be  forgotten  by  those  who  sneer  at  inventors  that,  out  of  a  total  of 
over  $8,000,000,000  of  capital  invested  in  manufacturing  in  the 
United  States,  patents  form  the  basis  for  the  investment  of  about 
$6,000,000,000.  Evidently,  the  United  States  system  of  encouraging 
invention  that  has  resulted  in  the  patenting  of  over  500,000  inventions 
is  a  system  that  is  exceedingly  wise  and  valuable.  The  one  thing  that 
has  enabled  manufacturers  to  make  so  wonderful  a  progress  in  the  United 
States  is  its  patent  system." 


THE  ARCHITECTURAL  RELATIONS  OF  THE 
STEEL-SKELETON  BUILDING. 

By  F.  H.  Kimball. 


HE  layout  or  arrangement  of  a  large  modern  office-buildings 


or  of  any  building  exceeding,  say,  eight  or  ten  stories  in 


height,  is  influenced  to  a  great  extent  by  the  methods 
to  be  employed  for  upholding  the  structure.  As  the  height  or  the 
number  of  stories  is  increased,  walls  of  masonry  alone  soon  become 
structurally  impracticable  by  reason  of  the  great  thickness  sure  to  be 
developed  in  the  lower  stories  and  the  consequent  loss  of  rentable 
area.  The  architect  must  therefore  study,  and  in  his  design  be  influ- 
enced by,  the  best  means  in  vogue  for  carrying  the  floors,  together 
with  the  loads  likely  to  be  imposed  thereon,  as  well  as  all  the  walls, 
both  interior  and  exterior. 

Our  building  laws,  before  the  high-building  period  set  in,  were 
such  as  possibly  to  develop  walls  of  three  or  four  feet  in  thickness  in 
the  first  story  ;  but,  whatever  reduction  of  rentable  space  resulted, 
clients  were  apparently  satisfied.  In  fact,  they  had  no  choice,  as 
there  was  no  appeal  from  the  law  in  this  respect.  This  state  of 
things  does  not  prevail  in  every  city.  In  some  of  the  large  cities 
compilers  of  the  building  laws  seem  to  have  more  faith  in  the  adhe- 
sive and  sustaining  qualities  of  brick  and  stone  masonry,  but  in  New 
York  city  they  are  more  conservative.  It  is  a  matter  of  conjecture 
whether  the  controlling  motive  was  lack  of  confidence  in  the  fidelity 
of  our  builders  to  use  the  best  of  everything,  or  a  desire  to  emulate 
the  example  of  those  in  olden  time  who  "builded  better  than  they 
knew," — whose  works  were  imperishable,  standing  to-day  as  monu- 
ments to  the  honesty  and  ability  of  those  commissioned  to  build  them. 
It  is  fair,  however,  to  take  a  charitable  view,  and  believe  that  our 
building  laws  are  more  perfect  than  those  of  other  cities. 

It  is  not  to  be  regretted  that  the  master  minds  which  gave  us  all 
we  have  to  day,  architecturally  speaking,  knew  nothing  of  modern 
expedients  in  construction.  It  is  scarcely  possible  to  conceive  what 
they  would  have  done  with  a  sixteen-  or  twenty-story  building,  while 
preserving  the  breadth  and  repose  of  the  examples  handed  down  to  us. 
We  do  not  know  what  exterior  effect  they  would  have  produced  where 
the  walls  were  hung  on  a  steel  cage,  with  all  the  accompanying  restric- 
tions as  to  weight  and  thickness ;  how  they  would  have  preserved  an- 
apparent  stability  of  pier  and  wall  space,  and  secured  at  the  same- 
time  well  lighted  rooms  for  any  kind  of  business  ;  nor  with  what  sue- 
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cess  they  would  have  met  the  many  bugbears  in  the  form  of  girders 
for  the  support  of  walls,  and  columns  to  carry  them  by  which  modern 
architects  are  oppressed.  It  is  natural  to  suppose  that  the  genius 
which  created  and  developed  architectural  styles  would  no  doubt  have 
solved  such  problems  with  greater  skill  than  that  shown  by  the  archi- 
tects of  to  day.  Whether  they  would  have  clothed  their  tall  build- 
ings  with  masonry,  or,  recognizing  the  lightness  and  pliability  of 
metal  as  an  external  skin,  would  have  devised  some  preservative 
treatment  whereby  the  life  of  the  metal  might  be  so  prolonged  as  to 
make  it  commercially  valuable,  it  is  impossible  to  conjecture.  When 
we  study  the  great  examples  of  masonry  construction,  one  of  the 
greatest  and  the  first  being  the  Duomo  at  Florence,  followed  by  St. 
Peter's  at  Rome,  it  seems  fair  to  presume  that  something  would  have 
been  worked  out  with  great  boldness  of  design  and  construction. 

Would  they  have  considered  the  subject  from  the  engineer's  stand- 
point ?  That  is,  given  a  rigid  steel  frame  composed  of  columns  and 
girders  supporting  floors  of  steel  beams  filled  in  with  masonry,  braced 
to  withstand  any  degree  of  wind-pressure  without  the  need  of  other 
reinforcement  than  of  metal,  would  they  not  have  devised  and  at- 
tempted to  preserve  the  same  degree  of  lightness  throughout  by  con- 
ceiving some  covering  of  a  similar  nature  to  encase  this  frame?  Or 
would  they  have  used  materials  which  have  no  affinity  for  metal, 
forming  a  covering  of  great  weight,  perishable,  difficult  to  replace 
when  injured  or  destroyed  by  fire  or  the  elements,  and,  after  all,  sug- 
gestive of  something  which  does  not  exist,  for  there  is  no  evidence 
of  the  substance  back  of  the  covering?  Not  that  we  should  make 
evident  the  structural  supports  in  the  design,  but  it  is  a  common 
custom  to  "  thin  down  "  the  piers  and  wall  surfaces  of  a  building,  for 
the  purpose  of  amply  securing  well -lighted  rooms,  at  the  expense  of 
correct  architectural  composition. 

While  the  beauty  of  stone  and  brick  in  color  and  texture  is  not  to 
be  questioned,  conditions  may  arise  which  demand  a  radical  departure 
from  the  traditions  that  dictate  their  use.  In  place  of  stone  or 
brick,  why  not  use  iron  or  steel  plates,  or  a  composite  plate,  bolted 
or  riveted  to  the  steel  frame  ?  This  could  not  be  considered  a  return 
to  the  cast-iron  imitation  of  stone  masonry  which  prevailed  twenty 
years  ago.  A  more  rational  and  natural  use  of  metal  might  be  de- 
vised which  would  not  have  the  elements  of  a  cast-iron  front.  Pos- 
sibly the  treatment  of  its  exterior  surface  by  a  preservative  coating 
would  give  it  the  desired  color  effect,  and  at  the  same  time  save 
frequent  painting.  At  any  rate,  there  may  be  a  thought  in  this  which 
some  architects  will  eventually  attempt  to  work  out,  and  the  effort 
may  lead  the  way  to  something  better. 
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In  the  designing  and 
laying  out  of  a  building 
in  which  the  use  of  a 
steel  frame  is  contem- 
plated, the  architect  of 
to  day  has  far  more  to 
think  about  and  pro- 
vide for  than  he  had 
under  the  older  systems 
of  construction.  The 
external  design  and  in- 
terior arrangement,  to 
a  certain  degree,  must 
be  worked  up  together. 
It  is  essential,  however, 
that  the  arrangement 
shall  conform  to  sur 
rounding  conditions, 
principally  as  to  the 
available  source  of  light, 
whether  that  source  be 
the  street,  or  courts,  or 
both.  Then  must  be 
considered  the  placing 
of  the  entrance  to  the 
building, — whether  at 
one  side,  or  directly  in 
the  center  of  the  archi- 
tectural composition, — 
and  its  relation  to  the 
elevators,  which  must 
be  conveniently  placed 
where  they  will  best 
serve  the  interests  of 
the  tenants  and  public 
for  quick  access  and  at  the  same  time  occupy  space  of  least  value 
for  rental  purposes.  These  two  features  are  most  important  in  the 
design  of  a  building.  The  elevators  must  also  be  considered  in  con- 
nection with  the  plan  of  the  upper  stories. 

In  determining  the  constructive  features  it  is  necessary  to  con- 
sider the  location  of  the  structural  supports.  A  cut-and-dried  spacing 
of  the  supports — that  is,  columns  regularly  arranged,  just  so  many  in 
the  depth  at  an  even  number  of  feet  and  inches  apart,  and  just  so 
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NATIONAL  BANK  OK  COMMKRCE  WILDING,  NEW  YORK. 
By  the  courtesy  of  James  B.  Baker,  Architect. 
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many  at  equi-distant 
spacing  in  the  width— is 
in  many  instances  im- 
possible. It  simplifies 
the  engineering  problem, 
but  is  sometimes  incom- 
patible with  results  which 
an  architect  strives  to  ob- 
tain in  the  treatment  of 
halls  or  specially  large 
rooms,  such  as  corpora- 
tions require.  Again,  a 
line  of  columns  may  come 
so  near  a  division  wall  or 
partition  as  to  make  it 
desirable  to  put  them  out 
of  sight  ;  or  there  may 
be  stories  of  a  special 
character  (similar  to  the 
sixth  and  seventh  stories 
of  the  Manhattan  Life 
Building,  with  which  the 
writer  is  identified), 
where  it  is  desirable  to 
bury  the  columns,  or, 
failing  that,  to  dispose 
of  them  with  some  regu- 
larity and  method  of  ar- 
rangement. 

This  means  that  an 
architect  must  consider, 
so  far  as  the  interior 
columns  are  concerned, 
each  and  every  story 
through  which  they  pass,  before  he  can  definitely  fix  their  location. 
Economy  should  also  be  considered  in  spacing  the  columns  within 
certain  limits,  for  the  reason  that,  where  they  are  placed  far  apart, 
increased  weight  of  metal  is  requisite  in  both  the  supporting  girders 
and  the  columns,  and  heavier  floor  beams  are  needed,  and  the  greater 
concentrated  loads  at  the  base  of  columns  involve  a  more  extensive 
foundation. 

To  be  taken  into  serious  consideration  also  are  the  location  and 
probable  depth  of  girders  supporting  the  floor  beams.     As  a  rule,  the 
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depth  of  such  girders  is 
greater  than  the  floor 
beams  which  they  carry. 
They  may  drop  a  foot, 
and  sometimes  much 
more,  below  the  general 
ceiling  level.  It  is  ad- 
visable by  some  means 
to  bring  this  impedi- 
ment into  some  logical 
and  harmonious  rela- 
tion to  the  architectural 
and  decorative  treat- 
ment, whatever  it  is,  or 
to  find  some  treatment 
naturally  growing  out 
therefrom.  But,  where 
a  story  is  cut  up  in- 
to many  rooms  to  suit 
the  notions  and  desires 
of  tenants  as  to  floor- 
space,  regulated  to  a 
large  degree  by  the 
depth  of  their  pocket- 
books,  no  attention  is 
paid  to  this  subject. 

Next  in  order  is  the 
position  of  outer  wall 
columns,  which  must 
be  covered  up  in  the 
piers  or  come  in  the 
wall  spaces — anywhere 
except  in  a  window. 
They  are  regulated,  as 
a  rule,  by  the  design  of  the  exterior,  though  sometimes  they  regulate* 
the  design.  Some  columns  carry  the  ends  of  floor  girders,  and  are, 
in  a  measure,  fixed.  Sometimes  it  is  possible  to  line  up  all  exterior 
wall  columns  with  those  of  the  interior,  simplifying  both  manufacture 
and  erection.  But  the  rule  as  to  short  spans  for  purposes  of  economy,, 
and  rigidity  as  well,  applies  here  too.  As  the  walls  must  be  sup- 
ported on  girders,  it  is  vital  that  the  spans  should  not  be  excessive, 
especially  in  cases  where  girders  support  three  stories  of  wall. 

The  system  and  character  of  bracing  and  tying  together  the  ex 
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terior  wall  columns  and  girders  to  resist  wind-pressure  can,  to  a  great 
extent,  conform  to  the  wall-spaces  placed  at  the  disposal  of  the  engi- 
neer by  the  architect  in  his  design,  but  sometimes,  as  in  the  case  of  a 
narrow  frontage  with  long  side  exposure,  the  height  of  a  building  de- 
mands special  bracing,  to  accommodate  which  there  must  be  an  ad- 
justment of  the  architectural  composition.  The  accompanying  illus- 
tration of  the  first  two  stories  of  the  Broadway  front  of  the  Empire 
Building,  Rector  street  and  Broadway,  is  an  example.  Notwithstand- 
ing the  greatest  care  on  the  part  of  the  architect  and  his  assistants,  it 
is  difficult  to  guard  against  every  contingency  and  keep  the  structural 
frame  amply  covered  and  protected. 

In  the  placing  of  outside  wall-supporting  girders  in  the  case  of  a 
stone  front  it  is  desirable  to  locate  them  where  cornices  or  band 
courses  occur,  so  that  the  heavy  stone  forming  these  features  may  run 
through  the  wall  and  be  borne  on  the  girders,  thus  acting  as  corbels 
on  which  the  walls  above  may  be  carried,  up  to  the  next  horizontal 
line  of  girders.  This  system  permits  the  erection  of  any  part  of  a 
front  independently  of  the  other  parts,  if  deemed  advisable.    It  is 
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EMPIRE  BUILDING,  NEW  YORK. 
Elevation  of  the  lower  part  of  the  skeleton  frame,  Broadway  front. 
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EMPIRE  WILDING,  NEW  YORK. 
Elevation  of  lower  part  ol  Hroadway  front,  as  it  will  appear  when  completed. 

well  to  say  that  it  is  not  popular  in  this  city  to  skip  about  in  this 
manner  in  building  an  outside  wall  ;  when  a  start  is  made,  whether 
at  the  first  or  second  story,  it  is  safer  to  continue  to  the  top  un- 
interruptedly, course  by  course.  There  is  a  possibility,  however,  that, 
in  case  of  defacement  or  serious  damage  by  fire,  such  portions  may  be 
removed  and  restored  with  greater  facility  than  in  former  days. 

The  protection  of  the  structural  frame  imbedded  in  the  outside 
walls  has  been  the  cause  of  much  discussion  and  variety  of  practice. 
Some  architects  advocate  placing  the  column  supports  entirely  within 
the  wall.  This  involves  heavy  bracketing  out  from  the  columns  to  sup- 
port the  girders  carrying  the  walls,  as  well  as  a  loss  of  floor-space,  be- 
sides eccentrically  loading  the  columns.  The  method  most  employed 
is  to  so  place  the  column  that  it  shall  have  the  protection  of  from 
eight  to  twelve  inches  of  masonry  between  it  and  the  outer  air,  and 
treat  the  metal  with  a  moisture-resisting  paint  or  composition.  Much 
depends  on  the  design  of  the  column.  It  will  be  conceded  by  those 
familiar  with  the  subject  that  the  best  form  of  column  is  one  so  designed 
as  to  offer  a  minimum  exposure  in  the  direction  from  which  moisture 
is  likely  to  penetrate  the  walls.  Therefore  an  open  column,  through 
which  masonry  may  be  built  entirely  surrounding  the  metal,  the  webs 
being  placed  at  right  angles  to  the  walls,  should  secure  the  best  and 
most  lasting  results  in  freedom  from  injury  by  moisture  or  by  heat 
from  external  fires.  This  rule  applies  to  girders  generally,  although 
there  are  conditions  prohibitive  of  forms  other  than  those  with  webs 
of  rolled  plates. 
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The  protection  by  fire-proofing  of  all  skeleton  frame  work,  col- 
umns, girders,  and  beams  in  the  interior  of  a  building,  demands  nearly 
as  much  study  as  that  spent  upon  their  location.  This  is  particularly 
true  in  the  case  of  columns.  An  adequate  water-protection  must  be 
capable  of  resisting  the  pressure  of  a  stream  from  the  most  powerful 
engine.  To  secure  such  resistance,  and  to  properly  protect  a  column 
against  injury  by  fire  surrounding  it,  the  column  should  be  enclosed 
in  a  burned-clay  blocking  of  at  least  four  inches  in  thickness,  laid  in 
the  very  strongest  cement  and  carefully  bonded  together  at  the  angles. 
This,  however,  means  an  enlargement  to  eight  inches  more  than  the 
neat  size  of  the  metal,  so  that  a  column  which,  in  the  first  story, 
measures  twenty  inches  across,  will  increase  to  a  measure  of  twenty- 
height  inches.  This  forms  an  obstruction  difficult  to  dispose  of  in  a 
manner  eminently  satisfactory  to  client  and  tenant,  as  the  increased 
sectional  area  absorbs  floor-space.  Sometimes  this  is  further  aug- 
mented by  the  pipe  lines  of  various  sorts  being  carried  up  on  the 
■columns.  It  is  aggravating  enough  to  make  such  display  of  features 
which  it  is  most  desirable  to  conceal ;  but,  when  these  pipe  lines  must 
be  carried  up  on  one  side  of  a  column  on  which  a  girder  centers,  then 
the  architect's  cup  of  misery  is  full  to  the  brim.  Very  possibly  he  has 
designed  and  worked  out  an  elaborate  decorative  treatment  in  the  earlier 
stages  of  his  work,  and,  just  when  ready  to  take  the  matter  up  and  put 
it  into  the  hands  of  the  builders,  he  is  compelled  to  begin  all  over 
again,  and  do  something  else  much  less  satisfactory. 

He  finally  overcomes  the  difficulty,  and,  when  this  is  done  skil- 
fully, it  is  noticeable  how  sadly  out  of  proportion  the  appreciation  of 
his  efforts  is  to  the  amount  of  hard  thinking  he  has  given  the  subject. 

The  tying  up  and  effacement  of  all  the  odds  and  ends  of  protrud- 
ing constructive  detail,  especially  without  incurring  extra  charges  on 
the  part  of  the  contractor,  requires  considerable  thought.  It  some- 
times leads  to  irritation  on  the  part  of  the  client  that  provision  for 
such  detail  was  not  incorporated  in  the  original  specification.  But  it 
can  hardly  be  otherwise,  for  it  is  scarcely  practicable  to  provide  for 
every  contingency  of  this  nature,  even  where  ample  time  is  allowed, 
and  quite  impossible  in  the  short  time  usually  granted  the  architect  to 
prepare  full  plans  and  detail  drawings. 

The  final  effort  of  an  architect,  after  he  has  plans,  design,  and 
construction  well  thought  out,  is  to  devise  a  suitable  foundation  to 
sustain  his  creation.  He  began  at  the  bottom  and  worked  up  to  the 
roof  to  perfect  the  arrangement  of  floor-space,  and  then  began  at  the 
roof  and  worked  down  to  the  cellar  to  perfect  his  construction  and 
find  out  what  it  all  weighed  in  tons  and  pounds.  Now  it  is  to  be  de- 
termined what  the  sub-structure  must  be.    Will  the  nature  of  the 
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ground  admit  of  a  grillage  foundation,  composed  simply  of  girders 
and  beams  resting  on  a  bed  of  concrete,  or  are  the  accumulative  loads 
so  great  that  nothing  short  of  bed-rock  will  suffice  to  safely  carry  the 
structure?  The  point  must  be  determined  beyond  doubt  or 
question,  and  the  building  secured  against  any  settlement  other  than 
the  natural  adjustment  of  the  various  conflicting  parts.  The  problem 
has  been  much  simplified  since  the  introduction  of  the  caisson  found- 
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ations,  the  first  of  the  kind  being  used  for  the  foundation  of  the  Man- 
hattan Life  Building,  66  Broadway,  New  York  city.  When  the 
proper  foundation  system  has  been  decided  upon,  designing  of  the 
shoes  and  metal  base  to  receive  and  support  the  carrying  columns 
must  be  considered  with  reference  to  bulk  as  well  as  sustaining 
qualities. 

The  installation  of  the  generating  machinery  requisite  to  operate 
the  several  systems  requiring  power,  such  as  are  needed  in  every 
modern  building,  for  heating,  lighting,  elevator,  plumbing,  and  ven- 
tilation, demands  provision  for  more  than  one  boiler,  and  sometimes 
half  a  dozen.  These  various  mechanical  systems  must  be  so  disposed 
throughout  the  cellar  as  to  work  advantageously  one  with  the  other. 
A  bulky  mass  of  grillage,  with  its  fire  proof  enclosure,  would,  in  many 
cases,  seriously  upset  any  practical  arrangement  of  machinery,  if  not 
altogether  prevent  its  use. 

It,  therefore,  becomes  incumbent  on  the  part  of  the  engineer  to  so 
distribute  his  loads  by  means  of  girders  or  cantilevers  as  to  offer  the 
least  obstruction  in  the  floor-space  ;  at  the  same  time  he  must  keep  in 
mind  the  fact  that  all  of  these  different  systems  require  piping  which 
must  be  run  above  and  across  the  grillage  in  all  directions,  and  that 
no  grillage  must  be  of  such  height  as  to  encroach  upon  the  free  and 
uninterrupted  right  of  way  for  this  purpose.  This  may  compel  him 
to  bury  one  or  more  layers  of  grillage  under  the  the  surface  of  the 
cellar  floors,  but,  when  this  means  under  water,  he  must  seriously  con- 
sider the  natural  life  of  metal  exposed  to  continual  moisture,  the  ne- 
cessity of  proper  protection,  and  the  nature  of  the  protection  which 
will  be  surely  efficacious  in  repelling  moisture  for  a  long  period. 

It  will  be  apparent  to  the  reader  that  an  architect  has  much  to  do 
to  design  and  carry  to  a  successful  issue  the  many  problems  continu- 
ally arising  in  the  erection  of  a  large  building.  Only  the  construc- 
tive elements  have  been  herein  referred  to.  A  thorough  inspection  of 
one  of  the  large  modern  buildings  from  cellar  to  roof  would  best  serve 
to  show  the  visitor  the  manner  in  which  every  part  has  been  thought 
out,  and  could  not  fail  to  impress  him  favorably  towards  the  architect 
and  those  who  have  faithfully  carried  out  his  views. 

The  rapid  development  in  electrical  science,  steel -construction, 
sanitary  appliances,  heating  and  ventilation,  elevator  service,  in  fact 
all  that  goes  to  make  up  a  modern  building,  compels  an  architect  to 
keep  himself  well-informed  in  these  subjects  so  that  he  may  intelli- 
gently direct  the  experts  he  may  call  upon  to  assist  him  in 
perfecting  the  details  of  their  special  professions.  The  better  grasp 
the  architect  has  of  these  subjects,  the  more  likely  he  is  to  achieve 
satisfactory  results. 


THE  DEVELOPMENT  OF  THE  STEEL  RAIL  IN 
THE  UNITED  STATES. 


By  H.  G.  Prout. 

A BAR  of  steel  thirty  feet  long,  of  simple  and  uniform  cross- 
section,  may  appear  a  little  thing.  In  its  effect  on  human 
happiness,  however,  it  is  a  very  important  thing,  and,  as  an 
engineering  construction,  it  has  puzzled  many  able  minds.  A  past 
president  of  the  American  Society  of  Civil  Engineers,  who  is  not 
lacking  in  the  sense  of  humor,  said  :  "  Looking  at  the  rail  on  end,  it 
is  a  very  small  affair,  six  or  eight  square  inches  in  area,  but,  when 
looked  at  in  longitude,  we  find  that  it  is  over  600,000  miles  long, 
and  every  inch  contains  a  blunder."  It  is  my  purpose  to  try  to  give, 
briefly,  some  notion  of  the  importance  of  the  steel  rail  to  mankind, 
of  the  variables  that  have  perplexed  designers,  of  the  blunders  that  they 
have  made,  and  of  the  success  that  they  have  had. 

A  few  years  ago  a  distinguished  company  of  foreign  iron  and  steel 
workers  was  gathered  in  Chickering  Hall,  New  York.  They  were 
delegates  from  the  British  Iron  and  Steel  Institute  and  from  the 
Verein  Deutscher  Eisenhuttenleute.  They  were  visiting  the  United 
States  to  see  some  of  the  work  done  there  in  the  noblest  of  the  metals. 
The  great  incident  of  the  day  of  which  I  speak  was  the  presentation  of 
the  Bessemer  gold  medal  to  an  eminent  American,  Mr.  Abram  S. 
Hewitt.  In  his  address  Mr.  Hewitt  said  that  "  the  invention  of  print- 
ing, the  discovery  of  the  magnetic  compass,  the  discovery  of  America, 
and  the  introduction  of  the  steam  engine  were  the  only  capital  events 
of  modern  times  which  belong  in  the  same  category  as  the  Bessemer 
process."  He  said  further  that  "  Sir  Henry  Bessemer  has  contributed 
more  than  any  other  living  man  to  that  condition  of  industry  which 
compels  all  who  are  engaged  in  its  conduct  to  combine  on  a  scale  un- 
known before  his  time  in  the  work  of  economic  production  and  equi- 
table distribution.  A  serious,  if  not  fatal,  blow  at  the  domination  of 
what  may  be  termed  the  privileged  classes  of  Great  Britain  was  struck, 
unintentionally  doubtless,  by  the  invention  of  Bessemer.  It  is  appar- 
ent that  the  structure  of  the  British  government  will  necessarily  under- 
go very  serious  changes,  and  Sir  Henry  Bessemer  has  been  the  great 
apostle  of  democracy." 

Mr.  Hewitt  meant  that  Bessemer  had  brought  about  one  of  those 
epoch  making  changes  in  economical  conditions  that  are  working 
steadily  through  the  generations  and  through  the  centuries  to  make 
life  easier  and  broader  for  the  great  mass  of  mankind, — those  changes 
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through  which  the  poor  and  the  lowly  rise  in  knowledge,  and  wealth 
and  power  and  the  classes  disappear.  And  this  effect  of  Bessemer's 
work  comes  chiefly  in  reducing  the  cost  of  transportation. 

The  introduction  of  railroads  made  an  industrial  revolution,  and 
nothing  less  ;  but  the  progress  of  that  revolution  seemed  to  have  about 
reached  its  limit  in  the  decade  between  i860  and  1870.  The  further 
progress  in  economy  and  efficiency  in  the  great  machine  of  transpor- 
tation called  for  increased  weights  on  all  wheels,  and  especially  on 
driving-wheels,  and  the  advance  in  public  service  called  for  greater 
speeds.  But  the  iron  rail  went  to  pieces  under  the  weights  imposed 
upon  it  and  under  the  shocks  of  the  blows  of  heavy  machinery  at  high 
speed.  Early  in  the  sixties  it  had  begun  to  be  obvious  that  rolled 
iron  rails  would  not  permit  much  further  progress  in  weight  and  speeds. 
The  limit  of  development  was  apparently  to  be  found  in  the  cost  of 
maintenance  of  track,  and,  notwithstanding  the  increasing  volume  of 
production,  the  price  of  iron  rails  was  rising.  For  seventeen  years 
they  had  sold  in  the  United  States  at  an  average  of  $57  a  ton  ;  in 
1862  they  were  below  $42,  and  in  1864  they  jumped  to  $126.  The 
price  was  trebled  in  two  years.  This  was  the  result  partly  of  the 
civil  war,  and  partly  of  conditions  affecting  rails  especially.  The 
average  price  of  gold  in  1862  was  116^  ;  in  1864  it  was  204*4.  A 
proportionate  rise  in  rails  would  have  carried  them  up  to  $74  a  ton  ; 
but  they  rose  to  $126,  and  we  must  conclude  that  a  very  large  part  of 
this  rise  was  from  the  effect  of  the  demand  for  them  for  new  work  and 
for  repairs.  Train  weights  could  go  no  further,  and  rates  charged  for 
service  could  be  reduced  no  lower  without  ruin  to  the  railroads.  It 
seemed  in  18643s  if  the  limit  of  endurance  of  railroad  track  had  been 
reached,  and  as  if  progress  stood  confronted  by  one  of  those  physical 
facts  which  sometimes  stop  the  way  for  centuries. 

The  maximum  price  of  iron  rails  was  reached  in  1864  ;  but  steel 
as  a  possible  relief  had  already  begun  to  be  talked  of.  Ten  years  be- 
fore, in  1854,  Bessemer  began  the  series  of  experiments  which  led  to 
the  discovery  of  the  pneumatic  process.  In  trying  to  get  a  good  gun- 
iron,  he  perceived  that  cast  iron  might  be  rendered  malleable  by 
blowing  air  through  the  fluid  metal.  In  1855  and  1856  he  took  out 
his  first  patents  for  the  pneumatic  process,  and  in  1858  actually  con- 
verted cast  iron  into  cast  steel. 

But  in  1857  Mushet  got  hold  of  some  metal  that  had  been  de  sil- 
iconized and  de-carbonized  by  the  Bessemer  process,  remelted  it  in  a 
crucible,  added  spiegeleisen,  and  made  a  steel  rail,  which  was  actually 
laid  in  the  tracks  of  the  Midland  Railway,  remained  there  for  five 
years,  and  carried  a  million  and  a  quarter  trains.  This  was,  so  far  as 
I  can  learn,  the  first  Bessemer  steel  rail  ever  rolled. 
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But  it  took  a  good  while  to  get  to  rolling  steel  rails  commercially, 
and  in  1867,  ten  years  after  the  first  steel  rail  was  put  into  service, 
they  still  sold  in  the  United  States  for  $166  a  ton.  The  American 
production  in  that  year  was  2,550  net  tons;  but  from  that  time  on 
the  price  fell  fast.  In  1877  it  was  $45.50  ;  in  1887  it  was  $37  ;  and 
now  it  is  about  $20.  The  production  rose  from  2,550  tons  in  1867 
to  432,160  tons  in  1877  and  to  2,354,132  tons  in  1887.  This  was 
the  banner  year  in  the  United  States, — the  year  in  which  about  13,000 
miles  of  new  track  were  built.  Since  then  the  new  mileage  of  rail- 
roads has  never  approached  that  length,  and  the  output  of  steel  rails  in 
America  has  never  been  so  great.  In  1896  the  United  States  built 
about  1,700  miles  of  railroad,  and  rolled  1,100,000  tons  of  steel  rails. 

But  the  steel  rail  came,  and  once  more  the  way  was  clear  for 
the  progress  of  the  industrial  revolution.  The  first  steel  plant  on 
a  commercial  scale  built  in  the  United  States  was  established  in 
Troy,  and  made  its  first  blow  February  15,  1865.  This  was  estab- 
lished by  Messrs.  Winslow,  Griswold  &  Holly,  Holly  being,  of  course, 
the  engineer,  and  the  man  who  furnished  the  greatest  part  of  the 
science,  enthusiasm,  and  imagination.  In  June,  1867,  the  Pennsyl- 
vania Steel  Company  made  its  first  blow  at  Steelton,  near  Harrisburg, 
this  plant  also  having  been  designed  and  built  by  Holly.  From  this 
time  steel  mills  followed  fast.  The  first  steel  rails  rolled  in  the 
United  States  were  a  lot  of  six,  rolled  by  the  North  Chicago  Roll- 
ing Mill  Company  in  May,  1865, — eight  years  after  Mushet  rolled 
his  experimental  rail  in  Wales.  These  were  rolled  from  ingots  made 
at  an  experimental  plant  at  Wyandotte,  Mich.,  and  they  were  doing 
service  in  track  ten  years  later.  The  first  commercial  rolling  was  at 
the  Johnstown  works  of  the  Cambria  Iron  Company  in  August,  1867. 
These  rails  were  rolled  for  the  Pennsylvania  Railroad  Company  from 
ingots  made  by  the  Pennsylvania  Steel  Company  works  at  Steelton. 

I  have  tried  to  give  a  notion  of  the  timeliness  of  the  introduction 
of  the  steel  rail.  I  wish  that  I  could  stop  to  say  something  of  the 
men  who  started  that  vast  business  in  the  United  States.  There  are 
few  stories  so  stirring  in  the  industrial  annals  of  the  world.  Reputa- 
tions and  great  sums  of  money  were  risked  on  what  was  still  an  exper- 
iment. The  men  who  invested  their  reputations  and  their  money 
stood  to  make  a  colossal  success  or  a  colossal  failure.  These  early 
steel-makers  were  men  of  ability,  enthusiasm,  and  prodigious  cour- 
age. Some  of  them  are  still  alive  and  active,  for  this  industry  be- 
gan in  the  United  States  only  thirty-four  years  ago.  I  can  mention, 
however,  only  three  or  four  of  them  ;  first  among  them,  and  far  above 
all  the  rest,  stood  Holly,  the  man  of  genius.  He  had  the  soul  of 
the  poet,  the  energy  of  the  soldier,  the  intellectual  grasp  of  the 
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philosopher.  I  have  said  that  he  was  a  genius;  and  his  life  illus- 
trates the  saying  that  genius  is  the  capacity  to  toil  terribly.  He 
burned  himself  out  and  died  at  fifty,  having  accomplished  great 
things,  and  loved  by  his  comrades  as  few  men  are  ever  loved.  I 
have  often  been  touched  by  some  words  of  his  which  show  the 
vein  of  tender  sentiment  that  ran  through  his  bright  and  manly  na- 
ture, and  the  apt  felicity  with  which  he  could  express  himself. 
In  1879  a  group  of  friends  united  to  give  Holly  a  piece  of  silver  plate. 
The  presentation  occurred  at  a  little  party  arranged  for  the  occasion, 
and  it  was  a  surprise  to  Holly.  In  receiving  the  gift,  he  made  a 
short  speech,  closing  with  these  words:  "Among  us  all  who  are 
working  here  in  our  noble  profession  and  are  keeping  the  fires  of 
metallurgy  aglow,  such  occasions  as  this  should  also  kindle  a  flame  of 
good  fellowship  and  affection  which  will  burn  to  the  end.  Burn  to 
the  end ;  perhaps  some  of  us  should  think  of  that,  who  are  burn- 
ing the  candle  at  both  ends.  Ah,  well,  may  it  so  happen  to  us 
that,  when  at  last  this  vital  spark  is  oxidized ;  when  this  combustible 
has  put  on  incombustion  ;  when  this  life- fire  flickers  thin  and  pale  at 
the  lips, — some  kindly  hand  may  turn  us  down — not  underblown  ;  by 
all  means  not  overblown — some  loving  hand  may  turn  us  down, 
that  we  may  perhaps  be  cast  in  a  better  mould."  Many  admired  his 
brilliant  intellectual  gifts  ;  and  a  choice  group  of  the  best  men  ad- 
mired him  and  loved  him  because  he  was  not  only  greatly  endowed, 
but  generous,  frank,  modest,  and  devoted  to  duty.  And  perhaps  of  all 
his  shining  qualities  this  last — his  devotion  to  duty — was  the  noblest. 

Probably  after  Holly  the  first  rank  should  be  given  to  the  two 
Fritzes,  George  and  John,  plain,  uneducated  men,  but  men  of  talent 
and  character.  They  built  up  the  great  works  at  Johnstown  and  at 
Bethlehem,  invented  many  appliances,  and  did  much  to  create  the 
Bessemer  art.  Captain  Jones,  long  engineer  and  superintendent  of 
the  Edgar  Thomson  Works,  was  another  man  much  like  the  Fritzes,  a 
characteristic  American,  preeminently  a  self-made  man,  clear-headed, 
rugged,  and  resolute.  He  died  as  he  had  lived,  at  his  post  of  duty, 
in  a  blast-furnace  accident  at  the  Edgar  Thomson  Works. 

Robert  Forsyth,  another  of  the  leaders,  lately  chief  engineer  and 
vice  president  of  the  Illinois  Steel  Company,  was  sent  to  Chicago  by 
Holly  to  superintend  the  erection  of  the  original  North  Chicago  Bes- 
semer Works,  of  which  he  afterwards  had  charge.  He  designed  the 
converting  department  for  the  South  Chicago  Works,  and  later  re- 
built the  Union  Works  at  Chicago,  and  finally  came  to  be  the  tech- 
nical chief  of  the  consolidated  mills. 

Robert  W.  Hunt,  whom  I  shall  have  occasion  to  mention  again, 
has  been  identified  with  the  steel  industry  for  thirty-seven  years.  He 
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FIG.  I. 


IRON,  84  LBS. 


has  been  an  acute  and  enterprising  student  and 
executive  man,  and  is  to-day  one  of  the  highest 
authorities  on  steel  rails.  He  was  a  lifelong 
friend  of  Holly,  as  well  as  of  the  Fritzes  and 
Forsyth. 

We  will  now  trace  briefly  the  development 
of  the  cross-section  of  the  steel  rail,  and  will 
then  return  and  analyze  the  sections  somewhat 
carefully.  In  the  diagrams  the  figures  in  verti- 
cal column  on  the  right  give  the  proportion  of 
the  metal  found  in  each  of  the  principal  mem- 
bers. Thus  in  Holly's  section  (Fig.  2)  the  head  contains  37  per 
cent,  of  the  total,  the  web  29  per  cent.,  and  the  flange  34  per  cent. 

It  was  natural  that  the  earliest  steel  rails  should  have  followed  the 
iron  rails  closely.  The  prevailing  shape  of  the  flat-footed  iron  rail  at 
this  period  was  the  pear  head  (Fig.  1),  which  had  been  adopted  to 

prevent  the  sides  of  the  head  from  breaking 
down  ;  so  long  as  one  had  to  deal  with  a 
weak  metal,  it  was  a  good  section.  But 
Holly  had  already  grasped  the  idea  that  a 
rail  should  be  designed  to  give  better  service 
as  a  beam,  and  he  concluded  that,  if  it  was 
made  of  the  best  re-heated  soft  iron,  with  a 
thin  and  elastic  head,  and  deep,  as  a  girder, 
it  would  not  only  wear  well,  but  carry  well. 
As  early  as  1856  he  designed  a  section  to 
embody  these  ideas  (Fig.  2).  But  this  form, 
I  think,  was  never  rolled.  The  English 
mills  controlled,  and  stuck  to  the  pear-head 
for  flat-footed  rails  rolled  for  export. 

In  the  United  States,  however,  better  practice  began  even  before 
the  era  of  steel.    In  1864  Mr.  Ashbel  Welch  designed  a  section  for 

a  62-pound  iron  rail,  4J4  inches  high,  with  u  Z\— 

a  four-inch  base,  and  such  an  angle  under   t  ~   

the  head  that  a  fish-plate  could  be  applied. 
This  was  very  similar  to  his  later  steel  sec- 
tion (Fig.  3).  Many  thousand  tons  of 
rails  of  this  pattern  were  rolled,  and  they 
did  good  service.  The  half- inch  stem  never 
gave  out,  nor  did  the  head  or  base  crack 
off  at  the  sharp  re-entering  angle,  as  many 
engineers  anticipated. 

In  passing,  I  may  say  that  Mr.  Welch 


FIG.  2.    HOLLY,  58  LBS., 
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was  a  remarkable  figure  in  the  engineering 
profession,  and  became  president  of  the 
q§  American  Society  of  Civil  Engineers.  He 
was  a  man  of  gentle  manners,  but  clear, 
analytical  mind  and  resolute  character,  and 
was  one  of  the  longest-headed  men  of  his 
generation.     It  often  surprises  me  to  see 
how,  in  various  branches  of  the  art  of  rail- 
4?  roading,  he  anticipated,  twenty  or  thirty  years 
ago,  the  best  American  practice  of  to  day. 
many  roads,  6o  As  I  have  said,  the  earliest  type  of  steel 

1870.  rail  was  the  pear  head.    In  1866  Mr.  Welch 

designed  a  section  for  a  steel  rail  (Fig.  3)  embodying  the  ideas 
which  he  had  put  into  the  iron  rail.  He  found  it  difficult  to 
get  this  rolled.  The  great  steel  makers  of  Sheffield,  John  Brown 
&  Company,  tried  to  persuade  him  of  the  folly  of  it,  but  it  was 
finally  rolled  without  much  difficulty,  stood  a  remarkably  good  drop 
test,  and  was  laid  in  the  spring  of  1S67  at  points  where  the  iron  rails 
were  giving  out  most  rapidly.  These  rails  performed  so  well  that 
they  were  quickly  followed  by  others  of  the  same  pattern,  and,  after 
carrying  ten  million  tons  of  freight,  there  was  not  a  broken  rail  among 
them,  although  heavier  steel  rails  of  the  older  tyj>e  frequently  broke. 

Naturally,  the  Welch  section  soon  spread,  and  for  a  while  it  de- 
termined the  type  in  America  ;  but  in  1874  Mr.  Octave  Chanute,  then 
chief  engineer  of  the  Erie  railroad,  brought  out  a  section  (Fig.  7) 
which  was  the  progenitor  of  what  has  been  the  standard  type  in  the 
United  States  until  very  lately,  although  it  was  modified  until  in  1880 
the  rail  mills  were  carrying  rolls  for  perhaps  three  hundred  sections, 
all  closely  resembling  this  type,  but  so  far  departing  from  it  that,  as 
Capt.  Jones  said,  a  rail  mill  had  to  have  a  ten-acre  lot  to  hold  its  rolls. 
This  section  is  generally  known  as  the 
Chanute  section,  but  the  Bethlehem  Iron 
Works  rolled  something  very  much  like 
it  for  the  Lehigh  Valley  Railroad,  after 
the  designs  of  Mr.  Sayre,  two  or  three 
years  earlier.  Probably,  however,  Mr. 
Sayre  and  Mr.  Chanute  designed  their  sec- 
tions independently  of  each  other.  The 
essential  departure  from  the  Welch  section 
is  in  the  greater  amount  of  metal  in  the 
head,  the  straight  and  somewhat  flaring 
sides,  and  the  thin  web  and  flange. 

With  the  Chanute-Sayre  type  as  a  basis,    fig.  5.  p.  r.  r., 67  lbs  ,  1870. 
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engineers  went  on  to  ^develop  rails  with 
deeper  and  bigger  heads,  especially  in  the  ~ T 
vertical  dimension,  with  straight  and  slop- 
ing sides,  and  robbing  the  web  and  the 
flange  for  the  sake  of  getting  metal  in  the 
head  of  the  rail,  where  the  wear  came. 
But  presently  a  new  school  of  design  sprang 
up ;  people  began  to  discover  that  the  steel 
rails  with  big  heads  actually  did  not  wear 
as  well  as  the  light  John  Brown  rails  and 
other  rails  of  English  and  American  make 
rolled  to  the  Welch  section;  and  it  be- 
gan  to  be  suspected  that  the  fault  was  in  the  design  of  rail  rather  than  in 
the  chemistry  of  the  metal  or  the  mill  processes.  In  1883  Mr.  P.  H. 
Dudley  designed  for  the  New  York  Central  &  Hudson  River  Railroad  an 

80 -pound  rail  (Fig.  n)  which  was  an  im- 
portant departure  from  the  common  prac- 
tice. He  made  this  rail  five  inches  high, 
and  gave  it  a  broad  and  shallow  head. 
This  design  marked  an  epoch  in  rail  sec- 
tions, and,  while  it  is  difficult  to  ascribe 
exactly  the  credit  due  to  each  man  in  the 
change  which  gradually  followed,  it  is 
certain  that  Mr.  Dudley  has  had  great  in- 
£  fluence  in  bringing  about  the  present  sec- 
tion. It  must  be  kept  carefully  in  mind 
that  I  speak  now  of  Mr.  P.  H.  Dudley, 
of  dynagraph  fame.  Mr.  Hawks,  chief  engineer  of  the  Michigan 
Central  Railroad,  came  out  in  1889,  with  a  rail  (Fig.  12)  similar  in 
design  to  Dudley's.  In  both  of  these  rails  the  characteristic  depar- 
tures from  previous  design  are  found  in 
the  head,  relatively  broad  and  thin,  and 
with  such  a  distribution  of  the  metal  as 
makes  what  has  come  to  be  called  a  bal- 
anced rail;  that  is,  the  percentages  of 
metal  in  head  and  flange  are  approxi- 
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FIG.  7.  CHANUTE. 


mately  the  same.    In  1889  also  Capt.  R.  n^' 
W.  Hunt  brought  out  designs  for  a  series  * 
of  rails,  weighing  60,  65,  70,  75,  80,  85, 
and  90  pounds,  with  the  general  charac- 
teristics shown  in  the  sections  devised  by 
Mr.  Dudley  and  Mr.  Hawks.  _ 

In  the  period  between  1883  and  1889   'fig.  8.  p.  r.  a.,  75  lbs.,  1885. 
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C.  C  C.  *  I.,  65  LBS., 
I885. 


there  had  been  a  good  deal  of  discussion 
of  the  proper  section  of  rail  (Dudley, 
Hunt,  Hawks,  and  a  few  others  taking  the 
burden  of  the  argument),  which  resulted 
in  the  appointment  in  1890  of  a  commit- 
tee of  the  American  Society  of  Civil 
Engineers,  instructed  to  present  to  the 
society  designs  for  what  might  be  adopted 
as  a  series  of  standard  sections.  This  com- 
mittee, after  long  consideration,  presented 
in  1893  a  series  ranging  from  40  up  to 
100  pounds  at  5-pound  intervals,  and  this 
series  is  nearly  identical  with  the  designs 
of  Hunt  and  Hawks  (see  Figs.  14  and  15).  Mr.  Dudley,  however, 
who  was  not  a  member  of  this  committee,  brought  out  in  1890  a  com- 
plete series  (see  Figs.  16  and  17  for  types)  embodying  his  ideas, 
which  differ  slightly  from  those  of  the  committee  of  the  Society,  al- 
though designed  on  the  same  general  principles. 

We  will  now  again  run  over  the  record  of  rail  sections,  and  analyze 
the  types,  one  after  another,  with  a  view  to  getting  at  the  logic  of 
them,  and  determining  in  our  own  minds  who,  of  the  various  design- 
ers, has  come  nearest  to  the  absolute  truth. 

Mr.  Welch's  section  (Fig.  3),  the  first  serious  departure  from  the 
pear-head  type  of  rail,  was  designed  with  a  view  to  a  rational  use  of 
the  superior  material.  The  pear-head  form  had  been  used  to  prevent 
an  inferior  rail  from  going  to  pieces,  and  it  was  an  excellent  form  in 
which  to  roll  slag  and  cinder,  and  the  baser  metalloids.  Mr.  Welch 
conceived  that,  with  steel,  it  would  be  possible  to  adopt  proportions 
in  which  the  metal  should  be  disposed  to  give  the  greatest  endurance 
against  abrasion.     Thus  a  thin  stem  and  base  would  give  sufficient 
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FIG.  IO.    T.  R.  R.,  85  LBS.,  l888. 


strength,  while  the  mass  of  the  metal 
could  be  put  in  the  head.  This  shape 
also  gave  surfaces  to  which  the  fish- 
plate joint  could  be  applied  under  the 
head,  doing  away  with  the  necessity 
for  laying  the  end  of  the  rail  in  a  rigid 
cast-iron  chair  resting  on  a  tie, — a 
ta  method  which  subjected  the  rail  to  a 
blow  between  a  heavy  hammer  above 
and  an  anvil  below.  He  designed, 
therefore,  a  rail  4  inches  broad  at  the 
base  and  4  inches  high,  with  a  head 
2^8  inches  wide  and  \%  inches  deep, 


THE  DEVELOPMENT  OF  THE  STEEL  RAIL.  575 


FIG.  II.     DUULKY,  8o  LBS.,  1 883. 


giving  the  top  a  curve  of  12  inches. 
The  stem  was  only  -fa  of  an  inch  thick, 
and  the  fishing  surfaces  under  the  head 
and  on  the  top  of  the  flange  were  in- 
clined at  an  angle  of  1 4  degrees  with  the 
horizontal.  I  do  not  discover  that  Mr. 
Welch  went  much  further  than  this  in 
elaborating  the  theory  on  which  his 
rail  was  designed,  but  it  is  singular 
that  in  so  many  particulars  he  came,  in 
this  very  early  type,  close  to  the  form 
which  now  prevails  in  the  standard  re- 
commended by  the  committee  of  the 
American  Society  of  Civil  Engineers, 
and  which  embodies  the  fundamentals  of  the  Dudley-Hawks-Hunt  sec- 
tions. In  the  distribution  of  metal  he  got  more  in  the  head  and  less  in 
the  flange  than  the  Civil  Engineers'  standard  series, — that  is,  45  per 
cent,  in  the  head  as  against  42,  and  35  in  the  flange  as  against  37.  The 
radius  of  the  crown  is  exactly  that  adopted  in  the  latest  standards, — 
namely,  12  inches.  The  width  of  the  head  between  the  origins  of  the 
corner  curves  is  but  }4  of  an  inch  less  than  in  the  Civil  Engineers'  70- 
pound  rail,  and  is  y&  of  an  inch  more  than  in  their  55-pound  rail. 
The  Hawks  80-pound  rail  has  almost  precisely  the  proportions  of  the 
Civil  Engineers'  section,  and,  so  far  as  the  distribution  of  metal  goes,  is 
very  close  to  Mr.  Welch's  section  of  1867.  Mr.  Welch  does  not 
seem  to  have  gone  into  the  chemistry  of  the  rail,  or  to  have  considered 
very  much  the  effects  of  his  proportions  upon  the  physical  quality  of 
the  metal  after  it  passed  through  the  rolls ;  this  was  natural,  for  the 
whole  science  and  art  of  steel-rail  making  was  developed  after  his 
section  was  designed.  Considering  that 
he  worked  in  the  very  dawn  of  that  sci- 
ence and  art,  before  a  single  principle 
had  been  established,  it  is  wonderful 
that  he  should  have  come  so  near  to 
what  seems  now  the  best  American 
practice.  And  this  is  another  instance 
of  the  singular  clear-headedness  and 
far-sightedness  he  so  often  displayed. 

The  Welch  section  had  a  great  in- 
fluence on  the  early  steel  rails,  and  soon 
determined  their  proportions,  so  far  as 
American  practice  went.    The  three  Il; 
early  designs  (Figs.  4,  5,  and  6)  are  1889 
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interesting  departures  from  the  Welch  section.  The  6o-pound  section 
of  1870  was  very  popular.  The  effort  to  get  a  fishing  angle  under  the 
head  is  observable,  and  it  will  be  seen  that  the  weight  of  metal  in  the 
head  has  been  increased  very  slightly  beyond  Mr.  Welch's  design.  The 
Pennsylvania  Railroad  67-pound  rail  of  1870  is  essentially  the  Welch 
section.  The  Delaware,  Lackawanna  &  Western  61 -pound  rail  of 
1874  is  chiefly  remarkable  for  the  very  short  crown  radius, — namely, 
3^6  inches,  which,  I  suspect,  is  a  mistake  of  some  draughtsman  or 
printer.    The  very  unfavorable  fishing  angle  is  also  noticeable. 

Then  came  the  Chanute-Sayre  school,  about  seven  or  eight  years 
later.  Mr.  Chanute  (Fig.  7)  reasoned  that  the  place  to  put  precious 
and  costly  steel  (rails  in  that  year  being  worth  $68. 75  a  ton  in  the  United 
States)  was  where  the  wheel-wear  came, — that  is,  on  the  top  of  the 
head.  Therefore,  he  piled  up  a  deeper  head  than  had  prevailed  in 
the  progeny  of  the  Welch  section.  The  percentage  of  metal  rose 
from  45  to  47  in  the  head,  and  fell  from  -  1 « 

35  t0  33  m  tne  flange,  the  web  remain-  *       *~  ' ' 
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FIG.  13.     P.  k  R.,  90  LBS. ,  1888. 


ing  the  same.  The  width  of  the  top  of  J 
the  head  diminished  slightly,  the  crown 
radius  was  shortened  2  inches,  and  the 
sides  of  the  head  were  bounded  by 
straight  lines  and  were  flared.  The 
prevailing  idea  was  to  put  the  metal 
on  the  top  of  the  rail,  where  the  wheel  I 
wear  came.  Precisely  why  the  crown 
radius  was  reduced  to  ten  inches  I  do 
not  remember  ;  perhaps  Mr.  Chanute 
did  not  explain.  Presumably,  how- 
ever, it  was  partly  because  that  radius 
lent  itself  to  a  higher  head,  and  partly  because  he  discovered  that  the 
rails  in  service  tended  to  wear  to  this  radius.  The  flaring  of  the  sides 
was  to  give  a  greater  fishing  surface  under  the  head.  Singularly  enough, 
he  adopted  two  different  angles, — 15  degrees  under  the  head,  and  12 
degrees  on  the  top  of  the  flange.  This  doubtless  was  for  some  sufficient 
theoretical  reason,  which  it  would  now  be  a  waste  of  time  to  inquire 
into.  Observe,  too,  that  Mr.  Chanute  makes  the  upper  corner  radius 
of  the  head  TV  of  a  inch.  These  points  of  the  W_inch  radius  and  of  the 
flaring  sides  should  be  kept  in  mind,  because  we  shall  have  something 
more  to  say  about  them  presently.  The  Chanute-Sayre  section  fast  pre- 
vailed as  against  the  Welch  section,  and  became  the  typical  section, 
although  engineers  departed  from  it  in  large  and  small  particulars,  each 
man  designing  his  own  section.  In  1880  Holly  estimated  that  there 
were  about  three  hundred  sections  more  or  less  in  use  in  the  United 
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FIG.  14.    AM.  SOC.  C.E.,  70  LBS. 


States.  About  1890  I  tried  to  form  an 
idea  of  the  variety  of  sections.  I  found 
q£  that  in  four  of  the  large  mills  rolls  were 
carried  for  twenty- four  different  sections 
of  60-pound  rails  alone,  and  that  there 
were  twenty-nine  different  weights  be- 
21  tween  56  and  85  pounds.  There  were 
rails  weighing  58  pounds,  pounds, 
and  58' -  pounds  per  yard  ;  again,  66, 
66;/»,  67,  68 )4,  and  69  pounds.  As 
nearly  as  I  could  get  at  it,  these  four 
mills  must  have  carried  rolls  for  more 
than  one  hundred  and  eight  different 
sections,  for  rails  upward  of  56  pounds  per  yard  and  in  current  use, 
besides  still  other  rolls  for  sections  that  were  then  obsolescent.  It  is 
astonishing,  in  looking  over  the  section-books  of  the  rail  mills,  to 
see  the  trivialities  in  which  the  engineers  departed  from  other  men's 
designs,  in  order  to  put  their  names  on  their  own  sections.  Thus 
we  find  the  widths  of  flange  measuring  4fl\  inches,  4,^,  and  3^  ; 
one  man,  who  preferred  the  decimal  notation,  actually  carried  his 
flange  width  out  to  five  places  of  decimals.  Of  course  there  could  be 
no  possible  engineering  reason  for  such  refinements,  even  if  rails  could 
have  been  rolled  with  such  nicety.  They  make  one  think  of  John 
Phienix's  celebrated  case,  in  which  the  engineer  paced  the  diameter 
of  the  circle  and  then  multiplied  it  by  z  carried  out  to  14  places  of 
decimals.  Holly's  explanation  of  this  rage  for  thirty  seconds  and 
sixty-fourths  was  that  it  was  largely  a  matter  of  human  vanity;  that 
it  was  very  gratifying  to  Stiggins  to  have  the  rail  mills  and  the  chief 

engineers  of  various  railroads  study 
the  drawings  of  Stiggins's  section. 
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But,  whatever  the  reasons,  the  re- 
sult was  waste  of  human  energy, 
one  of  the  greatest  of  modern 
crimes.  Every  time  a  rail  mill  got 
a  new  order,  it  had  to  change  its 
rolls.  There  was  no  possibility  of 
rolling  standard  sizes  of  rails  and 
stocking  them,  and  thus  equalizing 
the  output,  which  is  obviously  one 
source  of  economy.  And  the  misery 
37  of  the  situation  was  that  no  earthly 
good  was  served  by  this  variety. 
Fortunately,  owing  largely  to  the 
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FIG.  1 6.    DUDLEY,  56  LBS  ,  189O. 


labors  of  Dudley,  Hawks,  and  Hunt,  of 
the  committee  of  the  American  Society 
of  Civil  Engineers,  aided  somewhat,  I 
trust,  by  one  or  two  editors,  the  ten- 
dency is  now  towards  simplicity  and 
uniformity. 

But  let  us  return  to  the  Chanute  sec- 
tion. It  was  brought  out  in  1875.  It 
quickly  became,  with  slight  modifica- 
tions, the  standard  of  the  Erie.  By  1885 
it  had  taken  such  forms  as  that  of  the 
Pennsylvania  Railroad  (Fig.  8).  This 
is  a  75 -pound  section,  larger  in  all 
dimensions  than  Mr.  Chanute's  62  '.  -pound  section.  The  piling  up 
of  metal  in  the  head  has  gone  on,  until  the  Pennsylvania  rail  has  52 
per  cent,  of  its  total  weight  in  the  head.  The  crown  radius  remains 
10  inches  ;  the  width  from  out  to  out  is  2]4  inches  ;  between  the  or- 
igins of  the  corner  curves  it  is  less  than  2%  inches.  The  corner 
curve  has  a  radius  of  5 «  of  an  inch,  thus  making  the  top  even  more 
convex  than  in  the  Chanute  pattern.  In  1888  the  Pennsylvania  peo- 
ple brought  out  an  85-pound  rail  (  Fig.  11),  in  which,  for  some  reason 
or  other,  they  returned  to  what,  in  the  light  of  the  present  day,  seems 

to  be  rather  better  proportions,  but 
not  much  better.    The  metal  in  the 
head  is  still  47  per  cent,  of  all,  and 
$2  the  crown  radius  is  10  inches,  but  re- 
latively the  head  is  a  little  broader,  and 
not  quite  so  deep.    A  glaring  case  of 
the  bad  influence  of  the  Chanute- Sayre 
theory  is  shown  in  the  65-pound  rail  of 
25  1885  of  the  C.  C.  C.  &  I.  (Fig.  9). 
Here  the  metal  in  the  head  is  52  per 
cent,  of  all,  and  the  top  between  the 
points  of  origin  of  the  upper  corner 
curves  is  only  2  ('ft  inches  wide.  For- 
33  tunately,  the  designer  reduced  the  up- 
per corner  radius  to -ft-  of  an  inch,  and 
fig.  17.   dui. ley,  100  i.Bs.       increased  the  crown  radius  to  12  in- 
ches, thus  getting  a  fairly  good  crown.    If  he  had  not  done  so,  the 
narrow  head  which  he  designed  would  have  been  much  worse  than  it  was. 

This  short  review  of  the  history  of  the  steel  rail  has  brought  us  up 
to  the  epoch-making  change  which  may  be  said  to  have  had  its  begin- 
ning about  ten  years  ago.  Another  article  will  treat  more  specifically 
of  the  reasons  for  that  change,  and  of  its  results. 
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By  Louis  Bell. 

II. — COST-REDUCTION  AND  LABOR-SAVING  BY  ELECTRIC  APPLICATIONS. 

IN  all  American  machine-shop  practice,  labor  is  the  item  of  ex- 
pense which  must  be  most  carefully  watched.  Hence  labor-saving 
machinery  of  every  kind  is  employed  to  keep  down  the  wages-cost 
of  manufacture.  The  use  of  electric  motive  power  has  proved  ex- 
ceedingly important  in  this  work  of  economy,  and,  as  its  applications 
are  made  the  subject  of  more  careful  study,  it  will  effect  greater  and 
greater  saving.  At  present  its  use  is  growing  rapidly,  but  it  is  gener- 
ally directed  toward  only  the  more  obvious  tasks. 

It  is  interesting  to  recall  that  the  first  electric  motor  ever  put  into 
commercial  use  was  for  the  specific  purpose  of  saving  manual  labor. 
This  was  at  a  beet-sugar  works  at  Sermaize,"  near  Paris,  and  it  is  re- 
corded that  during  the  winter  of  1878,  while  it  was  in  use  working  a 
small  hoist  for  unloading  beets  at  the  river-front,  it  saved  no  less  than 
forty  per  cent,  of  the  previous  cost  of  unloading,  and  handled  four 
thousand  tons  of  beets.  The  saving  must  have  given  a  pretty  good 
return  on  the  investment. 

Hoisting  is  obviously  a  work  to  which  mechanical  power  can  be 
applied  with  great  advantage,  and,  from  the  ease  with  which  electric 
power  can  be  transmitted  to  moving  motors,  it  has  come  into  very 
extensive  use  for  this  purpose.  For  most  such  work  it  has  great  ad- 
vantages over  other  methods  of  applying  power,  although  for  certain 
purposes  the  smooth  celerity  of  the  pneumatic  lift  knows  no  equal. 
Large  numbers  of  electric  hoists,  derricks,  and  travelling-cranes  are 
now  in  use  in  all  sorts  of  manufacturing  establishments,  and  the  time 
and  labor  saved  by  them  reach  a  prodigious  aggregate.  One  gets  a 
vivid  idea  of  it  in  watching  an  electric  travelling-crane,  worked  by  a 
skilful  operator,  pick  up  a  five- ton  casting  and  shoot  with  it  to  the 
diagonally-opposite  corner  of  a  big  shop,  working  all  three  motors  at 
once,  and  finally  land  it  precisely  where  it  is  wanted,  without  a  per- 
ceptible jar. 

Similar  in  function  are  the  electric  tramways,  which  have  now  be- 
come common  in  extensive  works,  shifting  material  from  shop  to  shop, 
and  taking  machines  on  their  way  to  completion  through  the  course 
of  travel  that  modern  methods  of  subdividing  labor  (sometimes  car- 
ried too  far)  seem  to  necessitate. 

These  applications  of  electric  power  are  of  the  cruder  sort,  dealing 
with  familiar  problems  in  a  somewhat  commonplace  fashion,  but  they 
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are  tremendously  effective 
in  saving  expense.  Much 
more  interesting,  although 
used  at  present  on  a  far 
smaller  scale,  are  some  of 
the  devices  used  to  facili- 
tate particular  mechanical 
operations. 


One  of  the  neatest  ap- 
plications of  this  sort  is  the 
employment  of  portable 
electrically-driven  drills. 
Holes  have  to  be  drilled  in 


fig.  i.   magnetic- mounted  electric  drill,    masses  of  metal  of  all  sorts 


shapes  and  at  all  sorts  of  angles.  In  many  cases  the  common  drill 
press  cannot  be  used  at  all,  and  then  it  becomes  necessary  to  rig  clamps 
to  hold  the  drilling  machine  to  its  work,  after  which  the  drill  is 
laboriously  worked  by  hand.  If  many  holes  have  to  be  drilled,  this 
work  is  very  slow  and  costly  ;  so  it  occurred  to  some  one  to  drive 
the  drill  by  a  portable  electric  motor,  and  so  do  the  actual  boring  as 
rapidly  as  if  the  work  could  be  mounted  on  a  drill  press. 

An  apparatus  of  this  kind  was  introduced  a  few  years  ago  in  the 
Brooklyn  navy  yard,  where  several  of  the  new  cruisers  were  being 
built.  It  consisted  of  a  portable  motor,  neatly  boxed  in  and  connected 
to  the  drilling  machine  by  a  long  flexible  shaft.  The  drill  was 
clamped  into  place,  and  the  work  then  proceeded  very  rapidly.  Sev- 
eral of  these  machines  were  at  work  on  the  frames  of  the  cruisers, 
drilling  rivet-holes.  Another  was  successfully  used  in  enlarging  the 
port-holes  in  the  turrets  of  the  monitor  Miantonomah.  Steel  armor 
plate  a  foot  thick  or  so  is  not  the  easiest  thing  in  the  world  to  cut, 
and,  when  the  port  holes  had  to  be  increased  some  inches  in  di- 
ameter to  accommodate  the  new  10-inch  rifles,  by  boring  out  an 
elliptical  ring  of  armor,  the  task  was  most  forbidding.  But  one  of 
the  electric  drills  was  set  in  place,  and  it  kept  boring  away  until 
the  port  was  completed. 

A  more  recent  type  of  drill  tor  ship  work  is  that  shown  in  Fig.  i. 
In  this  case  a  still  further  simplification  is  accomplished  by  giving  the 
motor  and  its  worm-driven  drill  a  universal  mounting  upon  four  adjust- 
able magnetic  feet.  When  placed  fairly  upon  a  ship's  plates,  these 
have  an  adhesive  force  of  nearly  half  a  ton  each.  The  drill  can  then 
be  adjusted  and  clamped,  and  will  then  bore  holes  up  to  an  inch  in 
diameter  as  fast  as  it  can  be  safely  worked.     The  whole  affair  weighs 
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of  odd  and  inconvenient 
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only  about  220  pounds.  Portable  drills  of  similar  character  are  con- 
siderably used  abroad. 

These  portable  drills,  particularly  when  the  clamping  is  magnetic, 
save  an  immense  amount  of  time,  and  could  be  very  profitably  used  in 
many  metal-working  establishments.  A  small  size,  such  as  could 
easily  be  moved  about  a  single  man,  would  be  invaluable  in  general 
machine-shop  practice  and  in  modern  building  work.  The  main  re- 
quirements are  portability  and  a  quickly-adjustable  magnetic  clamping 
system.  A  portable  metal  saw  built  on  similar  lines  should  occasion- 
ally prove  useful. 

Before  drifting  too  far  from  the  subject  of  cranes,  I  should  note  a 
very  clever  contrivance  in  use  in  the  South  Chicago  works  of  the  Illi- 
nois Steel  Company.  In  the  rolling  of  boiler  plates,  the  resulting 
sheets — say,  three  feet  wide  and  twenty  or  more  feet  long,  weighing 
from  a  quarter  to  half  a  ton— are  very  inconvenient  to  handle,  and, 
when  they  must  be  moved,  are  very  inconvenient  to  sling.  The  elec- 
trician of  the  works,  who  has  distinguished  himself  by  various  neat 
applications  of  electric  motive  power,  promptly  came  to  the  rescue, 
and  fitted  the  mechanical  travelling-crane  in  the  plate  room  with  a 
magnetic  grip.  A  pair  of  powerful  electromagnets  are  dropped  down 
upon  one  of  the  long  plates,  which,  thus  held  at  two  convenient  points, 
is  sent  flying  down  the  room  and  dropped  into  place,  saving  a  deal  of 
labor.  In  any  case  where  many  iron  masses  of  moderate  weight  have 
to  be  carried  on  travellers  this  magnetic  grip  saves  much  trouble  ;  it 
takes  hold  hard  and  instantly,  and  lets  go  when  desired,  without  the 
bother  of  unhitching. 

A  more  directly  mechanical  labor  saving  application  of  electric 
power  may  be  found  in  the  electric  working  of  various  automatic  ma- 
chine tools.  Large  saving  is  effected  by  the  use  of  tools  so  arranged 
as  to  require  little  attention  while  running,  and  these  machines  have 
come  into  extensive  employment.  A  case  in  point,  where  electric 
power  has  been  very  judiciously  employed,  is  the  cutting-off  lathe 
shown  in  Fig.  2.  It  is  driven  by  the  small  motor  mounted  directly 
upon  it,  whose  speed  is  automatically  varied  as  the  feed  progresses.  As 
the  tool  works  in  toward  the  center  of  the  bar,  the  motor  speed  rises, 
so  as  to  preserve  a  constant  cutting-speed  of  about  thirty  feet  per 
minute.  This  device  minimizes  the  time  necessary*  for  a  cut,  and  the 
machine  requires  little  labor  of  attendance.  Some  experiments  with 
heavy  lathes  show  that  a  direct  motor  drive  enables  more  power  to  be 
concentrated  in  the  machine  than  can  be  conveniently  applied  to  the 
same  size  of  lathe  by  the  ordinary  method  of  belting,  so  that  heavy 
cuts  can  be  taken  more  expeditiously, — in  fact,  up  to  the  limiting  speed 
which  the  tool  will  stand. 
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As  an  obviously  useful  addition  to  the  automatic  class  of  machines, 
magnetic  clutches  and  cut-offs  can  often  be  advantageously  used  to 
cutoff  the  power  and  put  the  machine  out  of  service  when  its  work  is, 
for  the  time,  done,  or  reverse  it  when  necessary.  In  fact  the  electro- 
magnet may  t>e,  and  often  is,  used  in  automatic  machines  to  simplify 
what  might  otherwise  be  a  very  complicated  mechanical  motion. 
Nevertheless  experience  has  shown  that  such  devices  must  be  used  with 
great  caution,  for,  while  thoroughly  reliable  under  good  conditions, 
contacts  will  wear  out  and  get  rough,  so  that  the  ceaseless  repetition  of 
a  single  small  motion  had  generally  better  be  effected  mechanically,  if 
possible. 

It  should  be  noted  that  ease  of  application  to  automatic  adjustment 
is  sometimes  a  good  reason  for  using  directly-driven  electric  tools, 
even  when  no  particular  saving  in  power  can  be  made. 

In  another  class  of  cases  it  is  desirable  to  have  delicate  control  of 
the  speed,  and  this  is  obtained  more  easily  and  conveniently  by  chang- 
ing the  speed  of  the  motor  than  by  any  arrangment  of  cone  pulleys  or 
variable  gears.  An  ordinary  shunt-wound  motor  with  a  capacious 
rheostat  in  the  field  circuit  gives  very  j>erfect  speed-control  over  a 


FIG.  7.     KI.KCTK  IC- t»RI  VEN  CU  ITINV.-OKK  LATHE. 
tJcncral  Electric  special  .shunt -wound  motor. 
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moderate  range,  and,  assisted  by  cone  pulleys  giving,  say,  three 
speeds,  enables  very  delicate  adjustment  of  the  speed  to  be  made  over 
the  entire  working  range.  Special  shunt-wound  motors  give  this  con- 
trol over  a  considerable  variation,  unaided  by  any  change  in  the  pul- 
leys, and  in  extreme  cases  the  assignment  of  a  small  special  generator 
to  feed  the  motor  at  any  required  voltage  gives  a  very 
perfect  control  of  the  speed  over  almost  any  required 
range.  Fig.  2  shows  an  instance  of  this  method  of 
regulation. 

Another  and  most  interesting  labor-saving  appli- 
cation of  electricity  may  be  found  in  the  department 
of  electric  heating.  It  now  and  then  happens  in 
mechanical  work  that  a  constant  and  very  portable 
source  of  heat  is  necessary.  It  goes  without  saying 
that,  in  mere  cost  of  heat,  cheaper  sources  can  be  found 
than  electric  current.  But,  when,  for  instance,  a  very 
large  amount  of  soldering  has  to  be  done,  much  time 
is  lost  in  changing  irons,  and  in  working  with  irons 
not  just  at  the  proper  temperature.  Under  such  cir- 
cumstances an  electrically-heated  soldering  iron  facil- 
itates operations  immensely.  It  is  always  hot,  and 
always  just  hot  enough.  Consequently  these  tools  have 
proved  useful.  The  first  application  of  them  ever 
seen  by  the  writer  was  in  soldering  the  caps  on  full 
cans  of  kerosene  for  export,  in  which  case  the  irons 
had  to  be  heated  in  another  room  until  electricity 
came  to  the  rescue.  Fig.  3  shows  a  modern  iron  for 
general  shop-work.  In  other  shops  an  electrically- 
heated  solder  pot  and  ladle  shown  in  Fig.  4  has  proved  soldkr-iron. 
useful  in  extensive  soldering,  relining  bearings  with  ward-Leonard  Co. 
Babbit,  and  the  like,  keeping  the  metal  always  at  the  best  working 
temperature.  The  extreme  ease  with  which  electrically-generated 
heat  can  be  regulated  is  not  infrequently  a  great  economizer  of  time 

and  trouble — which  means 
money.  A  capital  example  of 
such  use  is  found  in  the  electric 
vulcanizer  for  bicycle-repair 
shops,  which  keeps  the  tires  just 
hot  enough  for  the  purpose 
without  special  attention.  Every 
bit  of  human  care  that  can  be 
avoided  means  wages  saved,  and, 

FIG.  4.     KLEtTRlC- HEATED  SOLDER- POT.  .  °  .      '  ' 

American  Electric  Heating  Corporation.      while  these  heating  devices  may 


FIG.  3.  ELECTRIC 
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at  first  sight  seem  almost  trivial, 
they  do  save  the  time  of  the  work- 
men. These  are  typical  of  not  a 
few  other  applications  of  electric 
heating,  all  tending  to  minimize 
attention  to  things  outside  of  the 
mechanical  process  in  hand.  I  note 
that  they  do  not  save  anything  in 
cost  of  heat,  and  are  to  l>e  regarded 
as  purely  labor  saving  contrivances, 


FIG.  5.      ELECTRIC  HEATED  <:i.UE.I"OT. 


In  general,  it  is  very  often  sug- 
gested that  the  use  of  electric  power, 
with  its  great  convenience  of  ap- 


plication, steadily  tends  to  get  more  and  better  work  out  of  the  work- 
men. In  a  measure  this  may  be  true,  and  yet  in  many  cases  electric 
driving  is  really  no  more  convenient  than  ordinary  belt-driving.  It 
is  quite  as  easy  to  move  a  belt-shifter  as  to  start  a  motor  ;  in  fact,  the 
latter  process  requires  rather  more  attention  than  the  former,  and  it  is 
doubtful  whether  the  moral  effect,  so  to  speak,  of  electric  driving 
produces  any  permanent  effect  on  the  efficiency  of  the  men. 

The  greatest  single  source  of  saving  in  labor  among  all  the  applica- 
tions of  electricity  in  shops  is  really  electric  lighting.  Good,  clear, 
steady  illumination  is  of  itself  valuable,  and  the  ease  with  which  in- 
candescent lamps  can  be  adjusted  to  throw  a  steady  and  brilliant  light 
upon  the  work  in  the  evening  or  during  the  twilight  hours  of  a  winter's 
day  is  a  very  important  advantage.  Men  will  do  more  and  better  work 
with  electric  light  than  with  any  other,  for  their  attention  can  be  con- 
centrated on  the  mechanical  process  without  the  distraction  of  strain- 
ing the  eyes  in  an  indifferent  light. 

For  machine-shop  lighting  the  ordinary  arc  light  is  a  nuisance  from 
the  intensity  of  the  shadows  thrown  by  it,  and  the  consequent  sudden 
contrasts  between  brilliant,  glaring  illumination  and  intense  obscurity. 
If  the  work  requires  very  complete  lighting,  inverted  arcs  with  large 
reflectors  give  the  nearest  approach  to  daylight  that  can  be  obtained  by 
any  artificial  means.  As  the  luminous  crater  of  the  arc  is  directed  up- 
wards, the  real  source  of  light  is  a  dead  white  reflector,  three  or  four  feet 
in  diameter,  suppressing  all  glare,  but  illuminating  most  thoroughly. 

In  default  of  this,  or  to  supplement  it  in  extreme  cases,  excellent 
work  can  be  done  by  incandescents  supplied  with  reflectors  and  sus- 
pended over  the  machines  on  universal  brackets.  The  ordinary  flex- 
ible cord  is  not  enough,  except  in  cases  where  the  work  is  always  the 
same  for  a  given  machine  ;  for,  if  the  light  is  wanted  in  a  special  posi- 
tion, a  quickly-adjustable  support  is  necessary. 
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The  uses  of  electrical  appliances  directly  for  saving  labor  without 
material  change  in  methods  of  work  are  thus  not  as  general  as  one  at 
first  thought  would  suppose.  Aside  from  saving  in  cost  of  power,  the 
greatest  gains  are  shown  in  cases  where  labor  is  saved  by  a  new  pro- 
cess, rather  than  by  the  adaptation  of  electricity  to  an  old  one.  The 
most  striking  exception  to  this  rule  is  in  the  line  of  tramways,  hoists, 
and  cranes,  already  discussed.  In  any  machine-shop  work  where  much 
material  has  to  be  moved,  or  heavy  objects  have  frequently  to  be 
handled,  the  economist  should  at  once  turn,  in  most  cases,  to  electric 
power.  In  large  works  it  is  sometimes  startling  to  note  the  distances 
that  have  to  be  travelled  by  a  machine  and  its  component  parts  from 
the  time  the  raw  material  enters  the  gates  until  the  finished  product 
leaves  the  shipping-room.  All  this  travel  is  wasted  work,  which  has 
to  be  paid  for,  and  rather  dearly  if  only  manual  labor  is  applied  to  it. 
It  is  one  of  the  disadvantages  of  the  extreme  subdivision  of  labor  that 
can  be  obviated  only  by  cheapening  the  process  of  carriage.  As  a 
rule,  the  installation  of  electric  apparatus  for  doing  all  this  work  will 
pay  well. 

Aside,  then,  from  the  savings  to  be  effected  by  lessening  the  power- 
cost  of  production,  discussed  in  a  previous  paper,  we  may  set  down 
electric  portative  devices  as  the  most  direct  method  of  lessening  the 
labor-cost— a  method  which  may  advantageously  be  coupled  with  gen- 
eral motor  service,  even  if  no  further  special  applications  are  contem- 
plated. In  investigating  a  concrete  case  with  reference  to  the  adop- 
tion of  electric  power,  this  is  one  of  the  first  points  to  be  considered. 
If  the  shop  examined  is  one  where  artificial  light  has  to  be  used  to  any 
extent,  there  is  a  strong  added  reason  for  using  electricity,  unless  a 
lighting  circuit  has  already  been  installed. 

The  next  step  is  to  examine  into  the  matter  of  special  machines. 
The  merits  of  the  case  depend  largely  on  the  class  of  work  being  done, 
and  the  extent  to  which  the  machine  tools  are  systematically  used.  If 
a  given  machine,  when  in  use,  is  turning  out  a  routine  product  at  a 
uniform  speed,  electric  driving  from  the  labor  standpoint  has  no  par- 
ticular reason  for  being.  If,  on  the  other  hand,  it  is  being  used  for  a 
large  variety  of  purposes  and  at  all  sorts  of  speeds,  it  may  well  happen 
that  merely  the  matter  of  speed  regulation,  enabling  the  tool  to  be 
worked  at  its  most  advantageous  rate  of  cutting  all  the  time,  will  show 
good  reason  for  electric  driving.  Again,  in  cases  where  a  single  man 
tends  several  semi-automatic  machines  engaged  even  on  uniform  work, 
the  use  of  electricity  may  render  it  possible  by  automatically  changing  the 
feed  or  speed,  or  even  by  automatic  stopping  on  the  completion  of 
certain  work,  to  lessen  the  attention  required,  and  so  give  a  single  man 
command  of  more  machines,  or  at  least  quicken  the  work  of  those 
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already  in  use.  This  line  of  improvement  has  not  been  followed  far 
in  general  machine  practice,  and  deserves  much  more  attention  than 
it  has  received.  We  have  plenty  of  automatic  machines  for  special 
purposes,  but  comparatively  few  that  can  be  turned  to  a  variety  of 
purposes. 

Again,  the  question  of  portable  tools  has  a  very  various  degree  of 
importance  in  different  shops.  In  most  shops  doing  heavy  work  it  has 
great  weight,  while  in  those  turning  out  a  light  and  uniform  product 
it  can  hardly  be  considered  of  much  importance.  The  electric  drill 
has  already  been  discussed,  and,  while  even  now  considerably  used, 
would  really  fill  a  very  useful  place  in  most  large  machine  shops.  In 
some  cases  portable  metal  saws  and  milling  tools,  emery  wheels,  and 
buffers,  would  prove  exceedingly  convenient,  and  would  save  a  great 
<leal  of  work  now  done  with  cold  chisel,  scraper,  and  file.  To  all 
such  devices  electric  power  lends  itself  with  extraordinary  facility,  and 
there  are  few  shops  were  portable  tools  of  such  a  kind  would  not  prove 
highly  economical  of  labor.  It  is  a  field  that  can  profitably  be  ex- 
plored by  the  inventor  as  well  as  the  engineer. 

Finally,  we  come  to  a  class  of  electrical  applications  which  have  to 
do  not  so  much  with  an  improved  application  of  existing  tools  as  with 
the  convenience  of  the  skilled  workman,  whose  time  is  far  too  valuable 
to  waste.  Such  are  in  themselves  often  apparently  trivial,  like  the  elec- 
trically-heated soldering  iron,  or  even  a  magnetized  screw-driver  to 
facilitate  certain  assembling  work,  but  they  do  save  time,  and  time  is 
money,  if  anywhere,  in  manufacturing-processes  requiring  much  man- 
ual labor. 

And,  aside  from  all  this,  there  is  a  further  field  for  applied  elec- 
tricity, greater  and  more  interesting  than  any  of  these — the  changing, 
not  of  motive  power  or  implements,  but  of  methods.  The  mechanical 
arts  have  already  been  enriched  in  this  wise  by  the  labor  of  many  inves- 
tigators, and  as  yet  we  have  seen  but  the  beginning.  Of  this  begin- 
ning and  its  lessons  I  will  speak  briefly  in  the  next  paper. 


BOILER-SETTING  AND  FURNACE-CONSTRUC 

TION. 


By  Edgar  Kidwell. 

IN  engineering,  as  in  art,  perfection  of  the  whole  implies  perfection 
of  all  the  details.  In  a  steam  plant  every  component  part,  from 
the  coal-pile  to  the  engine  fly-wheel,  has  its  effect  upon  the 
efficiency  of  the  whole,  and  the  relative  weight  of  such  influence  must, 
therefore,  be  carefully  studied  by  the  designer.  That  this  fact  is  be- 
coming more  fully  appreciated  is  evidenced  by  the  increased  attention 
now  paid  to  that  part  of  the  steam  plant  which  was  formerly  the  most 
neglected, — the  boiler.  Safety,  economy,  and  convenience  in  opera- 
tion, and  adaptability  to  the  general  requirements  of  the  plant,  are  all 
now  considered,  and  frequently  to  the  exclusion  of  the  question  of 
mere  cost,  which,  until  recently,  was  the  governing  factor  in  the 
problem  of  boiler-selection. 

If  this  problem  has  been  solved  in  favor  of  the  return  tubular,  or 
one  of  the  usual  forms  of  sectional  boiler,  the  next  step  is  to  provide  a 
setting  which  is  efficient  as  a  producer  of  combustion,  durable  under 
continuous  hard  firing,  and  capable  of  being  quickly  and  cheaply 
repaired.  To  point  out  the  lines  upon  which  such  a  setting  can  be 
designed  is  the  object  of  this  paper. 

The  efficiency  of  furnace  and  setting  depends  largely  upon  con-ect 
proportioning  of  parts.  Concerns  selling  boilers  the  acceptance  of 
which  is  subject  to  the  performance  of  some  specified  guarantee 
usually  know  from  long  experience  the  best  proportions  for  the  setting 
of  their  boilers  ;  hence  their  advice  should  not  be  disregarded,  except 
for  forcible  reasons.  On  the  other  hand,  it  must  be  remembered  that 
a  manufacturer  will  be  reluctant  to  advise  a  detail  which,  though 
known  to  him  to  be  the  best,  may,  on  account  of  increased  cost,  pre- 
vent him  from  making  a  sale.  No  amount  of  oversight  can  obviate 
occasional  errors.  The  cheapest  place  to  correct  these  is  at  the  desk 
or  drawing-board ;  hence  it  is  good  business  policy  to  check  up  all  the 
important  dimensions  before  erection  begins.  The  wide  range  of  con- 
ditions encountered  in  practice  renders  it  impossible  to  treat  here 
every  detail,  irrespective  of  the  kind  of  boiler  and  the  circumstances 
under  which  it  is  to  be  operated,  but  the  following  discussion  covers 
the  most  important  details,  especially  of  return  tubular  boilers,  where 
no  unusually  novel  conditions  have  to  be  met. 

The  grate  area  depends  upon  the  height  of  chimney,  kind  of  fuel, 
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and  quantity  to  be  burned  per  hour.  Considering  30  pounds  of  water 
evaporated  per  hour  as  one  boiler  horse-power,  and  that  one  pound  of 
coal  evaporates  from  10  to  7^  pounds  of  water,  3  to  4  pounds  of  coal 
per  horse-power  per  hour  must  be  burned.  To  provide  for  use  of  in- 
ferior fuel  in  emergencies,  it  is  advisable  to  put  this  figure  at  4  pounds. 

Isherwood's  experiments  show  that,  with  natural  draft,  the  maxi- 
mum number  of  pounds  of  average  size  anthracite  that  can  be  burned 
per  square  foot  of  grate  per  hour  for  chimneys  up  to  1 10  feet  high  is 
as  given  in  Column  II,  Table  I.  These  correspond  very  closely  to 
the  formula  W  =  2|  h  —  1,  in  which  W  is  pounds  of  coal  per  hour 
per  square  foot  of  grate,  and  h  the  chimney  height  in  feet  above  level 
of  grate ;  from  this  the  other  values  of  W  up  to  h  =  200  feet  have 
been  computed.  For  bituminous  coals  the  maximum  value  of  VV  is 
about  2.251  h,  which  gives  Column  III. 

TABLE  I. 

MAXIMUM  WEIGHT  OF  COAL  BURNED  PER  SQUARE    FOOT    OF   GRATE    PER  HOUR, 

WITH  NATURAL  DRAFT. 


1. 

Chimney 
Height. 
Feet, 
h 

11. 

Anthra- 
cite. 
Lbs. 
W 

III. 

Bitum- 
inous. 
Lbs. 
W 

I. 

Chimnev 
HeiRht. 
Feet, 
h 

II 

Anthra- 
cite. 
Lbs. 
W 

111. 

Bitum- 
inous. 
Lbs. 
\V 

1 

I. 

Chimney 
Height. 
Feet . 
h 

II. 
Anthra- 
cite. 
Lb*. 

W 

III. 
Bitum- 
inous. 
Lbs. 

W 

5° 

13' 

'I8 

85 

17.4 

20.7 

140 

22.6 

26.6 

55 

13.8 

16.7 

90 

18.0 

21.4 

150 

23  4 

27-4 

60 

14  5 

17.4 

95 

18-5 

21.8 

l6o 

24  3 

28.4 

65 

15. 1 

18.O 

IOO 

19.0 

22.5 

I70 

25.0 

29-3 

15.8 

18.9 

I IO 

19-5 

23.6 

180 

258 

30.1 

16. 4 

I9.6 

I20 

20.0 

24.6 

I90 

26.6 

31  © 

I6.9 

20.I 

*3° 

20.9 

25-7 

200 

27.2 

3»-7 

This  table  presupposes  a  chimney  section  equal  to  one-eighth  the 
grate  area, — a  proportion  which  cannot  usually  be  observed  when  a 
boiler  is  to  be  connected  to  a  chimney  already  built.  Further,  the  rates 
of  combustion  above  given  cannot  be  expected  with  the  smaller  sizes 
of  coal,  or  when  many  boilers  discharge  into  long  smoke -flues.  Not 
more  than  eighty  per  cent,  of  the  tabular  values,  therefore,  should  be 
counted  upon  ;  hence  the  grate  area  will  be 

4  X  BoilerHorse- Power      5  HP 
~Jx  W  from  TabFe"  W~~ ' 

or,  in  words,  multiply  the  boiler  horse  power  by  5,  divide  the 
result  by  the  appropriate  tabular  value,  and  the  quotient  is  the  re- 
quired grate  area  in  square  feet.  The  tendency  is  to  make  grates  too 
large  ;  sizes  obtained  as  above  should  not  be  exceeded,  except  on  the 
advice  of  an  expert.  When  either  hard  or  soft  coal  is  to  be  used  un- 
der the  same  boiler,  according  to  fluctuations  in  market  price,  the 
grate  should  be  proportioned  for  anthracite.    For  wood  the  grate  area 
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should  be  the  same  as  for  soft  coal,  but  the  furnace  ought  to  be  not 
less  than  36  inches  deep  in  order  to  permit  carrying  a  fire  2  feet  thick. 
Width  of  grate  should  be  about  equal  to  the  diameter  of  the  shell,  and 
not  more  than  3^  feet  of  this  width  should  be  allowed  for  one  furnace 
door.  The  most  convenient  distance  between  the  grate  or  dead  plate 
level  and  floor  line  is,  for  a  man  of  average  stature,  about  26  inches, 
and  a  variation  of  over  4  inches  on  either  side  of  this  figure  should  not 
be  permitted. 

a  b        The  clear  space  be- 

Tli^                 CT  JTI  tween  grates   and  the 

—   1 1 !  shell  or  water  tubes  must 

FIG.  I.     SINGLE  GRATE-BAR.  ^  ^  ^  tne  ^  an(J 

gases  can  be  thoroughly  mixed  and  burned.  A  small  distance  per- 
mits the  shell  more  readily  to  absorb  the  heat  radiated  from  the 
incandescent  fuel,  but  it  cools  the  gases  before  combustion  is 
completed,  thereby  causing  smoke  and  waste.  For  anthracite  a 
clear  height  of  2  feet  gives  the  best  results;  less  than  18  inches 
is  hardly  permissible.  For  ordinary  bituminous  coals  27  to  30  inches 
should  be  allowed  ;  if  the  coal  contains  an  unusually  large  percentage 
of  volatile  constituents,  as  much  as  32  inches  may  be  necessary,  though 
in  such  cases  it  is  better  practice  to  spring  a  fire-brick  arch  over  the 
top  of  the  furnace.  This  prevents  premature  cooling  of  the  gases,  and 
facilitates  combustion,  so  that  a  height  of  18  to  24  inches  will  answer  ; 
but  more  should  be  provided,  if  possible.  Where  either  hard  or  soft 
coal  must  be  burned  under  the  same  boiler,  a  distance  of  26  inches 
between  the  grate  and  shell  is  a  good  compromise. 

All  things  considered,  cast  iron  is  the  most  suitable  material  for 
grate  bars.  The  thin  single  bar  a  (Fig.  1)  is  the  easiest  form  to 
handle,  but  is  objectionable  because  it  warps  easily  and  renders  the 
grate  surface  very  uneven.  It  is  better  practice  to  cast  the  bars  in 
nests  of  three,  as  in  b  ( Fig.  1 ) ,  which  increases  their  resistance  to 
warping  sidewise,  prevents  the  openings  between  nests  from  enlarging 
sufficiently  to  drop  fuel  into 
the  ash-pit,  and  maintains  a 
more  satisfactory  grate  surface 
than  can  be  expected  with  the  *,c-  2-  Sheffield  grate. 

single  bars.  The  middle  bar  in  a  nest  is  usually  made  deeper  than 
those  on  the  outside. 

The  writer's  experience  has  been  that,  with  furnaces  more  than 
four  feet  deep,  it  is  better  to  make  the  bars  in  two  lengths,  since  those 
which  run  the  full  depth  of  the  furnace  are  very  heavy  to  handle, 
warp  more  easily  than  the  shorter  bars,  and  do  not  wear  out  evenly. 
The  usual  practice  is  to  make  the  rear  end  of  grates  three  or  four 
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inches  lower  than  the  dead  plate.  No  particular  advantage  is  gained 
by  doing  this,  while  the  bars  are  more  apt  to  burn  out  near  the  bridge 
than  when  the  grate  is  made  level.  It  must  be  borne  in  mind  that  all 
cast-iron  bars  permanently  elongate  after  being  in  service  for  a  time ; 
hence  a  clearance  of  one-half  to  three-fourths  of  an  inch  between  the 
ends  of  the  bars  and  the  dead  plate  or  bridge  wall  must  be  provided, 
when  the  bars  are  first  put  in  place. 

Experience  seems  to  have  demonstrated  beyond  a  doubt  that  a 
total  clear  air-way  between  bars  equal  to  twenty-five  or  thirty  per 
cent,  of  the  grate  area  is  ample  under  all  ordinary  conditions,  and 
much  smaller  areas  have  been  used  with  excellent  results.  Some, 
however,  advocate  as  much  as  forty- five  or  fifty  per  cent,  of  air- way, 
— an  amount  impossible  to  obtain  with  ordinary  bars  without  provid- 
ing between  them  spaces  so  wide  as  to  permit  a  considerable  quantity 
of  fuel  to  drop  through  into  the  ash-pit.  Such  large  air-ways  can, 
however,  be  got  by  using  a  grate  like  the  "Sheffield"  (Fig.  2),  or 
some  of  the  herring-bone  grates  very  similar  to  it.  In  these  the  short 
bars,  or  grids,  can  be  made  very  thin  with  perfect  safety,  thereby  en- 
abling the  increased  air-way  to  be  obtained. 

Many  forms  of  rocking,  shaking,  and  dumping  grates  are  offered 
in  the  market.  Some  of  these,  if  under  skilled  management,  are  un- 
doubtedly of  value,  but,  considering  them  as  a  class,  they  are  gener- 
ally wasteful  of  fuel,  and  liable  to  get  out  of  repair  ;  hence  the  writer 
considers  it  only  common  prudence  for  the  prospective  purchaser  to 
examine  such  grates  in  actual  service  with  the  kind  of  fuel  he  purposes 
to  use,  before  deciding  to  employ  them. 

The  bearers  are  also  preferably  made  of  cast  iron.  They  should 
be  as  thin  as  possible,  and  the  necessary  strength  should  be  obtained 
by  increasing  their  depth.  In  furnaces  five  feet  wide  or  more  it  is 
difficult  to  prevent  the  bearers  from  sagging  under  the  heat,  unless 
their  depth  is  excessive.  This  trouble  can  be  effectually  overcome  by 
screwing  into  the  center  of  the  bearer  a  leg,  or  support,  made  of  i%- 
inch  steam  pipe. 

Shallow  ash-pits  conduce  to  warping  or  burning  out  of  the  grate 
bars.  Less  than  18  inches  between  top  of  grate  and  bottom  of  ash-pit 
is  bad  practice  ;  24  to  26  inches  is  better.  A  greater  depth  holds 
out  a  temptation  to  let  ashes  accumulate,  and  defeats  the  very  object 
for  which  it  was  provided.  To  cool  the  ashes  and  protect  the  grates 
the  pit  should  contain  several  inches  of  water  when  the  boiler  is  in 
operation.  To  provide  for  this,  the  pit  bottom  should  be  about  six 
inches  below  line  of  ash  pit  doors,  level  throughout,  except  where  it 
slopes  up  to  the  doors,  and  constructed  of  a  solid  layer  of  concrete 
not  less  than  six  inches  thick,  made  perfectly  water-tight. 
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The  bridge  wall  should  be  only  high  enough  to  mix  the  air  and 
gases  thoroughly  and  bring  them  into  good  contact  with  the  shell. 
An  opening  over  the  wall  equal  to  one-sixth  the  grate  area  is  usu- 
ally sufficient,  but  in  no  case  is  it  advisable  to  make  this  area  less 
than  the  total  cross-section  of  the  tubes,  or  to  leave  less  than  nine 
inches  clear  between  the  top  of  the  wall  and  the  lowest  part  of  the 
shell.  A  smaller  opening  impedes  the  draft,  concentrates  the  heat  on 
too  limited  a  portion  of  the  shell,  and  increases  the  liability  of  burn- 
ing the  plates,  if  their  inner  surface  becomes  coated  with  scale. 

The  requirements  for  the  space  to  the  rear  of  the  bridge  wall  vary 
according  to  the  kind  of  fuel.  With  anthracite,  combustion  is  prac- 
tically completed  in  the  furnace,  so  that,  apart  from  convenience  in 
cleaning,  there  is  no  necessity  of  making  this  space  any  greater  than 
over  the  bridge  itself.  But  with  soft  coals  combustion  cannot  be  com- 
pleted in  the  furnace,  and  continues  along  the  bottom  of  the  boiler, 
and  even  into  the  tubes  if  the  coal  contain  a  high  percentage  of  hy- 
drocarbons. There  will  be  less  smoke  and  waste  in  proportion  as  the 
inflammable  gases  can  be  more  thoroughly  mixed  with  air,  be  kept 
from  too  close  contact  with  the  shell,  which  tends  to  cool  the  gases 
and  extinguish  the  flame,  and  move  at  a  relatively  slow  velocity  until 
combustion  has  been  completed.  These  results  can  be  obtained  in 
part  by  providing  behind  the  bridge  an  open  space,  called  the  com- 
bustion chamber.  A  depth  of  i*4  to  2  feet  below  the  grate  level  is 
sufficient  for  this  space.  Sometimes  a  depth  of  6  to  7  feet  is  provided  ; 
this  is  overdoing  the  matter,  and,  besides,  it  increases  the  wall  surface 
to  be  kept  in  repair,  and  augments  the  waste  by  radiation  and  leakage. 
A  highly  successful  design,  due  to  Mr.  James  I.  Ayer,  is  shown  in 
Fig.  3.  In  such  constructions  the  height  of  the  rear  bridge  wall 
should  be  determined  in  the  manner  already  shown,  while  that  just 
behind  the  grate  is  usually  3  to  4  inches  lower.  Fig.  4  shows  the 
design  advocated 
by  the  Hartford 
Steam  Boiler  In- 
spection and  In- 
surance Company. 
This  has  proven 
satisfactory  in  ser- 
vice, is  easier  to 
clear  than  Ayer's 
arrangement,  and 
I  use  it  for  anthra- 
cite and  bitumi- 
nous coals  alike. 


FIG.  3.     AYKR'S  SETTING. 
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In  the  back  connection  the  distance  from  tube  sheet  to  rear  wall 
of  setting  should  be  sufficient  to  enable  a  man  to  make  repairs.  It 
is  difficult  to  swing  a  hammer  in  a  space  narrower  than  28  inches ; 
hence  that  dimension  should  be  allowed,  if  circumstances  will  permit. 
The  minimum  area  should  be  the  same  as  that  allowed  for  the  uptake. 
An  area  not  less  than  10  per  cent,  in  excess  of  that  of  the  cross-section 
of  the  tubes  should  be  allowed  in  the  uptake,  if  it  be  fairly  straight ; 
otherwise,  an  excess  of  25  per  cent,  is  not  too  much.  For  sectional 
boilers  this  area  may  be  taken  at  }i  that  of  the  grate.  In  boilers  with 
full  flush  fronts  it  is  difficult  to  make  a  tight  joint  where  the  uptake 
connects  wtth  the  setting ;  hence  the  overhanging  front,  in  which  the 
uptake  is  riveted  directly  upon  the  shell,  should  be  selected. 

At  this  point  study  of  the  constructive  details  should  begin.  Con- 
ditions essentially  different  from  those  governing  ordinary  masonry 
must  be  taken  into  account.  Provision  must  be  made  for  the  entire 
structure  to  expand  freely,  without  straining  any  part  or  causing  fis- 
sures which  may  short-circuit  the  path  of  the  gases,  or  permit  infiltra- 
tion of  air.  Perceptible  settlement  of  any  part  of  the  structure  must 
be  guarded  against,  to  insure  an  even  distribution  of  the  weight  over 
the  lugs  or  other  supports.  All  parts  subject  to  rapid  deterioration 
must  be  capable  of  quick  and  cheap  renewal. 

A  solid  foundation  is  the  first  requisite,  and  excavation  must  be 
carried  down  until  it  is  obtained.  To  guard  against  settlements  the 
unit  pressures  on  the  foundation  should  be  below  the  limit  deemed 
consonant  with  safety  in  good  building  practice.  Width  of  the  wall 
footings  is  preferably  such  that  the  pressure  per  square  foot  will  not 
exceed  4  to  5  tons  on  hard  gravel  and  sand,  2  to  4  tons  on  hard,  dry 
clay,  dry,  compact  sand,  or  clay  and  sand,  and  %  to  1  ton  on  wet 
clay  or  clay  overlying  quicksand.  It  is  usual,  however,  to  make  the 
footings  8  to  1 2  inches  wider  than  the  superincumbent  walls,  except 
where  they  rest  upon  rock  or  hard,  compact  gravel.  The  liability  of 
water  leaking  in  under  the  foundation  should  be  guarded  against. 

Where  piling  is  not  advisable,  the  most  satisfactory  method  of 
dealing  with  very  soft  clay  and  quicksand  is  to  place  under  the  entire 
block  plan  of  the  boiler  a  sheet  of  well-rammed  concrete,  into  which  are 
embedded  pieces  of  old  rails  laid  at  right  angles  to  the  axis  of  the 
boiler.  From  the  footings  up  to  the  floor-level  the  walls  should  be 
built  of  good  arch  brick,  and  in  the  remaining  portions  only  the  best 
uniform-sized  red  and  fire-brick  should  be  employed. 

The  great  range  of  temperature  between  the  external  wall  and  the 
furnace  interior  renders  it  practically  impossible  to  keep  tight  any  set- 
ting not  built  with  separate  inner  and  outer  walls.  The  usual  prac- 
tice is  to  support  the  boiler  by  lugs  resting  on  the  inner  walls.  For 
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reasons  presently  to  appear,  the  writer's  custom  is  to  carry  the  weight 
of  the  boiler  and  covering  wholly  on  the  outer  walls,  making  them  not 
less  than  thirteen  inches  thick,  except  in  the  rear  of  boiler.  The 
inner  walls  are  then  reduced  to  a  thickness  of  nine  inches,  and  are  so 
designed  that  they  can  be  entirely  torn  out  and  replaced,  without  the 
necessity  of  blocking  up  the  boiler  and  encroaching  on  the  already 
cramped  space  available  for  making  repairs.  Further,  not  more  than 
two  lugs  built  into  the  brickwork  should  be  placed  on  the  side  of  a 
boiler ;  there  is  no  difficulty  in  so  designing  these  that  two  on  a  side 
are  ample  for  any  boiler  not  more  than  twenty  feet  long.  A  third  one 
in  the  center  is  only  a  delusion.  When  firing  begins,  the  bottom  of 
the  boiler  expands  more  than  the  top ;  the  two  end  lugs  are  raised 
from  their  seats,  thereby  frequently  cracking  the  walls  and  always 
throwing  the  weight  of  the  boiler  and  part  of  the  masonry  on  the  cen- 
tral lugs.    Hence  the  latter  are  a  source  of  danger  rather  than  benefit. 

The  lugs  should  bear  on  a  cast-iron  plate  about  i  foot  long  and  \  % 
inches  thick,  with  reasonably  plane  surfaces  to  prevent  the  lugs  from 
resting  on  one  of  their  corners.  Three  one-inch  rollers  should  be 
put  between  the  rear  lugs  and  their  wall  plates,  and  the  latter  are  bet- 
ter if  faced  off  true  on  top.  It  is  useless  to  expect  rollers  to  protect 
the  wall  from  cracking,  if  the  brickwork  is  laid  up  solid  around  the 
lugs  in  the  usual  way.  The  writer's  custom  is  to  leave  a  clearance  of 
three-quarters  of  an  inch  between  the  masonry  and  sides  of  all  lugs, 
and  then  form  in  the  wall  a  pocket  over  which  are  placed  some  pieces 
of  bar  iron  to  support  the  upper  wall.  The  space  between  the  ribs  of 
the  lugs  is  then  filled  flush  with  masonry,  and  a  piece  of  tin,  built  into 
the  wall  directly  over  the  iron  bars,  extends  out  over  the  lugs,  and 
prevents  ashes,  sand,  or  other  filling  from  working  down  under  the 
rollers  (see  Fig.  5).  Each  lug  can  then  move  in  its  pocket  with  per- 
fect freedom. 

Buckstaves  should  be  put  opposite  the  wall  plates  and  along  the 
other  parts  of  the  wall,  at  intervals  not  exceeding  four  feet. 

The  fire-brick  lining  is  almost  invariably  bonded  in  with  the  red- 
brick walls,  and  is  frequently  stopped  off  several  feet  beyond  the  bridge 
wall.  The  writer  believes  it  is  true  economy  to  line  the  entire  inner 
walls  with  fire  brick  ;  such  procedure  is  imperative  in  many  parts  of 
the  northwest,  where  the  common  brick  rapidly  crumble  under  even  a 
moderate  heat,  if  long  continued. 

Fire-clay  has  two  serious  defects  ;  its  cementing  quality  is  slight, 
and  it  shrinks  considerably  in  drying.  Hence  a  wall  built  with  it  is 
naturally  weak,  and,  if  bonded  in  with  red  brick  laid  up  in  mortar, 
the  fire-clay  joints  dry  out  more  or  less  loose.  Hence,  when  fire 
bricks  in  the  furnace  are  laid  mostly  stretchers,  the  life  of  the  lining 
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is  short,  because  the  shocks , 
caused  by  detaching  clin- 
kers, and  the  gradual  thin- 
ning of  the  wall  through 
wear,  cause  the  brick  to 
fall  out.  The  only  method 
known  to  the  writer  where- 
by the  shrinkage  can  be 
overcome  is  to  use,  in  place 
of  clay,  a  mixture  of  one 
part  by  weight  of  clay  with 
three  parts  of  pulverized 
fire-brick  screened  through 
a  sieve  with  not  less  than 
forty  meshes  per  inch.  This 
combination  shrinks  very 
little.  To  increase  the  ce- 
menting qualities,  slack  in- 
to this  mixture  three  per 
cent.,  by  weight,  of  lime; 
this  proportion  has  just 
sufficient  action  as  a  flux 
to  fuse  the  whole  together 
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FIG.  5.   SECTION  THROUGH  FIGURE  4,  I'.  592. 

into  a  solid  mass.  It  will  increase  the  strength  of  the  walls,  and  is  partic- 
ularly desirable  when  constructing  fire-brick  arches.  The  writer  thinks 
that,  even  when  this  mixture  is  used,  it  will  save  money  in  the  end  to  line 
the  furnace  up  to  2  feet  beyond  the  bridge  wall  with  solid  fire-brick 
laid  all  headers,  with  a  2 -inch  air-space  between  them  and  the  outer 
wall,  as  shown  in  Figs.  4  and  5.  Benezet  or  Savage  fire-brick  should 
be  used  for  this  lining,  and  neither  here  or  elsewhere  should  any  cut 
surface  of  the  brick  be  exposed  to  the  hot  gases.  The  remaining 
parts  of  the  inside  wall  may  be  built  of  a  cheaper  grade  of  fire-brick 
laid  four  courses  of  stretchers  to  one  header  and  backed  up  with  red 
brick.  The  walls  should  close  in  on  the  boiler  at  a  point  not  higher 
than  the  bottom  of  the  upper  row  of  tubes.  To  provide  the  space 
necessary  for  cleaning,  circulation  of  gases  along  shell,  etc. ,  the  wall 
should  be  stepped  back  at  the  top,  as  in  Fig.  5.  Where  rivets  and 
edges  of  plates  are  met  at  the  closing-in  line,  the  bricks  should  be  set 
back  enough  to  let  these  pass  during  expansion  of  shell  without  catch- 
ing on  any  part  of  the  wall.  The  large  tiles  shown  under  the  corbel- 
ing below  the  closing-in  line  are  not  absolutely  necessary,  but  are  ad- 
visable in  order  to  support  the  upper  part  of  the  wall  when  the  lower 
part  is  torn  out.    A  lining  thus  constructed  will  last  far  longer  than 
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the  usual  form,  and  the  ease  and  rapidity  with  which  it  can  be  renewed 
are  evident.  Even  the  fire-brick  ends  from  furnace  headers  can  be 
used  for  repairing  the  rear  walls. 

Falling  out  of  bricks  from  around  the  fire  doors  is  an  aggravating 
nuisance.  To  prevent  this,  the  crown  avid  jambs  should  each  be 
formed  of  a  solid  piece  of  specially-moulded  fire-brick  ;  else  some 
efficient  design  of  cast-iron  frame  must  be  employed.  The  common 
rectangular  door  casing,  in  which  the  jambs  and  crown  are  cast  in  one 
piece,  will  almost  invariably  sag  in  the  center  of  the  crown,  and  drop 
out  the  brick  about  it.  Fig.  6  shows  a  design  that  the  writer  has 
used  for  six  years  with  excellent  results.  The  parts  can  expand  inde- 
pendently, and  up  to  the  present  not  one  of  these  cast-iron  arches  has 
shown  signs  of  failure. 

The  top  of  bridge  wall  may  be  either  an  inverted  arch,  or  flat.  The 

Front  former  is  more  diffi- 
cast/nc  cult  t0  construct  well 
and  keep  in  repair ; 
hence  it  is  rapidly 
dropping  out  of  use. 
The  latter  form  is  espe- 
cially preferable  when 
ducts  have  to  be  built 
into  the  bridge  to  con- 
vey the  extra  supply 
of  hot  air  necessary  to 
consume  the  gases  from 
coal  having  a  large 
content  of  volatile 
matter.  Even  with  a 
flat  wall  the  erosion  of  the  gases  and  occasional  knocks  from  firing  tools 
or  logs  of  wood  are  liable  to  loosen  the  joints  in  the  top  course  of  brick. 
It  is,  therefore,  good  practice  to  cap  the  wall  with  8x  12-inch  jamb  tile 
on  edge,  bevelled  off  in  front  to  facilitate  cleaning.  To  prevent 
these  from  getting  knocked  out  of  place,  an  old  bearer,  or  piece  of 
angle  iron,  should  be  built  in  behind  the  wall,  particularly  where  cord- 
wood  is  used  for  fuel. 

The  back  connection  is  preferably  covered  in  by  a  flat  roof  about 
an  inch  above  the  top  row  of  tubes.  This  form  is  easiest  to  re- 
pair, and  gives  more  room  inside  for  rolling  leaky  tubes,  etc.  It 
should  be  constructed  of  fire-brick  laid  between  the  stems  of  cast-iron 
T-bars,  which  extend  clear  through  to  the  outer  walls,  so  that  they 
can  support  the  roof  when  the  interior  walls  are  entirely  torn  out.  No 
matter  what  form  of  roof  be  used,  it  must  be  stopped  off  at  least  three- 
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quarters  of  an  inch  from  the  tube  sheet,  to  allow  room  for  the 
boiler  to  expand,  and  be  carried  up  to  the  exact  contour  of  the  top  of 
the  shell,  so  that  the  boiler  covering  can  be  carried  over  it. 

The  top  of  the  boiler  is  usually  protected  by  a  filling  of  sand,  or  a 
brick  arch  turned  over  the  shell.  Both  of  these  materials  are  ob- 
jectionable, owing  to  their  high  conductivity  for  heat.  Brick  is 
further  objectionable,  because,  when  it  rests  upon  the  shell,  it  moves 
with  the  latter,  thereby  causing  fissures  between  the  arch  and  side 
wall,  and  roof  over  back  connection.  If  a  brick  arch  is  wanted,  it 
should  have  a  layer  of  sand  an  inch  thick  between  it  and  the  shell, 
and  a  clearance  of  an  inch  should  be  left  between  the  masonry  and 
the  dome,  nozzles,  etc.,  to  be  afterward  filled  in  loosely  with  mineral 
wool  or  fire-clay.  Better  results  can  be  got  by  using  some  of  the 
specially- made  boiler  coverings,  which  are  superior  as  heat  insulators, 
and  permit  the  shell  to  slide  under  them  without  causing  breaks  in  the 
covering.  Confined  air  is  one  of  the  very  best  insulators  ;  hence  an 
excellent  plan  is  to  span  the  entire  space  over  the  boiler  with  light 
T-iron,  lay  on  this  some  sheet  metal,  and  cover  the  whole  with  brick 
on  edge  in  cement.  An  opening  provided  with  proper  cover  must  be 
left  over  the  man -hole,  and  the  necessary  clearance  around  nozzle, 
etc.,  should  be  closed  by  a  washer  fitted  around  the  pipe.  If  a  dome 
is  attached  to  the  boiler,  the  brick  work  should  be  continued  up 
around  it  and  closed  over  the  top  as  before,  leaving  everywhere  an  air 
space  not  less  than  two  inches  wide  between  the  shell  and  inner  face  of 
the  wall  (see  Figs.  4  and  5).  Objections  to  this  plan  are  the  extra 
height  of  setting  required  and  the  difficulty  of  getting  access  to  the 
top  of  the  shell  for  inspection  or  repairs. 

When  wood  fuel  is  used,  a  covering  more  satisfactory  than  any 
other  which  the  writer  has  employed  is  obtained  by  carrying  the  walls 
up  to  eight  inches  above  the  highest  point  of  the  shell,  and  filling  in  t 
the  whole  space  level  with  thoroughly-leached  wood  ashes.  On  no 
account  should  unleached  ashes  be  used,  since  serious  corrosion  will 
result  if  any  moisture  gets  between  the  ashes  and  the  shell.  The  high 
efficiency  of  this  covering  is  apparent  from  the  fact  that,  considered 
as  heat  insulators,  the  relative  values  of  wood  ashes,  sand,  and  brick 
are  as  61  to  17  to  7.  A  further  point  in  its  favor  is  the  ease  with 
which  the  shell  can  be  uncovered  at  a  trifling  expense,  and  the  same 
filling  be  put  back  again  when  the  repairs,  etc.,  are  completed. 

The  nearly  obsolete  custom  of  carrying  the  waste  gases  over  the 
top  of  the  shell  seems  to  be  reviving.  While  this  practice  is  not  so 
objectionable  in  case  of  hot-water  boilers,  it  should  not  be  tolerated 
in  any  steam  boiler,  for  reasons  thus  set  forth  by  the  Hartford  Steam 
Boiler  Inspection  and  Insurance  Company.    "  If  the  setting  becomes 
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shaken  so  that  the  side  walls  become  separated  even  but  a  slight  dis- 
tance from  the  shell,  then  trouble  begins,  for  the  fire  will  take  a  short 
cut  up  the  sides  of  the  shell  into  the  overhead  flue,  it  being  the  most 
direct  route  to  the  chimney,  and,  in  addition  to  destroying  the  effi- 
ciency of  the  boiler,  the  shell  will  always  be  burned,  unless  it  is  very 
soon  attended  to.  With  some  waters  also,  even  when  the  setting  is 
in  perfect  order,  there  will  be  just  enough  heat  passed  over  the  top  of 
the  shell  to  cause  the  most  astonishing  amount  of  corrosion  in  the 
steam  space,  the  writer  having  seen  boilers  running  less  than  a  year, 
with  the  shells  eaten  fully  half  way  through  by  actual  measurement, 
due  to  this  cause  alone ;  while  in  the  same  room,  and  running  under 
exactly  the  same  circumstances  otherwise,  with  the  exception  that 
there  was  no  flue  over  the  top  of  the  shell,  were  other  boilers  which 
had  been  running  for  fifteen  or  sixteen  years,  and  were  perfectly 
sound.  Of  this  setting  we  can  only  say  we  see  no  advantage  to  be 
gained  by  adopting  it,  while  there  is  a  chance  that  serious  damage 
may  be  done."  Further,  any  possible  small  efficiency  gained  at  the 
start  is  usually  soon  lost  by  accumulations  of  ashes  and  soot  on  the 
shell  where  it  forms  the  bottom  of  the  flue. 

Pipes  passing  through  the  side  walls  should  be  avoided,  if  possible. 
The  feed  is  preferably  taken  in  at  the  top  or  front,  and,  where  the 
blow-out  pipe  or  returns  from  heating  systems  pierce  the  rear  walls, 
they  should  pass  through  a  thimble  of  larger  pipe  built  solid  into  the 
wall.  The  annular  space  between  the  two  should  be  packed  with 
mineral  wool,  or  asbestos  fiber,  and  be  stopped  off  at  each  end  with  a 
washer  secured  to  the  thimble.  Mud  drums  should  be  so  placed  that 
their  axis  is  parallel  to  the  axis  of  the  boiler.  If  set  at  ri^ht  angles  to 
boiler,  with  ends  projecting  through  the  side  walls,  the  expansion  of 
the  boiler  must  necessarily  crack  the  brick  work  around  the  drum,  and 
greatly  increase  the  air  leakage.  Badly-fitting  cleaning  doors  are  also 
sources  of  large  air  leakage.  These  doors  should  be  ground  to  a  close 
fit,  or  be  provided  with  asbestos  washers  and  a  strong  clamp  handle, 
so  that  they  can  be  drawn  up  tight.  If  exposed  to  strong  heat,  they 
should  be  provided  with  an  inner  baffle  plate,  or  a  lining  of  fire-brick, 
to  prevent  warping.  Doors  into  the  front  and  uptake  should  also  be 
ground  to  a  good  fit. 

Every  precaution  must  be  taken  to  prevent  water  from  leaking  into 
the  setting.  Escapes  from  safety-valves  should  be  piped  off  beyond 
the  setting  walls,  and  liability  of  leaks  from  defective  pipe  joints — 
flanged  joints  in  particular — should  be  guarded  against. 

The  highest  grade  of  masonry  is  essential,  if  the  setting  is  to  be 
durable.  If  the  design  herein  advocated  is  adopted,  the  entire  outer 
walls  are  preferably  laid  up  in  cement.    In  any  case  cement  should  be 
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used  for  all  parts  below  the  floor  line,  and  the  last  foot  of  height  of 
the  outside  walls.  Lime  mortar  should  be  allowed  to  sour  at  least 
three  weeks  before  working  up,  or  it  will  crumble  under  action  of  the 
heat.  Thin  joints  are  imperative.  Those  between  the  red  brick 
should  not  exceed  five-sixteenths  of  an  inch.  Satisfactory  results  can  be 
expected  from  fire-clay  only  when  it  is  thin  enough  to  be  poured  with 
a  cup ;  each  brick  must  be  rubbed  into  place  and  firmly  driven  down 
with  a  mallet,  until  it  bears  on  the  one  below,  leaving  between  them 
only  sufficient  clay  to  fill  the  interstices  due  to  irregularities  of  the  brick. 

The  ruling  custom  is  to  block  the  boiler  in  place,  and  then  erect 
the  masonry  around  it.  An  objection  to  this  plan  is  that  a  man  can 
do  neither  the  quantity  or  quality  of  work  that  would  be  possible 
in  less  cramped  working  quarters.  The  writer  has,  therefore,  found 
that,  when  sufficient  head-room  is  available,  it  is  advantageous  to 
lay  down  a  complete  detail-drawing  of  the  entire  setting,  construct 
the  masonry  up  to  the  level  of  the  lugs,  allow  the  walls  to  dry,  and 
then  move  the  boiler  into  its  final  position.  The  increased  expense 
of  handling  the  boiler  is  usually  more  than  made  up  by  the  saving  in 
bricklayers'  time  and  the  superior  quality  of  masonry  obtained. 

No  matter  how  well  the  walls  are  built,  it  will  be  difficult  to  keep 
them  tight  and  make  extensive  repairs  cheaply  when  the  weight  of 
boiler  and  covering  rests  upon  the  masonry.  The  practice  of  hanging 
shell  boilers  on  steel  frames  independent  of  the  masonry,  in  accord 
with  standard  practice  in  setting  water-tube  boilers,  is,  therefore,  on 
the  increase.  It  saves  considerable  masonry  and  space,  makes  a  much 
neater  construction,  and  dispenses  with  buckstaves. 

Accessibility  of  all  parts  is  essential  to  efficient  operation,  and  to 
prompt  action  in  times  of  danger.  Ample  room  should  be  provided 
in  front  of  boilers  for  handling  fuel  and  ashes,  and  for  working  a  tube- 
scraper.  The  clear  space  between  the  rear  wall  of  the  setting  and  the 
side  of  the  building  should  be  such  as  to  afford  ready  access  to  clean- 
ing doors,  space  in  which  to  do  pipe-fitting,  etc.,  and  in  a  large  plant 
there  should  be  two  passages  connecting  this  rear  space  with  that  in 
front  of  the  boiler. 

In  the  average  steam  plant  the  boiler  is  even  yet  the  last  member 
to  receive  adequate  attention  in  regard  to  such  small  details  as  have 
been  discussed.  Too  frequently  the  setting  is  left  to  men  whose  only 
qualification  is  their  ability  to  lay  brick  and  willingness  to  accept  low 
wages.  No  successful  plan  has  yet  been  evolved  whereby  it  is  possible 
to  obtain  something  from  nothing,  while  those  who  wisely  expend 
at  the  start  the  money  and  brains  necessary  to  secure  efficient  and 
durable  construction  find  that,  during  the  life  of  the  plant,  their  in- 
vestment is  returned  to  them  many  fold. 


THE  BUSIEST  CANAL  IN  THE  WORLD. 


By  Wm.  P.  Kibbee. 


HE  chain  of  great  lakes  in  which  the  two  peninsulas  of  Michi- 


gan are  situated  covers  an  area  of  90,300  square  miles,  and 


constitutes  more  than  one  half  of  the  fresh  waters  of  the  globe. 
With  the  exception  of  Ontario,  the  borders  of  Michigan  are  washed  by 
the  waters  of  all  these  lakes,  five  in  number,  which,  by  their  depth, 
magnitude,  and  extent,  give  her  an  advantage  that  no  other  inland 
State  can  hope  to  enjoy.  At  its  southeastern  extremity  the  State  is 
touched  by  the  waters  of  Lake  Erie,  a  body  of  fresh  water  two  hundred 
and  twenty  miles  in  length  and  forty-eight  in  width,  and  with  a  maxi- 
mum depth  of  about  two  hundred  and  four  feet.  Its  height  above  tide- 
water is  about  five  hundred  and  sixty-four  feet.  Connected  with  this 
by  the  Detroit  river  is  Lake  St.  Clair,  a  shallow  body  of  water,  eigh- 
teen miles  in  length  by  twenty-two  in  breadth,  and  having  a  depth  of 
twenty  four  feet,  and  an  elevation  of  five  hundred  and  seventy  feet 
above  the  ocean.  Thence,  by  a  second  strait,  the  St.  Clair  river,  we 
pass  to  the  north  upon  the  bosom  of  the  Lake  of  the  Hurons, — a  lake 
which  abounds  in  the  finest  of  trout,  and  is  seldom,  according  to  the 
traditions  of  the  Indians,  visited  by  severe  storms.  Lake  Huron, 
which  forms  the  eastern  boundary  of  Michigan,  separating  it  from  the 
province  of  Ontario,  is  two  hundred  and  fifty  miles  long,  with  an 
average  breadth  of  about  one  hundred  miles,  a  depth  of  about  nine 
hundred  feet,  and  a  height  above  tide-water  of  five  hundred  and 
seventy-four  feet.  Its  superficial  area  is  about  20,400  square  miles. 
Connected  with  this  by  the  straits  of  Mackinaw,  which  separate  the 
two  peninsulas,  and  extending  southward  nearly  parallel  with  it,  and 
thus  forming  the  entire  western  boundary  of  the  lower  peninsula,  is 
Lake  Michigan.  This  great  body  of  water  is  three  hundred  and 
twenty  miles  in  length,  eighty  in  width,  and  eight  hundred  and  forty 
feet  in  depth,  and  its  surface  lies  five  hundred  and  eighty-seven  feet 
above  tide-water.  It  has  a  superficial  area  of  22,400  square  miles. 
Green  Bay,  an  arm  of  Lake  Michigan,  so  important  to  the  shipping 
interests  of  the  northwest,  is  one  hundred  miles  in  length  and  twenty 
in  breadth,  with  sufficient  depth  for  navigation.  If,  instead  of  passing 
westward  through  the  beautiful  straits  of  Mackinaw  into  Lake  Michi- 
gan, we  continue  northward  from  Lake  Huron  through  the  Hay  Lake 
channel  and  between  the  shores  of  the  St.  Marie,  avoiding  the  Sault 
by  availing  ourselves  of  the  magnificent  locks  which  the  government 
has  finally  completed,  we  enter  upon  the  surface  of  the  southwestern 
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extremity  of  "  Gitchigammc  " — I^ake  Superior.  This,  the  greatest 
body  of  fresh  water  found  upon  the  earth,  is  three  hundred  and  fifty 
miles  in  length,  one  hundred  in  breadth,  eight  hundred  and  seventy- 
eight  feet  in  depth,  and  six  hundred  and  twenty-seven  feet  above  tide- 
water. It  covers  not  less  than  100,000  square  miles  of  surface.  This 
immense  shore  line,  and  the  numerous  streams  emptying  into  it,  have 
been  the  greatest  means  of  settlement  in  the  northwest,  by  rendering 
all  parts  of  it  so  accessible.  The  immense  forests  of  pine,  otherwise 
unavailable,  are,  through  this  magnificent  water-communication, 
readily  attacked  ;  the  logs  in  vast  quantities  are  floated  down  the 
streams  to  the  mills  at  the  mouth  of  the  great  rivers  on  the  lake  shore, 


THE  RAPIDS  OF  THE  ST.  MARY'S  RIVER. 


where  they  are  cut  into  lumber,  which  is  loaded  into  vessels  and  trans- 
ported to  different  ports. 

The  ores  of  the  northern  peninsula  of  Michigan,  of  which  so  great 
a  quantity  is  now  annually  mined  and  shipped  away,  would  be  of  little 
or  no  value,  were  this  chain  of  navigable  waters  to  be  removed. 

The  broad,  deep  bodies  of  water  lying  upon  either  side  of  the  lower 
peninsula  are  the  great  modifiers  of  its  temperature.  They  are  reser- 
voirs of  the  summer's  heat,  which  is  slowly  given  up  again  during  the 
cold  season,  tempering  the  bitter  blasts  and  depriving  them  of  their 
killing  power. 
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The  terrible  storms  from  the  northwest  that  sweep  over  the 
open  waters  of  I-ake  Michigan  mingle  with  the  vapor  ever  rising  from 
its  bosom,  and,  thus  modified,  they  reach  the  borders  of  Michigan  no 
longer  endowed  with  the  power  to  destroy.  From  this  cause  the 
western  border  of  Michigan  has  become  known  as  the  fruit-belt,  a 
region  where  many  of  the  choicest  fruits  are  largely  and  profitably 
cultivated. 

The  upper  peninsula  of  Michigan,  made  famous  for  the  quality  and 
extent  of  its  minerals,  is  for  the  most  part  mountainous,  though  pre- 
senting a  kind  of  scenery  peculiarly  magnificent.  The  outlying 
country  of  lower  Michigan  may  be  described  as  swelling  into  gentle 
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hills  and  undulations,  covered  with  forests  of  heavy  timber,  or  groves 
of  oak,  which  seem  like  natural  parks,  or  expanding  into  rich  prairies 
or  crystal  lakes. 

The  first  settlement  in  Michigan  was  made  by  the  French  at  Sault 
St.  Marie,  in  1608,  and  from  a  mere  trading1- post  in  those  days  it  has 
become  one  of  the  most  conspicuous  points  in  the  great  avenues  of 
commerce  between  the  great  lakes,  and  nucleus  of  the  grand  procession 
of  stately  steam  and  sailing  craft  to  and  from  the  northwest. 

The  city  of  Sault  St.  Marie  offers  much  of  historic  interest.  It  is 
built  on  a  level,  and  immediately  alongside  the  government  locks  and 
canal.  Fort  Brady,  thegovernment's  strong-hold  at  this  point,  occupies 
a  commanding  position  on  a  hill  overlooking  the  city  and  canal,  while 
running  through  the  city  proper  is  a  water-power  canal,  two  miles 
long,  that  for  some  reason  failed  of  its  purpose.    The  population  is 
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about  five  thousand,  mostly  whites,  and  the  few  Indians  that  are  left 
earn  a  livelihood  by  hunting  and  fishing. 

Directly  across  the  lake  stands  the  Canadian  Sault,  where  is  situated 
the  new  lock  built  by  the  Canadian  government  at  a  cost  of  $4,000,000. 
The  two  towns,  with  their  environs,  are  usually  comprehended  under 
the  one  name  of  Sault  St.  Marie. 

In  the  early  days,  when  the  fur  trade  was  the  predominating  in- 
dustry in  the  region  of  the  great  lakes,  the  Sault,  as  well  as  the  island 
of  Mackinaw,  were  the  most  important  stations  of  the  Hudson  bay 
and  American  fur  companies.  On  the  annual  return  of  the  fleets,  and 
the  assembling  of  the  Indians  for  traffic,  this  rendezvous  became  a 
scene  of  great  animation  ;  the  transparent  waters  were  dotted  with 
canoes  and  bateaux,  merchants,  traders,  voyagcttrs,  and  gaily-bedecked 
savages,  coming  from  every  quarter. 


Digitized  by  Google 


604 


THE  BUSIEST  CANAL  IN  THE  WORLD. 


Originally,  the  only  means  of  access  to  Lake  Superior  was  over  the 
rapids,  which  were  so  shallow  and  rocky  as  to  admit  of  no  craft  draw- 
ing more  than  two  feet  of  water,  and  even  such  craft  found  shoot- 
ing these  foaming  billows  very  dangerous. 

When  the  great  copper  and  iron  mines  were  discovered  on  lake 
Superior,  it  soon  became  evident  that  a  lake  communication  with  the 
east  was  all  that  was  lacking  to  rank  these  mines  among  the  great- 
est producers  of  their  respective  ores  in  the  world. 

To  obtain  a  continuous  route  to  the  lower  lakes  it  was  necessary 
to  build  a  canal,  lock,  and  channel,  reaching  from  the  southern  ex- 
tremity of  Lake  Superior  to  the  north  shore  of  lake  Huron. 

Lake  Superior  being  twenty  feet  higher,  mean  level,  than  the  lower 
lakes,  it  was  necessary  to  construct  a  lock,  by  which  vessels  might  be 
raised  or  lowered  to  a  position  corresponding  with  the  levels  of  Lakes 
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Superior  and  Huron,  by  way  of  the  Hay  lake  channel  and  Mud  Lake, 
or  of  Little  Lake  George,  as  the  case  might  be. 

By  an  act  approved  August  26,  1852,  congress  granted  to  the  State 
of  Michigan  750,000  acres  of  land,  to  be  used  to  pay  for  the  con- 
struction of  a  ship-canal  around  St.  Mary's  falls.  The  State  leg- 
islature accepted  the  grant,  and  authorized  the  governor  to  appoint 
commissioners  to  contract  for  the  work  and  to  enter  the  lands  author- 
ized by  the  grant.  In  consideration  of  becoming  possessed  of  the 
entire  body  of  lands  donated  for  the  purpose  by  the  State,  the  work 
of  constructing  the  canal  was  undertaken  by  a  number  of  eastern  cap- 
italists, and  the  first  ground  was  broken  on  June  4,  1853.  Its  prose- 
cution was  attended  with  considerable  difficulty  ;  but  the  canal  was 
finally  completed  and  opened  to  the  public  in  June,  1855, — two  years 
from  the  date  at  which  the  work  was  begun. 
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It  soon  proved  inadequate  to  the  wants  of  commerce,  and  its  en- 
largement was  undertaken  by  the  general  government,  and  carried  on 
through  many  years,  until  its  completion.  Commerce  and  civilization 
have  long  since  spread  over  the  entire  northwest.  The  paddle  of  the 
savage  is  supplanted  by  the  powerful  wheel  of  the  steamship,  and  the 
bateau  of  the  voyagturs,  which  bore  away  the  fur  of  the  beaver,  is  dis- 
placed by  innumerable  vessels  loaded  with  the  products  of  the  farm, 
the  lumber-camp,  and  the  mine  ;  but  Sault  St.  Marie  retains  much  of  the 
importance  which  it  held  two  centuries  ago.  It  must  not  be  understood 
that  the  multitude  of  steam  and  sailing  vessels  really  center  there. 
They  are  passing  up  and  down  continuously,  and  with  a  regularity  that 
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is  amazing, — about  sixty-five  vessels  of  all  kinds  each  day,  on  an> 
average.  The  writer  witnessed  in  1890,  when  the  gates  refused  to- 
open,  a  procession  of  stately  craft  three  miles  long  waiting  to  be 
locked  through.  The  following  figures  give  some  conception  of 
the  business  handled  at  this  canal.  Number  of  vessels  locked  through, 
during  the  fiscal  year  1895,  17,956.  Registered  tonnage,  i6,<So6,- 
781  tons. 

Total  amount  of  freight,  15,062,580  tons  ;  valued  as  follows  : 


Coal  (hani  and  soft)  5  6,903,351 

Flour   33.3«3.632 

Wheat   30,041,863 

(•rain  other  than  wheat   4,164,347 

Manufactured  iron   3,683,150 

I'igiron    346.788 

Salt   202,430 

t  opper   21,490,400 

Iron  ore   22,332,319 

Lumber   8,888,400 

Silver  ore  and  bullion   11,200 

Huilding  stone   238,760 

Unclassified  freight   27, 708,480 


Total  *>59.575.I29 


The  new  lock,  which  was  opened  a  little  less  than  a  year  ago,  and' 
is  considered  the  finest  piece  of  canal  engineering  on  the  great  chain 
of  lakes,  has  a  clear  length  between  gates  of  eight  hundred  feet,  and  a 
width  of  one  hundred  feet.  When  the  water  is  at  its  normal  stage, 
vessels  drawing  twenty-one  feet  of  water  can  pass  through  with  well- 
ordered  safety.  The  walls  on  each  side  of  the  new  lock  are  1,100  feet 
long,  while  from  the  east  end,  for  282  feet,  the  walls  are  45  feet  high. 


THE  FORMAL  OPENING  OF  THE  NEW  LOCK. 
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and  from  that  point  westward  43  feet  high.  At  the  base  the  walls 
are  20  feet  wide,  this  width  continuing  for  10  feet,  when,  by  five  2- 
foot  offsets,  5  feet  apart,  they  gradually  narrow  to  10  feet  in  width. 
At  both  upper  and  lower  ends  the  walls  are  36  feet  wide  from  base  to 
summit.  The  walls  are  faced  with  the  best  Kelly  Island  limestone, 
which  was  transported  to  the  Sault  in  the  rough.  The  facing  of  the 
lock  wall  consists  of  twenty-three  courses, — viz.,  courses  two  to 
twenty-two,  having  stones  6  feet  long,  3  feet  wide,  and  2  feet  thick  ; 
part  of  the  initial  course  ;  and  the  coping  course,  being  1  y2  feet  thick. 
The  cost  to  the  United  States  for  the  masonry  alone  was  $1,085,469. 

The  new  lock  is  equipped  with  five  gates,  constructed  wholly  of 
steel,  which  were  put  to  the  severest  test  before  acceptance.  They  are 
known  as  the  upper  guard,  upper  lock,  intermediate  lock,  lower  lock, 
and  lower  guard  gates.  In  dimensions  the  upper  guard  and  upper 
lock  gates  are  26  feet  6  inches  in  height ;  the  lower  and  intermediate 
gates  are  43  feet  high  ;  and  the  lower  guard  gate  is  25  feet  6  inches 
from  base  to  top.  All  the  gates  are  uniform  in  length, — 55  feet, — and 
are  the  largest  steel  gates  in  the  world.  Each  leaf  of  the  smaller  gates 
weighs  in  the  neighborhood  of  100  tons,  while  those  of  the  larger 
ones  weigh  190  tons  respectively.  Each  leaf  is  supplied  with  two  air- 
pumps  and  air-chambers,  stationed  at  a  point  near  the  base  of  the  gates, 
while  the  two  water-chambers  occupy  a  position  above  the  center. 
To  retain  the  equilibrium  of  the  gates  and  to  conquer  superfluous 
strain  upon  the  quoin  posts,  these  air-  and  water-chaml>ers  are  used  in 
conjunction  very  advantageously.  The  air-pumps  are  operated  by 
human  power  from  the  tops  of  the  gates.  The  cost  of  the  gates,  with 
the  anchorages,  was  $203,000,  and  they  were  built  in  Detroit,  Mich. 
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The  immediate  machinery  of  the  lock  is  divided  into  two  separate 
and  distinct  plants, — the  operating  plant  and  the  pumping  plant.  The 
former  consists  of  six  machines  that  operate  the  gates.  Twelve^ 
engines  open  and  close  the  valves,  by  means  of  which  the  chambers 
are  filled  and  emptied,  and  two  hydraulic  capstans,  with  the  pumps,, 
accumulators  and  piping,  complete  the  lock  operation. 

There  are  two  capstans,  one  at  either  end  of  the  lock  on  the  south 
side.  In  appearance  they  are  similar  to  the  ordinary  naval  capstan. 
These  capstans  are  driven  by  three  single-acting,  oscillating,  hy- 
draulic engines,  each  of  which  is  designed  to  develop  a  pulling-power 
of  19,000  pounds.  The  capstans  are  for  use  in  assisting  vessels 
through  the  lock  when  not  provided  with  power  of  their  own. 
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The  operating  machinery  was  designed  in  the  United  States  engi- 
neer's office  at  Detroit,  and  cost  $60,000.  The  gate  machinery 
differs  entirely  from  any  at  present  in  use,  in  that  it  represents  a  com- 
bination of  hoisting  machinery  and  highest  English  hydraulic  prac- 
tice. The  pumping  machinery,  whose  sole  duty  is  emptying  the  lock  in 
case  of  accident  to  the  gates,  is  placed  in  the  basement  of  the  power 
house,  and  consists  of  three  centrifugal  pumps,  each  having  a  discharge 
of  thirty  inches  in  diameter.  The  driving-power  consists  of  three 
Westinghouse  engines  of  350  h.  p.  each.  The  steam  is  furnished  by 
a  battery  of  water-tube  boilers,  set  in  steel  cases.  The  machinery, 
which  was  designed  by  J.  Kennedy,  of  Pittsburg,  is  said  to  be  capable 
of  emptying  the  lock  in  seven  hours. 

The  lock  chamber  can  be  filled  and  emptied  in  seven  minutes. 
The  water  is  let  into  the  lock  through  six  culverts,  which  run  longi- 
tudinally below  the  lock  floor. 

The  office  and  power-house  are  built  of  cut  stone,  and  alone  repre- 
sent an  outlay  to  the  government  of  $100,000.  The  whole  work  com- 
pleted will  cost  the  government  $5,000,000. 

Work  on  the  new  lock  was  commenced  in  May,  1887.  The  lock 
was  formally  opened  to  traffic  August  3,  1896,  when  the  river  and 
harbor  boats,  the  Hancock,  of  Detroit,  and  the  revenue  cutter,  Andy 
Johnson,  passed  through.  The  opening  was  suitably  observed  by  the 
salute  of  one  hundred  and  twenty-six  boats,  which  were  in  port,  and 
continuous  whistling  was  kept  up  for  fifteen  minutes. 

Average  time  occupied  in  making  a  lockage,  40  minutes. 
Cost  per  lockage,  $7.89. 
Cost  per  passage,  $3.34. 

The  new  canal  and  locks  built  by  the  Canadian  government,  and 
which  were  opened  to  the  craft  of  any  nation  flying  a  peaceful  flag, 
went  into  commission  shortly  before  the  American  locks  were  opened. 
The  Canadian  locks  are  directly  opposite  the  American  Sault,  and 
have  an  advantage  that  any  person  versed  in  naval  affairs  may  readily 
understand.  Prior  to  the  completion  of  this  canal,  all  Canadian  craft 
doing  business  along  the  shores  of  Lake  Superior  were  compelled  to  pass 
through  the  American  Sault.  The  completion  of  the  canal  enables 
them  to  pass  to  and  from  Lake  Superior  through  a  waterway  exclusively 
Canadian.  I  shall  not  touch  upon  the  design  or  construction  of  this 
lock,  other  than  to  say  that  it  is  built  after  the  plan  of  the  American 
locks,  and  is  perfection. 

Much  trouble,  however,  was  experienced  early  in  the  work  by  a 
series  of  cave  ins  of  the  masonry.  This  has  now  been  remedied,  and 
the  lock  is  as  substantial  a  structure  as  could  be  wished  for.  The 
cost  of  this  work  to  the  Canadian  government  was  about  $4,000,000. 
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American  Ship-Building  and  Shipping. 
The  views  of  one  of  the  most  famous 
ship-builders  in  the  United  States  upon 
the  present  status  of  American  ship- 
building and  shipping,  cannot  fail  to  be  in- 
teresting, though  we  need  not  at  all  adopt 
his  point  of  view  nor  accept  his  conclusions 
as  to  policy.  The  interest  is  heightened 
when  his  views  and  principles  are  con- 
trasted with  the  clear  and  vigorous  paper  by 
Capt.  John  Codman,  which  appears  in  the 
leading  pages  of  this  issue.  Charles  H. 
Cramp,  in  a  paper  read  before  the  senate 
committee  on  commerce  (April  7),  and  re- 
ported in  Iron  Age  (April  15),  maintains 
that  "  no  nation  can  either  build  or  own 
ships,  when,  unprotected  and  unencour- 
aged,  it  is  brought  in  competition  with  other 
nations  that  are  protected  and  encour- 
aged." He  asserts  "that  the  enormous 
revenue  represented  by  the  freight  and 
passenger  tolls  on  our  commerce  and 
travel  is  constantly  drained?  out  of  this 
•country  into  British,  German,  and  French 
pockets,  in  the  order  named,  but  mainly 
British ;  while  the  vast  industrial  incre- 
ments represented  by  the  necessary  ship- 
building inure  almost  wholly  to  Great 
Britain.  For  this  drain  there  is  no  recom- 
pense. It  is  sheer  loss.  It  is  the  principal 
cause  of  our  existing  financial  condition. 
So  long  as  this  drain  continues,  no'tariff 
and  no  monetary  policy  can^restore  the 
national  prosperity.  Until  we  make  some 
provision  to  keep  at  home  some  part  at 
least  of  the  three  hundred  and  odd  mil- 
lions annually  sucked  out  of  this  country 
by  foreign  ship-owners  and  ship-builders, 
no  other  legislation  can  bring  good  times 
back  again.  It  is  a  constant  stream  of  gold 
always  flowing  out."  The  author  argues 
that  the  United  States  is,  by  the  folly  of 
its  own  people,  reduced  to  a  state  of  finan- 
cial and  industrial  subjugation  to  England. 
"  Great  Britain  has  many  out-lying  colo- 
nies and  dependencies.  The  greatest  two 
are  India  and  the  United  States.  She  holds 
India  by  force  of  arms,  whereby  her  con- 
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trol  of  that  country  costs  her  something. 
She  has  to  pay  something  for  her  financial 
and  commercial  drainage  of  India.  She 
holds  the  United  States  by  the  folly  of  its 
own  people,  whereby  her  control  of  this 
country  costs  her  nothing.  .  .  .  The 
amount  of  her  annual  drainage  of  gold 
from  the  United  States  far  exceeds  that 
from  India.  Therefore,  the  United  States 
is  by  far  the  most  valuable  of  all  the  de- 
pendencies of  Great  Britain.  In  the  rela- 
tion of  England  to  India  there  is  some- 
thing pitiable,  because  India  is  helpless. 
In  the  relation  of  the  United  States  to 
England  there  is  nothing  that  is  not  con- 
temptible, because  it  is  the  willing  servitude 
of  a  nation  that  could  help  herself  if  she 
would."  Figures  are  given  by  Mr.  Cramp 
to  indicate  the  enormous  efforts  that  Eng- 
land is  making  to  conserve  her  supremacy 
of  the  seas.  "  England,  clearly  seeing  that, 
in  this  age  more  than  ever  before,  ocean 
empire  is  world  empire,  strains  every 
nerve  to  perpetuate  her  sea  power,  and  ex- 
hausts her  resources  to  doubly  rivet  the 
fetters  which  it  fastens  upon  mankind. 
Since  1885  England  has  expended  $517,- 
000,000  for  new  ships  of  war  and  their  ar- 
mament. During  eleven  years  she  has 
built  38  first-class  battle-ships,  3  second- 
class  battle-ships,  9  armored  cruisers,  20 
first-class  cruisers,  5 1  second-class  cruisers, 
33  third-class  cruisers,  30  gunboats,  12 
composite  sloops,  and  74  torpedo-destroy- 
ers, including  the  vessels  authorized  in  the 
current  year's  programme.  The  aggregate 
is  270  vessels  of  1.136,575  tons'  total  dis- 
placement, 1,674,700  h.  p.  Of  the  navy  Eng- 
land already  had  in  1885  there  remained 
available  42  armored  ships,  34  cruisers,  1 1 
sloops,  19  gunboats,  and  95  torpedo  boats, 
which  she  is  re-engining,  re-arming,  and 
otherwise  modernizing  as  rapidly  as  she 
can.  In  personnel 'afloat  she  has  augmented 
her  force  from  52,600  in  1885  to  100,500  in 
the  estimates  for  1897.  In  other  words, 
England  has  doubled  her  navy  in  personnel 
and  material,  and  more  than  quadrupled 
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it  in  war-like  efficiency,  during  eleven 
years  of  the  profoundest  peace  the  world 
ever  saw."  Mr.  Cramp  shows  that  Eng- 
land has,  in  1896,  made  a  practical  addi- 
tion of  1,370,000  tons  to  her  merchant 
marine.  He  attributes  this  effort  on  the 
part  of  England  to  the  alarm  induced  by 
the  efforts  of  Germany  to  increase  her  naval 
power,  and  the  additions  which  the  United 
States  have  recently  made  to  their  naval 
force.  He  states  with  great  positiveness 
that  England  "  has  determined  that  she 
shall  be  not  only  the  supreme  sea  power, 
but  also  that,  except  within  limits  set  by 
herself,  there  shall  be  no  other  sea  power 
at  all.  .  .  .  The  moment  any  other 
national  aspiration  towards  sea  power 
reaches  the  point  at  which  it  begins  to  af- 
fect her  naval  supremacy  or  dispute  the 
ocean  monopoly  of  her  merchant  marine 
.  .  .  England  will  crush  it  by  intrigue, 
by  cajolery,  by  treaties,  if  she  can.  She 
will  crush  it  by  preponderating  force,  if 
she  must."  It  is  charged  that  England  has 
dealt  with  the  utmost  unfairness  with  the 
two  first-class  American  ships  put  in  the 
trans- Atlantic  trade  under  American  man- 
agement. "  Every  resource  that  unscrupu- 
lous rivalry  can  suggest  has  been  exhausted 
by  the  English  press  and  the  English  ad- 
ministration to  defame  and  discredit  them. 
English  officials  abroad,  from  ministers 
and  consuls  down,  industriously  reproduce 
in  the  newspapers  of  Japan,  China,  Chili, 
Argentine,  and  Brazil  the  misstatements  of 
the  English  press  about  American  vessels. 
The  British  post-office  delays  the  Ameri- 
can mail  for  days  in  the  slower  ships  of  the 
Cunard  line  rather  than  send  so  much  as 
one  letter  by  the  American  line.  Our 
post-office  responds  by  liberal  allotments 
of  its  European  mail  to  all  the  British  lines. 
The  result  of  all  this  is  that,  while  this 
country  has  never  known  such  industrial 
stagnation  and  such  financial  distress, 
England  has  never  known  such  industrial 
activity  or  financial  prosperity  as  now." 


Congressional  Regulation  of  Railway 
Traffic. 

On  general  principles  we  do  not  attach 
great  importance  to  the  views  of  secluded 
professional  men  upon  the  practical  ques- 


tions of  active  business.   By  "  secluded 
men  we  mean  men  who.  like  professors  in 
collegiate  institutions,  are  mostly  shut  out 
from  participation  in  the  active  affairs  of 
business,  and  who,  from  the  very  nature  of 
their  occupations,  are  brought  into  con- 
tact chiefly  with  theoretical  principles  apart 
from  the  limitations  and  restrictions  which 
practical  men  encounter  in  the  application 
of  theory  to  human  affairs.   This  is  not 
said  in  derogation  of  theoretical  principles 
or  the  men  who  devote  their  lives  to  their 
study.   The  latter  are  among  the  most 
useful  of  mankind  ;  for  it  is  entirely  cer- 
tain, notwithstanding  what  we  have  said 
above,  that  successful  practice  cannot  cut 
loose  from  sound  theory,  and  that  the 
latter  must  be  regarded  in  obtaining  a 
proper  comprehension  of    its  practical 
limitations,  to  say  nothing  of  the  applica- 
tion of   the  knowledge  thus  gained  to 
practical  affairs.    For  this  reason  we  are 
not  surprised  that  the  paper  read  by  Prof. 
Howard  S.  Abbott,  of  the  University  of 
Minnesota,  before  the  national  convention 
of  railroad  commissioners.at  St.  Lou  is  (May 
11),  fell,  apparently,  rather  flat,  notwith- 
standing its  literary  and  historical  value. 
The  paper,  reported  in   The  Railroad 
Ganette  (May  21),  is  valuable  historically 
as  a  review  of  legislative  action  upon  the 
subject  in  the  United  States  since  the 
foundation  of  the  republic,  and  probably 
most  students  of  economics  will  agree 
with  the  author  upon  the  general  propo- 
sition that "  the  causes  producing  unjust 
discrimination  will  be  found  to  consist  of 
economic  laws  and  conditions  and  the 
selfishness  of  human  nature."   But  how 
is  legislation  to  intervene  successfully  be- 
tween these  antagonistic  forces  ?   This  is 
a  question  upon  which  the  widest  differ- 
ences of  opinion  may  and  do  exist,  not 
only  among  theoretical,  but  among  prac- 
tical, railroad  men,  and  particularly  be- 
tween these  two  classes  of  thinkers,  the 
former  class  being  apt  to  underrate  prac- 
tical obstacles  to  the  practice  of  theory, 
and  the  latter  being  wont  to  exaggerate 
practical  difficulties,  while  taking  a  too 
narrow  view   of   theoretical  principles. 
Thus  the  Railway  Age  (May  14)  sarcastic- 
ally calls  the  railway  bill  recently  passed 
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passed  in  Florida  "  the  Jaw  to  discourage 
railway  investment  in  the  State  of  Flor- 
ida " ;  and,  in  speaking  of  Prof.  Abbott's 
thesis,  it  says :  "  It  is  hardly  probable  that 
the  address  convinced  a  single  railroad 
commissioner  that  his  powers  and  emolu- 
ments ought  to  be  dispensed  with,  and 
that  the  supervision  of  the  railways  ought 
to  be  turned  over  to  a  national  board." 
As  a  matter  of  fact,  though  the  address 
was  courteously  listened  to,  and  ordered 
to  be  printed  in  the  proceedings,  any  en- 
dorsement of  Prof.  Abbott's  views  was 
expressly  disclaimed  by  the  convention. 
The  paper,  however,  may  be  profitably 
studied  by  all  who  wish  to  be  thoroughly 
informed  upon  the  history  of  court  decis- 
ions, relating  to  governmental  powers 
over  commerce,  upon  existing  incongrui- 
ties, and  upon  the  difficulties  arising  from 
independent  regulation  by  States." 


Competitions  in  Architectural  Designing. 

A  number  of  the  most  reputable  archi- 
tects in  New  York  have  initiated  a  move- 
ment that  should  have  been  started  at  an 
earlier  date,  since  the  evils  it  is  designed 
to  correct  have  long  been  felt  as  a  burden 
and  have  been  many  times  pressed  upon 
the  attention  of  the  profession  and  of  the 
public.  The  movement  is  in  the  nature  of 
a  mutual  agreement,  which,  already  signed 
by  a  considerable  number  of  leading  archi- 
tects, is,  as  we  understand,  to  remain  open 
for  the  signatures  of  all  practising  archi- 
tects who  favor  its  provisions.  The 
agreement  has  for  its  object  the  stipula- 
tion of  conditions  under  which  reputable 
architects  will  compete  with  each  other, 
and  supply  designs  for  such  competitions. 
It  is  evidently  hoped  that  this  movement 
will  tend  to  the  diminution  of  the  number 
of  invitations  to  compete  under  conditions 
with  which  architects  of  good  standing 
cannot  comply.  The  stipulations  in  this 
agreement,  to  which  the  signers  pledge 
themselves  to  adhere,  provide  for  reim- 
bursement of  the  cash  outlay  in  preparing 
drawings  for  competition  ;  for  the  naming 
of  a  definite  number  of  competitors,  not 
to  be  increased  or  diminished  except  by 
consent  of  the  competing  architects ;  for 
the  payment  of  the  standard  fees  for  pro- 


fessional services  (established  by  the 
American  Institute  of  Architects)  to  the 
successful  competitor ;  for  the  services  of 
a  professional  adviser  in  arranging  the 
programme  of  competition ;  for  a  general 
consultation,  with  those  invited  to  com- 
pete, upon  the  subject  of  the  programme  ; 
for  the  exclusion  of  all  competitors  who 
do  not  comply  in  all  particulars  with  the 
requirements  of  the  programme;  that  no 
additional  drawings  shall  be  demanded, 
or  any  new  competition  shall  be  instituted ; 
and  that  the  designs  submitted  shall  be 
signed  and,  if  desired,  explained,  by  their 
authors.  We  have  not  thought  it  neces- 
sary to  quote  the  precise  language  of  the 
agreement  in  which  these  stipulations  are 
couched  ;  those  desiring  the  full  text  may 
find  it  in  the  files  of  any  of  the  American 
Architectural  publications  {Architecture 
and  Building ,  Vol.  XXVI.,  No.  20,  con- 
tains it).  Undoubtedly  it  is  a  movement 
in  the  right  direction,  well  calculated  to 
reform  existing  methods  and  to  promote 
fairness  in  the  conduct  of  competitions. 


State  Roads  of  Massachusetts. 

Massachusetts,  by  legislation  estab- 
lishing a  permanent  highway  commission, 
and  by  an  appropriation  of  $300,000  for 
the  construction  of  new  roads  and  the  re- 
construction of  old  roads,  has,  as  pointed 
out  by  Mr.  Albert  A.  Pope,  in  The  State's 
Duty  for  May,  set  the  pace  for  the  general 
improvement  of  highways  throughout  the 
United  States.  He  says:  "As  a  natural 
result  of  the  popular  agitation  and  the 
monster  petition  which  I  had  the  honor 
to  present  to  congress  in  1893,  the  United 
States  recognized  the  necessity  of  a  move 
in  this  direction,  and,  under  *  the  agricul- 
tural bill,'  made  a  special  appropriation  of 
$10,000  to  meet  the  expense  of  a  careful 
investigation  into  the  condition  of  roads 
throughout  the  country,  and  for  the  pub- 
lication of  such  information  as  would  assist 
the  people  in  bettering  their  highways. 
The  department  of  agriculture  has  issued 
a  number  of  bulletins,  and  it  is  gratifying 
to  learn  that  more  than  a  score  of  States 
have  already  passed  new  road  laws,  while 
nearly  all  the  others  are  planning  for  the 
adoption  of  measures  for  the  promotion  of 
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this  reform.  Experience  has  shown  that 
the  course  pursued  by  Massachusetts  is  the 
one  which  commends  itself  most  strongly 
both  to  the  people  at  large  and  to  their 
legal  representatives,  the  various  State 
legislatures,  and  it  is  natural  to  suppose 
that,  if  all  were  familiar  with  the  work 
here,  the  knowledge  would  be  utilized  to 
bring  about  similar  legislation  wherever 
the  method  of  procedure  is  still  unsettled." 
In  June,  1892,  a  temporary  commission 
was  appointed  by  the  legislature  of  Massa- 
chussetts  for  investigating  the  condition 
of  the  public  roads,  and  to  draft  a  bill  for 
their  improvement.  A  law  suggested  by 
this  commission  passed  in  June,  1893.  An 
act  passed  in  June,  1894,  not  only  increased 
the  powers  of  the  State  commission,  but 
permitted  selectmen  of  any  town,  or  the 
mayor  and  aldermen  of  any  city,  as  well 
as  county  commissioners,  to  petition  the 
highway  commission  for  taking  roads  as 
State  highways.  The  highway  commission 
was  also  empowered  to  use  the  appropria- 
tion ($300,000),  without  further  legislation, 
in  building  State  highways.  The  com- 
mission, in  accordance  with  its  increased 
powers,  has  expended  the  money  pretty 
evenly  in  fifteen  counties.  The  apportion- 
ment of  the  money  was  based  upon  the 
facts  of  each  case  as  determined  by  per- 
sonal and  official  observation  on  the  spot. 
The  policy  of  expending  the  appropria- 
tions upon  small  sections  of  roads  widely 
distributed  was  adopted  on  account  of  its 
educational  value,  each  section  being  "  an 
object-lesson  to  those  living  nearby."  The 
report  of  the  Massachusetts  highway  com- 
mission (January,  1895)  is  recommended 
for  consultation  to  those  who  are  consid- 
ering legislation.  A  large  amount  of 
general  information  is  compressed  into 
Mr.  Pope's  article.  A  significant  fact  is 
that,  where  it  has  been  found  expedient  to 
widen  roads  for  the  accommodation  of 
increased  traffic,  the  town  officials,  on  ac- 
count of  the  obvious  advantages  to  owners 
whose  property  meets  the  highways,  have 
been  able,  for  the  most  part,  to  obtain  the 
necessary  releases  without  cost.  Mr.  Pope 
says  that  "  thirty-eight  sections  have  been 
contracted  for,  and  only  eight  of  them  are 
to  have  a  width  of  eighteen  feet  of  hard- 


ened surface,  all  others  being  fifteen  feet 
wide.  As  the  primary  object  is  to  get 
length  of  way,  the  commissioners  are  con- 
sidering the  advisability  of  building  single- 
track  roads  in  the  thinly-settled  districts. 
These  would  not  be  over  nine  feet  wide, 
with  here  and  there  portions  of  double 
width  as  convenient  passing  points  for  car- 
riages. A  mile  and  a  half  of  such  roads 
can  be  built  for  less  than  the  cost  of  a  mile 
of  fifteen  feet  wide,  and  the  advantage  in 
getting  produce  to  market  is  not  lessened, 
provided  such  construction  is  confined  to 
localities  where  the  average  traffic  is  from 
six  to  eight  vehicles  per  hour.  There  is 
need  of  legislation  to  regulate  the  care  of, 
and  responsibility  for,  sidewalks  on  State 
highways.  These,  being  of  purely  local 
advantage,  should  be  under  the  supervision 
of  the  town,  the  wheelways  alone  being 
constructed  and  kept  in  order  by  the  State. 
The  laboratory  work  on  road-building 
stones,  in  Lawrence  Scientific  School  at 
Harvard  University,  is  commended.  An 
important  feature  of  this  work  is  a  series 
of  maps  showing  the  situation  of  deposits 
of  stone  suitable  for  road-making,  thus 
enabling  the  commission  to  obtain  its  sup- 
plies from  the  nearest  available  locality. 

The  Crucible  as  a  Metallurgical  Implement. 

The  different  kinds  of  crucibles  in  use 
for  metallurgical  operations  are  not  many, 
for  the  simple  reason  .that  many  materials 
more  refractory  than  the  metals  to  be 
fused,  and  capable  of  being  formed  into 
pots  for  melting  these  metals,  do  not  exist. 
Certain  qualities  of  sand,  clays,  and 
graphite, — popularly  called  plumbago,  or 
black-lead, — are  practically  the  principal 
materials  from  which  melting-pots  are 
made.  A  brief  account  of  the  crucibles 
used  for  various  purposes  in  the  arts,  with 
more  extended  remarks  upon  their  manu- 
facture and  their  care  in  use,  are  given  by 
Mr.  John  A.  Walker,  in  The  Iron  Age 
(May  20).  For  laboratory  use  the  smaller 
crucibles  of  platinum,  porcelain,  Hessian 
sand,  and  plumbago  are  used,  these  being 
substantially  the  same,  except  in  size,  as 
those  for  more  extensive  industrial  use. 
"  Straight-out  clay  crucibles,"  Mr.  Walker 
tells  us,  are  still  used  in  metallurgy ;  but. 
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"  while  English  steel-makers  still  cling  to 
the  use  of  the  one-heat  clay  crucible,  the 
vast  bulk  of  all  the  metals  and  alloys  are 
fused  in  the  modern  graphite  crucible." 
The  Hessian  sand  crucible  is  also  still  used 
more  or  less  by  assayers.  The  manufacture 
of  the  graphite  crucible  is  said  to  be  con- 
fined  to  six  countries, — to  wit,  France, Ger- 
many, England.  Japan,  China,and  America. 
The  reasons  for  the  more  extensive  use  of 
graphite  crucibles,  as  compared  with  cru- 
cibles of  other  kinds,  are  their  more  ready 
conduction  of  heat,  which  reduces  the 
time  required  for  fusion  of  their  contents, 
their  greater  durability,  resulting  from 
their  greater  refractoriness  and  their 
superior  strength  and  elasticity.  This 
comparison  of  qualities  applies  to  all  other 
kinds  of  crucibles,  except  those  of  pla- 
tinum, whose  cost,  however,  precludes 
their  use  except  for  laboratory  purposes ; 
and  platinum  is  even  less  refractory  than 
graphite.  The  strength  and  durability  of 
platinum  crucibles,  could  these  qualities  be 
secured  in  an  otherwise  practical  material 
costing  no  more  than,  and  at  the  same 
time  as  refractory  as,  graphite, would  render 
such  a  material  an  ideal  one  for  the  pur-' 
pose.  Few  are  aware  of  the  care  required 
for  the  successful  manufacture  of  graphite 
crucibles.  It  is  with  this  as  with  many 
other  seemingly  simple  industrial  processes 
whose  very  simplicity  exacts  the  exercise 
of  judgment  and  skill  to  a  greater  degree 
than  other  more  Complicated  operations 
wherein  the  inherent  qualities  of  the  mate- 
rials do  not  play  so  important  a  part.  Mr. 
Walker  says  that  the  successful  maker  of 
graphite  crucibles  "  must  make  constant 
chemical  analyses  of  his  materials,  and  he 
cannot  have  too  much  knowledge  of  the 
broad  lines  practised  by  his  customers. 
The  fusion  points  of  different  materials  are 
vastly  dissimilar.  This  must  be  taken 
seriously  into  account.  For  instance,  the 
crucible  made  for  steel-melting  is  useless 
in  a  brass  foundry.  It  is  far  more  refrac- 
tory, it  is  true,  but,  if  the  brass- melter  em- 
ployed a  crucible  intended  for  steel-melt- 
ing, it  would  slowly  wither  away  in  his 
lower  temperature,  whereas  it  would  be- 
have beautifully  in  a  furnace  at  a  tem- 
perature of  i,ooo°  F.  higher."  This  would 


seem  to  imply  that  high  temperature  is  not 
the  only  disintegrating  force  in  the  de- 
struction of  a  crucible.  Mr.  Walker  gives 
no  explanation  of  this  alleged  fact,  which, 
we  venture  to  say,  will  be  new  to  the  ma- 
jority of  readers,  and  it  would  have  been 
interesting  to  know  more  precisely  what 
there  is  in  a  brass  furnace  that  will  destroy 
a  crucible  of  a  given  composition  more 
quickly  than  a  steel  furnace  at  a  tempera- 
ture i,ooo°  higher.  It  may  be  that  the  ex- 
planation is  implied  in  a  succeeding  para- 
graph, which  treats  of  the  effect  of  fluxes 
upon  the  binding  materials  of  crucibles, 
but  this  is  not  explicitly  stated.  Summing 
up  the  "  causes  of  unreasonably  short  life 
in  crucibles,"  these  are  brought  under 
three  categories, — to  wit.,  the  want  of 
adaptation  of  crucibles  to  the  particular 
service  in  which  they  are  to  be  employed, 
rough  usage  (often  unavoidable),  and 
"  corrosive  fluxes."  "  The  crucible  maker 
does  not  know  what  the  melter  will  use  ; 
the  melter  docs  not  always  know  the  de- 
structive influence  of  his  flux  on  the  walls 
of  his  particular  melting-pot."  It  seems, 
therefore,  advisable,  that  a  mutual  under- 
standing between  the  manufacturer  of 
crucibles  and  his  customers  upon  the 
matter  of  fluxes  should  be  sought,  since  it 
is  implied  that  by  a  variation  in  the  bind- 
ing materials  this  destructive  action  could 
often  be  resisted. 


The  Uses  of  Exhaust  Steam. 

Exhaust  steam  can  be  utilized  in  vari- 
ous ways.  Condensed  and  separated  from 
oily  matters,  it  becomes  a  comparatively 
pure  material  for  the  manufacture  of  arti- 
ficial ice.  The  purest  ice  to  be  obtained 
in  our  city  markets  is  made  of  water  con- 
densed from  exhaust  steam.  Water  so 
condensed  and  separated  from  oily  matter 
is  also  the  best  obtainable  for  boiler  feed. 
The  use  of  surface-condensers  not  only 
effects  an  economy  of  fuel,  but  supplies 
pure  water  for  steam  boilers  in  situations 
where  the  water  is  of  such  quality  as 
otherwise  not  to  permit  its  use  for  gener- 
ating steam.  Another  use  for  exhaust 
steam  is  for  heating  buildings.  On  this 
use.  Mr.  Willard  Hatch  (Iron  Age,  May  6) 
has  made  some  instructive  observations, 
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which  will  be  of  use  to  those  contemplating 
such  an  application.  He  assumes  a  build- 
ing of  definite  proportions,  using  a  given 
amount  of  steam  power,  and  then  considers 
the  value  of  the  exhaust  steam  for  the  two 
purposes  of  producing  an  increase  of  power 
by  the  use  of  a  condenser,  and  the  simul- 
taneous heating  of  buildings,  both  of  which 
applications  may  be  made  together  during 
a  considerable  part  of  the  year,  in  climates 
wherein  the  artificial  heating  of  buildings 
is  required.  What  the  author  calls  inci- 
dent heat  in  buildings — i.  e„  heat  developed 
mechanically,  that  derived  from  the  per- 
sons of  workmen,  and  that  derived  from 
gas  jets — is  shown  to  be  an  important  fac- 
tor in  warming  factories  and  workshops. 


Arc  Lighting  in  America  and  Europe. 

An  interesting  comparison  of  lighting 
systems  in  Europe  and  America  was  made 
in  a  paper  read  by  Mr.  C.  Wiler  before  the 
Chicago  Electrical  Association,  on  April 
16,  an  abstract  of  which  was  presented  in 
The  Electrical  Engineer  (May  5).  The 
author  claims  for  America  the  honor  of 
being  the  birthplace  of  series  arc-lighting, 
and  asserts  that,  while,  up  to  date,  this 
system  has  scarcely  gained  a  foothold  in 
Europe,  its  application  has  been  brought 
to  a  high  degree  of  perfection  in  the 
United  States.  At  the  time  the  Brush 
and  the  Thomson- Houston  dynamos  were 
first  introduced,  the  system  of  series  arc- 
lighting  was  also  introduced  in  England, 
and  some  of  the  original  installations  of 
the  system  are  still  in  operation.  Few 
additions  to  these  installations  have  been 
made,  and  Mr.  Wiler  regards  the  method 
as  now  nearly  abandoned  in  England. 
"  The  desire  to  supply  arc  and  incandes- 
cent light  as  well  as  motive  power  from 
one  and  the  same  generator,  the  once  low 
efficiency  of  arc  dynamos,  the  use  of  small 
high-speed  units,  the  consequently  infe- 
rior arrangement  of  the  steam  plant,  and, 
last,  but  not  least,  the  high  pressure  for 
interior  lighting  "  are  causes  influencing 
European  opinion  against  the  system  of 
series  arc- lighting.  The  force  of  some  of 
these  objections  has  been  lessened  in  the 
United  States  by  increase  in  the  size  of 
power  units,  decrease  of  dynamo  speed, 


and  increase  in  commercial  efficiency. 
"  The  commercial  efficiency  of  a  60  light 
dynamo  now  reaches  82  to  83  per  cent., 
and  of  a  100  light  about  86  per  cent. 
Since  the  speed  has  been  decreased  to 
about  800  revolutions  per  minute  for  60- 
light  dynamos,  and  to  500  to  600  revolu- 
tions per  minute  for  100-light  dynamos,  it 
has  been  made  possible  to  escape  that 
labyrinth  of  counter-shafts,  belts,  pulleys, 
clutches,  and  bearings  which  for  many 
years  was  characteristic  of  an  arc  plant." 
The  direct  connection  of  the  dynamo  with 
the  steam-engine  is  the  logical  outcome 
of  this  advance.  All  this  has  naturally 
led  to  the  predominance  of  series  arc- 
lighting  in  America ;  and,  although  "  arc- 
lighting  by  constant  potential  circuits  was 
developed  much  later  than  in  Europe,  it 
has  come  into  extensive  use  here  since 
1891,  especially  in  large  cities,  for  private 
lighting."  Mr.  Wiler 's  paper  includes  an 
illustrated  description  of  the  combined 
arc  and  railway  plants  of  Munich  ;  a  table 
of  data  relating  to  various  public  arc- 
lighting  plants  in  Europe  and  America ; 
and  an  account  of  some  particulars  of 
•  European  practice  as  contrasted  with 
American. 


Swiss  Chalets. 

A  remarkable,  as  well  asa  very  inter- 
esting, exhibit  at  the  Geneva  National  Ex- 
position held  last  year  forms  the  subjec 
of  a  leading  article  by  Jean  Schopfer  in 
The  Architectural  Record  (April-June), 
which,  by  the  use  of  half-tone  illustrations 
and  descriptive  text,  conveys  as  good  an 
idea  of  the  actual  exhibit  as  could  be  at- 
tained by  those  who  did  not  actually  attend 
the  Exposition  and  study  for  themselves 
this  feature  of  it.  The  exhibit  comprised 
what  was  called  a  Swiss  village,  but  it  was 
probably  unlike  anything  now  to  be  seen 
in  any  one  Swiss  village,  because  it  repre- 
sented "one  of  the  most  interesting,  and 
certainly  the  most  original,  chapters  in  the 
history  of  Swiss  art, — that  of  house-build- 
ing in  wood, — and  it  was  important  that 
visitors  should  have  before  their  eyes  a 
picture  of  the  surroundings  amid  which 
former  generations  passed  their  lives,  and 
should  see  what  a  thorough  and  charming 
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sense  of  art,  what  graceful  and  picturesque 
originality,  had  been  displayed  by  Switzer- 
land in  that  architecture  which  is  pecu- 
liarly her  own."  The  arrangement  upon 
historical  lines  which  the  carrying  out  of 
this  idea  compelled  formed  a  unique  and 
instructive  representation  of  Swiss  chalet 
architecture.  Each  house,  or  chalet,  ex- 
hibited "exists,  or  did  at'  one  time  exist, 
in  reality ;  each  has  its  date,  its  place  of 
origin,  in  fact,  its  identity,  fully  estab- 
lished." The  faithfulness  of  the  repro- 
duction was  carried  into  every  detail,  and 
the  exhibit  was  not  representative  in  name 
merely,  but  in  fact.  The  examples  pre- 
sented comprised  "  every  architectonic 
form  of  wooden  house,  from  the  humblest 
and  most  modest,  such  as  the  little  chalets 
(mazots)  built  high  up  on  mountains  to 
shelter  the  cowherds  in  the  summer  time, 
to  the  richest  and  most  artistic  creations 
in  the  way  of  carved  and  painted  facades 
adorning  chalets  of  the  valley  and  of  the 
plain,  handsome  inns,  or  dwellings  of  well- 
to-do  farmers."  In  this  successful  attempt 
to  reproduce  a  national  feature,  Mr. 
Schopfer  sees  "  the  revival  of  a  style,  and 
the  restoration  to  a  place  of  honor  of  a 
mode  of  house-building  which  can  be  em- 
ployed at  the  present  day,  thus  resuscitat- 
ing a  variety  of  most  agreeable  architec- 
tonic forms."  These  forms  originated  in 
the  art  of  wood-working;  carpentry,  not 
the  art  of  the  stone-mason  or  the  brick- 
builder,  is  the  fountain  from  which  they 
sprung.  Mr.  Schopfer  criticises  severely 
the  wooden  colonnades,  frontons,  attics, 
and  porticos,  so  frequently  found  in  Ameri- 
can wooden  buildings,  and  denounces  this 
perversion  as  being  "  nothing  less  than  an 
architectural  heresy,"  and  as  a  complete 
jumble  of  the  most  elementary  principles 
of  the  building  art,  comparing  it  in  this 
respect  with  an  attempt  "  to  reconstruct 
the  Parthenon  in  iron."  A  contrast  be- 
tween the  interior  finish  of  Swiss  chalets 
<wherein  the  beautiful  natural  effects  of 
the  wood  are  sought  as  much  as  possible) 
and  the  painted  interiors  of  so  many 
American  houses  is  made,  very  much  to 
the  disadvantage  of  the  latter.  "  In  Switz- 
erland, where  the  wood-working  art  has 
flourished  and  created  a  style,  instead  of 


masking  and  hiding  the  material  employed* 
every  effort  has  been  exerted  to  make  the 
most  of  its  decorative  properties ;  hence 
the  joists  are  exposed,  the  projections  of 
the  upper  floors  emphasized,  and  the  joints 
left  uncovered ;  the  roofs  are  developed, 
and  the  eaves  extended,  protecting  the 
house  and  producing  the  finest  decorative 
effect  imaginable  with  their  supporting 
brackets.  Inside,  wood  forms  are  the  basis 
of  the  ornamentation ;  the  walls  are  wains- 
coted, and  the  beams  left  visible  in  the 
ceiling.  This  is  the  natural  and  logical 
decoration  of  the  chalet.  Following  in 
this  way  the  most  simple  and  the  most 
evident  principles,  a  style  of  architecture 
has  been  created  which  is  full  of  grace  and 
originality."  The  disappointment  the 
reader  would  otherwise  feel  because  more 
of  this  interior  work  has  not  been  made 
the  subject  of  illustration  is  avoided  by 
the  promise  made  near  the  conclusion  of 
the  article  that  such  a  presentation  will 
be  made  in  a  future  number. 

The  Advantages  of  Down-Draft. 
The  natural  course  for  heated  gases 
surrounded  by  a  cooler  medium  is 
upward.  It  has  probably  occurred  to 
many  readers  that,  as  carbonic  acid  and 
water  are  the  principal  products  of  the 
combustion  of  fuel,  and  as  both  carbonic 
acid  and  water  at  ordinary  temperatures 
are  heavier  than  air.  if  these  products 
could  have  their  heat  usefully  extracted 
till  their  temperatures  were  reduced  to 
that  of  the  atmosphere,  they  would,  in- 
stead of  rising,  flow  downward.  Could 
this  be  realized  in  practice,  we  should  have 
a  natural  down-draft.  The  modern  down- 
drafts  in  furnaces  are  artificially  produced. 
In  a  paper  read  before  the  St.  Louis  Asso- 
ciation No.  2  of  the  National  Association 
of  Steam  Engineers  (April  27)  and  re- 
ported in  Sanitary  Plumbing  (May  1),  Mr. 
A.  B.  Hazard  makes  strong  claims  for  the 
advantages  of  down-draft,  in  the  applica- 
tion of  which  the  green  coal  is  placed 
upon  the  top  of  the  fire. and  theair  is  forced 
downward  through  the  grate.  He  claims 
that  in  this  system  there  is  (a)  complete 
combustion  of  gas ;  (d)  a  complete  com- 
bustion of  the  fuel ;  (c)  no  deposit  of  soot 
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or  tar;  (d)  a  positive  and  rapid  circula- 
tion of  water  in  the  water-tube  grates, 
which,  with  down-draft  are  in  the  hottest 
part  of  the  fire;  (e)  no  cooling  of  the  hot 
furnace  and  boiler  by  throwing  open  the 
doors  of  the  combustion  chamber,  as  in 
the  up-draft  systems;  (/)  much  greater 
durability  of  grates;  (g)  increase  of  steam- 
ing capacity  over  that  of  boilers  of  the 
same  size  fired  in  the  ordinary  way;  and 
(A)  perfect  smoke  consumption.  Of 
course,  if  these  claims  are  sustained  in 
practice,  the  logical  result,  increased  effi- 
ciency, must  inevitably  follow.  This  is 
claimed  to  be  from  "  ten  to  fifty  per  cent., 
depending  on  the  kind  of  boiler,  and  upon 
other  conditions."  We  do  not  desire  to 
be  understood  as  endorsing  the  claims 
made  by  Mr.  Hazard,  but  we  present  them, 
in  substance,  for  what  they  are  worth  as 
indicating  merit  in  the  down-draft  system. 

The  Michigan  College  of  Mines. 

*  The  name  of  the  institution  formerly 
known  as  the  "  Michigan  School  of 
Mines  "  has,  under  an  act  of  the  legisla- 
ture, been  changed  to  the  "  Michigan  Col- 

ege  of  Mines."  Further  legislation  has 
fixed  the  rate  of  tuition  in  favor  of  the 
residents  of  the  State.  The  rate  for  non- 
residents within  certain  limits  is  left  to  the 
determination  of  the  board  of  control  of 
the  college.  This  latter  rate  has  not  yet 
been  fully  decided,  but  we  are  informed 
that  it  is  likely  to  be  $150,  while  for  resi- 
dents it  will  be  only  $25.  The  probable 
charge  for  non-residents  will  correspond 
with  tuition  fees  in  other  first-class  Ameri- 
can technical  schools.  A  letter  from  sec- 
retary F.  H.  Scott,  says  that,  "when 
the  school  was  working  out  its  policy, 
and  trying  to  solve  its  educational  prob- 
lems, it  was  thought  wisest  to  charge  no 
tuition,  but  to  collect  as  wide  a  constitu- 
ency as  possible,  in  order  that  there  might 
be  all  possible  chance  to  make  the  meth- 
ods as  broad  and  thorough  as  could  be 
done.  It  was  also  deemed  hardly  just  to 
the  students  educated  here  to  demand 
tuition  until  the  institution  was  much  bet- 
ter equipped  for  its  work  than  the  appro- 


priations granted  during  the  first  decade 
of  its  existence  permitted.  Now  that 
success  has  been  attained  in  educating 
men  for  practical  work,  as  is  evidenced 
by  the  positions  which  its  eighty  six 
graduates  hold,— a  list  of  which  is  given 
in  the  last  catalogue,— the  institution 
seems  fully  warranted  in  charging  here- 
after for  its  instruction.  The  new  law 
goes  into  effect  immediately  after  August 
19.  1897,  and  will  therefore  not  apply  to 
students  entering  previous  to  that  time. 
A  prospectus  will  soon  be  issued  by  the 
college,  giving  the  details  of  the  regula- 
tions finally  adopted  by  the  board  of  con- 
trol. 

Glowing  of  Disconnected  Incandescent 
Lamps. 

In  March,  1893,  Mr.  N.  S.  Amstutz  pub- 
lished an  account  of  observations  upon 
the  glowing  of  disconnected  incandescent 
lamps  excited  by  friction  of  the  hand  upon 
the  bulbs.  The  observations  were  made 
in  September,  1892.  The  original  an- 
nouncement was  made  in  Electricity 
(March,  1893).  and  in  the  same  paper 
(May  12,  1897)  the  same  author  presents 
an  account  of  an  investigation  of  light 
that  can  be  produced  in  this  way.  Instead 
of  friction  generated  by  the  hand,  he  em- 
ployed in  this  investigation  (March  27, 
1897)  a  tube  of  transparent  celluloid,  into 
which  the  bulb  of  the  lamp  was  intro- 
duced and  routed  to  generate  the  re- 
quired friction.  The  base  of  the  lamp  was 
attached  to  a  short  shaft  or  spindle,  upon 
which  a  small  belt-driven  pulley  was  fast- 
ened. The  results  obtained  confirm,  he 
asserts,  the  estimates  made  in  1892  upon 
the  amount  of  power  required  to  generate 
a  unit  of  illumination,  which  was  then  de- 
termined to  be  about  45  per  cent,  of  that 
required  in  ordinary  practice.  The  quan- 
tity of  illumination  thus  obtained  with  a 
single  lamp  is,  however,  small.  The  facts 
presented  in  the  article  enable  an  experi- 
menter to  demonstrate  with  very  simple 
apparatus  a  number  of  the  phenomena 
connected  with  vacuum  tubes.  An  illus- 
tration of  the  apparatus  is  also  given. 
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Railway  Communication  With  India. 

It  certainly  seems  wonderful,  when  the 
closeness  of  the  long-standing  ties  which 
bind  the  East  Indian  colonies  to  the 
mother  country  are  considered,  and  when, 
at  the  same  time,  the  extension  of  railway 
communication  during  the  last  quarter 
of  a  century  is  regarded,  that  persis- 
tent efforts  for  facilitating  railway  tran- 
sit between  these  lands  have  not  been 
made,  On  the  contrary,  in  a  paper  by  Mr. 
C.  E.  D.  Black,  published  in  the  Journal  of 
the  Socitty  of  Arts  (May  7).  he  states  that 
"practically  nothing  has  been  done  to 
carry  out  the  idea  .  .  .  Between  the  two 
countries  there  is  a  never-ceasing  stream 
of  officials,  soldiers,  sailors,  merchants, 
and  miscellaneous  travellers,  to  say  noth- 
ing of  wives,  children,  and  servants,  which, 
though  it  flows  more  copiously  during  the 
cold  season,  never  dries  up,  and  is  a  strik- 
ing criterion  of  the  enormous  bulk  and  the 
supreme  importance  of  the  commercial 
and  administrative  intercourse  between 
the  Indian  empire  and  Great  Britain." 
Mr.  Black  says,  no  doubt  with  truth,  that 
the  government  of  this  empire  of  270,- 
000.000  inhabitants  from  a  base  six 
thousand  miles  away  is  not  rivalled  in  the 
entire  world,  and  it  might  well  be  added 
that  it  has  no  precedent  in  the  history  of 
the  world.  His  proposition  that  it  is  of 
the  highest  importance  "  to  shorten  com- 
munications between  the  two  countries 
.  .  .  especially  in  the  case  of  war,  mutiny, 
or  any  great  or  sudden  emergency,"  seems 
self-evident,  but  an  inquiry  into  the  possi- 
bilities of  the  case  shows  that  routes  geo- 
graphically the  most  desirable  are,  for 
political  reasons,  not  available.  "As 
Europe.  Asia,  and  Africa  lie  across  our 
direct  road  to  the  east,  it  behooves  us  to 
consider  carefully  how  to  select  the  route 
which  shall  be,  as  far  as  possible,  secure 
from  molestation  or  interruption  at  the 
hands  of  others,  and  which  shall  lie  within 
our  own  sphere  of  influence  and  control. 
I  am  afraid  this  important  condition  at 
once  rules  out  the  idea  of  a  grand  trunk 
line  which  shall  begin  at  Calais,  and,  pass- 


ing through  Constantinople  and  Asia 
Minor,  emerge  at  Candahar  or  Peshawar. 
Not  that  I  mean  to  deny  the  possibility  or 
the  advantage  of  such  a  line ;  for  improved 
railways  mean  enlarged  intercourse  and  the 
strengthening  of  peaceful  bonds  between 
nations.  But  no  such  trunk  line,  travers- 
ing the  actual  arena  of  international 
jealousies  and  complications,  and  passing 
through  the  very  focus  of  the  eastern 
question,  will  fulfil  the  idea  of  a  British 
imperial  line  designed  to  bridge  over  the 
physical  gulf  between  Gieat  Britain  and 
her  possessions  in  the  East.  Fortunately, 
so  long  as  we  have  posssession  of  the 
Mediterranean,  the  necessity  for  quicker 
transit  over  the  western  or  European  half 
of  the  route  to  the  east  is  not  felt  so 
much.  It  is  difficult  to  conceive  of  any 
possible  political  combination  which  would 
deprive  us,  all  at  once,  of  Marseilles, 
Brindisi,  and  Salonica  entrepots  in 
time  of  peace,  or  of  the  Mediter- 
ranean itself  in  time  of  war.  The 
Cape  route  is,  of  course,  available  in  the 
last  resort,  but  I  assume  that  we  shall  al- 
ways cleave  to  the  Mediterranean  route, 
come  what  may,  and  our  tenure  of  Gib- 
raltar, Malta,  Cyprus,  and  Cairo,  are,  I 
take  it,  very  substantial  and  solid  guaran- 
tees of  this  national  determination.  It  is 
when  we  reach  Egypt,  the  half-way  house, 
that  the  question  suggests  itself,  now  that 
we  have  emerged  from  the  nervous  and 
energetic  sphere  of  busy  European  rivalry 
into  the  calmer  atmosphere  of  oriental  re- 
pose: Cannot  we  choose  a  shorter  cut 
than  the  long  round-about  Red  sea  and 
Indian  ocean  route?  Look  at  the  map, 
and  you  will  see  what  a  huge  obstruction 
is  presented  by  the  enormous  peninsula  of 
Arabia,  which  juts  out  southward  for  over 
two  thousand  miles,  causing  a  wearisome 
detour  of  from  two  to  three  days  down 
the  Red  sea,  while  the  further  transit 
across  the  Arabian  sea  to  India  is  of 
equal,  and  sometimes  longer,  duration.  A 
straight  line  drawn  as  the  crow  flies,  from 
the  northern  end  of  the  Suez  canal  to 
Kurrachee,  or  whatever  we  may  fix  upon 
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as  the  western  land  gate  of  India,  coin- 
cides with  the  route  which,  I  venture  to 
say,  is  the  shortest  and  best  line  for  a  rail- 
way to  India."  Mr.  Black  admits  that  he 
hazards  something  in  so  strongly  recom- 
mending a  line  yet  unexplored  either  by 
himself  or  others ;  but,  as  various  sections 
of  it  have  been  traversed  without  dis- 
covery of  any  important  obstacles  to  rail- 
way construction,  and  as  he  has.  in  the 
geographical  department  of  the  India 
office  improved  the  excellent  opportunities 
there  afforded  of  studying  the  geography 
of  the  region  the  proposed  road  would 
traverse,  he  feels  justified  in  his  belief  in 
the  route.  At  any  rate  he  thinks  that  it 
presents  attractions  sufficient  to  warrant 
its  exhaustive  investigation  before  the 
consideration  of  any  other  scheme. 


Is  the  Pacific  Cable  a  Practicable  Scheme  ? 

With  reference  to  the  supposed  diffi- 
culties to  be  surmounted  in  the  laying  of 
this  proposed  cable.  The  Electrical  Review 
(London.  April  30).  criticising  an  article 
which  recently  appeared  in  the  Electrical 
Engineer  (New  York),  says  that  business 
men,  both  in  Canada  and  England,  have 
been  convinced  for  many  years  that  such 
a  cable  would  have  a  sufficient  earning 
capacity,  but  that "  the  interests  of  a  power- 
ful combination  of  telegraph  companies 
controlling  the  network  of  cable  and 
land-lines  now  serving  the  needs  of,  prac- 
tically, the  whole  civilized  world  have 
been  made  the  most  of  to  create  doubts, 
now  happily  dispelled."  Exception  is 
taken  to  the  views  of  our  New  York  con- 
temporary with  reference  to  the  difficulties 
of  the  scheme,  regarded  from  an  engineer- 
ing stand-point.  Of  these  the  most  prom- 
inent arise  from  what  the  Electrical 
Engineer  styles  "the  extreme  lengths 
between  landing  places,"  and  "the  enor- 
mous depths."  In  its  discussion  of  these 
points,  it  is  charged  that  the  lan- 
guage used  is  such  as  to  lead  "  the  casual 
reader  to  infer  that  7.000  miles  is  the 
length  of  one  section,  instead  of  being 
somewhere  about  the  length  of  the  entire 
system."  It  is  then  claimed  that,  as  the 
longest  section  of  the  cable  would  really 
be  about  3,500  nautical  miles,  a  working- 


speed  of  fifteen  or  eighteen  words  per 
minute  could  be  easily  attained  over  this 
section.  A  further  criticism  is  made  upon  the 
use  of  statute  miles  in  expressing  depths, 
nautical  miles,  or  fathoms,  being  preferable 
in  comparisons  of  the  Atlantic  and  Pacific 
for  cable  purposes.  On  this  point  The 
Electrical  Review  says :  "  The  former  runs 
the  latter  pretty  closely  in  the  matter  of 
depths.  Between  Bermuda  and  Porto 
Rico,  for  example,  on  a  line  of  soundings, 
there  are  depths  of  from  2,875  fathoms 
near  Bermuda  to  3,875  fathoms  near 
to  Porto  Rico.  The  deepest  sound- 
ing in  the  Atlantic  yet  discovered  is  in 
close  proximity  to  this  latter  island,  where 
the  depth  encountered  is  4.561  fathoms, 
and  not  4,620  fathoms,  as  our  contempo- 
rary believes.  Another  line  of  soundings 
from  Porto  Rico  towards  Charleston,  U. 
S.,  shows  depths  of  from  2.990  fathoms  to 
3.133  fathoms.  There  are  soundings  be- 
tween Africa  and  the  West  Indies  0(2.500 
fathoms  to  over  3.000  fathoms.  Yet  this 
would  not  deter  the  Spanish  government 
from  laying  a  cable  to  Cuba,  if  they 
possessed  the  funds  necessary.  In  the 
South  Atlantic,  between  Ascension  Island 
and  the  River  Plate,  is  a  line  of  sound- 
ings with  over  3,000  fathoms  at  the  deepest 
part."  It  is  then  shown  that,  while  sound- 
ings of  from  5.022  fathoms  to  5,155  fathoms 
have  been  made  in  the  Pacific,  the  extreme 
depths  lie  outside  the  track  of  a  cable. 
Thus,  between  New  Zealand  and  Fiji  the 
average  of  many  soundings  is  2,500  fath- 
oms ;  between  California  and  the  Sandwich 
Islands  the  deepest  of  abundant  soundings 
is  3,000  fathoms ;  between  Vancouver  and 
the  Sandwich  Islands.  3.115  fathoms  is 
named  as  the  greatest  depth.  It  is  ad- 
mitted that  between  the  Sandwich  group 
and  Japan  there  are  soundings  of  from 
4.000  to  4,643  fathoms,  but  it  is  claimed 
that  these  are  in  deep  gorges  that  may  and 
would  be  avoided  in  laying  cables.  It  is 
held  that  other  exceptionally  great  depths 
in  the  Pacific  are  in  so  isolated  positions 
as  not  to  interfere  with  cable-laying.  It 
is  also  claimed  that  the  problem  of  success- 
fully laying  a  Pacific  cable  has  already 
been  "  solved  in  theory  by  practical  engi- 
neers on  both  sides  of  the  Atlantic  " ;  that 
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"  the  deepest  Atlantic  cable  lies  in  2.850 
fathoms" ;  "  that  no  great  difficulty  was  ex- 
perienced in  laying  it,"  and  that  the  idea 
that  volcanic  action,  in  its  disturbance  of 
the  sea  bottom,  is  more  to  be  dreaded  in 
the  Pacific  than  in  the  Atlantic  Ocean  is 
not  sustained  by  facts.  A  further  criti- 
cism is  made  with  reference  to  the  temper- 
atures of  the  two  oceans,  the  differences  in 
which  (it  is  asserted  in  opposition  to  the 
statement  that  deep  water  is  colder  in  the 
Pacific  than  in  the  Atlantic)  "  are  not  ap- 
preciable at  depths  greater  than  3,000 
fathoms.  Exception  is  also  taken  to  the 
speculative  belief  that  the  increase  of 
pressure  at  great  depths  would  adversely 
influence  a  welt-constructed,  light,  armored 
type  of  deep  sea  cable :  and  it  is  calculated 
that  the  maximum  pressure  to  which  such 
a  cable  would  be  subjected  on  any  possible 
route  for  a  Pacific  cable  would  be  3.9  tons 
per  square  inch. 


Fire-clay  Building  Materials. 
The  large  and  increasing  employment 
of  fire-clay  manufacturers  in  building  jus- 
tified the  presentation  of  a  paper  upon 
these  products,  read  by  Mr.  W.  H.  Allen 
before  the  Northern  Architectural  Associ- 
ation (Eng.),  and  reported  in  The  Architect 
6V»  Contract  Reporter  (April  30).  The  paper 
relates  principally  to  the  manufacture  of 
sanitary  pipes  and  specialties,  glazed 
bricks,  scullery  sinks,  white  channel 
bands,  closets,  etc.  Of  course  the  quality 
of  the  articles  manufactured  depends, 
first,  upon  the  quality  of  the  material, 
and,  secondly,  upon  the  knowledge  and 
skill  applied  to  the  manufacture.  In 
order  that  architects  and  builders  may  be 
able  to  judge  wisely  of  the  quality  of  fire- 
clay goods,  they  ought  to  possess  a  gen- 
eral knowledge  of  the  material,  of  the 
sources  whence  good  qualities  of  fire-clay 
can  be.  obtained,  and  of  the  methods 
whereby  the  plastic  material  is  converted 
into  a  hard,  strong,  impervious  mass, 
shaped  into  desired  forms.  In  England 
fire-clays  are  found  in  abundance  in  the 
coal  measures  of  Northumberland  and 
Durham,  most  frequently  as  the  floor  or 
understratum  of  seams  of  coal,  and  in 
layers  from  one  to  six  feet  thick.   It  has  a 
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slate  grey  color,  and  the  better  qualities, 
free  from  impurities,  have  a  greasy  feel. 
Fire-clays  are  chiefly  composed  of  silica 
and  alumina  in  varying  proportions,  a 
fair  average  for  the  English  clays  being 
fifty  to  fifty-five  per  cent,  of  silica,  and 
thirty  to  twenty-seven  per  cent,  of  alum- 
ina. Of  course,  the  greater  part  of  the 
fire-clay  output  is  used  for  heat-resisting 
purposes,  but  this,  being  aside  from  the 
author's  purpose,  is  passed  with  only 
brief  mention.  In  Corbridge,  Eng.,  a 
special  kind  of  fire-clay,  of  very  fine  qual- 
ity, is  obtained.  It  lies  apart  from  the 
coal  measures,  has  a  reddish  brown  tint, 
and,  when  burned,  acquires  a  very  dense 
body,  similar  to  that  of  stoneware.  The 
first  step  in  the  preparation  of  fire-clay  for 
manufacture  is  the  grinding  into  powder 
of  the  required  fineness  (according  to  the 
articles  intended  to  be  made)  of  the  large, 
hard  lumps  as  they  come  from  the  pit. 

For  heat-resisting  purposes  the  clay  is 
coarsely  ground  ;  for  salt-glazed  goods 
finer  grinding  is  needed ;  and  for  white 
goods  the  finest  grinding  of  all  is  required. 
For  the  latter  purpose,  also,  great  care  is 
exerted  to  procure  clay  free  from  nodules 
of  ironstone.  The  latter,  when  present, 
fuse  in  the  kiln,  and  ruin  the  product. 
The  grinding  is  effected  by  the  use  of  a 
revolving  pan,  within  which  are  two  metal 
rollers.  From  the  grinding  mills  the 
ground  clay  is  carried  by  elevators  to  a  re- 
volving riddle,  by  which  it  is  separated 
into  parts  of  the  required  different  degrees 
of  fineness.  Mr.  Allen  says  that  this  treat- 
ment has  largely  superseded  older 
methods,  though  the  latter  are  still  more 
or  less  retained.  The  general  steps  of  the 
manufacture  are  the  moulding  and  burn- 
ing, the  first  being  largely  performed  by 
moulding  machines,  and  the  latter  in 
kilns  adapted  to  the  kind  of  articles  man- 
ufactured. Moulding  gives  the  required 
form,  and  burning  the  required  solidity, 
strength,  and  rigidity.  Salt  glazing  is  done 
when  the  kiln  is  at  its  hottest  stage  of 
firing.  It  is  extremely  simple  to  do,  but 
the  chemical  reaction  which  forms  the 
glaze  is  not  quite  so  simple,  although 
easily  enough  understood  by  chemists. 
When  the  right  period  arrives,  and  the 


Digitized  by  Google 


REVIEW  OF  LEADING  ARTICLES 


heat  has  risen  to  a  point  sufficient  to  vol- 
atilize common  salt  in,  say,  a  kiln  for 
burning  sanitary  pipe,  several  barrowsful 
of  the  salt  are  thrown  into  the  kiln.  This 
salt,  vaporized  by  the  heat,  permeates 
every  part  of  the  kiln,  and,  aided  by  the 
watery  vapor,  also  present  in  the  kiln  a 
chemical  reaction  between  the  salt  vapor 
and  the  silica  of  the  clay  articles  takes 
place,  the  result  being  the  permanent  vit- 
rous  surface  or  glaze  with  which  every  one 
is  familiar.  Glazed  bricks  are  surfaced  in 
a  different  way.  They  are  first  burned  to 
only  a  moderate  degree  of  hardness,  then 
taken  from  the  kiln,  dipped  in  a  liquid 
glazing  material,  and  then  reburned.  Few 
have  a  clear  idea  of  the  amount  of  labor 
needed  to  manufacture  glazed  bricks. 
Each  brick  has  to  be  handled  twenty 
times.  The  conduct  of  the  various  pro- 
cesses to  a  successful  issue  require  the  ex- 
ercise of  great  judgment  and  care,  and 
sometimes  great  loss  is  incurred  by  failure, 
as  in  the  improper  mixing  of  the  body 
and  glaze.  This  requires  the  utmost  exact- 
ness ;  a  very  slight  error  in  weighing  may 
cause  the  bricks  either  to  craze,  or  not  to 
glaze  properly,  according  as  the  error  is 
one  of  excess  or  deficiency.  The  manu- 
facture is,  therefore,  notably  one  which 
entails  serious  risks.  There  are  two  sys- 
tems employed  in  the  manufacture  of  white 
goods,  such  as  scullery  sinks,  etc.  In 
some  cases  twice  firing  and  glazing,  as 
with  glazed  bricks,  is  practiced ;  in  others 
the  body  and  glazing  material  are  applied 
with  a  brush,  and  a  single  burning  suffices. 
The  choice  of  methods  depends  upon 
local  conditions.  On  the  whole,  the  en- 
tire line  of  fire-clay  goods  used  in  build- 
ing probably  exacts  from  manufacturers 
a  greater  degree  of  care,  and  entails  more 
risk,  than  any  other  class  of  materials  used 
in  modern  building  construction. 


Gravity  Stamp-Mill  Practice. 
The  first  part  of  a  paper  comprising  an 
account  of  an  important  study  of  the  me- 
chanics of  gravity  sump  mills  is  printed 
in  Industries  and  Iron  (May  7).  The  au- 
thor is  Mr.  D.  B.  Morison,  who  read  the 
paper  at  a  meeting  of  the  North- East 
Coast  Institution  of  Engineers  and  Ship- 


builders at  Newcastle-upon-Tyne  (April 
30).  The  study  has  a  direct  practical  ap- 
plication to  the  increased  efficiency  and 
durability  of  gravity  stamp  mills,  to  which 
appliance  (improved  principally  by  Ameri- 
can engineers)  the  change  in  the  status  of 
gold  mining  from  a  purely  speculative  to 
a  thoroughly-organized,  standard,  and 
permanent  industry  is  largely  due.  Though 
hardly  needed  for  his  purpose,  the  au- 
thor introduces  the  subject  with  a  general 
statement  of  the  function  of  the  gravita- 
tion stamp  mill,  and  an  account  of  the 
crude  forms  used  in  the  Hartz  mines, 
Germany,  and  the  Cornish  mines  from 
which  the  modern  stamp  mill  has  been 
evolved.  The  general  construction  of  a 
gravitation  stamp  mill  is  illustrated  by  en- 
gravings, and  an  analysis  of  the  action  of 
this  class  of  mills,  and  the  physical  law 
that  would  control  the  fall  of  the  stamps 
in  the  absence  of  friction,—*/*/  inertia  and 
the  resistance  of  the  material  to  be 
crushed, — is  made.  But,  as  it  is  obvious 
that  the  conditions  named  materially 
modify  the  action  of  the  law  of  gravity  in 
stamp-mill  practice,  the  extent  of  this 
modification  becomes  a  proper  subject  for 
experimental  investigation,  and  the  ac- 
count of  such  a  research  is  embodied  in 
Mr.  Morison's  paper.  This  part  of  the 
paper— illustrated  by  diagrams— shows 
very  clearly  the  shocks,  strains,  and  vibra- 
tions to  which  stamp  mills  may  be,  and 
too  frequently  are,  needlessly  subjected. 
The  sump,  if  an  attempt  be  made  to  make 
it  drop  too  often,  may  in  its  fall  meet  the 
lifting  cam,  the  latter  routing  too  fast  to 
synchronize  with  the  fall  of  the  sump. 
The  stamp,  if  lifted  too  quickly,  will,  by 
its  vis  intrtia,  move  higher  than  the  cam 
is  intended  to  lift  it.  It  takes  time  for  the 
sump  to  pass  upward  and  return  through 
this  superfluous  disunce.  The  friction 
is  also  a  retarding  force  of  varying  magni- 
tude, not  only  in  different  mills,  but  in  the 
same  machine.  These  elements  unite  in  im- 
posing limitations  of  speed  upon  the  oper- 
ation of  stamp-mills,  and  as  the  theoretical 
time  in  which  the  sumps  drop  through  a 
given  disunce  is  less  than  the  actual  time 
required  in  practice,  there  is  no  way  of 
determining  the  practical  time  limit  by 
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calculation.  Only  the  experimental  method 
remains.  The  method  of  carrying  out 
these  experiments,  the  graphic  method  of 
expressing  results,  and  the  data  required 
are  embodied  in  the  paper.  It  was,  for 
example,  ascertained  that  "  a  cam  stamp 
having  a  seven-inch  drop  cannot  be  driven 
at  more  than  from  ninety-four  to  ninety- 
eight  drops  per  minute  "  in  ordinary  work, 
and  that  the  combined  effect  of  the  ele- 
ments of  resistance  reduced  the  efficiency 
of  the  drop  by  seventeen  per  cent.,  as  com- 
pared with  that  of  the  same  weight  falling 
freely  in  vacuo.  In  practical  work  a  re- 
duction of  efficiency  of  from  twenty  to 
twenty-five  per  cent,  is  a  probable  aver- 
age. Since  gold  mining  has  now  come  to 
rank  with  other  permanent  industries  in 
the  matter  of  profits  made  by  rigid  en- 
forcement of  economies,  the  loss  of  effi- 
ciency in  stamp-mill  practice  is  not  insig- 
nificant, nor  will  it  be  anywhere  considered 
a  negligible  factor  in  the  cost  of  getting 
gold. 


Carbureted  Water  Gas  as  an  Enricher  of 
Coal  Gas. 

It  is  well  known  that  serious  objection 
has  been  made  to  the  use  of  carbureted 
water  gas  as  an  illuminant  in  dwellings  on 
account  of  the  proportion  of  carbon  mon- 
oxid  it  contains  as  compared  with  coal 
gas.  The  water  gas  escaping  into  a  room 
from  a  leak  or  from  an  imperfectly-closed 
gas  tap  is,  on  this  account,  considered 
more  dangerous  to  life  than  coal  gas. 
Carbureted  water  gas  sometimes  contains 
as  much  as  twenty-eight  per  cent,  of  car- 
bon monoxid,  while  coal  gas  does  not 
usually  contain  more  than  six  or  seven  per 
cent.  But,  while  the  use  of  carbureted 
water  gas  by  itself  may  be  thus  more  dan- 
gerous than  the  use  of  coal  gas,  it  is  pos- 
sible and  practicable  to  use  water  gas  as 
an  enricher  of  coal  gas  without  much 
enhancing  the  risks  to  life  and  health 
through  accidental  leakages,  and  without 
material  reduction  of  lighting  and  heating 
values.  A  summary  (The  Gas  World, 
April  17)  of  a  recent  report  made  by  Pro- 
fessor Lewes  to  the  Birkenhead  gas  com- 
mittee will  allay  some  apprehensions  that 
have  existed  relative  to  the  use  of  water 


gas  as  an  enricher.   Professor  Lewes  con- 
cludes that  there  is  no  danger  in  sending 
out  a  mixture  of  coal  gas  and  carbureted 
water  gas,  provided  the  mixture  does  not 
contain  more  than  seventeen  per  cent,  of 
carbon  monoxid,  and  that  such  a  mixture 
is,  for  all  practical  purposes,  as  good  as 
coal  gas,  and  superior  to  coal  gas  for  in- 
candescent lighting.  The  data  and  rea- 
sons upon  which  these  conclusions  are 
based  are  given.   In  examinations  of  coal 
and  cannel  gas,  he  found  an  average  of 
5.99  per  cent,  of  carbon  monoxid.   In  car- 
bureted water  gas  he  found  an  average  of 
29.03  per  cent.,  the  highest  percentage 
having  been  29.78.    In  the  coal  gas  en- 
riched by  the  carbureted  water  gas,  as 
sent  out,  he  found  the  mean  percentage  of 
carbon  monoxid  to  be  14.49, tne  highest 
percentage  being  14.50, — 2.50  per  cent,  less 
than  the  maximum  percentage  of  carbon 
monoxid  above  stated  as  permissible.  In 
answering  the  question  as  to  what  per- 
centage of  carbureted  water  gas  can  with 
safety  be  mixed  in  a  town  supply  of  coal 
gas.  Professor  Lewes  avows  his  apprecia- 
tion of  the  grave  responsibility,  and  states 
that  he  would  decline  to  answer,  were  it 
not  that  in  his  position  as  superintending 
gas-examiner  to  the  corporation  of  the 
city  of  London,  he  has  been  obliged  to 
consider  very  carefully  to  what  extent  car- 
bureted water  gas  can  be  allowed  to  re- 
place coal  gas  without  danger  to  the  con- 
sumers.   He  alludes  to  the  fact  that 
carbon  monoxid  is  the  most  dangerous 
gaseous  poison  there  is.  and  he  condemns 
the  attempt  made  by  some  supporters  of 
water  gas  to  conceal  this  fact.  He  believes 
that  the  only  proper  way  to  meet  this 
question  is  to  concede  the  dangerous 
properties  of  the  gas,  and  to  so  arrange 
the  percentage  of  it,  when  used  for  en- 
richment, that  only  under  abnormal  and 
accidental  conditions,  impossible  of  pre- 
vention, need  the  risk  of  its  use  be 
dreaded.   "  The  breaking  of  a  gas  main 
near  the  basement  of  a  house  and  infiltra- 
tion of  large  volumes  of  gas  into  the 
house  itself,  the  fall  of  a  chandelier,  or  a 
serious  leakage  from  it  when  pulled  too 
low,  and  the  accidental  cutting  into  a 
supply-pipe  in  a  wall,  would  all  give  leak- 
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age  of  a  sufficiently  serious  character  to 
form  a  poisonous  mixture,  fatal,  in  time, 
to  life,  whether  the  escaping  gas  were  coal 
or  carbureted  water  gas,  and  this  class  of 
accident  must  be  put  aside.  The  smell  of 
carbureted  water  gas  being  even  more 
penetrating  than  that  of  coal  gas,  a  leak- 
age becomes  perceptible  to  the  nose  when 
the  air  contains  one  ten-thousandth  part 
of  the  gas,  which  proportion  would  be  ab- 
solutely without  action  on  health."  From 
this  it  follows  that  only  during  sleep  could 
a  leakage  of  carbureted  water  gas  become 
dangerous  to  life.  "  The  usual  chances  of 
leaks  are  from  such  unlikely  circumstances 
as  the  gas  being  blown  out, — an  extremely 
difficult  thing  to  do, — or  being  extinguish- 
ed by  collection  of  water  in  the  supply- 
pipes,  or  by  an  irregularity  in  the  working 
of  the  meter";  and  Professor  Lewes  as- 
serts that,  in  a  fairly  long  experience  of 
coal-gas  consumption,  no  such  instances 
have  come  to  his  knowledge.  He  does 
not  on  that  account  deny  their  possibility. 
Both  carbureted  water  gas  and  coal  gas 
have  practically  the  same  illuminating 
value;  the  same  fittings  and  burners  an- 
swer for  both.  The  mixture  of  coal  gas 
with  carbureted  water  gas  gives  off  about 
two  and  three-fourths  per  cent,  less  heat 
than  coal  gas  when  used  in  stoves,  cook- 
ers, and  engines,— a  percentage  quite  im- 
material. The  products  of  combustion  of 
such  mixtures  are  no  more  unfavorable  to 
health  than  the  products  of  combustion 
of  coal  gas  alone.  Carbureted  water  gas 
is  freer  from  sulphur  compounds  than  coal 
and  cannel  gas,  and  therefore  its  products 
of  combustion  are  less  injurious  to  books, 
gilding,  etc.,  in  apartments  than  are  the 
products  of  combustion  of  coal  gas.  The 
enriched  coal  gas  is  more  suitable  for  in- 
candescent mantle  burners,  because  it  de- 
posits less  carbon  on  the  mantles,  and  thus 
less  light  is  lost. 

The  Mussy  Viaduct. 
This  specimen  of  engineering  is  about 
the  only  feature  of  more  than  ordinary 
interest  on  the  recently-completed  railway 
from  Paray-le-Monial  to  Lozanne  and 
Givorsin  central  France.  It  was  designed 
by  MM.  Geoffroy,  Moris,  and  Ponthier, 


engineers  of  the  Paris,  Lyons  &  Mediter- 
ranean Railway  Company,  and  the  design 
was  carried  out  by  MM.  Vaysserye. 
From  an  illustrated  description  of  this 
viaduct  in  Engineering  (April  30)  the  fol- 
lowing abstract,  setting  forth  interesting 
features  of  the  construction,  has  been  pre- 
pared. The  total  length  of  the  structure 
is  about  1, Zoo  feet,  and  it  is  built  wholly  of 
masonry.  Five  of  the  nineteen  piers  have 
a  height  of  197  feet  from  the  ground  to 
rail-level.  "  The  lower  parts  of  the  piers 
form  pedestals,  in  the  highest  piers  at  a 
height  of  42  feet ;  at  this  level  there  is  a 
set-off  of  12  inches,  from  which  the  shaft 
of  the  pier  rises,  interrupted  at  intervals  by 
courses  of  cut  stone."  The  contractor's 
plant  for  carrying  out  the  work  comprised 
five  miles  of  railway,  exclusive  of  an  ex- 
tensive system  of  branch  narrow- gage  rail- 
ways, the  latter  leading  from  the  central 
power  station,  where  the  cement  and  mor- 
tar were  prepared,  and  the  former  extend- 
ing to  the  quarry  from  which  the  stone 
was  obtained.  It  having  been  impractica- 
ble to  obtain  sand  for  admixture  in  the 
mortar  and  cement,  pulverized  granite  was 
substituted.  A  special  plant  for  the  sup- 
ply of  this  material  was  thus  necessitated, 
consisting  of  crushing,  grinding,  screening, 
and  washing  appliances.  '*  Water  was  ob- 
tained, from  an  adjoining  canal  situated  at 
a  higher  level  than  the  stream  in  the  Mussy 
valley,  and  turned  into  a  large  basin,  in 
which  the  screened  granite  was  deposited  ; 
from  this  basin  it  was  discharged  through 
a  sloping  channel,  in  a  stream  having  con- 
siderable velocity,  into  a  second  basin 
some  forty  yards  distant,  where  the  pulver- 
ized granite  was  allowed  to  settle,  the 
water  being  run  off  into  the  Mussy." 
Three  of  these  washing  arrangements  were 
employed.  No  difficulty  was  experienced 
in  erecting  the  pedestals  of  the  piers.  The 
method  of  erecting  the  tall  shafts  of  the 
piers  above  the  pedestals  was  adopted  with 
a  view  to  cheapness  as  well  as  efficiency. 
It  dispensed  with  scaffolding,  which  would 
certainly  have  cost  much  because  of  the 
height  of  the  piers,  and  was  found  to  be 
wholly  satisfactory  in  its  application.  It 
is  described  as  follows :  "  To  meet  this 
difficulty   ...   MM.  Taysseyre  con- 
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struct ed   a  sufficient  number  of  light, 
easily-erected  or  removed  girders  of  such 
a  length  that  they  could  take  their  bearings 
on  the  completed  bases  of  the  piers.  The 
ends  of  these  girders  were  fitted  with  lift- 
ing screws,  and  they  served  as  convenient 
platforms  from  which  to  hoist  material 
and  to  proceed  with  the  erection  of  the 
piers  for  a  suitable  distance.   As  soon  as 
the  convenient  limit  was  reached,  the  gird- 
ers were  raised  by  the  lifting  screws  and 
the  erection  of  the  piers  proceeded  with. 
In  this  manner  all  the  piers  were  completed 
without  the  aid  of  scaffolding.   Only  a 
limited  number  of  these  platforms  were 
constructed,  in  order   to  save  expense, 
so  that  the   work   of  completing  all 
the   piers   was   not  carried  on  simul- 
taneously, but.  as  soon  as  two  piers 
were    completed,    the    platform  was 
lowered,  taken  apart,  and  re-erected  on 
another  part  of  the  viaduct."   These  plat- 
forms were  88  feet  long  and  constructed 
for  a  safe  load  of  six  tons  in  the  middle* 
On  their  floors  were  laid  two  lines  of  nar- 
row-gage railway,  with  crossings  and  turn 
tables  for  the  trolleys.    The  piers  were 
connected  at  the  springing  level  by  five 
steel  cables,  at  intervals  of  65  inches^ 
attached  to  cramps  let  into  the  masonry'. 
Planking  was  laid  on  these  cables,  which 
were  tested  to  a  central  load  of  two  tons. 
"  The  timber  was  raised  by  tackle  operated 
from  a  fixed  hoist.   As  soon  as  the  cent- 
ring was  completed,  a  temporary  gangway 
about  ten  feet  wide  was  erected  on  it  for 
the  whole  length  of  the  viaduct,  and  two 
tracks  of  20-inch  gage  were  laid  down  to 
allow  of  the  transport  of  material  to  any  de- 
sired point."   The  stone  was  hoisted  from 
the  bottom  up  the  slope  of  the  valley  on 
an  inclined  plane,  by  a  steam  winch  which 
hauled  the  stone-laden  trolleys  up  the 
plane  and  on  to  the  temporary  gangway, 
the  empty  trucks  returning  by  gravity.  It 
is  evident  that  the  methods  employed  in 
the  construction  of  this  bridge  are  an  ex- 
ample of  engineering  that  can  be  profit- 
ably studied,  and  that  will  probably  be 
followed  in  the  erection  of  future  viaducts 
requiring  piers  of  unusual  height.  The 
data  of  cost  are  not  presented  in  the 
article  reviewed. 


Electrical  Action  of  Carbon  in  Flames. 

It  is  a  fact  that,  notwithstanding  all  that 
has  been  accomplished  in  the  field  of  elec- 
trical discovery,  the  attitude  of  the  public 
mind  toward  electric  research  is  that  of 
confident  expectation.   This  attitude  is 
maintained  by  the  frequent  announcement 
of  discoveries — results  of  experimental  in- 
vestigations—which, while  not  in  them- 
selves revolutionary,  or,  so  far  as  present 
indications  go,  even  calculated  to  initiate 
any  important  change  in  current  practice, 
are  yet  of  a  character  to  show  how  narrow 
is  the  margin  of  the  field  already  culti- 
vated, and  how  broad  and  rich  is  that  por- 
tion yet  untitled.   Among  recent  discov- 
eries which  seem  to  disclose  vistas  of 
future  possibilities  may  be  classed  the  re- 
sults of  experiments  communicated  to 
The  Electrical  Review  (May  7)  by  Richard 
P.  Fuge.    These  results  indicate  that  a 
battery  producing  a  small  current  of  high 
electromotive  force  can  be  constructed,  in 
which  the  positive  plate  may  be  of  carbon, 
or  in  which  carbon  in  different  allotropic 
conditions  may  be  used  for  both  positive 
and  negative  plates.    If  platinum  elec- 
trodes are  inserted  in  a  flame  and  con- 
nected by  a  conductor,  a  current  passing 
through  the  conducting  wire  indicates 
that  different  parts  of  the  flame  have  dif- 
ferent degrees  of  electromotive  force.  By 
adjusting  the  electrodes  in  the  flame,  the 
portions  of  the  latter  possessing  the  same 
electromotive  force  can  be  determined. 
The  experiment  can  be  varied  by  using 
two  electrodes  of  different  metals  {e.g., 
zinc  and  copper),  both  placed  in  a  part  of 
the  flame  having  a  uniform  electromotive 
force.    In  such  a  case  a  current  will  pass 
through  the  conductor  corresponding  with 
the  difference  of  electromotive  force  in  the 
two  metals.    Now  Mr.  Fuge  has  gone  still 
further  in  this  line  of  experiment  by  em- 
ploying electrodes  of  carbon  instead  of 
metal,  using  high  insulation,  taking  care 
to  place  the  electrodes  in  flame  at  the  same 
potential,  and  measuring  the  results  by  a 
high  -  resistance  Kelvin    reflecting  gal- 
vanometer, and  a  condenser  of  one  micro- 
farad capacity  for  comparing  the  electro- 
motive force  generated  with  a  standard 
Daniell  cell.    In  this  way  he  has  been 
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able,  he  asserts,  to  sometimes  produce  an 
electromotive  force  higher  than  1.7  volts 
between  a  positive  plate  of  wood  charcoal 
and  a  negative  of  plumbago.  Analogous 
results  were  obtained  with  retort  carbon 
used  as  a  negative  electrode.  For  other 
interesting  phases  of  this  series  of  experi- 
ments, the  reader  is  advised  to  consult  the 
original  paper.  With  reference  to  a  suc- 
cessful repetition  of  experiments  of  this 
kind  Mr.  Fuge  says :  "  The  wood-charcoal 
used  must  be  thoroughly  carbonized ; 
otherwise  its  resistance  may  be  so  high 
that  no  result  will  be  obtained  ;  the  char- 
coal that  was  used  with  the  best  results  is 
that  sold  as  *  blow- pipe  charcoal.'  In  most 
cases  its  resistance  was  measured  before- 
hand. .  .  .  The  retort  charcoal  was, 
in  all  cases,  the  ordinary  rod- carbon  used 
in  arc  lights."  Of  course  it  is  quite  use- 
less to  speculate  about  what  may  be  the 
practical  outcome  of  this  discovery,  which 
throws  additional  light  upon  the  problem 
of  the  generation  of  electricity  directly 
from  carbon. 


Automatic  Extinction  of  Lamps. 
An  ingenious  arrangement  of  street- 
lighting,  which  allows  a  reduction  of  the 
illumination  at  any  time  when  less  light  is 
needed,  is  described  in  the  Electrical  Re- 
view (March  26).  This  arrangement  is 
now  in  use  in  several  places,  but  Ports- 
mouth, England,  is  considered  a  notable 
instance,  as  the  system  has  been  success- 
ful there.  It  appears  to  be  a  system  of 
automatic  switches.  "The  automatic 
switch,  which  is  being  used  on  240  lamp- 
posts, is  designed  so  that,  when  the  arc 
lamps  are  turned  off,  the  incandescent 
lamps  are  automatically  lighted."  It 
ought  to  be  explained  that  each  lamp 
pillar  has  an  arc  lamp  as  well  as  two  in- 
candescent lamps,  the  latter  being  em- 
ployed during  the  period  when  the  lesser 
illumination  is  desired.  "  The  device  con- 
sists of  a  coil  in  series  with  the  arc  light, 
and,  when  the  arc  lights  are  burning,  the 


coil  becomes  energized  and  attracts  the 
end  of  a  lever ;  when,  however,  the  arc 
lamps  are  extinguished,  the  rocking  arm 
drops  down  upon  a  knife-edged  switch, 
and  this  action  has  the  effect  of  com- 
pleting the  incandescent  circuit,  thereby 
turning  on  the  glow  lamps."  The  paper 
quoted  illustrates  this  arrangement  by  en- 
gravings which  cannot  here  be  repro- 
duced. 

The  operation,  however,  is  so  simple 
that  its  general  features  may  be  under- 
stood without  engravings.  When  the 
lever  spoken  of  drops,  the  incandescent 
circuit  is  completed,  the  current  pass- 
ing through  a  tube  straight  to  the  lamps, 
returning  to  the  switch  through  the  arm 
of  the  lever  and  out  again.  This  provides 
for  the  lighting  of  the  glow  lamps  at  the 
instant  of  extinguishing  the  arc  light. 
The  extinguishing  of  the  incandescent 
lamps,  in  their  turn,  is  accomplished  by 
sending  a  reverse  current  through  the  arc 
lamps  and  consequently  through  the  coil, 
thus  lifting  the  lever  out  of  the  switch 
and  cutting  out  the  incandescent  lamps. 
To  prevent  the  lever  from  falling  back 
again  into  the  switch,  a  permanent  mag- 
net is  pivoted  under  the  solenoid  in  such 
a  manner  that  it  may  move  horizontally. 
This  magnet  carries  a  catch,  which,  pass- 
ing under  the  arm  of  the  lever,  holds  it 
from  falling  back  on  to  the  switch  when 
the  current  through  the  series  coil  is  in- 
terrupted, while,  at  the  same  time,  it  per- 
mits the  core  of  the  solenoid  to  drop 
down  to  its  original  position.  To  insure 
that  the  lamps  are  all  effectually  cut  out, 
the  reverse  current  is  turned  on  for  about 
five  minutes.  When  the  current  for  the 
arc  lights  is  sent  through  the  lamps,  the 
pivoted  magnet  which  operates  the  catch 
is  drawn  back  into  its  original  position, 
which  leaves  the  lever  free  to  act,  accord- 
ing as  the  coil  is  magnetized  or  demagnet- 
ized. The  use  of  this  apparatus  in  Ports- 
mouth is  estimated  to  have  saved  the 
wages  of  three  men. 
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The  Supporting  Power  of  Soils. 
Wk  have  already  noticed  in  these  pages 
the  apparatus  devised  by  the  city  engineer 
of  Vienna,  Herr  Rudolf  Mayer,  for  measur- 
ing the  supporting  power  of  soils.  Herr 
Mayer  now  contributes  to  the  Oesterr. 
Monatschr.  fUr  den  oeffent.  Baudienst  for 
March  a  fuller  account  of  his  experiments, 
with  scale  drawings  not  only  of  his  precise 
apparatus,  but  also  of  a  less  delicate  and 
more  practical  device  for  general  use  by 
builders  and  by  superintendents  of  build- 
ing operations.  The  basis  upon  which 
such  tests  should  be  made  is  that  of  the 
rate  of  yielding  to  pressure.  Up  to  a  cer- 
tain limit  the  depth  to  which  a  given 
loaded  area  sinks  is  directly  proportional 
to  the  load  which  it  bears,  and  this  limit 
should  in  no  case  be  exceeded.  Herr 
Mayers  simple  apparatus  is  intended  to 
determine  this  limit  with  a  degree  of  pre- 
cision amply  sufficient  to  enable  the 
builder  to  proceed  intelligently.  As 
already  described,  the  original  apparatus 
consisted  of  a  base  plate  and  cylinder  into 
which  a  plunger  is  fitted,  and  upon  which 
weight  can  be  placed  corresponding  suc- 
cessively to  uniform  pressures  per  unit  of 
area.  The  corresponding  sinking  of  the 
plunger  into  the  soil  is  then  very  precisely 
measured  by  a  micrometer  upon  a  multi- 
plying column,  arranged  with  differential 
cylinders,  and  the  results  of  systematic 
increases  of  pressure  are  plotted  in  a 
curve. 

For  practical  use  this  apparatus  is  re- 
placed by  a  rod  carrying  a  divided  head( 
upon  which  a  tube  containing  a  spiral 
spring  is  fitted.  The  end  of  the  rod  is 
provided  with  a  number  of  tips  of  various 
determined  areas,  in  order  that  one 
adapted  to  the  nature  of  the  soil  may  be 
selected;  and,  by  pressing  this  upon  vari- 
ous portions  of  the  ground  to  be  tested, 
and  taking  the  readings  from  the  spring 
scale,  the  relation  between  the  pressure 
and  the  penetration  may  be  obtained. 

The  entire  subject  is  one  upon  which 
there  is  very  little  experimental  informa- 
tion on  record,  and,  while  still  further  im- 


provements maybe  made  in  the  appliances 
for  its  investigation,  Herr  Mayer  is  to  be 
congratulated  upon  bringing  the  matter 
to  professional  notice. 

The  Heilmann  Electric  Locomotive. 
The  experiments  made  several  years  ago 
with  the  Heilmann  electric  locomotive  by 
the  Western  Railway  of  France  was  suffi- 
ciently satisfactory  to  induce  the  manage- 
ment to  undertake  the  construction  of  a 
larger  engine,  embodying  the  results  of 
the  experience  thus  gained,  and  the  ac- 
counts of  the  performance  of  the  new  en- 
gine are  given,  with  a  full  description  and 
illustrations,  in  Glaser's  Annalen  for 
April  15. 

The  Heilmann  locomotive  is  practically 
a  travelling  power-house,  carrying  its  own 
boiler,  engines,  generators,  and  motors, 
and  hence  hardly  realizes  the  popular  idea 
of  an  electric  locomotive  as  a  sort  of 
mammoth  trolley  car.  The  actual  advan- 
tages expected  from  the  Heilmann  type  of 
engine  are  to  be  gained  in  the  elimination 
of  all  the  reciprocating  parts,  the  intro- 
duction of  high-speed  compound  engines, 
the  possibility  of  small  wheels  on  swivel 
trucks,  thus  giving  a  flexible  wheel  base, 
yet  making  all  the  wheels  drivers,  and  the 
possibility  of  controlling,  regulating,  and 
reversing  the  speed  of  the  locomotive 
without  altering  the  speed  or  direction  of 
the  engines. 

In  the  locomotive  now  completed  the 
steam  is  generated  in  an  ordinary  loco- 
motive boiler,  and  supplies  two  Willans 
compound  engines,  each  engine  having 
three  pairs  of  cylinders,  cranks  being  set  at 
120  degrees  apart.  The  cylinders  have  a 
stroke  of  7.6  inches  and  12.2  inches  by 
10.15  inches  running  at  400  revolutions, 
and  the  two  engines  indicate  1,350  h.  p. 
At  each  end  of  the  shaft  is  attached  a  gen- 
erator of  the  continuous-current  type, 
built  by  Brown,  Boveri  &  Co.,  supplying  a 
current  of  1 .000 amperes  and  455  volts,  the 
whole  of  this  machinery  being  placed  lon- 
gitudinally in  the  center  of  the  locomo- 
tive, aft  of  the  boiler.    There  is  also  an 
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auxiliary  engine  and  dynamo  for  lighting 
the  train. 

On  each  of  the  eight  wheel  shafts  is 
mounted  a  motor  of  125  h.  p.,  the  arma- 
ture of  the  motor  being  carried  on  an  an- 
nular shaft  concentric  with  the  axle,  and 
the  speed  being  reduced  by  internal  gear- 
ing. The  total  length  of  the  locomotive 
is  about  60  feet,  and  the  weight  115  tons, 
and  a  speed  of  about  60  miles  an  hour  has 
been  attained. 

While  it  seems  a  mistake  to  attempt  the 
construction  of  a  high-speed  power  house 
when  so  much  of  the  plant  might  have 
been  permitted  to  remain  stationary,  there 
is  no  doubt  that  many  advantages  will  be 
gained  by  the  removal  of  the  reciprocating 
parts;  and  the  experience  gained  with  the 
Heilmann  locomotive  will  do  much  to- 
wards convincing  railroad  men  of  the 
capacity  of  electric  motors  for  heavy  ser- 
vice. The  Heilmann  locomotive  can  run 
over  any  of  the  existing  tracks  without 
requiring  the  installation  of  any  perma- 
nent plant  or  line  wire,  and,  when  it  is 
•seen  what  can  be  done  in  this  intermedi- 
ate way,  the  introduction  of  stationary 
plants  and  general  electric  driving  must 
follow.  In  the  meantime  the  experience 
gained  with  this  engine  will  be  of  much 
value,  and  its  performance  cannot  fail  to 
be  watched  with  interest. 


The  Manchurian  Railway 

"Doubtless  many  reasons,  of  which  the 
apolitical  significance  will  appear  in  due 
time,  prompted  the  intervention  of  Russia 
(between  Japan  and  China  in  the  recent 
-war,  and  apparently  one  of  those  reasons 
has  already  shown  itself  in  the  proposed 
changes  in  the  route  of  the  Trans  Siberian 
Railway. 

As  originally  planned,  the  railway,  after 
crossing  Lake  Baikal,  was  to  be  carried 
through  the  Amoor  province,  following 
the  valley  of  the  Schilka  and  the  Amoor, 
keeping  entirely  within  Russian  territory. 
The  main  line  of  the  road  is  already  com- 
pleted to  Krasnoiarsk,  on  the  Yenesci.and 
construction  is  progressing  to  Lake  Baikal, 
but  explorations  of  the  projected  route 
along  the  Amoor  valley  have  revealed  the 
existence  of  dense  forests,  which  make  the 


(estimated)  cost  of  construction  more  than 
$100,000  per  mile;  as  this  portion  of  the 
road  would  be  more  than  1,200  miles  in 
length,  the  total  is  enough  to  cause  hesi- 
tation and  search  for  some  less  costly 
route. 

The  only  alternative  is  to  carry  the  road 
through  Manchuria,  thus  passing  into 
Chinese  territory  ;  two  routes  have  already 
been  surveyed,  and  plans  made  for  the 
execution  of  the  work. 

As  an  offset  to  the  objection  of  leaving 
Russian  territory,  numerous  advantages 
will  result  from  the  change.  The  length 
of  the  road  will  be  shortened  by  about  300 
miles,  the  forests  will  be  replaced  by  the 
plains  of  Manchuria, and  the  pass  through 
the  Chingan  Mountains  is  much  less  diffi- 
cult than  that  through  the  Yablonoi 
range,  which  the  original  plan  included. 

Negotiations  with  the  Chinese  govern- 
ment are  said  to  have  been  satisfactorily 
concluded,  and  the  entire  road  is  to  be 
completed  within  five  years,  thu6  giving 
Russia  through  communication  by  rail 
with  the  port  of  Vladivostock. 

Full  details  of  this  portion  of  the  road 
are  given  in  the  Zeitsckrift  des  Oesterr. 
Ing.  und  Arch.  Vereines,  for  March  19, 
with  map. 


The  Development  of  the  Gas  Engine. 

At  the  recent  expositions  at  Geneva 
and  at  Berlin  there  were  no  exhibits 
which  displayed  attention  to  points  of 
development  to  a  greater  extent  than  did 
the  group  of  internal  combustion  motors, 
including  gas  and  petroleum  engines; 
while  no  radically  new  engines  were  shown, 
the  general  line  of  improvement  in  pro- 
portions, performance,  and  general  design 
was  worthy  of  notice. 

The  exhibits  at  both  expositions  are 
fully  reviewed  in  the  issue  of  the  Zeit- 
sckrift des  Vereines  Deutscher  Ingenieure 
for  April  10,  with  many  illustrations,  some 
of  which  are  interesting. 

The  cost  of  coal  gas  has  caused  especial 
attention  to  be  given  to  petroleum  motors, 
and  among  these  the  portable  engine  of 
Altmann  and  the  traction  engine  of  Hart- 
mann  are  of  interest.  In  both  of  these 
engines  the  circulation  of  water  about  the 

Digitized  by  Google 


IN  THE  FRENCH  AND  GERMAN  PRESS. 


cylinder  is  replaced  by  a  larger  water 
jacket,  in  which  no  attempt  at  circulation 
is  attempted,  the  water  being  allowed  to 
reach  the  boiling-point  and  pass  oil  as 
steam.  Although  this  plan  is  adopted 
mainly  because  of  the  inconvenience  of 
carrying  water,  in  fact  it  occasions  not 
only  an  economy  of  water,  but  also  a 
higher  efficiency  of  the  engine,  owing  to 
the  higher  temperature  of  the  cylinder 
walls.  This  is  especially  desirable  in  the 
case  of  petroleum  motors,  as  the  hot 
cylinder  prevents  the  condensation  of 
vapor  on  the  walls,  and  adds  to  the  cer- 
tainty and  effect  of  the  explosion. 

Among  the  gas  engines,  properly  so- 
called,  one  of  the  best  was  a  fine  motor  of 
60  h.  p.,  built  by  the  Berlin  Anhalt 
Machine  Works.  This  engine,  which  was 
practically  a  well-designed  motor  using 
the  Otto,  or  Beau  de  Rochas,  cycle,  de- 
veloped on  test  75.8  brake  horse  power 
with  a  consumption  of  17. 1  cubic  feet  of 
gas  per  horse  power  per  hour,  and  gave 
the  following  high  efficiency : 
Heat  converted  into  work. .  .31.5  percent. 
"  rejected  in  cooling  water. 20. 7 
"   in  exhaust  and  radiation.47.8 

100.0 

A  novelty  in  the  shape  of  a  gas  hammer 
was  also  shown,  besides  some  very  simple 
small  motors,  and  it  is  evident  that,  with 
the  advent  of  a  suitable  cheap  fuel  gas,  of 
a  character  suited  to  be  used  in  motors, 
the  internal  combustion  engine  will  de- 
velop with  such  rapidity,  both  as  to  effi- 
ciency and  capacity,  as  to  crowd  the 
more  wasteful  steam  motor  very  hard  for 
many  purposes. 


Petroleum  as  Fuel. 
Notwithstanding  the  small  use  of 
petroleum  as  a  fuel  in  the  United  States, 
its  use  on  the  Russian  railways  continues 
to  increase,  and  that,  too,  without  causing 
any  alarming  increase  in  the  price  of 
refuse.  La  Revue  Technique  (April  23) 
gives  a  review  of  the  investigations  of  the 
Russian  engineers,  MM.  Goulichambaroff 
and  Arzich,  upon  the  use  of  petroleum 
residues  in  locomotive-firing,  showing 
that  the  advantages  already  made  public 


in  the  papers  of  Mr.  Urquhart  and  Stg. 
Soliani  continue  to  be  borne  out  in  prac- 
tice. 

The  method  of  burning  the  refuse  is> 
practically  that  which  has  been  in  use  for 
a  number  of  years,  the  liquid  being  pul- 
verized by  jets  of  superheated  steam,  con- 
centric, flat,  and  annular  pulverizers  all 
being  used.  From  three  to  Ave  per  cent, 
of  the  steam  generated  is  used  in  the  pul- 
verizers, but,  as  the  evaporative  power  of 
the  petroleum  is  found  to  be  fully  fifty 
per  cent,  greater  than  that  of  coal,  the  net 
gain  is  still  considerable,  apart  from  the 
convenience  of  the  liquid  fuel  in  handling, 
and  especially  in  prompt  response  to  sud- 
den demands  for  steam. 

In  the  reports  above  referred  to,  figures 
are  given  only  from  1890  to  1894  inclusive, 
but  during  that  period  the  consumption  of 
petroleum  refuse  increased  more  than  one 
hundred  per  cent.,  while  the  increase  in 
all  solid  fuels  was  only  twenty-five  to 
thirty  per  cent. 

Swiss  Steam  Engines. 

Switzerland  has  long  been  noted  for 
the  excellence  of  the  product  of  its  steam- 
gine  builders,  and  it  was  naturally  ex- 
pected that  some  superior  examples  of 
steam  machinery  would  be  found  at  the 
exposition  at  Geneva. 

Full  accounts  of  the  engines  there  ex- 
hibited have  been  given  in  the  Schwef- 
werisches  Bauneitung  for  March  13,  20,  and 
27,  as  well  as  in  the  Zeitschrift  des  Ver. 
deutscher  Ingenieure  for  March  6,  with 
numerous  illustrations.  The  leading  ex- 
hibits were  those  of  Gebrueder  Sulzer,  of 
Winterthur,  and  Escher,  Wyss  &  Co,  of 
Zurich,  each  firm  being  represented  by 
several  engines.  The  largest  of  these  was  a 
triple-expansion  Corliss  engine  by  Escher, 
Wyss  &  Co.,  of  600  h.  p..  the  valve  gear 
being  of  the  Frikart  modification,  operat- 
ing the  release  of  the  cut-off  by  the  angu- 
lar motion  of  the  eccentric  rod ;  but  there 
was  nothing  new  in  this  engine.  The 
same  firm  exhibited  a  compound  tandem 
corliss  engine  of  285  h.  p.,  coupled  direct 
to  a  dynamo  of  the  Thury  type.  This  en- 
gine was  arranged  with  two  eccentrics,  of 
which  one,  fixed  to  the  shaft,  operated  all 
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four  of  the  valves  at  the  low-pressure 
cylinder,  as  well  as  the  exhaust  valves  of 
the  high-pressure,  while  the  other  eccen- 
tric was  connected  to  a  shaft  governor 
and  controlled  the  admission  valves  only 
of  the  high-pressure  cylinder.  The  trip 
cut-off  is  thus  avoided,  and  the  engine 
adapted  for  higher  speeds,  the  one  ex- 
hibited running  at  135  revolutions.  An 
engine  of  this  design  of  700  h.  p.  is  used  in 
the  electric  plant  at  Zurich  with  good  re- 
sults. Gebrueder  Sulzer  exhibited  a  hand- 
some triple-expansion  engine  of  500  h.  p., 
constructed  with  their  well-known  poppet 
valve  gear.  The  high-pressure  and  inter- 
mediate cylinders  were  placed  tandem  on 
one  side,  and  the  low-pressure  on  the 
other,  and  a  small  engine  was  arranged 
for  starting,  by  a  ratchet  gear  acting  upon 
the  rope  fly-wheel.  Sulzer  also  exhibited 
a  tandem  compound  vertical  engine  with 
large  piston  valves,  one  of  these  being 
operated  by  an  eccentric  placed  in  the 
middle  of  one  of  the  main  bearings,  which 
is  divided  for  the  purpose, — an  arrange- 
ment of  doubtful  advantage. 

One  of  the  most  notable  machines 
shown  was  a  powerful  compound  air-com- 
pressor, built  by  Burckhardt,  of  Bale. 
This  consisted  of  a  double-cylinder  steam 
engine,  with  cylinders  of  25-inch  bore  and 
33#-inch  stroke,  the  piston  rods  being 
prolonged  through  the  rear  cylinder  heads 
to  the  air  cylinders.  The  high-pressure 
air  cylinder  was  2oyi  inches  and  the  low- 
pressure  31X  inches  in  bore,  both  cylin- 
ders being  provided  with  peculiar  com- 
bination valves.  These  resembled  ordi- 
nary plain  slide  valves,  except  in  having 
the  outlet  valves  mounted  on  them,  the 
air  admission  being  controlled  mechani- 
cally by  eccentrics  independent  of  those 
operating  the  steam-engine  valves,  and  the 
discharge  valves  opening  by  air  pressure. 
At  90  revolutions  this  compressor  had  a 
capacity  of  1,766  cubic  feet  of  air  per  min- 
ute, compressed  to  70  pounds  per  square 
inch.  Altogether,  the  steam-engine  ex- 
hibits at  Geneva  showed  that.while  Switzer- 
land maintains  its  already  high  reputation 
for  excellent  design  and  high-grade  work- 
manship, no  new  details  or  principles  have 
been  there  developed  in  recent  years. 


The  Production  of  Very  Low  Tempera- 
tures. 

We  have  already  noticed  in  these  col- 
umns Prof.  Linde's  apparatus  for  the  pro- 
duction of  very  low  temperatures  and  the 
liquefaction  of  various  gases,— among 
them,  atmospheric  air.  Prof.  Linde  con- 
tributes a  full  discussion  and  description 
of  his  apparatus  and  its  operation,  together 
with  some  investigation  of  the  resulting 
products,  to  G laser's  Annalen  for  March 
15  and  April  1;  and,  as  the  whole  forms 
an  important  contribution  to  mechanical 
physics,  it  is  worthy  of  further  notice 
here. 

After  exhibiting  diagrams  showing  the 
behavior  of  various  gases  under  compres- 
sion at  different  temperatures,  Prof.  Linde 
reviews  the  methods  heretofore  used  for 
reaching  the  critical  points  of  gases.  The 
experiments  of  Cailletet,  Pictet,  and  De- 
war  are  described,  and  the  complicated 
nature  of  the  methods  involving  succes- 
sive cooling  by  means  of  previously-lique- 
fied gases  is  shown. 

The  idea  of  using  air  compressed,  the 
heat  of  compression  removed  and  the  ex- 
panding air  used  to  cool  afresh  quantity  of 
compressed  air,  is  shown  to  have  been  first 
suggested  by  William  Siemens  in  1857, 
and  subsequently  revived  by  other  inves- 
tigators. Especial  mention  is  made  of 
Solvay,  whose  experiments  between  1885 
and  1895  showed  that,  although  by  this 
method  theoretically  any  temperature 
down  to  that  at  which  the  gas  liquefies 
should  be  attainable,  yet  a  point  was 
reached  at  which  the  losses  equalled  the 
gains,  below  which  further  progress  could 
not  practically  be  made.  In  a  memoir 
presented  to  the  Paris  Academy  by  Cail- 
letet in  1895  it  was  shown  that  at  a  temper- 
ature of— 95'  C.  (—194°  F.)  the  further  ab- 
straction of  heat  ceased. 

Prof.  Linde's  new  apparatus  is  a  contin- 
uous one,  the  air  being  compressed  and 
cooled  by  water  to  the  temperature  of  the 
atmosphere,  and  then  allowed  partially  to 
expand  as  it  passes  through  a  coil  of  pipe 
to  a  receiver.  The  coil  is  surrounded  by 
a  second  coil,  and  in  the  space  between  the 
two  pipes  a  portion  of  the  expanded  air  is 
allowed  to  return  to  the  compressor.  The 
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returning  air  is  cooled  by  contact  with  the 
exterior  of  the  coil  in  which  the  expansion 
is  taking  place,  and  thus  the  compressor 
is  constantly  receiving  colder  and  colder 
air,  the  action  being  cumulative,  much  like 
the  self-excitation  of  a  dynamo,  until  the 
critical  temperature  is  passed,  when  the 
liquefied  air  is  delivered  into  the  receiver. 
A  second  compressor  is  then  used  to  fur- 
nish air  to  make  up  for  that  withdrawn  as 
liquid,  and  the  process  goes  on  continu- 
ously. The  time  required  for  the  reduc- 
tion of  temperature  is  about  two  hours, 
after  which  the  apparatus  furnishes  about 
one  liter  of  liquefied  air  per  hour  continu- 
ously. 

Among  the  researches  which  Prof.  Linde 
has  made  are  included  determinations  of 
the  specific  heat  of  air  at  various  low  tem- 
peratures and  high  pressures.  He  has  also 
determined  the  theoretical  and  actual 
thermodynamic  efficiency  of  the  appara- 
tus for  various  ranges  of  temperature,  and 
shows  an  independent  apparatus  for  the 
separation  of  mixed  gases  of  different 
vaporizing  temperatures  by  a  sort  of  frac- 
tional distillation.  In  connection  with 
this  operation  it  is  of  interest  to  note 
that,  in  falling  from  a  pressure  of  22  at- 
mospheres to  1  atmosphere,  the  portion  of 
liquid  air  which  vaporized  was  so  largely 
composed  of  nitrogen  as  to  leave  a  liquid 
composed  of  70  per  cent,  of  oxygen. 


Improvements  in  Sterilization. 
The  completeness  with  which  disease- 
germs  may  be  destroyed  by  the  action  of 
heat  is  well  known,  and  many  forms  of 
apparatus  have  been  devised  for  use  in  the 
convenient  subjecting  of  food-constituents 
either  to  the  boiling-point  or,  in  the  sys- 
tem of  Pasteurization,  to  a  temperature  of 
75*  C,  for  a  definite  period  of  time.  It  has 
been  found,  however,  that  with  many  sub- 
stances, such  as  milk,  beer,  wines,  and 
others,  the  operation  of  sterilization  par- 
takes of  the  nature  of  cooking,  imparting  a 
peculiar  taste,  and  sometimes  materially 
changing  the  properties  to  an  undesirable 
extent. 

In  a  note  recently  presented  to  the  Aca- 
demy of  Sciences  by  M.  Duclaux,  and  given 
in  La  Revue  Technique  for  April  10,  the 


process  of  M.  Kuhn  is  described  as  success- 
fully removing  this  objectionable  feature  of 
sterilization  in  a  very  simple  manner.  The 
principle  consists  merely  in  subjecting  the 
liquid  to  be  sterilized  to  the  desired  temp- 
erature in  a  closed  vessel  under  high  press- 
ure and  out  of  contact  with  air.  The 
apparatus  is  equally  simple,  the  sterilizer 
being  a  steel  tube  silvered  within,  and  sur- 
rounded by  a  steam  or  water  jacket  formed 
of  a  second  cylinder  of  slightly  larger  di- 
mensions. Suitable  connections  and  stop 
cocks  are  provided,  as  well  as  thermometers 
and  pressure-gages,  and  the  ~">paratus  is 
mounted  so  that  it  can  be  revolved  by  turn- 
ing a  crank. 

The  liquid  to  be  sterilized— milk,  for 
example — is  introduced  into  the  inner  cyl- 
inder, the  air  being  allowed  to  escape  by  a 
cock  at  the  top,  and  great  care  being  taken 
to  have  the  vessel  entirely  filled  and  all  the 
air  driven  out.  The  cocks  being  then 
closed,  a  current  of  warm  water  is  allowed 
to  flow  through  the  space  within  the  sur- 
rounding jacket,  the  temperature  being 
gradually  raised  to  the  desired  point,  and 
maintained  there  as  long  as  desired.  The 
cylinder  is  at  the  same  time  slowly  re- 
volved, in  order  to  distribute  the  heat 
throughout  the  mass  of  the  liquid.  When 
the  sterilization  is  fully  accomplished,  the 
current  of  water  is  slowly  cooled,  until 
finally  ice-water  is  passed  through  the 
jacket,  thus  removing  all  the  heat  from  the 
sterilized  liquid  before  the  cylinder  is 
opened.  Under  these  conditions  it  is 
found  that  no  change  occurs  in  the  condi- 
tion of  the  material,  and  no  taste  of  cook- 
ing or  boiling,  is  imparted  to  it,  it  being 
impossible  to  distinguish  milk  thus  steril- 
ized from  that  which  has  not  undergone 
the  operation. 

The  principle  of  the  method  is  explained 
in  the  following  manner.  The  cylinder 
being  entirely  filled  with  the  liquid,  there 
is  no  room  left  for  expansion.  As  the 
temperature  rises,  the  attempted  dilatation 
of  the  milk,  being  restrained  by  the  con- 
fined space,  causes  a  marked  increase  in 
pressure,  which,  for  the  temperatures  of 
Pasteurization  or  sterilization,  will  reach 
five  to  six  atmospheres.  At  such  pressures 
the  gaseous  and  aromatic  constituents  are 
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unable  to  separate  from  the  liquid.  After 
the  sterilization  has  been  accomplished' 
the  cooling  under  pressure  causes  these 
same  constituents,  which  may  have  become 
temporarily  dissociated,  to  be  entirely  re- 
absorbed, thus  delivering  the  liquid  in 
practically  the  same  condition  as  before, 
except  for  the  destruction  of  the  germs  by 
the  heat. 

It  is  believed  that  this  apparatus  will  be 
of  especial  value  in  the  production  of 
wines,  since  it  enables  the  fermentation  to 
be  arrested  at  any  desired  stage;  and, 
when  used  in  connection  with  microbio- 
logical investigations,  it  should  be  most 
valuable. 


Electric  Street  Railways  in  Germany. 

The  present  status  of  the  electric  tram- 
ways in  Germany  is  discussed  by  Dr.  Gus- 
tav  Rasch  of  Karlsruhe  in  the  Zeitschrift 
des  Vereines  dtutscher  Ingenieure.  The 
opinion  is  expressed  that  in  locations 
where  overhead  wires  are  objectionable 
the  storage  battery  offers  greater  advant- 
ages than  underground  conductors,  both 
as  regards  first  cost  and  economy  of  oper- 
ation. The  loss  of  time  and  labor  incurred 
in  charging  batteries  every  trip  is  likely  to 
be  obviated  by  improvements  which  will 
enable  one  charge  to  operate  a  car  for  a 
day's  run.  the  experiments  made  in  the 
line  of  larger  accumulator  plates  by  the 
Hagen  Accumulator  works  having  been 
especially  successful. 

Notwithstanding  the  extensive  use  of 
overhead  wires  with  return  through  the 
rails,  there  has  as  yet  been  no  electrolytic 
action  observed  upon  water-  and  gas-pipes 
in  Germany,  and,  with  currents  of  five 
hundred  volts,  but  few  accidents  have  oc- 
curred, and  those  in  cases  of  peculiar  neg- 
ligence. 

At  the  present  time  there  are  in  Ger- 
many 227  miles  of  electric  tramways  in  op- 
eration, with  560  motor  cars  and  450  trail- 
srs.  The  total  electric  mileage  of  Europe 
is  now  about  440  miles,  so  that  Germany 
is  far  ahead  of  any  other  country.  The 
following  table  shows  the  distribution  of 
mileage  by  countries :  Germany,  52  per 
cent. ;  France,  14  per  cent. ;  England,  1 1 
per  cent.;  Austro- Hungary,  6  per  cent.; 


Switzerland,  5  per  cent. ;  Belgium,  3  per 
cent. ;  Italy,  3  per  cent. ;  Spain,  2  per  cent. ; 
Russia,  1  per  cent. ;  Servia,  1  per  cent. ; 
Norway  and  Sweden,  1  per  cent. ;  Rouma- 
nia,  1  percent. 

Steam  Superheating  Apparatus. 

The  revival  of  interest  in  superheated 
steam  is  giving  renewed  impetus  to  various 
devices  for  overcoming  the  defective  points 
in  apparatus  for  accomplishing  moderate 
superheating  with  reasonable  control  of 
temperature. 

In  the  Oesterr.  Zeitschr.f.  Berg-  u.  HUt- 
tenwesen  for  February  27  is  given  an  illus- 
trated description  of  Hering's  superheater, 
in  which  an  attempt  is  made  to  obtain  a 
uniform  degree  of  superheating  in  a  simple 
manner. 

The  superheating  tubes,  instead  of 
being  placed  directly  in  the  flue  lead- 
ing from  the  boiler,  are  placed  in  a  sort  of 
oven  constructed  above  the  boiler,  and  ar- 
ranged so  that,  by  manipulation  of 
dampers,  the  discharge  of  gases  from  the 
flues  can  be  caused  partially  or  entirely  to 
pass  over  the  superheater. 

When  the  boiler  is  steaming  but  moder- 
ately, and  the  flow  of  steam  is  small,  the 
furnace  gases  can  be  entirely  diverted  from 
the  superheater  and  sent  to  the  chimney 
direct,  the  superheater  tubes  lying  in  a 
chamber  of  hot  gases  without  danger  of 
overheating;  and  from  this  degree  of 
quiescence  to  the  full  intensity  of  the  tem- 
perature of  the  discharge  from  the  boiler- 
flues  any  desired  degree  can  be  obtained, 
merely  by  turning  the  regulating  dampers 
which  control  the  effective  flue  area. 

Herr  Hering  shows  two  forms  of  super* 
heater,  both  of  which  are  familiar,  one 
being  composed  of  small  bent  tubes  con- 
nected to  manifolds  similar  to  steam- 
heating  coils  in  drying  closets,  and  the 
other  consisting  of  a  system  of  annular 
chambers  each  formed  by  placing  one  tube 
within  another ;  but  it  is  evident  that  the 
sensible  arrangement  of  the  location  of  the 
superheater,  with  proper  flues  and  dampers, 
may  be  applied  {to  any  form  of  apparatus, 
thus  placing  the  superheating  under  much 
better  control  then  when  the  tubes  are 
placed  directly  in  the  flue. 
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A  New  Pyrometer. 

The  increasing  use  of  high  temperatures 
in  the  arts,  and  the  desirability  of  obtain- 
ing some  simple,  and  at  the  same  time 
reasonably  accurate,  apparatus  for  measur- 
ing such  temperatures,  is  undoubtedly  the 
cause  of  the  advances  made  recently  in 
different  forms  of  pyrometers.  The  latest 
candidate  for  favor  is  the  invention  of  M. 
Latarche,  and  is  called  by  him  the  "  Ac- 
tinometric"  pyrometer,  a  description  of  it 
being  given  in  La  Revue  Technique  for 
April  10,  from  which  we  condense  the  es- 
sential points. 

Briefly,  the  apparatus  depends  upon  the 
radiant  heat  emitted  by  the  furnace  or 
other  source  of  heat  to  be  measured,  and 
consists  of  two  thermometers  so  placed 
that  the  rays  of  heat  may  impinge  upon 
the  bulbs  from  such  a  distance  that  the 
actual  temperatures  indicated  will  fall 
within  the  limits  of  the  ordinary  scale. 
The  bulb  of  one  thermometer  is  silvered, 
and  that  of  the  other  is  blackened  ;  hence 
there  is  a  marked  difference  in  their  respec- 
tive heat-absorbing  capacities,  and,  there- 
fore, the  temperatures  which  they  indicate 
will  not  be  the  same.  From  this  difference 
the  actual  temperature  of  the  radiating 
source  of  heat  may  be  computed,  the  prin- 
ciple being  analogous  to  the  measurement 
of  a  distance  by  observing  two  angles  at 
the  extremities  of  a  base  of  known  length, 
the  base  in  this  case  being  the  difference 
in  the  readings  of  the  two  thermometers. 
A  third  thermometer,  the  bulb  of  which  is 
immersed  in  water  so  as  to  be  screened  from 
the  action  of  the  radiant  heat,  is  used  to 
give  the  actual  temperature  of  the  sur- 
rounding air,  and,  when  a  given  set  of 
instruments  has  once  been  calibrated,  the 
scales  may  be  so  graduated  that  the  fur- 
nace temperatures  may  be  read  off  directly. 

While  the  principle  of  the  apparatus  is 
undoubtedly  sound,  it  is  evidently  adapted 
only  to  those  cases  in  which  the  furnace 
may  be  exposed  to  the  view,  so  to  speak, 
of  the  instrument.  There  are.  however, 
many  locations  in  which  the  Latarche 
pyrometer  will  undoubtedly  be  of  much 
service,  and,  since  it  is  already  in  practical 
use  in  France,  we  may  soon  look  for  its 
application  in  this  country  as  well. 


Gas  Motors  for  Tramways. 

Trials,  recently  made  in  Germany,  of 
the  latest  form  of  gas  locomotive  give 
interesting  data  as  to  the  economy,  speed, 
and  general  performance  of  this  type  of 
tramway  motor.  Details  of  the  test  are 
given  in  the  Mitt.  d.  Ver.  f.  d.  Forderung 
des  Local-  u.  Strassenbahnwcsens  for  Feb- 
ruary. The  trial  run  was  made  between 
Dellnau  and  Oranienbaum,  on  the  road 
from  Dessau  to  Worlitz,  the  round  trip 
being  17%  miles,  with  a  grade  of  1  in  100- 
for  one-half  of  the  distance.  The  motor 
car,  which  was  separate  from  the  passenger 
carriage,  contained  a  gas  engine  con- 
structed by  the  Otto  works  at  Deutz.  and 
tanks  for  holding  the  gas.  the  total  weight 
of  the  motor  car  being  about  eight  tons* 
Including  the  motor,  the  total  load  hauled 
was  about  seventeen  tons,  and  the  speed 
ranged  from  six  to  fifteen  miles  per  hour. 

The  total  gas-consumption  for  the  round 
trip  of  17V  miles,  including  the  small  con- 
sumption during  the  preliminary  manipu- 
lation, was  345  cubic  feet;  at  the  price  of 
81  cents  per  1.000  feet,  the  cost  of  the 
gas  consumed  by  the  trip  was  28  cents. 
a  general  result  of  the  experiments,  the 
consumption  in  regular  service  was  shown 
to  be  from  three-quarters  to  one  cubic 
foot  of  gas  per  ton-mile.  The  capacity  of 
the  motor  for  gas  and  circulating  water 
was  sufficient  for  a  trip  of  twenty-five 
miles;  hence  for  longer  lines  either  inter- 
mediate sources  of  gas-supply  or  greater 
tank- capacity  must  be  provided.  While 
the  use  of  gas  motors  for  tramway  pur- 
poses is  yet  in  its  infancy,  the  economy  is 
such  as  to  render  this  application  an  in- 
viting field  for  improvement  in  other  re- 
spects, and.  with  the  further  introduction 
of  cheap  fuel-gas.  the  subject  will  become 
still  more  important. 

The  Regulation  of  Steam  Engines. 

The  determination  of  the  proper  weight 
for  fly-wheels  usually  involves  the  assump- 
tion of  a  certain  coefficient  of  steadiness,, 
called  by  different  names  in  different  text- 
books, and  varying  between  wide  limits, 
according  to  the  closeness  of  regulation 
required.  The  selection  of  this  coefficient 
is  generally  left  to  the  judgment  and  ex- 
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perience  of  the  designer,  and  the  other- 
wise simple  mathematical  relation  which 
the  weight  of  the  wheel  bears  to  the  other 
elements'of  the  engine  is  thus  converted  in- 
to a  rather  empirical  formula.  Prof.  Moriz 
Kohn,  in  the  Zeitschr.  des  Oesterr  uirch.und 
Ing.  Vereines  for  March  12.  discusses  the 
other  side  of  this  question  by  determin- 
ing the  degree  of  irregularity  which  any 
given  proportions  will  cause,  thus  enab- 
ling the  choice  of  the  proper  coefficient  of 
steadiness  to  be  computed  with  a  certain 
degree  of  precision. 

The  data  used  for  the  determination  of 
the  degree  of  unsteadiness  are  found  in 
the  indicator  diagram,  with  which  is  com- 
bined the  so-called  inertia  curve,  first  in- 
troduced into  steam-engine  computation 
by  Mr.  Charles  T.  Porter,  and  now  so  gen- 
erally used  in  all  high-speed  engine  in- 
vestigations. By  combining  the  forces 
acting  in  one  direction  with  the  resist- 
ances opposing  their  action,  all  the  forces 
being  reduced  to  a  common  point  of  ro- 
tation, the  nature  and  degree  of  the  in- 
equalities to  be  overcome  are  very  clearly 
shown,  and  the  extent  to  which  these  can 
be  regulated  by  a  fly-wheel  of  given  di- 
mensions is  then  a  matter  of  exact  compu- 
tation. Prof.  Kohn's  paper  contains  such 
diagrams,  very  carefully  worked  out, 
together  with  examples  applied  to  ir- 
regular action  such  as  is  found  in  the 
gas  engine,  and  an  example  of  the  appli- 
cation of  the  method  to  a  compound  en- 
gine. In  the  case  of  a  projected  engine 
the  general  type  of  indicator  diagram 
may  be  used,  as  derived  from  the  condi- 
tions under  which  the  engine  is  intended 
to  be  operated. 

German  Stationary  Boilers. 

At  the  Nuremberg  exhibition  last  year 
there  were  a  number  of  steam  boilers  in 
use  (now  illustrated  and  described  in  the 
Zeitschr.  des  Vereines  deutscher  Ingenieure 
for  March  20),  which  are  interesting  as  ex- 
amples of  a  type  formerly  much  in  use  in 
this  country  and  known  as  the  "  double- 
d;ck"  boiler. 


While  in  the  main  these  boilers  are  of 
the  same  general  construction  as  the 
American  generators,  yet  there  are  im- 
portant differences.  The  old  "double- 
deck  "  boiler  consisted  of  a  lower  shell, 
generally  fired  beneath,  and  filled  with 
tubes  in  the  same  manner  as  an  ordinary 
tubular  boiler,  while  above  it,  and  con- 
nected by  two  or  more  necks,  was  another 
shell,  about  which  the  gases  played  on 
their  way  to  the  chimney.  The  water- 
level  being  carried  in  the  upper  shell,  there 
was  a  large  extent  of  efficient  heating  sur- 
face, and  the  arrangement  gave  in  many 
cases  high  evaporative  results. 

The  German  boilers  exhibited  at  Nurem- 
berg are  internally  fired,  the  lower  shell, 
which  is  from  7  to  10  feet  in  diameter, 
having  one  or  two  corrugated  furnaces, 
one  example  having  also  Galloway  tubes 
in  the  rear  of  the  furnace.  The  upper 
shell  contains  a  large  number  of  small 
tubes,  through  which  the  gases  pass,  re- 
turning over  the  top  to  the  chimney. 

In  these  boilers,  however,  each  shell  has 
its  own  independent  water-level,  the 
single  connection  passing  from  the  steam 
space  of  the  lower  shell  through  the  water 
space  of  the  upper  shell,  and  the  steam 
from  both  being  taken  off  through  an 
upper  dome.  By  having  a  single  connec- 
tion all  strains  from  unequal  expansion  of 
the  two  shells  are  avoided,  this  having 
been  found  to  be  a  prolific  source  of  danger 
in  the  old  construction ;  and,  as  each  shelf 
has  its  own  feed  connection  and  there  is 
no  connection  between  them  below  the 
water  lines,  each  has  its  own  independent 
circulation. 

Tests  of  a  boiler  of  this  construction, 
built  by  the  Maschineftbau-Aktitn-Gesell- 
schaft  of  Nuremberg,  formerly  Klett  & 
Co.,  showed  an  evaporation  of  2.66  pounds 
of  water  per  square  foot  of  heating  surface 
per  hour  from  a  temperature  of  m°  F., 
and  a  pound  of  coal  containing  13,300  heat 
units  gave  an  evaporation  equivalent  to 
9.34  pounds  of  water  from  320  F.,  evapo- 
rated at  2120  F.,  corresponding  to  an 
efficiency  of  80  per  cent. 
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Railway  Magazine,  m.  92.  New  York. 
Railway  Master  Mechanic  m.  91.  Chicago. 
Railway  Press,  The.  tn,  7s.  London. 
Railway  Review.  to.  94.  Chicago. 
Railway  World,  m.  5s.  London. 
Review  of  Reviews,  to.  9&B0.  New  York. 
Safety  Valve,  m.  91.  New  York. 
Sanitarian,  m.  94.  Brooklyn. 
Sanitary  Plumber,  t-m.  92.  New  York. 
Sanitary  Record,   m.  to*.  London. 
School  of  Mines  Quarterly.  92-  New  York. 
Scbweltzertsches  Bauwesen.  w.  20  marks.  Zurich, 
science .  w.  95.  Lancaster,  Pa. 
Scientific  American,  u\  93.  New  York 
Scientific  Am.  Supplement,   to.  95-  New  York. 
Scientific  Machinist.  «-m.  91 .80.   Cleveland,  O. 
Scribner's  Magazine,  m.  93.  New  York. 
Seaboard,  to.  92.  New  York. 
Sibley  Journal  of  Eng.  m.  93-  Ithaca,  N.  Y. 
Southern  Architect,  m.  92-  Atlanta. 
Stabl  und  Elsen.  t-m.  X  marks.  Dusseldorf. 
State's  Duty,  The.  m.  91.  St.  Louis. 
Stationary  Engineer,   m.  91.  Chicago. 
Steamship,  m.  Leith,  Scotland. 
Stevens'  Indicator,  or.  91.50.  Hoboaen. 
Stone,  m.   93-  Chicago 
Street  Railway  Journal,  m.  94.   New  York. 
Street  Railway  Review,  m.  $2.  Chicago. 
Technology  Quarterly.  93.  Boston. 

Tradesman.  t-m.   92.  Chattanooga.  Tear 
Trans.  Assn.  Civil  Engs.  of  Cornell  Univ.  Ithaca. 
Trans.  Am.  Ins.  Electrical  Eng.   m.  95.  N.  \. 
Trans.  Am.  Ins.  of  Mining  Eng.    New  York. 
Trans.  Am.  Soc.  Clvli  Engineers,  m.  910.  New  York. 
Transport,  to.  £1. 6t.  London. 
State's  Duty,  The.   to.  91.   St.  Louis. 
Western  Electrician    to.  $3.  Chicago 
Western  Hallway  Club,  Pro.  Chicago. 
Wiener  Baulndustrle    Zeltung.     to.    27  marks. 
Vienna. 

Wisconsin  Engineer,  qr.  9 1  50.  Madison,  Wis. 
Yale  Scientific  Ylonthly.The.  to.  S2.M  New  Hsven. 
Zeltschrift  lilr    LokomotivfUbrer.  m.  5  marks. 
Hannover. 

Zeltschrift  fllr  Maschlnenbau  A  Schlosserei,  Berlin. 
Zeltschrift  des  Oesterrelchischen  ingenleur  und 

Archttrkton  Verelnes    to.  68  marks.  Vienna. 
Zett«chrtft  des  Verelnes  Deutscher  Ingenieure.  to. 

32  ii  arks.  Berlin. 
Zeltschrift  fur  Elektrochemle.    t-m.    16  marks. 

Halle,  a.  S. 

Zeltschrift  fllr  Elektrotechnlk.   s-m.    16  marks. 
Halle  a.  8. 

Zeltschrift  fllr  Instrumentenkunde.  m.  20  marks. 
Berlin. 
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CONSTRUCTION  AND  DESIGN. 

ARCHES 

Note  on  the  Strength  of  Arches  between 
Rolled  Beams.  (Ein  Beitrag  zur  Reform  der 
Gewolbstarken  zwiscben  Walztragern  )  Dis- 
cusses the  twisting  action  which  the  arches  exert 
upon  the  beams  and  the  risks  which  are  incurred 
by  neglecting  it.  1000  w.  Zeitschr  d  Oesterr 
Ing  u  Arch  Ver— April  2,  1897.  No.  12717. 
30  cts. 

AUSTRIA. 

Austrian  Architecture.  (Wiener  Bauten  Al- 
bum.) Plates  and  descriptive  text  of  buildings 
in  Graz  and  Vienna.  Photogravures.  1500  w. 
and  5  plates.  Wiener  Bauindustrie  Zeitung— 
April  1.  1897.  No.  12784.  45  cts. 
BANK  Building. 

The  Most  Unique  and  Complete  Banking 
Building  in  America.  Illustrated  detailed  de- 
scription of  the  Illinois  Trust  and  Savings  Bank, 
in  Chicago.  10000  w.  In  Arch— May,  1897. 
No.  1315b.    45  cts. 

BARRACKS. 

Knockdown  and  Portable  Dwellings.  (Ueber 
Zerlegbare  und  Transportable  Wohnbauser.)  De- 
voted chiefly  to  the  construction  of  portable 
barracks  for  military  use.  5000  w.  and  l  plate. 
Zeitschr  d  Oesterr  Ing  u  Arch  Ver— April 
33,  1897.    No.  12722.    30  cts. 

CHURCHES. 

Double-aisled  Churches  (Ueber  Zweischiffige 
Kirchenbauten.)  A  discussion  of  church  design 
with  wide  nave  and  aisleon  one  side,  with  illus- 
trations of  buildings  soaltered.  4500  w.  Zeitschr. 
d  Oesterr  Ing  u.  Arch  Ver — April  30,  1897. 
No.  12724.    30  cts. 

Village  Churches.    G.  G.  Scott.  Discusses 
the  importance  of  the  site,  the  tower,  the  chan- 
cel, chancel  screens.  &c.    6000  w.    Arch,  Lond 
— May  14.  1897.    No.  13102.    30  cts. 
COLUMN. 

See  Civil  Engineering,  Miscellany. 
CONGRESSIONAL.  Library. 

The  New  Library  of  Congress.  Montgomery 
Schuyler.  Interesting  illustrated  description  of 
the  architectural  features.  7000  w.  Scribner's 
Mag — June,  1897.    No.  13108.    30  cts. 

See  same  title  under  Heating  and  Ventilation. 
PAINTING. 

The  Painting  of  Metallic  Structures.  Com- 
ments on  information  given  by  A.  H.  Sabin, 
formerly  professor  of  chemistry  in  the  Univer- 
sity of  Vermont,  on  the  constitution  of  paints, 
and  the  results  of  important  experiments.  1500 
w.  Engng— May  14,  1897.  No.  13079.  30 
cts. 

EXPOSITION. 

The  World's  Columbian  Exposition.  Arthur 
Peabody.  A  study  of  the  constructive  problem 
and  its  value  as  a  criterion.  The  general  de- 
sign, buildings,  construction,  materials  and 
methods.  8500  w.  Technograph— No.  XI. 
No.  13033-  45  cts. 
FIREPROOF  Construction. 

Fireproof  Building  Construction  in  the  Pitts- 

We  supply  copies  0/  these 


burg,  Pa.,  Fire.  Account  of  the  origin  and 
progress  of  the  fire,  the  burned  buildings,  and 
views  showing  the  effects  on  fireproof  construc- 
tion, and  editorial  containing  suggestions  to  en- 
gineers and  architects.  6000  w.  Eng  News- 
May  20,  1897.    No.  12998.    15  cts. 

Fireproofing  Tests.  Describes  an  interesting 
test  at  the  proving  ground  at  68th  St.  and 
Avenue  A,  New  York,  conducted  after  the  re- 
quirements of  the  New  York  Dept.  of  Build- 
ings. The  arched  or  flat-domed  floor,  built 
after  Mr.  Guastavino's  method  of  cohesive  con- 
struction, was  submitted  to  a  test  of  unusual 
severity.  1600  w.  Am  Arch— May  8,  1897. 
No.  12826.    15  cts. 

Official  Test  of  Fireproof  Floor  Construction 
Systems.  Report  of  the  test  of  the  "  Metro- 
politan"  system.  111.  1800  w.  Eng  Rec— 
May  29,  1897.    No.  13184.    15  cts. 

An  Instructive  Fire  in  Pittsburg,  Pa.  An 
illustrated  account  of  the  large  fire  in  Pittsburg, 
interesting  as  giving  an  opportunity  of  judging 
of  the  value  of  modern  methods  of  fireproofing. 
2200  w.  Eng  Rec— May  22,  1897.  No.  13084. 
15  cts. 

FLOORS. 

Floors.  Fred  T.  Hodgson.  Editorial  on 
the  requisites  of  a  good  floor,  and  how  to  con- 
struct one  ;  bridging,  causes  of  weakness,  &c. 
1400  w.  Nat  Build— April,  1897.  Serial.  1st 
part.    No  12821.    30  cts. 

FOUNDATIONS. 

Eccentric  Loads  on  Foundations.  F.  L. 
Douglas.  The  purpose  of  the  article  is  to  show 
an  easy  method  for  obtaining  the  maximum 
pressure  under  the  beel  of  the  footing,  and  ap- 
plies to  all  cases  where  footings  rest  directly 
upon  the  earth,  and  also  where  grillage  beams 
are  used  to  distribute  the  loads  over  greater 
areas,  and  when  slightly  modified  may  be  used 
in  obtaining  the  proportion  of  total  load  carried 
by  each  of  the  several  lower  grillage  beams 
when  the  loads  are  not  symmetrically  placed. 
700  w.  Eng  News— May  20, 1897.  No.  12904. 
15  cts. 

FRAMEWORK. 

Notes  on  Framework  in  Space.  (Bemerk- 
ungen  Uber  Raumliches  Fachwerk.)  A  geometri- 
cal investigation  of  some  of  the  points  involved 
in  the  design  of  trussed  domes,  conical  roofs, 
and  framed  structures  in  three  dimensions.  5000 
w.  Zeitsch  d  Ver  Deutscher  Ing— April  24, 
1897.    No.  12709.    30  cts. 

HOSPITALS. 

The  Construction  of  Hospitals.  William 
Henman.  Read  before  the  Liverpool  Archt. 
Soc.  Deals  principally  with  the  design  of  large 
town  hospitals,  discussing  all  important  details. 
111.  5800  w.  Jour  Roy  Inst  of  Brit  Archts — 
May  6,  1897.    No.  13222.    30  cts. 

IMITATION. 

Imitation  in  Architecture.  A.  C.  Munoz. 
Published  in  the  Philadelphia  Times,  and  re- 
produced as  an  excellent  example  of  the  general 
direction  pursued  by  modern  thought  in  regard 

■tides.  See  introductory. 
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to  present-day  architectural  design.    3400  w. 
In  Arch— May,  1897.    No.  131 58.    45  cts. 
MASONRY. 

Broken  Ashlar  Masonry.    W.  W.  Beach.  Il- 
lustrations and  discussion  of  the  possibilities  of 
this  form  of  masonry.    1400  w.  Technograph. 
No.  XI.    No.  13035-   45  cts. 
NORTHAMPTON,  England. 

The  Architecture  of  Our  Large  Provincial 
Towns  Illustrated  description  of  the  architec- 
ture of  Northampton,  with  historical  accounts  of 
some  of  the  buildings.  6600  w.  Builder — 
April  24,  1897.  No.  12620.  30  cts. 
OBSERVATORY. 

The  Observatory  Tower  of  Stolberg.  (Der 
Aussichtsturm  auf  der  Josepbshohe  bei  Stolberg 
am  Hare.)  A  handsome  iron  lookout  tower,  118 
feet  high.  The  top  is  in  the  form  of  a  hori- 
zontal Greek  cross  with  four  large  projecting 
balconies.  1200  w.  Zeitschr  d  Ver  Deutscher 
Ing— April  10,  1897.  No.  12704.  30  cts. 
ROTARY  Building*. 

Portable  and  Rotary  Buildings.  (Edifice 
Dcmontable  Rotatif.)  Detailed  description  of 
the  rotating  house  which  it  is  proposed  to  con- 
struct for  the  exposition  of  1900.  2500  w.  La 
Revue  Technique— April  25,  1897.  No.  12736. 
45  cts. 
STYLE. 

The  Fundamentals  of  the  Development  of 
Style.  Peter  B.  Wight.  An  address  before  the 
Chicago  Architectural  Club.  A  talk  on  what 
the  author  considers  necessary  for  the  founda- 
tion of  style.  4500  w.  In  Arch— May,  1897. 
No.  I3I57.  45  cts. 
TALL  BUILDINGS. 

Engineering  Problems  of  the  Tall  Building. 
Charles  O.  Brown.  Reviewing  the  leading 
features  adopted  in  the  erection  of  "  Sky- 
scrapers." III.  3800  w.  Eng  Mag— June, 
1897.    No.  13264.    30  cts. 

THEATRE. 

The  Reconstruction  of  the  Vienna  Burg- 
theatre.  (Die  Reconstruction  des  Burgtheatres.) 
A  criticism  of  the  numerous  defects  of  the  build- 
ing, by  Prof.  Prokop,  with  suggestions  for  its 
interior  reconstruction,  and  incidentally  many 
useful  notes  on  theatre  construction  in  general. 
4500  w.  Zeitschr  d  Oesterr  Ing  u  Arch 
Ver— May  14,  i8q7-  No.  12729.  30  cts. 
VAULTS. 

Modern  Vault  Construction.  John  Beverley 
Robinson.  Illustrated  detailed  description  of 
the  requirements  and  construction  of  vaults, 
attacks  on  vaults,  &c.  4400  w.  Arch  Rec — 
April-June.  1897.  No.  12623.  30  cts. 
WALLS. 

Walls  and  Ceilings  of  Hollow  Bricks  of  Ce- 
ment and  Plaster.  (Wande  und  Decken  aus 
Cement-  und  Gyps  Hohltafeln.)  A  review  of 
Continental  practice,  with  data  concerning  loads 
and  sustaining  power.  Two  articles.  5000  w. 
Wiener  Bauindustrie  Zeitung — April  15  &  22, 
1897.  No.  12786.  45  cts.  each. 
WINDOWS. 

Decorative  Windows  in  England  and  America. 
Russell  Sturgis.  Interesting  review  of  a  book 
by  Henry  Holiday  entitled  "  Stained  Glass  as  an 
Art."  5000  w.  Arch  Rec— April- June,  1897. 
No.  12625.    30  cts. 


WOODEN  Houses. 

Wooden  Houses  in  Switzerland.  Jean  Schop- 
fer.  An  interesting  illustrated  description  of  the 
exhibition  of  Swiss  chalets  of  various  epochs,  at 
the  Geneva  National  Exposition  of  1896  The 
4 4  Swiss  Village "  was  arranged  on  historical 
lines,  each  house  exists,  or  did  exist,  in  reality. 
3200  w.  Arch  Rec— April-June,  1897.  No. 
12622.  30  cts. 
WORKMEN'S  Homes. 

Improved  Housing  for  the  Poor.  Ella  Hood 
Cooper.  Suggests  a  plan  by  which  many  of  the 
evils  of  the  present  system  of  tenement  house 
construction  may  be  mitigated.  2000  w.  Gun- 
ton's  Mag-June,  1897.    No.  13252.    30  cts. 

Uninhabitable  Dwellings.  Hugh  R.  Jones. 
Extract  from  a  paper  read  at  meeting  of  the 
Sanitary  Inspectors  of  Carnarvonshire  and  Dis- 
trict. Discusses  the  problem  of  housing  satis- 
factorily the  44  wage-earning"  classes.  3500  w. 
San  Rec— April  30,  1897.  No.  12802.  30  cts. 
ZURICH. 

Buildings  for  the  Old  Tonhalle  Place  in  Zu- 
rich. (Bebauungsplan  des  Areals  der  Altea 
Tonhalle  in  Zurich.)  Handsomely  illustrated 
account  of  Prof.  Bluntscbli's  admirable  design 
for  the  occupation  of  a  most  valuable  building 
location.  2500  w.  1  plate.  Schweizeusche  Bau- 
zeitung— April  17,  1897N0.  12749.    30  cts. 

HEATING  AND  VENTILATION. 

CONGRESSIONAL  Library. 

Heating  and  Ventilation  of  the  Congressional 
Library.  Part  first  gives  an  illustrated  general 
description,  floor  plans,  and  distribution  of  flow 
and  return  pipes.  2400  w.  Eng  Rec — May  1. 
1897.  No.  12599.  *5  cts. 
CENTRAL  Station. 

Central  Station  Heating  System  at  Fredonia, 
N.  Y.  Illustrated  description  of  the  heating  of 
a  number  of  buildings  from  the  engines  of  the 
electric  railway  plant,  using  the  exhaust  steam, 
and  in  extreme  weather  by  live  steam  injected 
from  same  plant.  1200  w.  Heat  &  Ven— May 
15,  1897.  No.  12970.  15  cts. 
SCHOOL. 

Heating,  Ventilating  and  Plumbing  the  Gram- 
mar School  at  Saugus.  Mass.  Illustrated  de- 
tailed description.  2300  w.  Met  Work — May 
8,  1897.    No.  12614.    15  cts. 

Heating  and  Ventilation  of  Public  School  No. 
14,  Erie,  Pa.  Floor  plans  and  description  clearly 
show  the  arrangement  of  the  system.  600  w. 
Heat  &  Ven— May  15,  1897.  No.  12971. 
15  cts. 

Notes  on  Heating  of  Schools.  (Einiges  Qber 
Schulheizung.)  Discussing  the  various  methods 
employed  in  Germany,  including  stoves,  steam, 
hot  water  and  hot  air.  Three  articles.  10,000  w. 
Gesundheits  Ingenieur— April  15,  30,  May  15, 
1897.  No.  12777.  60  cts. 
STEAM  Heating. 

Hints  on  Steam- Heating.  M.  O.  Kasson. 
Calls  attention  to  loss  of  heat  from  position  of 
radiators,  or  from  covering  tops  of  radiators, 
and  various  other  practices.  2400  w.  Sta  Eng 
— May.  1897.    No.  12656.    15  cts. 

Laying  up  Steam- Heating  Plants.  W.  H. 
Wakeman.  Caring  for  the  boilers  and  appli- 
ances which  must  remain  out  of  use.    800  w. 


We  supply  copies  of  these  articles.   See  introductory. 
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Am  Mach— May  6,  1897.    No.  12662.    15  cts. 

Some  Points  on  Steam  Heating.  F.  A.  Camp. 
From  a  paper  read  before  the  Minnesota  Archt. 
Assn.  Explains  what  steam  is  and  how  made, 
the  importance  of  a  good  draft,  and  of  a  good 
circulation.  1800  w.  San  Plumb— May  1, 1897. 
No.  12638.    15  cts. 

LANDSCAPE  GARDENING. 

FLORICULTURE. 

The  Hardy  Flower  Garden.  A.  Herrington. 
Read  at  meeting  of  the  New  Jersey  Floricultural 
Soc.  Extract  giving  suggestions  for  a  garden 
that  shall  bloom  with  the  advancing  seasons, 
with  lessons  from  nature.  1800  w.  Gar  &  For 
— May  19,  1897.    No.  12935.    15  cts. 

LANDSCAPE-Oardenlna;. 

Art  and  Nature  in  Landscape-gardening. 
Editorial  on  the  importance  of  obtaining  the 
counsel  of  a  landscape-gardener  of  recognised 
standing,  rather  than  attempting  to  work  out 
one's  own  ideas.  1200  w.  Gar  &  For — May 
19,  1897.    No.  12934.    15  cts. 

PARKS. 

The  True  P  urpose  of  a  Large  Public  Park. 
John  C.  Olmsted.  Extract  from  a  paper  read 
before  the  Park  and  Outdoor  Art  Assn.  of  Louis- 
ville. Ky.  Considers  the  purpose  is  to  provide  for 
city  dwellers  an  opportunity  to  enjoy  natural  sce- 
nery and  find  relief  from  the  nervous  strain  of  city 
life.  Opposes  anything  that  interferes  with  this 
purpose.  2200  w.  Gar  &  For — June  2,  1897. 
No.  13221.    1 5  cts. 

The  Way  to  Make  Parks  Attractive.  Editor- 
ial suggestions  as  to  arrangement  of  flowering 
shrubs,  small  trees,  &c.  1000  w.  Gar  &  For — 
May  26,  1897.    No.  13116.    15  cts. 

SCHOOL  Gardens. 

School  Gardens  and  School  Grounds.  Edi- 
torial suggested  by  a  leaflet  sent  out  recently  by 
the  Cornell  Experiment  Station  inviting  each  of 
the  school  children  to  plant  a  little  garden  of 
sweet  peas  and  China  asters.  The  work  in 
this  line  in  Germany  is  cited.  1300  w.  Gar 
&  For — May  5,  1897.    No.  12631.    15  cts. 

PLUMBING  AND  GASFITTING. 

DOMESTIC  Plumbing. 

Plumbing  and  House  Drainage.  Reuben  S. 
Bemis.  The  importance  of  this  feature  in  the 
construction  of  homes,  the  dangers  of  neglect, 
faults  in  plumbing  of  dwellings,  with  important 
suggestions.  2700  w.  San  Plumb— May  1, 
1897.    No.  12639.    *5  cts. 

Plumbing,  Heating  and  Ventilating  of  Claus 
Spreckels'  Mansion  in  San  Francisco,  Cal.  De- 
scription of  scientific  sanitary  improvements  in 
one  of  the  beautiful  homes  of  that  city.  3800 
w.  Dom  Engng— May,  1897.  No.  13107. 
30  cts. 

FIRKCLAY. 

Fireclay  Manufacturers.  W.  H.  Allen.  Read 
before  the  Northern  Architectural  Assn.  De- 
scribes the  process  of  manufacture  ot  sanitary 
pipes  and  specialties,  glazed  bricks,  scullery 
sinks,  white  channel  bends,  closets,  &c.  3300 
w.  Arch,  Lond — April  30,  1897.  No.  12810. 
30  cts. 


I'LIMHERS. 

The  Architect  in  bis  Relation  to  the  Plumber. 
W.  J.  Burroughs.  The  importance  of  the 
plumber's  work,  the  need  of  harmony  between 
plumber  and  architect,  and  the  need  of  wise 
legislation.  2500  w.  Can  Arch — May,  1897. 
No.  13091.    30  cts. 

PLUMRINO. 

Full  Course  of  Technical  Instruction  for 
Plumbers.  A  series  of  articles  by  a  registered 
teacher  and  first-honors  silver-medallist.  Part 
first  consists  of  introduction,  and  a  consideration 
of  duodecimals  and  mensuration.  2500  w. 
Dom  Engng— May.  1897.  Serial.  1st  part. 
No.  13105.    30  cts. 

SANITARY  Appliances. 

Modern  Sanitary  Appliances  for  Interior  of 
Dwelling  Houses.  W.  J.  Wells.  Considers 
closets,  baths,  lavatories,  cisterns  and  sinks, 
with  the  supplies  and  wastes  from  same.  3500 
w.  Dom  Engng — May,  1897.  Serial.  1st 
part.    No.  1 3 106.    30  cts. 

The  Rise  and  Progress  of  Sanitary  Plumbing. 
John  Glaister.  Inaugural  address  in  the  Glas- 
gow and  West  of  Scotland  Technical  College. 
Part  first  hastily  reviews  the  early  history  of 
plumbing,  and  gives  some  account  of  the  history 
of  water-supply  in  Glasgow.  3000  w.  Dom 
Engng— May,  1897.  Serial.  1st  part.  No. 
13104.    30  cts. 

MISCELLANY. 

ANCIENT  Cities. 

The  Ancient  Cities  of  the  Old  World.  Cyrus 
K.  Porter.  The  subject  is  confined  to  the 
architecture  of  Egypt,  Assyria  and  Chaldea  as 
studied  in  the  ruins,  with  some  account  of  their 
important  cities.  6000  w.  Stone — May,  1897. 
No.  13026.    30  cts. 

ARCHITECTURE. 

Natural  Selection  in  Architecture.  C.  H. 
Blackall.  A  discussion  of  the  methods  of  arriv- 
ing at  desired  results  in  architecture.  2500  w. 
Technograph.    No.  XL    No.  13028.    45  cts. 

The  Works  of  Cady,  Berg  be  Lee.  Mont- 
gomery Schuyler.  Illustrated  description  of 
important  work  by  architects  named,  with  brief 
biographical  sketches,  and  criticism  and  com- 
ment. 8500  w.  Arch  Rec— April- June,  1897. 
No.  12626.    30  cts. 

BOSTON. 

Recent  Boston  Architecture.  Albert  Winslow 
Cobb.  The  first  part  is  introductory,  and  also 
considers  the  buildings  at  the  memorial  and 
commercial  center.  111.  2000  w.  Arch  & 
Build— May  15,1897.  Serial.  1st  part.  No. 
12888.    15  cts. 

BRICK  and  Terra-Cotta. 

Brick  and  Terra-Cotta  at  the  League  Exhibi- 
tion. An  illustrated  review  of  the  work  exhib- 
ited at  the  annual  exhibition  of  the  Architectural 
League  of  New  York.  22oow.  Br  Build— April, 
1897.  Serial,   xst  part.    No.  12621.    30  cts. 

BUILDING  Stones. 

The  Building  Stones  of  New  England.  Wil- 
liam Beals,  Jr.  Illustrated  description  of  the 
varieties  found  in  each  state.  6000  w.  Stone- 
May,  1897.  Serial.  1st  part.  No.  13025. 
30  cts. 
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COLOR. 

Color  in  its  Relation  to  Architecture.  Elmer 
Ellsworth  Garnsey.  An  interesting:  article  pre- 
senting the  value  of  color  in  architecture,  tbe  ad- 
vantage of  the  study  of  harmony  in  color,  and 
many  suggestions.  3300  w.  Br  Build — May, 
1897.    30  eta. 

FORMAL  and  Informal  Treatment. 

The  Formal  and  Informal  in  Architecture. 
Discusses  the  symmetry  that  distinguishes  pic- 
turesque beauty  from  ordinary  beauty  and  illus- 
trates the  writer  s  views.  3000  w.  Arch,  Lond — 
April  30,  1897.  Serial.  1st  part.  No.  12811. 
30  cts. 

HKRALDRT. 

Heraldry  of  the  Renaissance  in  England.  J. 
Alfred  Gotch.  Read  at  general  meeting  of  the 
Roy.  Inst,  of  Brit.  Archts.  A  study  of  the  sub- 
ject from  the  decorative  side.  Tbe  causes  of 
deterioration  in  heraldic  drawing  are  reviewed 
and  its  uses  in  historical  research.  Illustrations 
and  discussion.  5000  w.  Jour  Roy  Inst  of 
Brit  Archts -April  1,  1897.  No.  12635.  45 
cts. 

HOUSES. 

Houses  for  Homes.    Considers  bow  best  to 
house  the  happy  home.     Makes  suggestions  for 
the  planning  of  a  city  house.    1800  w.  Nat 
Build— May.  1897.    No.  12918.    30  cts. 
LOGARITHMS. 

Graphical  Logarithmic  Tables.  (Graphische 
Logarithmentafeln.)  A  discussion  of  the  advan- 
ages  of  substituting  logarithmic  scales  in  the 
form  of  tables  for  the  usual  numerical  tables. 
1200  w.  Zeitschr  d  Oesterr  Ing  u  Arch  Ver 
—May  7.  1897.  No.  12726.  30  cts. 
MKDIKVAL  Architecture. 

A  Discovery  of  Horizontal  Curves  in  Medieval 
Italian  Architecture.  William  H.  Goodyear. 
Describes  facts  established  by  the  Brooklyn  Inst. 
Survey  of  1895,  of  the  discovery  of  the  refine- 
ment of  curving  horizontal  lines,  generally  sup- 
posed to  be  restricted  to  the  temples  of  the 
Greeks,  in  the  churches  and  cloisters  of  Italy. 
III.  7800  w.  Arch  Rec— April-June,  1897. 
Serial.    1st  part.    No.  12624.    3<>  cts. 

PARIS  Fire. 

The  Lesson  of  tbe  Paris  Fire.  Points  out  the 
great  risk  of  temporary  buildings,  and  the  dan- 
ger of  using  rooms  unsuited  in  plan  for  bazaars, 
or  public  entertainments.  1600  w.  Builder- 
May  8.  1897.    No.  12945-  30cts. 

The  Fire  at  the  Paris  Bazaar.  Additional  in- 
formation of  this  catastrophe,  with  illustrations 
of  site,  buildings,  plans,  &c.  1800  w.  Engng 
—May  14,  1S97.    No.  13077-    30  cts. 


PARTHENON. 

How  a  Riddle  of  the  Parthenon  was  Unrav- 
eled. Eugene  P.  Andrews.  Describes  the 
method  of  unraveling  the  riddle  of  the  nail- 
holes  in  the  architrave  of  the  east  front  of  the 
Parthenon.  III.  5500  w.  Century  Mag — 
June,  1897.    No.  1 3 196.    45  cts. 

The  Parthenon  and  the  Earthquake  of  1894. 
F.  C.  Penrose.  Read  at  meeting  of  Royal  Inst, 
of  British  Archs.  Abstract  of  paper  and  dis- 
cussion. 2000  w.  Arch.  Lond— May  21, 1897. 
No.  13183.    30  cts. 

RESTORATION. 

A  Note  concerning  Correct  Restoration.  (Ein 
Wort  zur  Gilte  tlber  Restaurien.)  Discusses 
the  injuries  often  wrought  to  old  buildings, 
monuments,  &c,  under  the  guise  of  restoration, 
and  makes  a  plea  for  greater  consistency  and 
accuracy.  4500  w.  2  plates.  Oesterr  Mon- 
atschr  I  d  Oeffent  Baudienst — April,  1897.  No. 
12752.    45  cts. 

8CHOOL  of  Architecture. 

The  Summer  School  of  Architecture  for  1896 
in  Southern  England,  Normandy,  and  Touraine. 
Eleazer  B.  Homer.  Interesting  account,  beau- 
tifully illustrated,  of  the  excursion  of  tbe  M.  I. 
T.  Summer  School  of  Architecture,  including 
about  one  thousand  miles  of  bicycle  travel  in 
Europe.  8500  w.  Tech  Quar— March,  1897. 
No.  12008.    75  cts. 

SKETCHES. 

Architectural  Rendering  in  Pen  and  Ink.  D. 
A.  Gregg.  Hints,  with  illustrations,  of  this 
class  of  work.  1800  w.  Br  Build— May,  1897. 
No.  1 3 142.    30  cts. 

TALL  Buildings. 

Weighing  of  Tall  Buildings.  Theodore 
Waters.  Finding  the  exact  gravity  of  huge 
masses  of  iron  and  stone,  every  bolt,  bar,  and 
pane  of  glass  carefully  considered  ;  the  weight  of 
tenants  and  casual  visitors  and  even  paint  and 
carpets  determined.  1800  w.  So  Arch— May, 
1897.    No.  1 261 5.    30  cts. 

WESTMINSTER  Abbey. 

The  Story  of  an  Illustrious  Abbey.  A.  T. 
Taylor.  Paper  presented  before  the  Province 
of  Quebec  Assn.  of  Architects.  A  very  inter- 
esting account  of  Westminster  Abbey.  9500  w. 
Can  Arch — May.  1897.  No.  13090.  30  cts. 
WIND-PRESSURE. 

Wind  Pressure  in  St.  Louis  Tornado.  Julius 
Baier.  Facts  ascertained  from  tbe  inspection 
of  the  buildings,  with  general  study  of  the  sub- 
ject. 3200  w.  In  Arch — May,  1897.  No. 
13159-    45  cts. 
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BRIDGES. 

BRIDGE. 

See  Railroad  Affairs,  Maintenance  of  Way. 

CAISSONS. 

The  East-River  Bridge  Caissons.  Informa- 
tion of  the  construction  of  these  caissons,  one  of 
which  is  ready  to  launch.    700  w.    Eng  Rec — 


May  15,  1897.    No.  12946.    15  cts. 

COFFER-DAM. 

Deep  Coffer- Dam  Construction  for  Bridge 
Piers.  Portland  and  Rumford  Falls  R.  R.  Il- 
lustrated description  of  two  coffer- dams  built 
against  an  unusual  bead  of  water  and  possessing 
structural  features  of  interest.    800  w.  Eng 
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News— May  27,  1897.    No.  13138.    15  cts. 
DON. 

Bridge  Over  the  River  Don.    Drawings  of  the 
principal  members,  etc.,  with  description,  of  a 
popular  type  of  bridge.    900  w.    Eng.  Lond — 
May  21,  1897.    N0.-13211.  30CU. 
EAST- RIVER  Bridg-os. 

Foundations  for  the  Brooklyn  Tower  of  the 
New  East-River  Bridge.  Gives  drawings  and 
descriptions  of  this  work,  taken  from  the  official 
plans  and  specifications.  2800  w.  Eng  News 
— May  27,  1897.    No.  13139     15  cts. 

The  New  York  and  Long  Island  Bridge,  New 
York  City.  Illustrated  description  of  the  great 
steel  cantilever  bridge  by  which  the  Long  Is.  R. 
R.  Co.  expects  in  due  time  to  run  its  trains  into 
New  York  City.  1600  w.  Sci  Am— May  8, 
1897.  No.  12643.  15  cts. 
FRANCIS-JOSEPH. 

The  New  Francis-Joseph  Bridge.  The  funda- 
mental system  of  the  structure  is  explained  and 
illustrations  and  description  of  the  architectural 
features.  The  whole  appearance  of  the  struct- 
ure is  said  to  be  striking  and  elegant  and  to  add 
to  the  charms  of  Buda-Pesth.  2200  w.  Eng, 
Lond— May  14,  1897.  No.  13073.  30  cts. 
LI«  Bridge. 

Lift  Bridge  at   Milwaukee.    Illustrated  de- 
scription of  the  Huron  St.  bridge.    1800  w. 
Ry  Rev— May  15.  1897.    No.  12950.    15  cts. 
NEWARK. 

The  Fourth-Street  Bridge,  Newark.  Illus- 
trated description  of  a  heavy  solid- floor  steel 
highway  drawbridge  and  approaches  to  be  con- 
structed across  the  Passaic  River.  2000  w. 
Eng  Rec— May  1,  1897.  No.  12598.  15  cts. 
PAINTING. 

See  Architecture  and  Building,  Construction 
and  Design. 
BOCK  laland. 

Building  the  Draw  Span  of  the  New  Rock 
Island  Bridge.  An  account  of  the  accident  by 
which  this  bridge  was  wrecked  by  the  ice  when 
in  process  of  building,  and  of  its  rapid  recon- 
struction. 3400  w.  R  R  Gaz— May  28,  1897. 
No.  1 31 50.  15  cts. 
STRESSES. 

See  Same  title  under  Mining  and  Metallurgy, 
Iron  and  Steel. 
TESTING. 

Recent  Tests  of  Bridge  Members.  J.  E. 
Greiner.  Discusses  a  number  of  tension  tests 
on  bridge  members,  other  than  eye-bars,  made  by 
the  author.  These  tests  are  in  a  channel  out- 
side of  the  usual  run,  and  the  results  obtained 
furnish  information  of  interest  and  value.  111. 
6000  w.  Pro  Am  Soc  of  Civ  Engs— May,  1897. 
No.  13126.  75  cts. 
VIADUCT. 

The  Mussy  Viaduct ;  Paris,  Lyons,  and  Med- 
iterranean Railway.  Illustrates  and  describes 
several  interesting  features,  noow.  Engng 
— April  30,  1S97.    No.  12684.    30  cts. 

CANALS,  RIVERS  AND  HARBORS. 

BLOCK-SETTING. 

40-  l  oo  Block-Setting  "  Titan."  Illustrated 
description  of  a  machine  to  be  used  in  the  con- 
struction o(  the  harbor  works  at  Vera  Cruz, 
Mexico.  t2oo  w.  Engng— May  14,  1897.  No. 
13076.    30  cts. 


BOSTON  Harbor. 

Boston's  Harbor  Defects.  From  the  N.  Y. 
Times.  Development  of  the  ocean  trade  of  that 
port  retarded  by  shoal  water.  1 100  w.  Sea — 
June  3,  1897.    No.  13247.    15  cts. 

CONCRETE. 

Concrete  as  Made  on  the  Trent  Canal.  H.  F. 
Greenwood.  A  brief  description  of  the  methods 
used  and  the  precautions  taken  in  constructing 
some  of  the  works  named.  111.  2500  w.  Can. 
Arch— May,  1897.    No.  13089.    30  cts. 

CONCRETE  Machinery. 

Concrete  Machinery  on  the  Chicago  Drainage 
Canal.  Illustrated  description  of  the  ma- 
chines used  on  Sections  14  and  15,  in  building 
the  retaining  walls.  1200  w.  Eng  Rec — May 
22,  1897.    No.  13082.    15  cts. 

DAM. 

A  New  Dam  at  Minneapolis.  H.  M.  F.  Dahl, 
A  general  description  of  the  dam  built  below  the 
falls  for  the  purpose  of  utilizing  the  power. 
III.  1700  w.  Eng's  Year  Book.  Univ.  of 
Minn,  1897.    No.  1 3010.    45  cts. 

Effects  of  Mississippi  River  Floods  on  the  New 
St.  Anthony  Falts  Dam  at  Minneapolis.  Horace 
B.  Hudson.  The  conditions  under  which  the  break 
occurred  are  stated,  and  illustrations  showing 
the  appearance  of  the  dam.  700  w.  Eng  News 
—May  13,  1897.    No.  12877.    *5  cts. 

DUNKIRK. 

Port  of  Dunkirk. — New  Deep-Water  Lock. 
An  illustrated  account  of  this  lock,  which  had 
to  be  constructed  in  the  immediate  neighbor- 
hood of  existing  works  on  a  bed  of  sand,  and 
under  great  difficulties.  1800  w.  Eng,  Lond 
—May  14,  1897.    No.  13072.    30  cts. 

FLOODS. 

See  Railroad  Affairs,  M  iscellany. 

Suggestions  for  the  Control  of  Mississippi 
River  Floods.  Samuel  McElroy.  Suggestions 
in  the  line  of  relief  submitted  by  an  expert  in 
various  flood  cases.  900  w.  Eng  News — May 
20,  1897.    No.  12997.    15  cts. 

GROYNES. 

Groynes  and  Sea-Coast  Defenses.  A.  T. 
Walmisley.  Read  before  the  Inst,  of  Municipal 
and  Civil  Engs.  Maintenance  of  cliff  faces,  the 
retention  of  a  fore-shore,  and  such  works  of  pro- 
tection as  are  necessary  to  secure  the  advantages 
of  a  seaport.  2500  w.  Ind  &  Ir — April  30, 
1897.    No.  12694.    30  cts. 

HARBOR. 

The  Conversion  of  the  Danube  Canal  at  Vien- 
na into  a  Dock  and  Winter  Harbor.  (Ueber  die 
Arbeiten  zur  Umwandlung  des  Wiener  Donau- 
canals  in  einen  Handels-  und  Winterhafen.) 
An  elaborately  illustrated  account  of  these  very 
important  harbor  improvements.  Two  plates  of 
details  and  numerous  illustrations.  Two  articles. 
7500  w.  Zeitschr  d  Oesterr  lug  u  Arch  Ver — 
April  2  and  9.  1897.    No.  12715.    60  cts. 

The  New  Waterways  and  Land  Reclamation 
at  Seattle,  Wash.  Extracts  from  a  letter  of  Mr. 
Eugene  Semple,  giving  interesting  information, 
with  editorial  comment,  calling  attention  to 
necessary  precautions  in  this  class  of  work. 
2300  w.  Eng  News— May  27,  1897.  No.  13140. 
15  cts. 
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LETKES. 

A  New  Levee  System.  Guy  M.  Walker. 
Outlines  a  plan  for  protecting  the  banks  of  the 
Mississippi,  and  the  advantages  of  permanent 
protection.  2000  w.  State's  Duty — May,  1897. 
No.  12676.    15  cts. 

PIER. 

The  Public  Pier  of  Panillac.  Illustrated  de- 
scription of  a  fine  piece  of  engineering  work 
which  has  made  it  possible  for  Bordeaux  to 
stand  third  in  rank  among  the  great  commercial 
ports  of  France.  1800  w.  Set  Am  Sup — May 
15,  1897.  No.  12857.  15  cts. 
PKOPULSION. 

See  Mechanical  Engineering,  Power  and 
Transmission. 
STETTIN. 

The  Harbor  of  Stettin  and  its  Water  Commu- 
nication with  the  Sea  and  the  Interior.  (Ueber 
die  Hafenanlagen  Stettins  und  dessen  Wasser- 
verbindungen  mit  dem  Meere  und  dem  Binnen- 
lande.)  An  accountof  the  important  harbor  im- 
provements of  Stettin,  by  means  of  which  it  is 
expected  to  compete  with  Hamburg  and  Bre- 
men. Three  articles.  4500  w.  Deutsche  Bau- 
reitung— April  24,  May  1  &  8,  1897.  No.  12788. 
30  cts.  each. 
WATERWAYS. 

Deep  Waterways  from  the  Great  Lakes  to  the 
Sea.  Allan  Ross  Davis.  A  review  of  the  Trent 
Canal  project.  111.  3800  w.  Eng  Mag — June, 
1897.   No.  13261.   30  cts. 

IRRIGATION. 

IRRIGATION. 

Irrigation.  Guy  M.  Walker.  Reviews  the 
history  of  irrigation  in  ancient  and  oriental 
countries,  and  calls  attention  to  its  importance 
in  this  country,  offering  suggestions  for  the 
raising  of  the  needed  funds.  2000  w.  State's 
Duty — June.  1897.    No.  13244.    15  cts. 

Irrigation  in  North-west  Canada.  From  the 
Annual  Report  of  the  Dept.  of  the  Interior  for 
1895.  Information  of  the  area  of  arid  region 
in  Canada.  900  w.  Ind  Engng — April  10, 
1887.    Serial.    1st  part.    No.  12842.    45  cts. 

MISCELLANY. 

AQUEDUCT. 

The  Construction  of  the  Nussdorf  Aqueduct. 
(Ueber  die  Art  der  Ausfuhrung  der  Alimenta- 
tions-Candle bei  Nussdorf.)  Describing  es- 
pecially the  construction  of  the  inverted  siphon 
under  the  Elbe.  3500  w.  Zeitschr  d  Oesterr 
Ing  u  Arch  Ver— April  9,  1897.  No.  1 271 8. 
30  cts. 
COLUMN. 

The  Theory  of  the  Ideal  Column.  Henry  S. 
Prichard.  An  analysis  of  the  theory  resulting 
from  the  application  of  the  ordinary  assump- 
tions of  flexure  to  the  case  of  straight  columns, 
with  constant  cross- section,  centrally  loaded. 
The  conclusions  favor  the  use  of  the  ordinary 
empirical  formulas.  30CO  w.  Eng  News — May 
6,  1S97.    No.  12679.    15  cts. 

The  Theory  of  the  Ideal  Column.  Papers 
by  Messrs.  Merriman,  Dubois,  and  Johnson 
prepared  as  comments  upon  the  paper  with  the 
above  title  by  Henry  S.  Prichard.  6400  w. 
Eng  News— May  20,  1897.  No.  12996.  15 
cts. 


CONCKETK 

See  same  title  under  Canals,  Rivers  and 
Harbors. 
DAM. 

See  same  title  under  Municipal  Engineering, 
Water  Supply. 
ICE  Gorge. 

Ice  Gorge  Blasting  at  Nlepolomice.  (Die 
Eissprengung  bei  Niepolomice.)  Describing  the 
effective  use  of  dynamite  to  remove  ice  gorges  in 
the  Vistula.  5000  w.  1  plate.  Oesterr  Mon- 
atscbr  f  d  Oeffent  Baudienst— April,  1897. 
No.  12751.   45  cts. 

MASONRY. 

See  same  title  under  Architecture,  Construc- 
tion and  Design. 
PAINTING  Iron  Structure*. 

See  Architecture  and  Building,  Construction 
and  Design. 

RACE  Tracks. 

Race  Tracks.  How  to  Build  and  Repair 
Them.  W.  R.  Hoag.  Discusses  the  selection 
of  the  site,  best  material  for  the  track,  laying 
out  the  track,  drainage  and  resurfacing.  2300 
w.  Eng's  Year  Book.  Univ  of  Minn — 1897. 
No.  13011.  45  cts. 
ROADS. 

Drainage  of  Country  Roads.  E.  A.  Whit- 
man. Discusses  surface  and  sub-surface  drain- 
age, drains,  culverts.  &c.  2600  w.  Jour  Assn 
of  Engng  Soc— April,  1 897.  No.  13020.  30 
cts. 

European  Roads.  William  R.  Hoag.  Some 
reference  is  made  to  early  road-building,  which 
was  begun  in  England  and  followed  by  other 
countries.  The  questions  of  expense  and  con- 
struction are  briefly  considered.  3000  w.  Jour 
Assn  of  Engng  Soc — April,  1897.  No.  13019. 
30  cts. 

State  Roads  of  Massachusetts.     Albert  A. 
Pope.    Some  information  of  the  work  already 
accomplished  in  this  state.    1500  w.  State's 
Duty— May,  1897.    No.  12675.    15  cts. 
SOUTH  AMERICA. 

Engineering  in  South  America.  W.  C. 
Weeks.  Experiences  during  several  months  of 
exploration  of  the  Orinoco  Delta  in  the  Repub- 
lic of  Venezuela.  111.  2500  w.  Eng's  Year 
Book,  Univ  of  Minn— 1897.  No.  13001.  45 
cts. 

TOPOGRAPHICAL  Surrey*. 

Topographical  Surveys — Methods  Used  on 
the  Vanderbilt  Estate  at  Bi  It  more.  N.  C.  John 
L.  Howard.  The  problem  to  be  solved  is 
stated  and  the  method  used  described.  2300  w. 
Jour  Assn  of  Engng  Soc — April,  1897.  No. 
13018.    30  cts. 

Topographical  Surveys  of  the  Metropolitan 
Park  Reservations  of  Massachusetts.  Henry 
F.  Bryant.  Interesting  description  of  the  work, 
with  maps.  4S00  w.  Jour  Assn  of  Engng  Soc 
—  April.  1897.    No.  13017.    30  cts. 

TELEMETRY. 

The  Opera  Glass  Telemeter.  (La  Jumelle 
Stcreoscopique  Stadia-Tcleraetre.)  The  rela- 
tive displacement  of  the  images  by  means  of  a 
combination  of  prisms  enables  the  distance  to 
be  determined  directly.  Especially  intended 
for  military  use.  1500  w.  La  Revue  Tech- 
nique— April  25,  1897.    No.  12738.    45  cts. 


If  V  supply  copies  ofthsse  aXt.  Ui.    Sfe  introductory. 


Digitized  by  Google 


ECONOMICS  AND  INDUSTRY. 


643 


TUNNEL. 

Construction  and  Cost  of  the  Jungfran  Tun- 
nel. (Ueber  den  Bau  und  die  Kosten  des  Jung- 
fraubabn.Tunnelo.)  A  discussion  of  the  diffi- 
culties to  be  encountered  in  this  bold  and 
interesting  piece  of  Alpine  railroading.  2000 
w.  Scbweizerische  Bauzeitung— April  10.  1897. 
No.  12747.    30  cts. 

The  Blackball  Tunnel.  Illustrated  descrip- 
tion of  this  interesting  engineering  work  re- 
cently completed  and  opened.  4500  w.  Eng. 
Lond— May  2if  1897.    No.  13209.    30  cts. 


The  Simplon  Tunnel.  A  glance  at  the 
various  problems,  physical,  mechanical  and 
economical,  that  have  had  to  be  solved. 
1800  w.  Nature — April  29,  1897.  No.  12699. 
30  cts. 

The  Simplon  Tunnel.  The  latest  project  for 
tunneling  the  Simplon,  and  present  status  of 
the  enterprise,  as  given  by  M.  Jules  Michel,  in 
the  "  Revue  Generate  des  Chemins  de  Fer." 
Map  and  Ills.  1600  w.  Eng  News — May  27, 
1897.    No.  1 3137.    IS  cts. 


ECONOMICS  AND  INDUSTRY. 


COMMERCE  AND  TRADE. 

BRITISH  Competition. 

Competition  with  British  Trade  Abroad. 
Memorandum  based  on  information  contained 
in  official  reports.  Calls  attention  to  points  of 
importance  to  manufacturers  and  exporters,  if 
they  are  to  hold  their  share  of  trade  in  foreign 
countries.  4000  w.  Bd  of  Trd  Jour — May, 
1897.  No.  13128.  30  cts. 
CANADA. 

Our  Trade  Relations  With  Canada.  John  W. 
Russell.  Discusses  the  desirability  and  proba- 
bility of  improved  trade  relations  between  the 
United  States  and  Canada.  30c o  w.  N  Am 
Rev — June,  1897.    No.  13219.    45  cts. 

CUSTOMS. 

Customs  Regulations  in  Brazilian  Ports.  In- 
structions to  shippers  and  captains  trading  with 
Brazil.  1500  w.  Bd  of  Trd  Jour— May,  1897. 
No.  13129.    30  cts. 

INDIA-RUBBER. 

The  India-Rubber  Industry  in  Europe.  In- 
formation of    interest   from  various  points. 
2200  w.    Ind  Rub  Wld— May  10,  1897.  No. 
12681.   45  cts. 
IRON  Trade. 

The  Competitive  Basis  and  Conditions  of  the 
American  Iron  Trade.  Franklin  Hilton.  Read 
before  the  annual  meeting  of  the  British  Iron 
Trade  Assn.  Considers  iron  ore  supplies,  coal 
and  coke  supplies,  railway  transport,  lake,  canal 
and  river  transport,  labor,  equipment,  royalties, 
the  Carnegie  Co.— with  conclusions.  4200  w. 
Ir  &  Coal  Trds  Rev—  May  21. 1897.  No.  13161. 
30  cts. 
JAPAN. 

Industrial  and  Commercial  Conditions  in 
Japan.  Editorial  discussion  of  some  of  the 
conditions  and  problems  of  the  industrial  move- 
ments going  on  in  Japan.  2200  w.  Engng — 
May  7,  1897.  No.  12900.  30  cts. 
PRICES. 

Comparative  Prices  of  108  Staple  Articles. 
Raw  and  Manufactured  Products,  Produce,  Cat- 
tle and  Meats,  at  Quarterly  and  Monthly  inter- 
vals, Showing  Fluctuations  in  Quotations  from 
July  1,  1892  to  May  1,  1897.  Covering  the 
Period  of  Recent  Extreme  Depression.  Tabu- 
lated statement.    2500  w.    Bradstreet's— May 

22,  1897.    No.  13045.    15  cts. 
TARIFF. 

Dutiable  and  Free  Lists  of  the  New  Canadian 
Tariff.    The  list  as  formally  announced  April 

23,  and  that  went  into  effect  immediately.  2000 


w.  Bui  of  Am  Ir  &  St  Inst — May  10,  1897. 
No.  12804.    15  cts. 

Tariff  Changes  and  Customs  Regulations. 
Belgium,  France,  French  Guiana,  Austria, 
Austria-Hungary,  Roumania,  Bulgaria,  United 
States,  United  States  of  Colombia,  Venezuela, 
Ecuador,  Cyprus,  Lagos,  Cape  of  Good  Hope. 
5000  w.  Bd  of  Trd  Jour— May,  1897.  No. 
131 30.  30  cts. 
YANGTZE  KIANG. 

The  Region  of  the  Yangtze  Kiang.  A  report 
aiming  to  give  an  accurate  account  of  the  trade 
of  this  region.  A  description  of  the  river,  and 
important  ports  is  given  and  a  very  interesting 
account  of  the  industries,  trade,  &c.  8500  w. 
Cons  Repts — May,  1897.    No.  13040.  45  cts. 

CURRENCY  AND  FINANCE, 

CHINA. 

Silver  in  China,  and  Its  Relation  to  Chinese 
Copper  Coinage.  Talcott  Williams.  Reviews 
the  history  of  silver  as  a  currency,  and  shows 
that  the  same  laws  control  and  operate  in  the 
working  of  currency  in  China  as  are  felt  else- 
where. 6800  w.  An  Am  Acad — May,  1897. 
No.  12909.  $1.00. 
COINAGE. 

Theory  and  History  of  Coinage.  From  the 
Annual  Report  of  the  Director  of  the  Mint.  A 
survey  of  the  coinage  in  various  countries,  their 
values,  and  related  information.  7500  w. 
Bankers  Mag,  N.  Y.— May,  1897.  Serial,  1st 
part.  No.  12871.  45  cts. 
FINANCE. 

The  Financial  Relations  Between  Ireland  and 
Great  Britain.  L.  H  Courtney.  A  statement 
of  the  case  and  suggestions  for  securing  justice. 
6300  w.  Contemporary  Rev — May,  1897.  No. 
12872.  45  cts. 
JAPAN. 

Japanese  Currency  and  Industry.  Editorial 
on  the  recent  legislation  in  regard  to  the  cur- 
rency and  information  given  in  report  of  Mr. 
Jamieson,  the  Consul  in  Shanghai.  1800  w. 
Engng — May  21,  1897.    No.  13153.    30  cts. 

GOVERNMENT  CONTROL, 

COMMKltCK 

Congress  Should  Regulate  All  Our  Commerce. 
Howard  S.  Abbott.  Condensed  paper  read  at 
National  Convention  of  RR.  Commissioners,  at 
St.  Louis.  1900  w.  RR  Gai — May  21,  1897. 
No.  12984  1 5  cts. 
DIFFERENTIALS. 

The  Outports  in  the  Differential  Rate  Case. 
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Report  of  the  Philadelphia  meeting  of  the  com* 
mission,  which  was  mainly  devoted  to  the  ex- 
position of  views  of  shippers  and  grain  dealers 
of  that  city  and  Baltimore,  uoo  w.  Brad- 
street's— May  15,  1895.    No.  12887.    15  cts. 

FACTORY  Arts. 

India- Rubber  Works  and  the  Factory  Acts. 
Explains  why  the  order  has  been  issued,  and 
combatting  the  idea  that  india-rubber  working 
generally  is  an  unhealthy  means  of  livelihood. 
2200  w.  Engng — May  7,  1897.  No.  12902. 
30  cts. 

INTERSTATE  Commerce. 

The  Latest  Interstate  Commerce  Decisions. 
Editorial  comment  on  the  decision  dealing  with 
the  question  of  the  power  of  the  commission  to 
fix  rates,  and  other  decisions  of  the  Supreme 
Court.  1300  w.  Bradstreet's— May  29,  1897. 
No.  13186.  15  cts. 
TRANS-MISSOURI. 

The  Trans-Missouri  Decision.  George  R. 
Blanchard.  Presents  the  public  necessity  for 
legalized  railway  compacts ;  argues  that  tbeydo 
not  and  will  not  unreasonably  restrain  trade  or 
commerce  ;  and  that  their  intent  is  an  important 
feature  of  their  creation,  in  practice  if  not  in 
law.  3500W.  Forum — June.  1897.  No.  13195. 
30  cts. 

LABOR. 

ACCIDENTS. 

Protection  to  Workingmen  in  Germany.  (Die 
Wirkung  der  Deutschen  Arbeiterversicherung.) 
Report  of  a  standing  committee  of  the  Working- 
men's  Beneficial  Society.  Contains  a  special  in- 
vestigation of  the  dangers  of  acetylene  and  the 
reasonable  precautions  for  its  safe  handling. 
Two  articles.  3500  w.  Gesundheits  Ingenieur 
— April  30.  May  15,  1897.   No.  12780.   60  cts. 

APPRENTICES. 

The  Trade  School  and  the  Apprentice  Ques- 
tion. W.  F.  Taaffe.  Explains  the  object  of 
the  trade  school,  and  comments  on  the  false 
ideas  concerning  it,  advising  that  the  period 
passed  at  a  trade  school  be  deducted  from  the 
apprenticeship  term.  1400  w.  San  Plumb — 
.May  I,  1897.    No.  12636.    15  cts. 

CAPITAL  and  Labor. 

Large  Aggregations  of  Capital.  George  Gun- 
too.  An  article  written  for  the  N.  Y.  Independ- 
ent. Showing  that  in  every  line  of  production 
where  the  aggregation  of  capital  has  increased 
for  permanent  productive  purposes,  the  effect 
has  been  to  improve  the  quality  of  the  services 
Tendered  and  reduce  the  price  to  the  public. 
The  effect  in  wages,  permanent  employment, 
.Sec,  is  considered.  2800  w.  Gunton's  Mag- 
May,  1897.    No.  12608.    30  cts. 

Another  Step  in  Promoting  the  Union  of 
Capital  and  Labor.  George  Livesey.  The 
writer  is  opposed  to  workers'  unions,  discusses 
profit-sharing  and  various  other  matters.  Dis- 
cussion. Read  before  the  Inst,  of  Gas  Engs., 
London.  7500  w.  Gas  Wld— May  8,  1897. 
No.  12992.    30  cts. 

COMPENSATION  Bill. 

I  iThe  Workman's  Compensation  Bill.  The 
essential  clauses  of  this  bill,  introduced  to  the 
House  of  Commons  by  Sir  Matthew  Ridley, 


with  brief  comment.    1000  w.    Eng,    Lond — 
May  7,  1897.    No.  12906.   30  cts. 
EUROPEAN  Labor  Problems. 

Economic  and  Social  Problems  in  Europe. 
Discusses  the  subject  matter  of  four  books 
which  have  recently  been  published  in  England 
and  France.  Foundations  of  Success,  by  S.  de 
Brath  ;  the  Struggle  of  the  Nations,  by  Prof. 
Maspero;  Made  in  Germany,  by  E.  E.  Wil- 
liams, and  Le  Danger  Allemand,  by  Maurice 
Schwab.  2500  w.  Cons  Reports — May,  1897. 
No.  13041.  45  cts. 
NON-KM  PLOYM  ENT. 

Insurance  Against  Non-Employment.  Paul 
Monroe.  A  private  enterprise  for  insuring 
against  non-employment  began  business  with 
the  current  year  in  Chicago.  The  scheme  is 
outlined  and  facts  stated  without  passing  judg- 
ment. 4400  w.  Am  Jour  of  Soc— May.  1897. 
No.  12839.  45  cts. 
PROFIT  Sharing. 

Profit  Sharing  in  England.  Information  ob- 
tained from  Mr.  George  Livesey  regarding  the 
social  experiment  which  has  been  successfully 
tried  by  the  South  Metropolitan  Gas  Company, 
of  London.  4500  w.  Cons  Repts — May,  1897. 
No.  13042.  45  cts. 
STRIKE. 

The  New  Retort- House  Rules  at  the  Leeds 
Gas- Works.  A  statement  of  the  trouble  on 
account  of  dissatisfaction  with  the  new  code  of 
rules.  The  men  submit  an  alternative  set.  A 
strike  resulted,  but  the  men  finally  agree  to  try 
the  new  rules.  3800  w.  Jour  Gas  Lgt— April 
27,1897.    No.  12665.    30  cts. 

The  New  Retort-House  Rules  at  the  Leeds 
Gas  Works.  Gives  the  results  of  the  trial  made 
of  the  committee's  rules.  1100  w.  Jour  Gas 
Lgt— May  4.  1897.    No.  12852.    30  cts. 

Some  Suggestions  Concerning  Strikes.  Frank 
L.  McVey.  Some  remarks  on  the  dangerous  and 
expensive  character  of  strikes,  the  reason  for 
their  existence,  the  elements  which  make  them 
difficult  to  deal  with,  and  general  suggestions. 
2400  w.  Eng's  Year  Book,  Univ  of  Minnesota. 
1897.  No.  13000.    45  cts. 

Trades  Unionism  and  Strikes.  Comments  on 
the  change  of  feeling  apparent  among  trades 
unionists,  very  much  more  adverse  to  reckless 
adoption  of  extreme  measures ;  reference  is 
made  to  the  attitude  of  the  Amalgamated  Society 
in  England.  1700  w.  Prac  Eng— April  23, 
1897.    No.  12605.    30  cts. 

TRUSTS. 

The  Trust  and  the  Working-Man.  Lloyd 
Bryce.  Presents  the  difficulties  in  the  way  of 
legislating  against  these  industrial  agreements, 
and  shows  that  so  far  from  injuring  the  public, 
they  have  borne  their  share  in  benefitting  it.  5000 
w.  N  Am  Rev— June,  1897.  No.  13220.  45 
cts. 

WAGES. 

Senator  Elkins  and  American  Wages.  Com- 
ments on  the  attitude  of  Senator  Elkins,  and 
some  of  the  leading  journals,  in  declaring  that 
wages  must  go  down.  1300  w.  Gunton's  Mag 
—June,  1897.    No.  13251.    30  cts. 

Work  and  Wages  of  Men,  Women  and  Child- 
ren. The  results  shown  in  the  Eleventh  Annual 
Report  of  the  Commissioner  of  Labor,  covering 
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the  employment  and  wages  of  women  and 
children  as  compared  with  men  in  like  occupa- 
tions, how  far  women  and  children  are  supersed- 
ing men,  and  the  relative  efficiency  of  men,  wo- 
men and  children  when  employed  in  doing  like 
work.  8000  w.  Bui  Dept  of  Labor— May, 
1897.    No.  12613.    45  cts. 

MISCELLANY. 

BOSTON". 

The  Port  of  Boston.  Some  facts  concerning 
New  England's  metropolis,  its  harbor,  exports 
and  imports,  &c.  111.  1600  w.  Sea — May  20, 
1897.    No.  12980.    15  cts. 

EXPOSITION. 

The  Importance  of  the  Universal  Exposition 
of  1900.    J.  C.  Charpentier.    Forecasting  the 


scope  of  the  approaching  Paris  Exposition  and 
the  features  that  will  distinguish  it.  3200  w. 
Eng  Mag — Juue,  1897.    No.  13256.    30  cts. 

The  Paris  Exposition  of  1900.  (Die  Pariser 
Weltausstcllung  im  Jahre  1900.)  The  fmt  of  a 
series  of  articles  by  Herr  Bftmehes,  to  be  con- 
tinued as  the  work  progresses.  This  instalment 
contains  comparative  accounts  of  the  previous 
Paris  Expositions.  2500  w.  Zeitschr  d  Oester 
Ing  u  Arch  Ver— April  2,  1897.  No.  12716. 
30  cts. 

Parts  Exposition  of  1900.  (Exposition  de 
1900).  Miscellaneous  notes  concerning  the  pro- 
gress of  the  work,  with  full-page  bird's-eye  view 
of  the  grounds  and  buildings.  2000  w.  Lc 
Genie  Moderne — May  1,  1897.  No.  12741.  30 
cts. 


ELECTRICAL  ENGINEERING. 


ELECTRO  -  CHEMISTRY. 

ALLOYS. 

Improvements  in  the  Electrolytic  Separation 
of  Metallic  Alloys.  (Neuerungen  in  der  Her- 
stellung  von  Metall-Legierungen  auf  Elektro- 
lytischem  Wege.)  Indicating  a  number  of  possi- 
ble technical  operations  of  electrolytic  separation 
including  also  combinations  of  metals  and 
metalloids.  2500  w.  Zeitschr  fur  Elektro- 
chemie — March  5,  1897.    No.  1245 1.    15  cts. 

CARBON. 

The  Electrochemical  Equivalent  of  Carbon. 
( Das  Elektrochemische  Aequivalent  des  Kohlen- 
stofTs.)  A  number  of  experimental  determina- 
tions give  values  closely  approximating  that  due 
to  theory.  1000  w.  Zeitschr  f  Elektrochemie 
— April  5,  1897.    No.  12770.    30  cts. 

DECOMPOSITION. 

Electrolytic  Apparatus  for  Decomposition  of 
Salt  Solutions.  (Elektrolytischer  Apparat  zur 
Zerselzung  von  Salzlosungen.)  A  description 
by  Dr.  Koch  of  his  improved  apparatus,  using  a 
quicksilver  cathode.  2000  w.  Elektrochemische 
Zeitschr — May,  1B97.    No.  12767.    30  cts. 

The  Chemical  Decomposition  of  Sulphur. 
(Ueber  dieChemische  Zerlegbarkeit  des  Scfawe- 
fels.)  A  paper  by  Tbeodor  Gross,  in  which  he 
describes  an  electro-chemical  decomposition  of 
sulphur  and  the  isolation  of  a  new  element 
called  Bythium.  5000  w.  Elektrochemische 
Zeitschr— April,  1897.    No.  12764.    30  cts. 

ELECTROLYSIS. 

Laboratory  Apparatus  for  Electrolysis.  (Lab- 
oratoriums-Apparat  fur  Electrolyse.)  Describes 
various  forms  in  which  the  electrolyte  may  be  at 
rest  or  circulating  ;  enabling  a  variety  of  electro- 
chemical reactions  to  be  observed.  2000  w. 
Zeitschr  f  Elektrochemie — April  20,  1897.  No. 
12772.    30  cts. 

Report  upon  Work  with  Electrolysis.  (Bericht 
uber  die  Arbeit  mit  Elektrolyse.)  An  account  of 
the  commercial  results  of  electrolysis  in  the 
Stepanowka  sugar  refinery  and  the  chemical  and 
mechanical  economies  obtained.  6000  w. 
Elektrochemische  Zeitschr — April,  1897.  No. 
12765.    30  cts. 

The  Extraction  of  Metals  from  Their  Ores  by 


Means  of  Electrolysis.  Extracts  from  a  report 
by  C.  Schnabel  in  the  Chemiker  Zeitung.  This 
particular  report  refers  to  the  non-ferrous  metals, 
and  deals  with  zinc,  gold,  silver,  nickel,  copper 
and  aluminum,  1400  w.  Elec  Rev,  Lond — 
April  23, 1897.    No.  12595.    30  cts. 

See  also  Street  and  Electric  Railways. 
POTASSIUM  Perc*rbonat«. 

The  Production  and  Properties  of  Potassuim 
Percarbonate.  (Ueber  die  Darstellung  und  die 
Eigenschaften  des  Kalium-Percarbonats.)  An 
account  by  Prof.  Hansen,  of  the  electrolytic  pro- 
duction of  percarbonate  of  potassium,  in  the 
laboratory  of  the  Zurich  Polytechnic.  3000  w. 
Zeitschr  f  Elektrochemie— April  20,  1897.  Nov 
1 277 1.    30  cts. 

LIGHTING. 

ARC  LIGHTING. 

Arc  Lighting  in  America  and  Europe.  C. 
Wiler.  Abstract  of  paper  read  before  the  Chi- 
cago Elec.  Assn.  Showing  the  conditions  under 
which  arc  lighting  developed  in  Europe  and 
America,  and  the  results  as  a  consequence  of 
these  varying  conditions.  2800  w.  Elec  Eng 
—May  5,  1897.  No.  12628.  15  cts. 
ARTIFICIAL  Light. 

Artificial  Light :  Modern  Methods  Compared 
— Electric-Incandescent,  Welsbach,  Acetylene. 
D.  S.  Jacobus.  A  lecture  introduced  by  experi- 
ments in  colors,  discussing  candle-power  de- 
veloped per  cubic  foot  of  gas,  electrical  energy 
to  produce  the  electric  light,  relative  heating  and 
contamination  of  atmosphere,  explosive  proper- 
ties of  acetylene,  &c.  3600  w.  Jour  Fr  Inst — 
May,  1897.  No.  1 2646.  45  cts. 
BLOOM  HILL,  Eng. 

The  Bloomhill  Electrical  Installation.  David 
Salomons.  A  brief  outline  of  the  history  of  the 
plant  and  a  general  survey,  with  illustrations. 
Describes  the  installation  and  laboratories.  4000 
w.  Am  Elect'n— May,  1897.  No.  12865.  15 
cts. 

COATBRIDGE. 

Coatbridge :  Old  and  New.  Illustrations  of 
the  remodelled  station,  where  a  gas  plant  has 
been  abandoned  in  favor  of  steam  engines,  with 
a  study  of  the  causes  that  led  to  failure.  3300 
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w.    Elect'n— May  7,  1897.    No.  12925.  30  cts. 

FILAMENTS. 

High- Voltage  Lamp  Filaments.  Alfred  H. 
Gibbings.  Deals  with  double-  and  single-fila- 
ment lamps,  preferring  the  latter.  III.  1000  w. 
Elec,  Lond— April  30,  1897.  No.  12696.  30 
cts. 

OAS  Engines. 

Electric  Lighting  by  Gas  Engines.  F.  W. 
Richart.  Discusses  the  problem  of  choosing  an 
engine,  the  methods  of  governing,  efficiency, 
faults,  and  general  operation.  2800  w.  Tech- 
nograph.    No.  XL    No.  13034.    45  cts. 

HARROW. 

Harrow  Electricity  Works.  Illustrated  de- 
tailed description.  3300  w.  Elec  Eng.  Lond 
—May  14,  1897.    No.  13099.    30  cts. 

HOSPITAL  Lighting. 

The  Construction,  Installation,  and  Perform- 
ance of  the  Electric- Lighting  Plant  at  the  Gov- 
ernment Hospital  for  the  Insane  at  Washington, 
D.  C.  G.  W.  Baird.  Description  and  data  of 
performance.  4400  w.  Jour  of  Am  Socof  Nav 
Engs— May,  1897.    No.  12910.  $1.25. 

ILLUMINATION. 

Experimental  Researches  in  the  Efficiency  of 
Lighting.  (Versuche  mit  Verchiedenen  Beleuch- 
tungsarten.)  Tabulated  results  of  comparative 
tests  for  lighting  of  schools.  The  results  are  for 
arc  and  incandescent  electric  lamps,  and  for  or- 
dinary, Siemens,  and  Welsbach  gas  lamps. 
1500  w.  Zeitsch  d  Oesterr  Ing  u  Arch  Ver — 
Mav  7i  1897.    No.  12727.    30  cts. 

The  Production  and  Utilization  of  Light 
Waves.  (Ueber  Entstehung  und  AusnUtzung 
von  Lichtwellen.)  An  investigation  of  the  illu- 
minating efficiency  and  cost  of  various  modes  of 
artificial  lighting,  including  the  heating  and 
color  effects.  1500  w.  Gesundheits  Ingenieur. 
April  30,  1897.  No.  12779.    30  cts. 

See  also  "  Lighting,"  below. 
INCANDESCENT  Lamp. 

Glowing  of  Disconnected  Incandescent 
Lamps.  N.  S.  Amstutz.  Unpublished  data 
with  reference  to  experiment  previously  pub- 
lished. III.  noow.  Elec— May  12,  1897. 
No.  12861.    15  cts. 

Incandescent- Lamp  Efficiency  :  Its  Impor- 
tance to  Central  Stations.  H.  L  Monroe.  Read 
before  Texas  Gas  and  Electric  Light  Assn. 
Considers  the  light  producing  efficiency,  lamp 
renewals,  economy,  &c.  Discussion  follows. 
6300  w.  Am  Gas  Lgt  Jour — May  17,  1897. 
No.  12926.  15  cts. 
INTERIOR  Wiring. 

Tubing  for  Interior  Electric-Lighting  Wires. 
Charles  Henry  Davis  and  Howard  C.  Forbes. 
The  subject  Is  considered  from  the  commercial 
and  from  the  engineering  standpoint.  III.  2000 
w.  Elec  Rev— May  19,  1897.  No.  12938. 
15  cts. 

Uninsulated  Pipe  for  Interior  Wiring.  V. 
Zingler.  The  object  of  the  paper  is  to  compare 
the  uninsulated  pipe  with  the  insulated,  from  a 
practical  point  of  view,  and  in  the  latter  part  of 
the  article  hints  for  its  efficient  installation  will 
be  given,  taken  from  the  result  of  actual  experi- 
ence. 2500  w.  Elec  Rev,  Lond — May  7,  1S97. 
Serial.    1st  part.    No.  12920.    30  cts. 


LIGHTING. 

Electric  Lighting.  H.  H.  Nortis.  Illus- 
trated description  of  the  incandescent  lamp  and 
the  arc  lamp.  3300  w.  Sib  Jour  of  Engng — 
May.  1897.    No.  12963.    30  cts. 

See  also  "  Illumination,"  above. 
OPTICAL  Lantern. 

The  Electric  Light  in  the  Optical  Lantern. 
Cecil  M.  Hepworth.  A  consideration  of  points 
necessary  to  get  the  greatest  amount  of  light 
and  send  it  in  the  right  direction.  2000  w. 
Sci  Am  Sup — May  15,  1897.  No.  12858.  15 
cts. 

PARIS. 

Lighting  Station  of  the  Champs-Elysces  at 
Levallois.  (Usine  de  la  Compagnie  d*Eclairage 
Electrique  du  Lecteur  des  Champs-Elysees  a 
Levallois.)  Illustrated  description  of  one  of  the 
largest  stations  in  Paris.  The  alternating  gen- 
erators are  built  up  on  the  fly  wheels  of  the 
large  Corliss  engines.  3000  w.  1  plate.  La 
Revue  Technique— April  25,  1897.  No.  12734. 
45  cts. 

8TATION  Enlargement. 

Enlargement  of  One  of  the  Central  Stations 
of  the  Municipal  Electric- Light  Company, 
Brooklyn,  New  York.  Illustrated  description 
and  data  of  the  Rodney  street  station,  which 
contains  some  of  the  latest  improvements  in 
electrical  engineering.  1800  w.  Elec  W Id- 
May  29,  1897.    No.  13212.    15  cts. 

STATIONS. 

Small  Electric  Stations  by  the  Esslingen  Ma- 
chine Works.  (Einige  Kleinere  Elektrizitats- 
werke  der  Maschinen  Fabrik  Esslingen.)  De- 
scribing and  illustrating  several  well-arranged 
lighting  and  power  plants  of  moderate  size. 
5000  w.  Zeitschr  d  Ver  Deutscher  Ing — May 
15,  1897.    No.  12713.    30  cts. 

STREET  Lighting. 

See  Municipal  Engineering,  Streets  and  Pave- 
ments. 

THEATRE. 

The  New  Empire  Palace,  Glasgow.  Brief 
description  devoted  mostly  to  the  electrical  in- 
stallation. III.  1000  w.  Elec  Eng.  Lond— 
April  23.  1897.    No.  12600.    30  cts. 

VACUUM  Tube*. 

Some  Researches  with  Vacuum  Tubes. 
(Einige  Versuche  mit  Vakuumr6hren.)  Inves- 
tigating the  fluorescent  action,  and  discussing 
the  researches  of  Korda,  Oudin  and  Colardeau. 
2000  w.  Elektrotechnische  Zeitschr — May  6, 
1897.    No.  12763.    30  cts. 

Vacuum-Tube  Lighting.  An  account  of  a 
private  seance  given  by  D.  McFarlan  Moore  at 
his  laboratory,  to  a  number  of  invited  guests,  to 
demonstrate  the  progress  made  in  vacuum-tube 
lighting.  Also  editorial.  1200  w.  Elec — June 
2,  1897.    No.  13242.    15  cts. 

POWER. 

ACCUMULATORS. 

See  same  title  under  Street  and  Electric  Rail- 
ways. 

ALTERNATOR. 

A  Novel  Three-Phase  Alternator.  Geo.  D. 
Shepardson.  Illustrated  description.  1100  w. 
Eng's  Year  Book,  Univ  of  Minn— 1897.  No. 
13003.    45  cts. 
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AKMATURES. 

Armature  Reaction  and  the  Theory  of  Com. 
mutation.  C.  C.  Hawkins.  Part  first  consid- 
ers the  reaction  of  a  single  inductor,  the  steady 
E.  M.  F.  of  a  single  inductor  unaffected,  and 
self -excitation  with  separate  magnet  winding. 
1700  w.  Elect'n — April  30,  1897.  Serial.  1st 
part.    No.  12813.  30cts. 

Heating  of  Armatures.  George  Moffat. 
Treats  of  the  cause  of  undue  heating  and  the 
requisites  for  cool  running.  1200  w.  Elec 
Eng — May  26,  1897.    No.  13118.    15  cts. 

CHARGES. 

l'be  Tariff  for  Supply  of  Current  from  Elec- 
tric Stations.  (Die  Stromtarife  bei  Elektric- 
itatswerken.)  A  paper  before  the  German 
Electrotechnic  Society  discussing  the  rate  of 
charges  for  current  for  light  and  power  in  the 
various  cities  of  Germany,  with  curves  showing 
the  relations.  7500  w.  Elektrotechnische 
Zeitschr— April  22,  1897.  No.  12761.  30  cts. 
CURVES. 

Curve  Construction.  (Ueber  Kurvenaufnah- 
men.)  Describing  Joubert's  method  of  plotting 
the  curves  of  alternating  currents.  2000  w. 
Elektrotechnische  Zeitschr— April  15,  1897.  No. 
12757-  30  cts. 
DYNAMO. 

A  Multifunctional  Dynamo.  George  D. 
Shepardson.  Describes  the  Edison  dynamo  of 
the  Univ.  of  Minn,  as  an  example  of  the  value 
and  flexibility  of  electrical  machinery.  1500  w. 
Eng's  Year  Book,  Univ  of  Minn — 1897.  No. 
13008.    45  cts. 

Dynamo  Characteristics.  Wilbur  M.  Stine. 
Considers  the  effect  of  armature  reaction,  and 
the  causes  for  the  departure  of  actual  curves  from 
their  theoretical  outlines.  1 100  w.  Am  Elect'n 
—May,  1897.  No.  12866.  15  cts. 
ELECTRIC  Plant. 

Sec  same  title  under  Street  and  Electric  Rail- 
ways. 

ELEVATORS. 

The  Performance  of  the  Sprague  Electric 
Elevators  in  the  Minneapolis  City  Hall  and 
County  Court  House.  Frank  J.  Sprague.  Full 
report  of  the  committee  employed  by  the  com- 
missioners to  test  the  machines.  1500  w.  Elec 
Eng — May  12,  1897.    No.  12854.  »5  cts. 

Practical  Construction  of  Rheostats  for  Electric 
Elevators.  F.  M.  Everett.  Considers  the  re- 
quirements and  the  existing  conditions  under 
which  the  rheostat  is  to  operate,  with  drawings 
illustrating  types  used  upon  modern  electric- 
elevator  engines.  1400  w.  Technograph — No. 
XI.  No-  13020.  45  cts. 
FACTORIES. 

Transmission  of  Power  in  Factories  by  Elec- 
tricity. S.  V.  Clirehugh.  Read  before  the 
Northern  Society  of  Electrical  Engs.  Points  in 
connection  with  power  distribution,  especially  in 
factories  devoted  to  the  textile  trades.  4000  w. 
Ind  &  Ir — May  21,  1897.    No.  13216.    30  cts. 

Electrical  Power* Equipment  for  General  Fac- 
tory Purposes.  Dugald  C.  Jackson.  A  sum- 
mary of  the  more  recent  results,  and  a  resume* 
of  the  views  held  in  a  number  of  the  great 
manufacturing  establishments  where  experience 
has  been  had  with  electrical  transmission  and 
distribution  of  power.   4500  w.    Trans  Am  Soc 


of  Mech  Engs-Vol.  XVIII.  May,  1897.  No. 
13049.   45  cts. 

GENERATORS. 

Theory  of  the  Three  Wire  Generator  with 
Double  Field  System.  (Theorie  der  Dretleiter- 
maschinen  nach  dem  Doppelfeldsystem.)  An 
historical  review  of  the  subject  by  Herr  Rothert, 
with  an  account  of  his  own  improved  construc- 
tion. Two  articles,  6000  w.  Electrotechnische 
Zeitschr— April  23  and  29,  1S97.  No.  12759. 
60  cts. 

MACHINE  Shop. 

See  title  "Electricity"  under  Mechanical 
Engineering.  Shop  and  Foundry. 
MANUFACTURING  Plants. 

The  Equipment  of  Manufacturing  Establish- 
ments with  Electric  Motors  and  Electric-Power 
Distribution.  Leland  L.  Summers.  Con- 
clusions from  results  obtained  in  fourteen  differ- 
ent establishments,  as  given  in  Prof.  Jackson's 
paper  before  the  W  Soc  of  Engs.  800  w.  Elec 
Engng— May  15,  1897.    No.  12874.    15  cts. 

MARINE  Engineering. 

Electrical  Transmission  of  Power.  F.  Von 
Kodolitsch.  Read  before  the  Inst,  of  Naval 
Arch'ts.  Application  of  electrical  transmission 
of  power  in  marine  engineering  and  ship  build- 
ing. 3500  w.  Engng— April  30,  1897.  No. 
12687.  30  cts. 
MOTOR. 

Rotary  Current  Motors  with  Variable  Number 
of  Poles.  (Drehstrommotoren  mit  Variabler 
Polzahl.)  The  phases  can  be  divided  into 
groups  by  a  peculiar  system  of  connections,  prac- 
tically corresponding  to  a  change  of  winding. 
1500  w.  Electrotechnische  Zeitschr — May  6, 
1897.    No.  12762.    30  cts. 

See  also  "  Electric  Motor"  under  Mechanical 
Engineering.  Engines  and  Motors. 
POWER  Plant. 

The  Power  Plant,  Pipe  Line  and  Dam  of  the 
Pioneer  Electric- Power  Company  of  Ogden, 
Utah.  Henry  Goldmark.  Describes  in  detail 
these  works  recently  built  in  the  canon  of  the 
Ogden  River,  which  constitute  the  most  im- 
portant hydraulic-power  plant  of  Utah,  and  one 
of  the  largest  works  of  the  kind  in  the  country. 
20500  w.  Pro  Am  Soc  of  Civ  Engs — May, 
1697.  No.  13127.  75  ctt. 
PUMPING. 

Electric  Pumping.  A.  T.  MaJtby.  Electric 
power  a.s  available  for  pumping  is  considered 
under  three  heads,  based  on  the  nature  of  the 
generating  power,  with  illustrations  of  various 
plants.  An  account  of  the  present  stage  of  ad- 
vancement of  this  branch  01  electrical  applica- 
tion. 1700  w.  Am  Elect'n— May,  1897.  No. 
12668.    15  cts. 

RATING. 

On  Rating  Electric- Power  Plants  upon  the 
Heat-Unit  Standard.  William  S.  Aldrich.  States 
the  advantages  of  having  such  a  standard  for  this 
purpose  founded  upon  the  heat  unit  basis,  and 
discusses  the  various  phases  of  the  subject.  4200 
w.  Trans  Am  Soc  of  Mech  Engs — Vol.  XVIII. 
May,  1897.  No.  13061.  45  ctt. 
SAFETY  Davlee. 

See  Street  and  Electric  Railways. 

ST.  ANTHONY  Fall*. 

The  St.  Anthony  Falls  Electric-Transmission 
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Plant.  Illustrated  description  of  the  plant  that 
operates  all  the  street  railways  of  Minneapolis 
and  St.  Paul.  2000  w.  St  Ry  Jour — June, 
1897.    No.  13193.    45  cts. 

TRANSFORMER 

The  Alternate-Current  Transformer.  The 
first  of  a  series  of  articles  on  the  construction 
and  design  of  alternate-current  transformers, 
and  the  part  played  by  them  in  the  distribution 
of  electricity.  1500  w.  Elec,  Lond— May  21, 
1897.    Serial.    1st  part.    No.  13200.     30  cts. 

Direct- Current  Transformer.  C.  Thordarson. 
Read  before  the  Chicago  Elec  Assn.  Presents 
the  advantages  of  the  direct  continuous  current 
as  a  method  for  transmitting  electrical  energy, 
and  discusses  the  objections  to  the  direct-current 
transformer.  1500  w.  W  Elect'n — May  29, 
1S97.    No.  13144.    15  cts. 

TRANSMISSION. 

Long-Distance  Transmission  at  Bakersfield, 
Cal.  Illustrated  description  of  plant  for  utiliz- 
ing the  power  of  Kern  river.  800  w.  St  Ry 
Rev— May  15,  1897.    No.  12952.    30  cts. 

Power  Transmission  by  Three-Phase  and  Con- 
tinuous Currents.  G.  L.  Addenbrooke.  A 
presentation  of  the  changed  conditions  and  the 
points  to  be  considered  in  any  argument  of  a 
continuous  versus  a  three-phase  power  trans- 
mission. 2000  w.  Elec  Rev,  Lond— April  30, 
1S97.    No.  12819.    30  cts. 

The  Bellegarde  Electric- Power  Transmission. 
C.  S.  Du  Riche  Preller.  Illustrated  description 
of  the  utilization  of  the  water  power  of  the 
Rhone  at  Bellegarde,  20  miles  below  Geneva. 
2000  w.  Engng— May  14,  1897.  Serial.  1st 
part.    No.  13075.    30  cts. 

The  St.  Lawrence  Power-Transmission 
Scheme.  Brief  description  of  the  project  to 
utilize  the  waters  of  the  St.  Lawrence  in  the 
neighborhood  of  the  township  of  Massena. 
1800  w.  Elec  Eng.  Lond — May  21,  1897.  No. 
I33I5-    30  cts. 

TURNTABLE. 

See  Railroad  Affairs,  Terminals  and  Yards. 

TELEGRAPHY  AND  TELEPHONY. 

HKRLINKK  Patent. 

Decision  in  Favor  of  American  Bell  Telephone 
Company  Sustaining  Legality  of  the  Issuance 
of  the  Berliner  Patent.  Brief  statement  of  the 
case  with  conclusions.  2000  w.  Elec  Eng — 
May  12,  1897.  No.  12855.    15  cts. 

lias  the  Berliner  Patent  Expired?  In  the 
opinion  of  Geo.  H.  Benjamin,  an  eminent 
patent  attorney,  it  expired  in  1894,  through  the 
expiration  of  a  prior  English  patent  to  Berliner. 
500  w.  Elec  Rev — May  26.  1897.  No.  13 109. 
15  cts. 

The  Effect  of  the  Berliner  Decision.  A  sum- 
mary of  opinions  from  various  telephone  com- 
panies and  telephone  men.  3000  w.  Elec  Wld 
— May  15,  1897.    No.  12943.    15  cts. 

The  Full  Text  of  the  Opinion  in  the  Berliner 
Case.  13800  w.  Elec  Wld— May  22.  1897. 
No.  13095.    15  cts. 

The  History  of  the  Berliner  Patent.  The 
complete  history  of  the  patent  is  briefly  given. 
III.  1200  w.  Elec  Wld-May  15,  1897.  No. 
12942.    15  cts. 


CARLE  LAYING. 

Rapid  Cable- Laying  for  War  Purposes. 
Lieut.  Crutchley  and  C.  Scott  Snell.  Describes 
an  apparatus  which  it  is  claimed  can  safely  lay 
a  submarine  cable  at  any  rate  of  speed  within 
the  compass  of  the  fastest  cruiser,  and  sketches 
a  plan  showing  how  this  might  be  of  value  in 
war-time.  III.  2400  w.  Elec  Rev,  Ixind — 
May  14.  1897.  Serial.  1st  part.  No.  13087. 
30  cts. 

CABLES. 

Disturbance  of  Submarine  Cable  Working 
by  Electric  Tramways.  A.  P.  Trotter.  Paper 
read  before  the  Inst,  of  Elec  Engs.  An  account 
of  troubles  at  Cape  Town,  caused  by  the  elec- 
tric tramway  service,  and  the  experiments  made 
to  remedy  the  trouble.  4000  w.  Elect'n — May 
14,1897.     No.  13093.    30  cts. 

Ocean  Depths.  Difficulties  to  be  met  in  lay- 
ing the  Pacific  cable  are  reviewed,  and  state- 
ments appearing  in  other  papers  criticized. 
1700  w.  Elec  Rev,  Lond— April  30,  1897. 
No.  12820.    30  cts. 

Sullivan's  Method  of  Determining  the  Rela- 
tive Positions  and  the  Top  and  Bottom  Ends  of 
Several  Cables  in  a  Tank.  Alex.  Taylor  de- 
scribes the  method  of  H.  W.  Sullivan,  treating 
the  two  tests  separately.  The  relative  positions 
are  determined  by  the  strength  of  the  current 
induced  in  each  one,  and  the  order  of  their  ends 
by  the  direction  of  this  current.  2000  w. 
Elect'n— May  14.  1897.     No.  13092.    30  cts. 

The  Drying  of  Air-space  Cables  (Das  Aus- 
trocknen  von  Luftraumkabeln.)  Describes  ap- 
paratus tor  removing  the  moisture  from  air  in 
sulated  cables  by  chemical  means,  as  used  in 
Paris.  3000  w.  Elektrotechnische  Zeitschr — 
April  8,  1897.    No.  12754.    30  cts. 

ELECTRICAL  Testing. 

Electrical  Testing  for  Telegraph  Engineers. 
J.  Elton  Young.  Extracted  from  a  forthcom- 
ing work  to  be  published  by  the  Electrician  Co. 
The  theory  and  practice  of  testing  as  applied  to 
all  electrical  lines  is  reviewed.  2000  w.  Elect'n 
—April  30,  1897.  Serial.  1st  part.  No.  12812. 
30  cts. 

REPEATKH 

The  Telephone  Repeater.  F.  Jarvis  Patten. 
Describes  and  illustrates  a  few  of  the  types, 
showing  how  difficult  it  is  to  determine  from  a 
sketch  what  will  work  and  what  will  not.  The 
writer  has  never  found  a  repeater  that  worked 
satisfactorily.  III.  1800  w,  Elec  Wld— May 
23.1897.    N0.13094.    15  cts. 

SYNCH RON OCR A PH. 

The  Synchronograph— A  New  Method  of 
Rapidly  Transmitting  Intelligence  by  the  Alter- 
nating Current  Albert  C.  Crehore  and  George 
O.  Squier.  Experiments  upon  a  new  electrical 
system  of  rapid  intelligence-transmission  and  its 
possibilities.  III.  12500  w.  Trans  Am  Inst 
of  Elec  Engs— April,  1897.  No.  13046. 
45  cts. 

TELEGRAPH. 

Telegraphing  without  Wires.  (La  Tele- 
graphic sans  Fil.)  A  review  of  the  experiments 
of  Preece,  Steinheil  and  others.  2500  w.  La 
Revue  Technique— April  10,1897.  No.  12731- 
45  cts. 
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The  Railway  Telegraph.  G.  C.  Kinsman. 
History  of  the  inception  of  the  telegraph,  and 
of  its  application  to  train  movements.  Remi- 
niscences of  De  Wilmot  Smith.  3000  w.  Ry 
Mag— April,  1897.    No.  12836.    30  cts. 

The  Support  of  Telegraph  Wires  of  Iron  and 
Bronze.  (Durchbang  von  Telegraphendrahten 
aus  Eisen  und  Bronce.)  A  discussion  of  the 
strains  upon  telegraph  wires  for  various  tem- 
peratures and  distances  between  poles.  2500  w. 
Elektrotechnische  Zeitschr—  March  11.  1897. 
No.  12460.  30  cts. 
TELEPHONE  Plant. 

The  Cost  of  Constructing,  Operating  and 
Maintaining  a  Telephone  Plant  for  2,600  Sub- 
scribers. Investigations  of  a  committee  show- 
ing investment  and  cost  of  operation  and  main- 
tenance, with  detailed  statement  of  cost  of 
repairs,  &c.  1400  w.  Elec  Engng — May  15, 
1897.  No.  12875.  15  cts. 
TELEPHONES. 

Microphonic  Telephonic  Action.  R.  A.  Fes- 
senden.  An  article  expressing  disagreement 
with  Dr.  Berliner's  theory.  2400  w.  Am 
Elect'n— May,  1897.    No.  12869.    15  cts. 

MISCELLANY. 

BALANCE. 

Investigations  with  the  du  Bois  Magnetic 
Balance.  (Untersucbungen  liber  die  du  Bois'sche 
Magnetische  Waage.)  By  means  of  the  du  Bois 
balance  the  magnetic  properties  of  various  irons 
or  steels  may  be  precisely  investigated,  and 
graphical  curves  constructed  from  the  results. 
3500  w.  Elektrotechnische  Zeitschr — April  8, 
1897.  No.  12755.  30  cts. 
CARBON. 

The  Electrical  Action  of  Carbon  in  Flames. 
Richard  P.  Fuge.  Experiments  are  described, 
showing  the  effect  of  using  carbon  in  one  or 
other  of  its  various  forms  instead  of  a  metal  in 
the  flame.  1800  w.  Elec  Rev,  Lond — May  7, 
1897.  No.  12921.  30  cts. 
CATHODE  Rays. 

Cathode  Rays.  J.  J.  Thomson.  Discourse 
delivered  at  the  Royal  Inst.  An  account  of  some 
of  the  more  recent  investigations.  III.  5500 
w.    Elec'n — May  21,  1897.  No.  13213.  30  cts. 

See  also  "  Roentgen  "  and  "  X  Rays  " 
CONDUCTORS. 

Behavior  of  Discontinuous  Conductors  Sub- 
jected to  Electrical  Actions.  G.  Vicentini.  A 
report  of  investigations,  giving  experiments  on 
large  masses  of  emulsion,  experiments  with 
small  masses,  and  experiments  under  simple 
conditions.  1500  w.  Elect'n— April  23,  1897. 
No.  12603.  30  cts. 
CURRENTS. 

A  Rapid  Break  for  Large  Currents.  A.  G. 
Webster.  A  description  of  the  apparatus  and 
a  test  are  given.  111.  1200  w.  Am  Jour  of 
Sci — May,  1897.    No.  12610.    45  cts. 

The  Effect  of  Great  Current- Strength  on  the 
Conductivity  of  Electrolytes.  Theodore  Will- 
lam  Richards  and  John  Trowbridge.  Investiga- 
tions to  determine  if  theintense  current  involved 
in  the  discharge  of  a  large  condenser  is  capable 
of  causing  any  change  in  the  condition  of  an 
electrolyte.  Concludes  that  it  is  not  essentially 
affected.  700  w.  Am  Jour  of  Sci— May,  1897. 
No.  12612.   45  eta. 


DIRECT  t  onvcralon. 

The  Direct  Conversion  of  Heat  into  Elec- 
tricity. Harry  Barringer  Cox.  Abstract  of  a 
lecture  delivered  before  the  N.  Y.  Elec.  Soc. 
Describes  his  work  in  this  field.  Discussion 
follows.  3000  w.  Elec  Eng — June  2,  1897. 
No.  13243.  15  eta. 
ELECTRICAL  HUtory. 

Epoch-Making  Events  in  Electricity.  G.  H. 
Stockbridge.  Arago's  experiments  and  the 
beginnings  of  magneto-electricity.  3300  w.  Eng 
Mag— June.  1897.  Serial.  3d  part.  No.  13263. 
30  cts. 

ELKCTRIC  Energy. 

On  the  Conversion  of  Electric  Energy  in  Di- 
electrics. Richard  Threlfall.  An  account  of 
the  writer's  experiments,  preceded  by  a  brief 
review  of  the  work  of  others  In  the  same  field. 
8000  w.  Phys  Rev— May-June,  1897.  Serial. 
1st  part.    No.  12932.    45  cts. 

ETHER. 

The  Electrical  Conductivity  of  the  Ether. 
John  Trowbridge.  Outlines  a  method  which 
enables  one  to  form  an  estimate  of  the  energy 
incident  upon  the  production  of  the  Rontgen 
rays.  The  experiments  made  lead  to  the  con- 
clusion that  under  very  high  electrical  stress  the 
ether  becomes  a  good  conductor.  1700  w.  Am 
Jour  of  Sci — May,  1897.    No.  12611.   45  cts. 

OA  L  VANOMETER. 

Principles  and  Efficiency  of  the  Mirror  Gal- 
vanometer. (Konstruktioosgrundsatze  und  Leis- 
tungsf&higkeit  Unserer  Spiegclgalvanometer.) 
An  elaborate  investigation  of  improved  galvano- 
meters especially  for  the  measurement  of  very 
weak  currents.  Serial.  1st  part.  2500  w.  Zeitschr 
f  Elektrochemie— April  5,  1897.  No.  12768. 
30  cts. 

GERMINATION. 

Electro-Germination.  Asa  S.  Kinney.  Illus- 
trated description  of  apparatus  and  methods. 
1300  w.    Sci  Am  Sup— May  15,  1897.  Serial. 
1st  part.    No.  12859.    *5  cts. 
INSTRUMENTS. 

Faults  in  Measuring  Instruments.  Considers 
the  faults  of  the  voltmeter,  the  ammeter,  the  re- 
cording wattmeter,  and  recording  ammeter. 
2500  w.  Am  Elect'n— May,  1897.  No.  12870. 
15  cts. 

IRON  Corci. 

Magnetic  Distribution  in  Short  Iron  Cores. 
W.  G.  Campbell.  Results  of  experiments  made 
for  the  solution  of  the  questions,  What  percent- 
age of  the  total  lines  of  induction  produced  at 
the  middle  of  the  primary  core,  passes  through 
the  windings  of  the  secondary  coil ;  and  what 
magnetizing  force  is  necessary  to  produce  the 
required  induction  in  the  core.  1800  w.  Tech- 
nograph — No.  XI.  No.  13036.  45  cts. 
LIGHTNING  Rods. 

The  Arrangement  of  Lightning  Conductors. 
(Ueber  die  Anlage  von  Blitzableitern.)  Giving 
precautions  as  to  connections  and  grounding, 
together  with  proportions  of  surface  protected 
by  given  arrangements.  2000  w.  Elecktro- 
technische  Zeitschr — April  22,  1897.  No.  12760. 
30  cts. 

MAGNETISM. 

A  New  Action  of  Magnetism  upon  Light. 
(Ueber  eine  Neue  Wirkung  des  Magnetismus  auf 
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das  Licht.)  An  account  of  Dr.  Zeetnan's  ex- 
periments showing  the  action  of  magnetism  upon 
both  the  emission  and  absorption  spectra.  1 500 
w.  Elektrotechnische  Zeitscher— April  15.  1897. 
No.  12758.  30cts. 

The  Influence  of  Heat  Treatment  upon  the 
Magnetic  Properties  of  Steel  and  Iron.  Dr. 
K.  E.  Guthe.  Full  paper  with  discussion  and 
correspondence.  A  contribution  to  knowledge 
of  the  dependence  of  magnetic  properties  on  the 
percentage  of  carbon  present  and  the  character 
of  the  beating.  8000  w.  Trans  Am  Inst  of  Klec 
Engs— March,  1897.    No.  13047.    45  cts. 

Useful  Conceptions  about  Magnetic  Phenom- 
ena. (IiQlfsvorstellungen  bei  Magnet ischen 
Erscheinungen.)  A  discussion  of  the  phenom- 
ena of  hysterisis,  remanence,  permeability, 
<&c,  from  the  metallurgists  standpoint,  and  their 
relation  to  various  kinds  of  material.  6000  w. 
Stahl  und  Eisen— April  15,  1897.  No.  12781. 
45  «s. 
POLKS. 

The  most  Advantageous  Spacing  of  Poles  for 
Supporting  Wires.  (Ueber  die  Bestimmung  der 
Gilnstigen  Mastenintervalle  bei  Fernleitungen.) 
Discusses  the  question  of  the  best  economy  of 
poles  with  the  proper  stresses  upon  the  wires  to 
be  supported.  1500W.  Elektro'.echnische  Zei- 
tschr— April  8,  1897.    No.  12753.    3°  cts. 

REFITS K  DMtruetor. 

See  Municipal  Engineering,  Miscellany. 

It  K8  STANCES 

Starting  Resistances.  E.  A.  N.  Pochin.  Con- 
siders the  different  actions  of  liquid  starting  re- 
sistance and  wire  resistance.  III.  2000  w. 
Elect'n — May  7,  1897.    No.  12924.    30  cts. 

The  Internal  Resistance  of  Galvanic  Cells. 
(Ueber  den  Innern  Widerstand  Galvanischer 
Zellen.)  Especially  relating  to  the  resistance  of 
various  forms  of  accumulator  cells.  2100  w. 
Zeitschr  f  Elektrochemie — April  5,  1897.  No. 
12769.    30  cts.. 

Virtual  Resistance,  Irving  A.  Taylor.  Con- 
siderations which  lead  to  the  conclusion  that,  in 
general,  the  virtual  increase  of  resistance  occur- 
ring in  a  conductor  traversed  by  alternating 
currents  is  so  slight  that,  when  the  other  more 
important  phenomena  occurring  in  conjunction 
with  it  are  considered,  it  may  be  safely  left  out 
of  practical  calculations.  4500  w.  Elec  Engng 
— May  15,  1897.    No.  12873.    *5  cts. 

RIGIDITY. 

The  Magnetic  Increment  of  Rigidity  in  Strong 
Fields.    Howard  D.  Day.    Treats  of  the  in- 


crease of  resistance  to  torque,  produced  by  mag- 
netization of  twisted  wires  of  various  diameters, 
when  the  magnetic  field  increases  to  many 
times  the  amount  needed  to  bring  out  the  ordi- 
nary magnetic  saturation.  2500  w.  Am  Jour  of 
Sci — June,  1897.   No.  132 17.    45  cts. 

ROENTGEN  Ray*. 

On  the  Electrification  of  Gases  Exposed  to 
Rontgen  Rays,  and  the  Absorption  of  Kontgen 
Radiation  by  Gases  and  Vapors.  E.  Ruther- 
ford. Experiments  which  have  been  made  to 
investigate  the  way  in  which  electrified  gases 
can  be  obtained  by  means  of  the  Rontgen  rays, 
and  also  to  examine  the  properties  of  the  charged 
gas.  4500  w.  Elect'n— April  23,  1897.  No. 
12604.    30  cts. 

ROENTGEN  Tob«a. 

Tesla  on  the  Hurtful  Actions  of  Lenard  and 
Rontgen  Tubes.  Gives  the  writer's  experience 
with  the  Rontgen  rays,  relating  chiefly  to  their 
deleterious  action  on  human  tissues.  4000  w. 
Elec  Rev — May  5,  1897.    No.  12632.    15  cts. 

X-RAYS. 

Adjustable  X-Ray  Focus  Tubes.  A.  A.  C. 
Swinton.  Describes  and  illustrates  two  forms 
of  adjustable  focus  tubes.  1200  w.  Elec  Wld 
— May  8,  1897.    No.  12807.    15  cts. 

The  Effect  of  the  Density  of  the  Surrounding 
Gas  on  the  Discharge  of  Electrified  Metals  by 
X-Rays.  C.  D.  Child.  Experimental  work 
with  brief  account  of  results.  2000  w.  Science 
— May  21,  1897.    No.  13024.    15  cts. 

The  Harmful  Effects  of  the  X-Ray.  F.  S. 
Kolle.  Discusses  ideas  advanced  by  Tesla,  and 
gives  the  writer's  experience  and  opinions. 
1200  w.  Elec  Eng— May  19.  1897.  No. 
12936.    15  cts. 

See  also    Cathode"  and  Rontgen." 

URANILM. 

Continuation  of  Experiments  on  Electric 
Properties  of  Uranium.  Lord  Kelvin,  J.  Car- 
ruthers  Beattie,  and  M.  S.  de  Smolan.  Read 
before  the  Royal  Soc  of  Edinburgh.  Results 
bearing  on  the  conductance  induced  in  air  by 
uranium.  1000  w.  Nature — May  6,  1897. 
No.  12923.    30  cts. 

VIBRATIONS. 

The  Absorption  and  Emission  of  Electric  Vi- 
brations. (Ueber  die  Absorption  und  Emission 
der  Elektrischen  Schwingungen.)  A  theoreti- 
cal discussion  of  the  relations  of  electric  to  other 
physical  vibrations.  2000  w.  Die  Elektrizi- 
tat — April  24,  1897.    No.  12774.    3°  cts. 


MARINE  ENGINEERING. 


BOILERS  AND  ENGINES. 

ACCIDENT. 

The  Accident  to  H.  M.  S.  "  Star."  Edito- 
rial on  the  accident  to  the  torpedo-boat  de- 
stroyer, caused  by  a  split  cylinder.  1400  w. 
Engng— May  7,  1897.    No.  12901.    30  cts. 

BOILERS. 

\  New  Scotch  Boilers  for  U.  S.  S.  Chicago. 
Illustration  and  brief  description  of  one  of  the 
four  Scotch  boilers.    It  is  the  first  nickel-steel 


boiler  built  in  the  United  States.  1200  w. 
Marine  Engng— May,  1897.  No.  12698.  30 
cts. 

CONTRACT  Trials. 

The  Contract  Trials  of  the  U.  S.  Gunboats 
Helena  and  Wilmington.  W.  S.  Smith.  De- 
tailed descriptions  with  account  of  trials,  giving 
data.  III.  4000  w.  Jour  Am  Soc  of  Nav 
Engs — May,  1897.    No.  12914.  $1.25. 

Contract  Trial  of  the  Gresham.    C.  A.  Mc- 
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Allister.  Describes  this  single-screw  steel  rev- 
enue cutter,  built  by  the  Globe  Iron- Works  Co. 
of  Cleveland,  O.,  giving  dimensions,  ratios, 
&c,  of  the  engine,  and  account  of  trial  trip 
with  data.  III.  3500  w.  Jour  Am  Soc  of 
Nav  Engs— May,  1897.    No.  12911.  $1.25. 

The  Official  Trial  Trip  of  the  U.  S.  Gunboat 
"  Annapolis."  This  is  the  first  U.  S.  govern- 
ment vessel  of  large  size  to  be  fitted  with  boilers 
of  the  water-tube  type  exclusively.  Descrip- 
tion and  dimensions,  with  brief  report  of  trial. 
500  w.  Eng  News— May  13,  1897.  No. 
12878.    15  cts. 

DOCKS. 

The  Position  and  Prospects  of  the  Milford 
Docks.  A  brief  history  of  the  undertaking, 
with  the  story  of  the  difficulties.  Interesting  to 
those  concerned  in  port  administration.  3300 
w.  Trans — May  14,  1897.  No.  13097.  30  cts. 

DRY-DOCK. 

A  Leak  in  the  New  Dry-Dock,  Brooklyn 
Navy  Yard.  A  statement  of  the  case  based  on 
such  facts  as  could  be  ascertained,  with  the 
measures  being  taken  to  remedy  the  defect. 
1000  w.  Sci  Am— May  22,  1897.  No.  12966. 
15  cts. 

KN  GINKS. 

Inglis's  Triple-Expansion  Paddle- Wheel  En- 
gines. Illustrated  description  of  the  engines  for 
the  paddle-steamer  Paris,  built  for  the  River 
Plate  Co.  1500  w.  Engng— April  30.  1897. 
No.  12683.    3°  cts. 

Marine-Engine  Designs.  William  Burling- 
ham.  Aims  to  call  attention  to  facts  that  ought 
to  be  observed  in  the  design  of  marine  engines, 
especially  such  as  engineering  works  rarely  dis- 
cuss. 3000  w.  Mach,  N.  Y.  -  June,  1897. 
Serial.    1st  part.    No.  13225.    15  cts. 

HIGH  Pren«ur»a. 

High  Pressures  for  Marine  Engines.  W.  R. 
Cummins.  Read  before  the  North-East  Coast 
Inst,  of  Engs  &  Shipbuilders.  The  writer  re- 
capitulates the  arguments  of  a  former  paper  as 
to  the  economy  to  be  expected  frcm  increase  of 
pressure,  and  touches  upon  the  commercial  as- 
pect of  the  question  ;  considers  the  type  of  boiler 
that  will  best  suit  the  new  conditions,  and  makes 
some  suggestions  as  to  the  design  of  an  engine 
most  suitable  for  this  increased  pressure.  2500 
w.  Prac  Eng— April  30,  1897.  Serial.  1st 
part.    No.  1 28 1 5.    30  cts. 

MOTOR 

The  New  Marine  Motor.  Describes  a  trip  in 
the  Turbinia,  which  made  thirty-eight  miles  an 
hour  at  sea.  111.  2200  w.  Prac  Eng— April 
30,1897.    No.  12817.    30  cts. 

PROPULSION. 

The  Application  of  the  Compound  Steam  Tur- 


bine to  the  Purpose  of  Marine  Propulson. 
Charles  Parsons.  Describes  the  Turbinia,  with 
a  summary  of  advantages  claimed.  Trials  and 
abstract  of  discussion.  3800  w.  Jour  Am  Soc 
of  Nav  Engs— May,  1897.  No.  12915.  $1.25. 
SCOW. 

Steam  Dumping  Scow  for  the  Street  Cleaning 
Department  of  New  York.  Illustrated  descrip- 
tion of  scow,  with  brief  comment  on  the  efficient 
work  of  this  department.  1300  w.  Sci  Am — 
June  s,  1897.    No.  13250.    15  cts. 

SHIPBUILDING. 

A  Useful  Wood  for  Shipbuilding  and  Docks. 
An  account  of  tests  made  on  wood  treated  by  a 
new  method  to  protect  it  from  all  danger  of 
combustion.  1000  w.  Trans — May  14,  1897. 
No.  13098.    30  cts. 

Shipbuilding,  Ancient  and  Modern.  M.  W. 
Aisbitt.  Abstract  of  paper  read  at  meeting  of 
the  Bristol  Channel  Center  of  the  Inst,  of  Marine 
Engs.  Considers  the  proportions  of  the  Ark, 
other  ancient  vessels,  modern  wooden  vessels, 
advent  of  iron  and  steel,  a  steamer's  require- 
ments. 2500  w.  Steamship — May,  1897.  No. 
12805.  30  cts. 
SHIP-YARDS. 

The  Military  Value  of  the  Ship- Yard.  Lewis 
Nixon.  Resume'  of  the  history  of  the  U.  S. 
naval  reconstruction  and  survey  of  the  existing 
situation,  with  comparison  or  constrast  with  the 
policy  of  Great  Britain.  6000  w.  N  Amer  Rev. — 
June.  1897.  No.  13218.  45  cts. 
STABILITY. 

Hints  on  Elementary  Stability,  with  Remarks 
on  Water  Ballast.  A.  S.  Thomson.  Read  be- 
fore the  Shipmaster's  Society,  London.  A  study 
of  the  relation  of  the  center  of  buoyancy  to  the 
center  of  gravity.  1800  w.  Marine  Engng — 
May  1897.  No.  12697.  30  cts. 
STKAMSHIPS. 

Notes  on  the  Estimation  of  the  Power  of 
Steamships  at  Sea  and  of  Feed  and  Circulating 
Water  at  Sea.  Nisbet  Sinclair.  Read  before 
the  Inst,  of  Engs.  &  Shipbuilders  in  Scotland. 
Part  first  discusses  sea  power  and  shows  the  im- 
portance of  providing  proper  instruments  and 
being  able  to  furnish  data  of  performances.  Also 
begins  the  discussion  of  feed-  and  circulating- 
water.  2500  w.  Ind  &  Ir— April  30,  1897. 
Serial.    1st  part.    No.  12693.    30  cts. 

The  Steamship  La  Grande  Duchesse.  Illus- 
trated description  of  a  new  steamer  recently 
built  by  the  Newport  News  Shipbuilding  and 
Dry- Dock  Company.  1200  w.  Eng,  Lond— 
May  21.  1897.  No.  13210.  30cts. 
TORPEDO  Boat. 

The  Torpedo  Boat  Porter.  Brief  illustrated 
description.  600  w.  Sci  Am — May  22,  1897. 
No.  1296;.    15  cts. 
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BOILERS.  FURNACES  AND  FIRING. 

BOILER  Practice. 

European  Boiler  Practice,  R.  S.  Hale.  Dis- 
cusses types  of  boilers,  economizers,  superheat- 
ers, grates,  mechanical  stokers,  boiler  fittings, 
pipe  coverings,  chimneys,  boiler  operation,  test- 


ing, labor  in  boiler  room,  steam  engines  &c. 
Discussion  follows.  111.  8000  w.  Jour  Assn 
of  Enging  Soc— April,  1897.  No.  13016.  30 
cts. 

BOILER  Prices. 

Current  Boiler  Prices  for  Large  Electrical 
Plants.    An  account  of  the  bids  for  boilers  re- 
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ccived  by  the  United  States  Electric  Lighting 
Co.,  of  Washington,  D.  C.    600  w.     Elec  Eng 
—May  26,  1897.    No.  13117.  I5Ct3. 
BOILERS. 

Boilers  and  the  Use  of  Steam.  William  H. 
Bryan.  A  lecture  delivered  before  the  Wage 
Earners  Self-Culture  Club,  St.  Louis.  Dis- 
cusses what  steam  is,  principal  uses,  types  of 
boilers  and  of  engines,  efficiency  of  boilers  and 
engines.  4000  w.  Age  of  St— May  8,  1897.  No. 
12834.  15  cts. 
HOILKR  Teat. 

Evaporation  Test  of  a  Boiler  with  Eccentric 
Internal  Furnace  Flue.  (Verdampfungsversuche 
an  einem  Kessel  mit  Seitlichcm  Wcllrohre.)  A 
boiler  of  the  Lancashire  type,  with  corrugated 
furnace  flue  eccentrically  placed.  An  evapora- 
tion of  9.98  lbs  of  water,  and  an  efficiency  of 
75.5  per  cent,  was  obtained.  1500  w.  Zeitschr 
d  Ver  deutscher  Ing — May  15,  1897.  No. 
12714.    30  cts. 

Fuel-Gas  Analyses  in  Boiler  Tests.  R.  S. 
Hale.  Describes  a  few  of  the  devices  and 
methods  of  obtaining  the  analyses  of  gases,  with 
illustrative  tests.  111.  6500  w.  Trans  Arc 
Inst  of  Mech  Engs.  Vol.  XVIIL— May,  1897. 
No.  13064.  45  cts. 
BOILKR  Construction. 

Experiments  in  Boiler  Bracing.  Francis  J. 
Cole.  Investigations  into  the  holding  power, 
at  different  temperatures,  of  various  styles  of 
locomotive  fire-box  crown  stays.  III.  1800  w. 
Trans  Am  Soc  of  Mech  Engs.  Vol.  XVIIL— 
May,  1897.    No.  13059.    45  cts. 

Man-  Hole  Frames.  Discusses  the  necessity  of 
providing  man-holes,  convenient  of  access,  safe 
&c,  with  points  of  importance  to  be  observed  in 
construction.  111.  1800  w.  Lord's  Mag — 
Feb.,  1897.    No.  12840.    15  cts. 

The  Reinforcing  Openings  in  Boilers.  From 
"  The  Locomotive."  The  details  of  their  safe 
design.  1700  w.  Bos  Jour  of  Com — May  29, 
1897.    No.  13223.    15  cts. 

BOILKR  Inspection. 

A  National  Boiler- Inspection  Law.  E.  D. 
Meier.  Presents  the  need  of  such  a  law;  all  that 
has  been  done  ;  other  countries  ;  and  gives  sug- 
gestions for  early  and  complete  accomplishment 
of  the  desired  end.  4000  w.  Jour  Assn  of 
EngngSoc — April,  1897.  No.  1302 1.  30  cts. 
BOILKR  Water*. 

Boiler  Waters.  S.  W.  Parr.  Classifies  in  a 
general  way  the  waters  producing  harmful  re- 
sults, giving  method  of  analysis.  2800  w. 
TcchnogTaph — No.  XI.    No.  13032.    45  cts. 

The  Cure  for  Corrosion  and  Scale  from  Boiler 
Waters.  Albert  A.  Cary.  An  examination  of 
the  devices  employed  in  skimming  and  nitration. 
111.  8600  w.  Eng  Mag — June,  1897.  Serial. 
4th  part.    No.  13265.    30  cts. 

The  Quality  of  the  Boiler-Water  Supply  of 
a  Portion  of  Northern  Illinois.  James  A. 
Carney.  This  subject  gives  much  trouble  in 
Illinois,  and  after  careful  analyses  the  writer  con- 
cludes that  water  for  boiler  purposes  should  be 
taken  as  much  as  possible  from  streams,  lakes  or 
artificial  ponds.  2200  w.  Trans  Am  Inst  of 
Min  Engs— May.  1897.  No.  13167.  45  cts. 
EXHAUST  Stee.ni.. 

Some  Considerations  of  the  Economical  Use 


of  Exhaust  Steam.  Willard  T.  Hatch.  Read 
at  meeting  of  Providence  Assn.  of  Mech.  Engs. 
Considers  its  use  in  the  heating  of  buildings  and 
the  production  of  additional  power  by  its  use  in 
a  condensing  engine.  2800  w.  Ir  Age — May 
6.1897.    No.  12634.    15  cts. 

FURNACE. 

The  Down-draught  Furnace.  A.  B.  Haz- 
zard.  Extract  from  paper  read  before  the  St. 
Louis  Assn.  No,  2.  of  Missouri  N.  A.  S.  E. 
Describes  the  three  ways  of  setting  a  furnace, 
the  common  grate  setting,  the  understoker,  and 
the  down  draught,  with  the  principal  features  of 
the  latter.  1200  w.  San  Plumb— May  1,  1897. 
No.  12637.    15  cts. 

The  -  Weardale  "  Furnace.  Henry  William 
Hollis.  Abstract  of  paper  read  at  the  Iron  and 
Steel  Inst.  Illustrated  description  of  the  fur- 
nace and  mode  of  working.  2500  w.  Eng, 
Lond— May  14,  1897.  No.  13074.  30  cts. 
RIVETING 

Hydraulic  Riveting  Plant — Chicago  and 
North- Western  Railway.  Description  with  illus- 
trations of  the  general  arrangement  of  the  ma- 
chinery. 700  w.  Am  Eng  &  R  R  Jour— June, 
1897.  No.  13237.  30  cts. 
SMOKE  Prevention. 

Report  on  Smokeless  Boiler  Plants  in  Saxony. 
(Bericht  liber  Rauchfreie  Dampfkesseianlagen  in 
Sachsen.)  A  very  full  review  of  Prof.  Lewicki's 
report  to  the  Minister  of  the  Interior,  showing 
the  performance  of  a  great  variety  of  furnaces 
and  fuels.  Two  articles.  12000  w.  Zeitsch 
d  Ver  Deutscher  Ing— April  17  and  24,  1897. 
No.  12707.    60  cts. 

COMPRESSED  AIR. 

AIR  COMPRESSOR. 

The  Rosier  Compound  Air  Compressor. 
(Verbund  Kompressor,  Bauart  Roster.)  A  tan- 
dem-compound steam  engine  and  a  tandem-com- 
pound air-compressor  coupled  side  by  side  to  the 
same  shaft,  with  cranks  at  right  angles.  The 
air  cylinders  have  mechanically-actuated  valves. 
Efficiency  81  per  cent.  3500  w.  Zeitsch  d  Ver 
Deutscher  Ing— April  10,  1897.  No.  12703. 
30  cts. 

CONVERTER. 

See  Mining  and  Metallurgy,  Iron  and  Steel. 
EFFICIENCIES. 

Relative  Efficiencies  of  a  Compressed  Air 
Plant  Due  to  Difference  of  Level  Above  and 
Below  Sea  Level.  F.  C.  Wcbcr.  Formula  and 
chart  by  use  of  which  one  may  select  an  air  com- 
pressor of  sufficient  capacity  to  supply  a  motor 
with  equivalent  volume  of  air,  no  matter  where 
it  may  be  located.  700  w.  Com  Air— May, 
1897,  No.  12964.  15  cts. 
LOCOMOTIVE. 

See  same  title  under  Street  and  Electric  Rail- 
way. 

MINING  Purposes. 

The  Use  of  Compressed  Air  for  Mining  Pur- 
poses.  Edward  A.  Rix.  A  lecture  to  the  en- 
gineering students  of  Leland  Stanford  Jr.  Uni- 
versity. Considers  compressed  air  the  only 
power  which  is  alone  sufficient  to  supply  all  the 
power  needs  of  an  average  mine.  2500  w.  Min 
&SciPr— May  15,  1897.  Serial,  istpart.  No. 
12979.    15  cts. 


Wt  supply  copies  oflhts*  art  tele  1.   See  introductory. 


Digitized  by  LiOOQie 


MECHANICAL  ENGINEERING. 


653 


POWER  TranMUiiNMiou. 

Transmission  of  Power  by  Compressed  Air. 
Richard  Hirsch.  From  a  paper  read  before  the 
Eng's  Soc.  of  W.  Penn.  Describes  a  proposed 
plant  capable  of  transmitting  1100  indicated 
horse  power,  developed  in  the  motors  where  used, 
with  the  cost  of  building  and  operating  the  same. 
1700  w.  Am  Mfr  &  lr  W|d—  May  14,  1897. 
No.  i28?o     15  ct!«. 

ENGINES  AND  MOTORS. 

BALANCING. 

The  Influence  and  Balancing  of  Moving 
Masses  in  Steam  Engines.  (Die  Massenwir- 
kungen  der  Dampfmaschinen  und  ihre  Balanci- 
rung.)  A  geometrical  investigation,  including 
simple  and  multiple-expansion  engines  with 
various  crank  relations.  5000  w.  Zeitschr  d 
Oesterr  Ing  u  Arch  Ver— April  30,  1897.  No. 
12725.  30  cts. 
COUPLING. 

Theory  of  Coupling  and  Connecting  Rods. 
Ivanhoff  Veder.  Considers  the  case  in  relation 
to  slow-running  and  also  high  speed  engines. 
600  w.  Frac  Eng—  May  21, 1897.  Serial.  1st 
part.  No.  13214.  30  cts. 
CYLINDER  Dimensions. 

Method  for  Determining  Cylinder  Dimensions 
for  Multi-Cylinder  Steam-Engines.  A.  W. 
Smith.  The  method  is  a  modification  of  Prof. 
Unwin's  method,  extended  to  triple  expansion, 
and  may  be  applied  to  four  or  more  cylinders. 
2500  w.  Engng  Joar— May,  1897.  No.  13121. 
30  cts. 

EFFICIENCY. 

The  Efficiency  of  Steam  Engines.  Considers 
briefly  several  standards  of  efficiency.  1000  w. 
Am  Eng  &  RR  Jour— June,  1897.  No.  13234- 
30  cts. 

BLECTRIC  Motor. 

The  Use  of  Electric  Motors  in  Machine  Shops. 
Charles  H.  Benjamin.  Discusses  the  applica- 
tion of  electricity  to  machine  tools  from  the 
standpoint  of  the  manufacturer  and  of  the 
mechanical  engineer,  with  a  view  of  determining 
under  what  circumstances  it  is  profitable  to  use 
that  system  of  power-transmission.  4400  w. 
Jour  Assn  of  Engng  Soc — April,  1897.  No. 
1 3014.  30  cts. 
ENGINE  Proportions. 

Current  Practice  in  Engine  Proportions.  John 
H.  Barr.  Results  of  investigations  made  upon 
"  low-speed  "-engine  proportions,  with  several 
interesting  diagrams.  4000  w.  Trans  Am  Soc 
of  Mech  Engs-Vol.  XVIII.  May,  1897.  No. 
13062.  45  cts. 
ENGINE  Tests. 

Tests  of  Three  Sulzer  Engines.  Hamilton 
A.  Hill.  Reports  of  three  tests  of  large  mill 
engines,  built  by  Messrs.  Sulier  Bros.,  Win- 
terthur  (Switzerland),  which  show  unusually  fine 
results.  III.  2400  w.  Trans  Am  Soc  of  Mech 
Engs— Vol.  XVIII.  May,  1897.  No.  13067. 
45  cts. 

EXPLOSION  Engine. 

The  Modern  Explosion  Engine.  E.  S.  Savage. 
Discusses  the  requisites  of  the  explosion  engine 
and  its  advantages,  admitting  the  imperfections, 
but  predicting  a  bright  future.  2500  w.  Eng's 
Year  Book,  Univ  of  Minn.  1697.  No.  13009. 
45  cts. 


FANS. 

See  Mechanical  Engineering,  Miscellany. 
GAS  Engine. 

A  Practical  Illustration  of  the  Working  of  a 
Large  Gas  Engine.  Ernest  F.  Lloyd.  Gives 
curve  of  average  working  taken  from  engine  at 
Lancaster,  Ohio,  with  comments.  9C.0  w.  Am 
Gas  Lgt  Jour — May  17,  1897.  No.  12927.  15 
cts. 

Gas-Engine  Requirements.  Sidney  A. Reeve. 
An  indictment  of  the  shortcomings  of  gas-engine 
builders.  2400  w.  Elec— May  12,  1897.  No. 
12862.    15  cts. 

See  same  title  under  Electrical  Engineering, 
Light. 

HIGII-SPERD  Engines. 

The  Rapid  Coming  in  of  High-Speed  Engines. 
States  their  advantages,  and  the  objections  when 
they  are  built  on  low-speed  models.  3300  w. 
Engng  Mech— April,  1897.  No.  12640.  30 
cts. 

INDICATOR. 

A  Continuous  Steam-Engine  Indicator. 
Thomas  Gray.  The  instrument  described  was 
devised  with  the  object  of  obtaining  a  record 
of  the  performance  of  a  gas  engine  during  a 
series  of  successive  cycles  of  operation.  111. 
2000  w.  Trans  Am  Soc  of  Mech  Engs — Vol. 
XVIII.  May,  1897.  No.  13057-  45  cts. 
INDICATOR  Diagram. 

Effect  of  Piping  Arrangements  on  the  Indi- 
cator Diagram.  D.  T.  Randall.  Experiments 
with  such  a  selection  of  data  as  will  best  show 
the  differences  in  results  obtained  under  various 
conditions  of  cut-off  and  pipe  lengths.  1500  w. 
Technograph— No.  XI.  No.  1303 1.  45  els. 
LOADING. 

The  Best  Load  for  the  Compound  Steam  En* 
gine.  Albert  R.  Mansfield.  Graphical  record 
of  tests  of  two  compounds  of  Buckeye  Engine 
Co.'s  make,  both  condensing  engines,  with  brief 
explanation.  500  w.  Trans  Am  Soc  of  Mech 
Engs— Vol.  XVIII.  May,  1897.  No.  13066. 
45  cts. 

OSCILLATING  Engine. 

Acceleration  Diagram  for  the  Oscillating  En- 
gine. A.  C.  Elliott.  Acceleration  diagrams  for 
the  oscillating  engine  are  given  and  the  con- 
structions explained.  1000  w.  Engng — May 
21,1897.  No.  13151.  30  cts. 
P  KTKOLKUN  Engines. 

Petroleum  Engines.  Frederick  Grover.  Part 
first  examines  the  physical  properties  of  the  oil 
which  more  directly  affect  the  design  of  oil  en- 
gines, and  the  construction  of  some  early  types. 
III.  1300  w.  Prac  Eng — May  7,  1897.  Serial. 
1st  part.    No.  12919.    30  cts. 

The  Peugeot  Petroleum  Motor.    Describes  a 
recently  designed  motor,  to  be  used  in  mechani- 
cally propelled  carriages.    III.    2000  w.  Engng 
—May  2t,  1897.    No.  13152.    30  cts. 
WET  Steam. 

Tests  to  Show  the  Influence  of  Moisture  in 
Steam  in  the  Economy  of  a  Steam  Turbine.  1). 
S.  Jacobus.  Gives  conditions  of  tests  and  the 
results.  1300  w.  Trans  Am  Soc  of  Mech 
Engs,  Vol.  XVIII.  May,  1897.  No  13054. 
45  cts. 


We  supply  copies  q/~  these  articles.  See  introductory. 
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STEAM  Engine*. 

The  Steam  Engines  at  the  Electrical  and 
Technical  Exposition  at  Stuttgart,  1896.  (Die 
Dampfmaschinen  auf  der  Ausstellung  fur  Elek- 
trotecbnik   und    Kunstgewerbe    in  Stuttgart 

1896.  )  A  fully  illustrated  description  of  some 
excellent  simple  and  compound  engines  adapted 
for  electrical  service.  5000  w.  Zeitscbr  d  Ver 
Deutscher  Ing— May  8,  1897.  No.  12712. 
30  cts. 

The  History  and  Structure  of  the  Steam  En- 
gine. Robert  H.  Thurston.  Early  history  of 
the  steam  engine.  First  of  a  series  of  twelve 
articles  to  describe  and  illustrate  the  birth  and 
growth  of  the  steam  engine  to  date.  Abstracted 
from  "  The  Manual  of  the  Steam  Engine." 
6500  w.  Ry  Mag— April,  1897.  Serial.  1st 
part.  No.  12837.  30  cts. 
THERMODYNAMICS. 

The  Heat  Diagram  of  Saturated  Vapors,  and 
its  Applications  to  Heat  and  Cold  Engines. 
(Das  Warme  Diagramm  der  Gesattigten  Dampfe 
und  seine  Anwendung  auf  Heis-  und  Kalt 
Dampfmaschinen.)  An  analytical  and  geometri- 
cal Investigation  of  the  entropy  diagram  by 
Prof.  Ancona,  of  Milan.  Two  articles.  10000 
w.  Zeitsch  d  Ver  Deutscher  Ing— April  17,  and 
May  15,  1897.  No.  12706.  60  cts. 
VALVE  Diagram. 

The  Blcentric  Slide-Valve  Diagram.  (Das 
Bizentrische  Polare  Exzenterschieber  Dia- 
gramm.) A  new  diagram  by  chief  engineer 
Brix,  of  the  Russian  navy.  It  determines  the 
valve  positions  taking  into  account  the  angular 
deviations  of  the  valve  and  connecting  rod. 
3000  w.  Zeitschr  d  Ver  Deutscher  Ing— April 
10,1897.    No.  12705.    30  cts. 

VALVES. 

Valve  Lifts.  Herbert  Aughtie.  Diagrams  of 
various  valves  are  given  and  studied,  noow. 
Prac  Eng— May  14, 1897.  No.  13115.  30cts. 
WELLINGTON  Engine. 

The  Wellington  Engine  and  Modern  Steam- 
Engine  Efficiency  Compared.  Henry  E.  Ixmg- 
weli.  Exceptions  taken  to  statements  made  in 
an  article  published  in  this  paper,  April  21,  on 
the  Wellington  series  engine,  with  examination 
of  the  system.    1200  w.   Elec  Eng — May  5, 

1897.  No.  12629.    15  cts. 

The  Wellington  Series  Engine.  J.  E.  John- 
son, Jr.  A  criticism  of  the  conception  on 
which  Mr.  Wellington's  ideas  are  based  and 
concluding  that  the  best  steam  engines  of  to-day 
are  as  economical  as  it  is  commercially  practica- 
ble to  make  them.  1200  w.  Eng  &  Min  Jour 
—May  8.  1897.  No.  12649.  15  cts. 
WIRE  Drawing. 

Loss  by  Wire  Drawing.  W.  H.  Booth. 
Shows  there  is  no  loss  from  wire  drawing  of 
steam,  but  that  such  wire  drawing  is  probably 
not  to  be  economically  employed  in  place  of  ex- 
pansion, save  where  expansive  working  is  being 
carried  to  excess.  1800  w.  Mach,  N.  Y.— 
June,  1897.    No.  13227.    15  cts. 

POWER  AND  TRANSMISSION. 

DYNAMOMETER. 

A  Design  for  a  Dynamometer.  L.  M.  IIos- 
kins.  The  device  is  described  and  illustrated. 
800  w.  Engng  Jour—May.  1897.  No.  13122. 
30  cts. 


A  New  Form  of  Transmission  Dynamometer. 
Frederick  Bedell.  Describes  an  ingenious  device 
that  has  been  used  in  the  laboratories  of  Cornell 
University.  900  w.  Trans  Am  Soc  of  Mech 
Engs— Vol  XVIII.  May,  1897.  No.  13065. 
45  cts. 

POWER  TransmlMlon. 

The  Comparative  Economy  of  Power  Trans- 
mission by  Gas  and  oy  Electricity.  Question- 
ing statements  made  in  a  paper  by  Nelson  W. 
Perry.  1500  w.  Eng  News — May  13,  1897. 
No.  12880.    15  cts. 

Electricity  versus  Shafting  in  the  Machine 
Shop.  Charles  H.  Benjamin.  Showing  the  eco- 
nomic advantages  of  the  newer  system.  4800  w. 
Trans  Am  Soc  of  Mech  Engs— Vol.  XVIII. 
May.  1897.  No.  13063.  45  cts. 
PROPULSION. 

Mechanical  Propulsion  on  Canals.  Leslie  S. 
Robinson.  Read  before  the  Inst,  of  Mech  Engs. 
A  review  of  the  general  question  of  propulsion 
or  haulage  on  canals.  Also  discussion.  7500 
w.  Engng — April  30,  1897.  Serial.  1st  part. 
No.  12686.  30  cts. 
STEAM  Power. 

See  Mining  and  Metallurgy,  Iron  and  Steel. 

WATER-WHEELS. 

Report  of  Tests  of  a  28-inch  and  36-inch 
"Cascade"  Water-Wheel  Made  at  the  Mech- 
anical Engineering  Laboratory  of  the  Ohio  State 
University.  Abstract  by  John  H.  Cooper.  A 
brief  illustrated  description  of  ^"Cascade" 
wheel,  with  results  of  a  series  of  tests.  700  w. 
Jour  Fr  Inst — May,  1897.    No.  12647.    45  cts- 

The  Principles  and  Construction  of  Water- 
Wheels.  W.  E.  Wines.  Read  before  the  Tech- 
nical Soc.  of  Armour  Inst.,  Chicago.  A  few 
fundamental  principles  relative  to  the  efficiency 
of  water-wheels  in  general  and  to  the  action  of  a 
jet  of  water  upon  a  vane  are  laid  down,  followed 
by  discussion  of  different  classes  of  water- 
wheels.  1600  w.  Elec  Eng— May  12,  1897. 
Serial.  1st  part.  No.  12853.  15  cts. 
WIND  Power. 

The  Utilization  of  Wind  as  a  Motive  Force. 
Illustrated  description  of  some  modern  wind- 
mills and  a  comparison  of  their  advantages  with 
steam  power,  noow.  Mach,  Lond — May  15, 
1897.    Serial.    1st  part.    No.  13119.    30  cts. 

See  also  "Factories,"  "Marine  Engineer- 
ing," *'  Manufacturing  Plants,"  "  St.  Anthony's 
Falls."  and  "Transmission"  under  Electrical 
Engineering,  Power. 

See  also  "  Power  Transmission"  under  Mech- 
anical Engineering,  "  Compressed  Air." 

SHOP  AND  FOUNDRY. 

ALUMINUM. 

The  Working  of  Sheet  Aluminum.  From 
the  Aluminum  World.  Describes  lathe  work, 
drawing,  spinning,  frosting,  burnishing.  2500 
w.  Met  Work— May  15,  1897.  No.  12876. 
15  cts. 
BORING. 

Universal  Boring,  Drilling  and  Milling  Ma- 
chine. Illustrated  description  of  a  piece  of 
heavy-tool  construction  recently  supplied  by 
Bement,  Miles  &  Co.  to  the  Bethlehem  Iron  Co. 
1000  w.  Am  Mach— May  6,  1897.  No.  12658. 
15  cts. 
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CASTINGS. 

Volumoar  Contraction  of  Castings  in  Cooling. 
Francis  Schumann.  This  paper  contains  ad- 
denda to  the  paper  entitled  "  Contraction  and 
Deformation  of  Iron  Castings  in  Cooling  from 
the  Fluid  to  the  Solid  State"  and  is  intended  to 
open  and  continue  discussion  on  that  subject. 
500  w.  Trans  Am  Soc  of  Mech  Engs — Vol. 
XVIII.  May,  1897.  No.  13052.  45  cts. 
CHILLED  Iron. 

Chilled  Iron  and  Chilling  Iron.  E.  E.  Putnam. 
Read  before  the  convention  of  the  American 
Foundrymen's  Assn.  Discusses  the  crystalline 
texture,  chilled  plows,  the  difficulties  in  making 
clean  chilled  work,  &c.  4000  w.  Tradesman — 
May  15,  1897.  No.  12933.  15  cts. 
CIRCULAR  Work. 

Fixture  for  Milling  Circular  Work.   Ed.  Sny- 
der.   Illustrated  description  of  device  designed 
by  the  writer.    900  w.    Am  Mach— May  20, 
1897.    No.  12965.    15  cts. 
CLUTCHES. 

Coil  Clutches.  Describes  Lindsay's  clutches, 
manufactured  by  the  Coil  Clutch  &  Pulley  Co., 
of  Gotha  Works,  Slough.  Explains  the  prin- 
ciple and  the  various  forms.  1500  w.  Engng 
—May  7,  1897.  No.  12898.  30  cts. 
CUPOLAS. 

On  the  General  Utility  and  Economy  of  Cen- 
tral-Blast Cupolas.  Thomas  D.  West.  A  dis- 
cussion of  the  advantages  and  sources  of  econ- 
omy obtained  by  the  use  of  the  central  blast, 
with  outside  tuyeres.  3000  w.  Ind  Sc.  Ir — 
May  14,  1897.    No.  13081.    30  cts. 

The  Cupola  and  What  Goes  On  in  It.  A. 
Humboldt  Sexton.  Discusses  the  phenomena 
attending  the  melting  of  pig  iron.  2500  w. 
Prac  Eng— May  14.  1897.  Serial.  1st  part. 
No.  131 14.    30  cts. 

CUTTERS. 

Inside  Pipe  Cutters.    E.  J.  Prindle.  Illus- 
trated description  of  various  forms  of  this  tool. 
1700  w.    Loc  Engng— May,  1897.    No.  12674. 
30  cts. 
CUTTING. 

Cutting  Semi- Cylindrical  Concavities.  B.  F. 
Spalding.  Common  tools  inadequate ;  grub- 
bing ;  form  of  cutter  ;  mode  of  motion  ;  making 
joint  for  vise  hinge.  111.  1800  w.  Am  Mach 
— May  6,  1897.    No.  12661.    15  cts. 

To  Cut  a  Thing  in  Two  and  Yet  Not  Sepa- 
rate It.  John  H.  Cooper.  Describes  an  inter- 
esting device  which  has  been  several  times  re- 
invented. III.  700  w.  Mach.  N.  Y— June, 
1897.  No.  13226.  15  cts. 
ELECTRICAL  Machinery. 

How  to  Calculate,  Design  and  Construct 
Electrical  Machinery.  William  Baxter,  Jr.  The 
first  of  a  series  of  articles  which  proposes  to  ex- 
plain in  a  simple  manner  the  principles  upon 
which  electrical  machinery  acts,  and  also  to  give 
such  rules  as  may  be  necessary  to  enable  one  to 
calculate  the  various  parts  of  such  machines. 
3000  w.  Mach,  N.  Y— June,  1897.  Serial. 
1st  part.  No.  13229.  15  cts. 
ELECTRICITY. 

Electricity  in  the  Modern  Machine  Shop. 
Louis  Bell.  Setting  forth  the  reasons  that  de- 
termine the  choice  of  electric  motive-power. 


III.    3600  w.    Eng  Mag — June,  1897.  Serial. 
1st  part.    No.  13258.    30  cts. 
FLY-WHEELS. 

A  Canadian  Example  of  Heavy  Fly-Wheel 
Construction.  Illustrated  description  of  pro- 
cesses used  in  the  construction  of  heavy  fly- 
wheels. Taken  from  the  Laurie  Engine  Com- 
pany's shops,  at  Montreal.  800  w.  Am  Macb 
— June  3,  1897.  No.  13245.  15  cts. 
FOUNDRY. 

Foundry  Elevators  and  Yard  Cranes.  G.  A. 
True.  Read  at  convention  of  the  American 
Foundrymen's  Assn.  Describes  devices  intro- 
duced in  modern  foundries  with  great  advan- 
tage. 111.  2000  w.  Ir  Trd  Rev— May  20, 
i8q7.  No.  13043.  15  cts. 
GEAR  Teeth. 

Helical  Gear  Teeth.  A.  M.  Mortley.  An 
illustrated  description  of  method  of  building 
helical  gears.  800  w.  Mach,  N.  Y— June, 
1897.    No.  13230.    15  cts. 

Diagrams  for  Relative  Strength  of  Gear 
Teeth.  Forrest  R.  Jones.  Diagrams  con- 
structed with  a  view  to  facilitating  the  determin- 
ing of  the  sizes  and  pitches  of  gears  which  are 
suitable  to  withstand  a  known  or  assumed  press- 
ure transmitted  to  them  by  an  intermeshing 
gear.  2200  w.  Trans  Am  Soc  of  Mech  Engs 
-Vol.  XVIII.  May,  1897.  No.  13068.  45 
cts. 

GEAR  Wheels. 

The  Construction  of  Cast-iron  Gear  Wheels. 
Herbert  Aughtie.  Suggests  a  method  of  mould- 
ing gear  wheels  that  does  not  involve  the  use  of 
a  machine,  while  at  the  same  time  largely 
avoiding  the  sources  of  expense  and  inaccuracy 
inherent  in  the  alternative  methods  in  general 
use.  2000  w.  Prac  Eng— April  23,  1897.  No. 
12606.  30  cts. 
GRINDING. 

Machine  Grinding.  C.  H.  Norton.  The  ar- 
ticle is  written  to  help  clear  away  misunderstand- 
ings, and  open  the  way  to  the  more  profitable 
use  of  grinding.  Part  first  gives  suggestions 
for  using  the  grinding  machine  successfully. 
3000  w.  Am  Mach— May  6,  1897.  Serial.  1st 
part.    No.  12659.    15  cts. 

MOLDING. 

An  Unusually  Difficult  Molding.  Describes 
and  illustrates  an  interesting  work  connected 
with  the  manufacture  of  heaters  made  by  the 
Mitchell  Heater  Co..  of  Poughkeepsie,  N.  Y. 
700  w.  Ir  Age— May  13,  1897.  No.  12860. 
15  cts. 

PATTERN  Making. 

Practical  Pattern  Making.  I.  McKim  Chase. 
Pan  first  refers  to  the  materials  that  have  been 
used  in  pattern  making,  and  the  various  meth- 
ods of  molding.  2500  w.  Mach.  N.  Y.— June, 
1897.    Serial.    1st  part.    No.  13228.    15  cts. 

PLANER. 

A  New  Planer  Drive.  John  Randol.  De- 
scribes and  approves  the  Whitcomb  planer  and 
pronounces  the  "  bull  wheel"  an  unwarranted 
construction  expense,  apparently  serving  no 
useful  purpose.  III.  uoow.  Am  Mach— May 
13,  1897.    No.  128QI.    15  cts. 

Something  New  in  Planers.  Illustrates  and 
briefly  describes  a  pneumatic  reverse  planer,  the 
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invention  of  Alexander  Gordon,  and  brought 
out  by  the  Niles  Tool  Works.    600  w.  Am 
Mach— May  13,  1897.    No.  12892.    15  cts. 
TEMPERING. 

Practical  Tempering  of  Steel.  W.  B. 
Braucher.  Describes  peculiarities  of  steel 
noticed  while  working  with  several  kinds  of 
steel  in  the  same  set  of  knives  which  were  being 
re-sharpened  and  hardened.  1500  w.  Techno- 
graph— No.  XI.  No.  13030.  45  cts. 
TOOLS. 

The  Resistance  of  Metals  to  Machining.  (Die 
Grosse  der  Widerstfinde  gegen  das  Abheben 
von  Metallspanen.)  An  investigation  into  the 
resistance  of  metals  to  planing,  boring,  turning, 
&c,  based  upon  experimental  data,  for  use  in 
determining  the  proportions  of  machine  tools. 
5000  w.  Zeitschr  d  Ver  Deutscher  ing— May  I, 
1897.    No.  12710.    30  cts. 

Two  Valuable  Shop  Tools. — L.  &  N.  Ry. 
Illustrated  description  of  a  25-ton  hydraulic 
press,  and  a  drill-press  Hnk-slotter  used  in  the 
Louisville  shops  of  this  road.  1400  w.  Ry  Mas 
Mach— May.  1897.    No.  12695.    15  cts. 

In  the  Shops.  Illustrated  description  of  the 
reconstruction  of  old  machines  for  the  perform- 
ance of  special  work.  600  w.  Ry  Age— May  7, 
1897.    No.  12828.    15  cts. 

MISCELLANY. 

ACCELERATIONS. 

The  Accelerations  of  the  Links  of  a  Mechan- 
ism. G.  A.  Goodenough.  The  object  of  the 
article  is  to  apply  stated  principles  and  construc- 
tions to  one  or  two  simple  mechanisms  and  thus 
furnish  concrete  examples  for  the  aid  of  those 
who  wish  to  study  this  subject.  Diagrams.  2300 
w.  Technograph— No.  XI.  No.  13027.  45  cts. 
AERONAUTICS. 

Our  Teachers  in  Sailing  Flight.  Otto  Lilien- 
thal.  An  account  of  the  writer's  observation  of 
storks  in  the  village  of  Vehlin  in  Ostprignitz. 
2700  w.  Aeronautical  Annual — 1897.  No. 
13204.  $1. 

Recent  Advances  Toward  a  Solution  of  the 
Problem  of  the  Century.  A.  M.  Herring.  The 
writer  classifies  all  methods  under  four  heads 
and  examines  the  advantages  and  disadvantages 
of  each  class,  reviewing  the  work  in  this  field. 
111.  8500  w.  Aeronautical  Annual— 1897.  No. 
13203.  $1. 

Recent  Experiments  in  Gliding  Flight.  O. 
Chanute.  The  author  reached  the  conclusion 
that  the  maintenance  of  the  equilibrium  under 
all  circumstances,  was  the  most  important  prob- 
lem to  solve.  The  article  gives  the  experiments 
made  and  illustrates  and  describes  the  designs 
used,  giving  the  degree  of  success  attained  by 
the  apparatus,  and  much  information.  8000  w. 
Aeronautical  Annual— 1897.    No.  13202.  $1. 

Screw-Propellers  Working  in  Air.  Hiram  S. 
Maxim.  Brief  account  of  experiments.  1000 
w.    Aeronautical  Annual— 1697.    No.  13206. 

Story  of  Experiments  in  Mechanical  Flight 
Samuel  Pierpont  l.angley.  A  narrative  account 
of  the  writer's  work  in  acrodromics,  and  of  the 
successful  flight  of  his  aerodrome.  III.  6500  w. 
Aeronautical  Annual — 1697.     No.  13201.  $1. 

The  "  Flying  Machine."  S.  P.  Langley. 
An  informal  and  popular  account  of  the  author's 


experiments  with  flying-machines,  built  chiefly 
of  steel,  driven  by  steam  engines.  111.  8000 
w.  McClure's  Mag-June,  1897.  No.  13162.  15 
cts. 

The  Way  of  An  Eagle  in  the  Air.    E.  C. 
Huffaker.    A  study  of  the  art  of  soaring,  with 
account  of  experiments.    6400  w.  Aeronautical 
Annual— 1897.    No.  13205.  $1. 
ANGULAR  VELOCITY. 

On  a  Means  of  Producing  a  Constant  Angular 
Velocity.  A.  G.  Webster.  Describes  an  ar- 
rangement used  by  the  writer,  with  practical 
test  of  the  method,  showing  it  to  be  of  un- 
doubted usefulness  in  absolute  determinations. 
1500  w.  Am  Jour  of  Sci— May,  1897.  No. 
12609.  45  cts. 
BELTING. 

Rules  for  Belting.  Presents  conclusions  ar- 
rived at  from  practical  rather  than  theoretical 
considerations  with  a  view  to  drawing  out  dis- 
cussion. A  nine-years*  experiment  in  belting  in 
the  machine  shop  of  the  Midvale  Steel  Co., 
Phila..  is  given.  3000  w.  Engng  Mech— May, 
1897.  No.  13022.  30  cts. 
BICYCLES. 

The  Women's  Bicycle  and  Its  Predecessors. 
E.  D.  Sewall.  Illustrated  historical  account  of 
the  development  of  the  bicycle,  especially  as 
used  by  women.  6000  w.  Ir  Age — May  6, 
1897.  Serial.  1st  part.  No.  12633.  15  cts. 
CHEMISTRY. 

Chemistry  as  an  Elective  for  Engineers.  F.  F. 
Sharpless.  Showing  the  importance  of  chemistry 
in  the  practice  of  the  engineering  profession. 
3400  w.  Eng's  Year  Book,  Univ  of  Minn. — 
1897.  No.  13002.  45  cts. 
CONDENSATION. 

The  Laws  of  Cylinder  Condensation.  Arthur 
L.  Rice.  Studies  the  action  of  condensation, 
and  the  factors  that  control  it.  Gives  formula 
for  estimating  condensation,  and  table  of  data. 
7200  w.  Trans  Am  Soc  of  Mech  Engs-Vol. 
XVIII.— May,  1897.  No.  13060.  45  cts. 
DISCUSSIONS. 

Topical  Discussions  and  Notes  of  Experience. 
Steam  distribution  at  early  cut-off,  by  E.  J. 
Armstrong.  Tests  of  the  efficiency  of  the 
bicycle,  by  Jno.  G.  D.  Mack  ;  Note  on  old 
windmill  gearing,  by  C.  W.  Hunt;  Basement 
floors  for  machine  shops,  by  Jno.  E.  Sweet: 
Crystallization  by  shock,  by  Gus.  C.  Denning. 
5700  w.  Trans  Am  Soc  of  Mech  Engs-Vol. 
XVIII — May,  1897.  No.  13053.  45  cts. 
EXTENSI  METER. 

A  Mirror  Extensimeter.  Gus.  C.  Henning. 
Illustrated  description  of  a  form  of  this  apparatus 
designed  by  the  writer  to  simplify  and  facilitate 
its  use  111.  1800  w.  Trans  Am  Soc  of  Mecb 
Engs-Vol.  XVIII— May,  1897.  No.  13051. 
45  cts. 

FA  N  V 

Experiments  upon  Propeller  Ventilating-Fans, 
and  Upon  the  Electric  Motor  Driving  Them. 
William  George  Walker.  Read  before  the  Inst, 
of  Mech  Engs.  Illustrated  description  of  ex- 
periments made  on  propeller  ventiiating-fans. 
2000  w.  Elec  Eng.  l,ond— May  14,  1897.  No. 
13100.    30  cts. 

FORMULAE. 

Formula:    Explained.    Otto  Dietrich.  The 
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first  of  a  series  of  articles  explaining  matters  not 
understood  by  all  engineers,  mostly  of  a  mathe- 
matical character.  1000  w.  St  a  Eng— May, 
1897.    Serial.    1st  part.    No.  13657.    15  cts. 

INSPECTION. 

Inspection — Its  Place  in  Modern  Engineering 
Practice.  A.  C.  Beyer.  Some  account  of  the 
methods  employed  and  work  accomplished  by 
inspectors.  2500  w.  Eng's  Year  Book,  Univ 
of  Minn— 1897.  No.  13004.  45  cts. 
INTENTION. 

Cultivation  of  the  Inventive  Faculty  by  the  So- 
lution of  Constructive  Problems.  Leicester 
Allen.  Presentation  of  two  solutions  of  problem 
8,  with  comments.  1100  w.  AmMach — May  13, 
1897.    No.  12893.    15  cts. 

IXVENTOR. 

The  Story  of  an  Inventor.  William  Walsh. 
Reprint  from  Overland  Monthly.  History  of 
the  patent  case  of  A.  B.  Bowers.  8000  w. 
Overland  M— Feb.,  1897.  No.  12671.  45  cts. 
JOURNALS. 

Experiment  with  an  Air- Lubricated  Journal. 
Albert  Kingsbury.  Describes  an  apparatus  for 
exhibiting  the  action  of  fluid  lubricants  in 
cylindrical  bearings,  with  a  statement  of  results 
of  a  large  number  of  tests  made  at  various 
speeds,  measuring  tbe  pressures  in  the  lubricant, 
thickness  of  the  film  of  lubricant,  and  the  fric- 
tion. III.  6000  w.  Jour  Am  Soc  of  Nav  Engs 
—May,  1897.    No.  12912.  $1.25. 

LUBRICATION. 

Slide  Valve  and  Cylinder  Lubrication.  Edi- 
torial discussion  of  this  subject,  calling  attention 
to  defects,  and  a  consideration  of  the  devices  in 
use.  1800  w.  Ry  Rev— May  15,  1897.  No. 
12951.  15  cts. 
MACHINE  Dealg-n. 

English  Practice  in  Machine  Design.  (Aus 
der  Praxis  des  Maschinenbaucs  der  Engender.) 
An  interesting  review  of  the  differences  between 
English  and  Continental  practices,by  an  Austrian 
engineer  resident  in  England.  3000  w.  Zeitschr 
d  Oesterr  Ing  u  Arch  Ver— April  16, 1897.  No. 
1 272 1.  30  cts. 
MOTOR  Carriage. 

The  Columbia  Electric  Motor  Carriage.   I  llus- 
trated  detailed  description.  3300  w.  ElecWld— 
Mavis  1897.    No.  12044.    15  cts. 
OMNIBUS. 

The  Weidknecht  Steam  Omnibus.  (L'Omnl- 
bus  a  Vapeur  Systeme  Weidknecht.)  Illustrated 
description  of  the  motor  omnibus  now  in  opera- 
tion on  the  boulevard  exthicvr  in  Paris.  A 
speed  of  7^  miles  an  hour  is  obtained  at  a  cost 
of  1 5  pounds  of  coke  per  mile.  2000  w.  Le 
Genie  Moderne— April  15,  1897.  No.  12739. 
30  cts. 

PISTOL. 

The  New  Recoil  Pistol.  (Der  Neue  Pistole 
Ruckstosslader.)  A  paper  by  H.  Mauser  upon 
a  new  magazine  pistol  which  is  reloaded  auto- 


matically by  the  action  of  the  recoil.  Details  fully 
illustrated.  3500  w.  Zeitsch  d  Ver  Deutscher 
Ing— May  1,  1897.    No.  12711.    30  cts. 

PRESSURES. 

An  Apparatus  for  Accurately  Measuring 
Pressures  of  Ten  Thousand  Pounds  per  Square- 
Inch  and  Over.  D.  S.  Jacobus.  Brief  illus- 
trated description.  300  w.  Trans  Am  Soc  of 
Mech  Engs— Vol.  XVIII.  May.  1897.  No. 
13058.  45  cts. 
PUMP8. 

About  Steam  Pumps.  Thomas  Shelton.  Ex- 
tract from  a  lecture  before  an  engineer's  associa- 
tion discussing  tbe  various  kinds  and  their 
valves.  1800  w.  Bos  Jour  of  Com— May  15, 
1897.    No.  12885.    IS  cts. 

PYROMETER. 

The  Actinometric  Pyrometer.  (Pyrometre 
Actinometrique).  A  description  of  the  Latarche 
pyrometer,  which  measnresthe  difference  in  tem- 
perature by  observing  the  effect  of  radiant  beat 
upon  two  thermometers  with  silvered  and  black- 
ened bulbs,  respectively.  1000  w.  La  Revue 
Technique— April  10,  1897.  No.  12732.  45  cts. 
RECORDER. 

A  Pocket  Recorder  for  Tests  of  Materials. 
Gus  C.  Hennlng.  Describes  an  instrument  de- 
signed to  be  used  on  any  and  all  machines  which 
have  a  running  poise  weight,  without  causing 
delay  for  adjustment,  the  results  at  the  same 
time  being  reliable,  and  such  that  they  can  be 
at  once  interpreted.  III.  2500.  w.  Trana  Am 
Soc  of  Mech  Engs— Vol.  XVIII.  May,  1897. 
No.  13050.   45  cts. 

REVOLVERS. 

The  Manufacture  of  the  Colt  Navy  Revolver, 
Model  1895.  Describes  the  revolver  and  the 
manufacture  of  tbe  several  parts,  especially  the 
operations  that  are  novel.  III.  3000  w.  Ir 
Age— May  27,  1897.  No.  13120.  15  cts. 
STEAM  Plant. 

The  Operation  of  a  High- Pressure  Multiple- 
Expansion  Steam  Plant.  Frederick  L.  Ray. 
Discusses  the  boiler  appliances  and  engine  of  a 
steam-heating  plant.  4000  w.  St  Ry  Rev — 
May  15,  1897.    No.  12958.    30  cts. 

TRAFFIC 

Motor  Traffic.  Technical  Considerations. 
Sir  David  Salomons.  The  subject  of  self- 
propelled  traffic  is  discussed  and  the  writer 
thinks  benzine  motors  probably  have  the  advan- 
tage. Steam  promises  to  be  tbe  power  when 
real  work  is  called  for  and  electric  energy  has  a 
great  field  in  towns  as  a  luxury.  Also  dis- 
cussion. 15400  w.  Jour  Soc  of  Arts— May  14, 
1897.    No.  13096.    30  cts. 

WATER  Whwlt, 

Care  of  Water  Wheels.  Points  out  bow 
wheels  are  destroyed  and  suggests  points  need- 
ing attention.  2000  w.  Lord's  Mag — June- 
1897.    No.  13248.    15  cts. 
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COAX  AND  COKE,  castle  colliery,  South  Wales,    noow.   Col  Eng 

RREAKER.  —May,  1897.    No.  12973-    30  cts. 

A  Welsh  Coal  Breaker.    Illustrated  descrip-  COALFIELD, 

tion  of  the  anthracite  coal  breaker  at  tbe  Glyn-  The  Hougay  and  Hatou  Coalfield  (Tonkin). 
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F.  Bnurd.    Describes  tbe  coal  and  method  of 
mining.    1200  w.    Col  Guard— April  30,  1897. 
No.  1269a.   30  cts. 
COAL  Handling. 

Modern  Methods  of  Handling  and  Storing 
Coals.  F.  D.  Marshall.  Read  at  meeting  of 
Inst  of  Gas  Engs.,  London.  Describes  ma- 
chinery for  discharging  the  bulk  of  tbe  coals 
from  steamers  and  storing  the  same.  Discus- 
sion. 4200  w.  Gas  W Id— May  8,  1897.  No. 
1 299 1.  30cts. 

The  Treatment  of  Coal.  Summary  of  an  in- 
teresting discussion  on  two  papers  read  at  meet- 
ing of  Inst,  of  Civ.  Engs.  "  Tipping  and  Screen- 
ing Coal  "by  James  Kigg  and  "The  Surface 
Plant  at  Kirkby  Colliery r'  by  Thomas  Gillott. 
111.  6500  w.  Col  Guard— May  21,  1897.  No. 
13208.  30  cts. 
COKE. 

Report  of  the  Westphalia  Coke  Syndicate  for 
1S96.  (Gescbaftsbericht  des  West  falischen 
Kokssyndkats  fur  das  Jahr  1896.)  A  very  full 
tabular  report  of  the  coke  industry  in  its  Ger- 
man  headquarters  with  graphical  diagrams  of 
the  relative  production  in  Germany  and  tbe  rest 
of  tbe  world.  7500  w.  2  plates.  Gluckauf — 
April  17,  1897.  No.  12787-  30Cts. 
COLORADO. 

Colorado's  Oil  and  Coal  Fields.  C.  L.  Hall. 
Description  of  the  region  about  Florence,  Col. 
3500  w.  Min  Ind  &  Rev— May  20,  1897.  No. 
13110.    15  cts. 

ELECTRICITY. 

Electricity  in  Coal  Mining.  Harry  N.  Gard- 
ner. Illustrated  description,  showing  the  eco- 
nomical results  of  applying  electricity  to  mining 
purposes,  as  exhibited  in  the  anthracite  mines  of 
the  New  York  and  Scranton  Coal  Co.,  located  at 
Peckville,  Pa.  2800  w.  Elec  Eng— May  5, 
1897.    No.  12627.    15  cts. 

If  A  NS 

The  Design  and  Testing  of  Centrifugal  Fans. 
Hammersley  Heenan  and  William  Gilbert. 
Read  before  the  Inst,  of  Civ  Engs.,  London. 
A  record  of  experiments  made  by  tbe  authors  on 
several  of  the  best  known  varieties  of  fans  in 
use,  for  the  object  of  finding  the  best  type  of 
fan  and  obtaining  data  whereby  the  proper 
diameter  of  the  standard  fan  and  its  most  eco- 
nomical speed  could  be  determined  for  any  re- 
quired output  of  air  at  a  given  pressure.  6500 
w.  Jour  Am  Soc  of  Nav  Engs— May,  1897. 
No.  12913.  $1.25. 

The  Design  and  Testing  of  Centrifugal  Fans. 
A  summary  of  the  discussion  of  a  paper  on  this 
subject,  by  Hammersley  Heenan  and  William 
Gilbert.  8500  w.  Col  Guard— April  30,  1897. 
No.  12689.    3°  cts. 

The  Design  and  Testing  of  Centrifugal  Fans. 
Correspondence  arising  from  the  paper  on  this 
subject,  by  Messrs  Heenan  and  Gilbert,  read 
before  the  Inst,  of  Civil  Engs.  5400  w.  Col 
Guard— May  9,  1897.    No.  12904.    30  cts. 

FIRKDAMP. 

Study  of  Firedamp  Composition.  From  the 
Annates  des  Mines.  Investigation  to  ascertain 
whether  firedamp  does  not  contain  a  small  quan- 
tity of  other  gases,  beside  methane,  equally 
combustible.  2000  w.  Col  Guard — May  7, 
1897.  Serial.    1st  part.    No.  12903,    30  cts. 


HYGROMETKIC  Propertlon. 

Hygrometric  Properties  of  Coals.  R.  C. 
Carpenter.  Describes  investigations  undertaken 
to  ascertain  the  relative  qualities  of  various 
coals  with  reference  to  absorbing  moisture  from 
the  atmosphere.  800  w.  Trans  Am  Soc  of 
Mech.  Engs— Vol.  XVIII.  May.  1897.  No. 
13048.   45  cts. 

K  IKK  BY. 

The  Surface  Plant  at  Kirkby  Colliery.  Thomas 
Gillott.  Read  before  the  Inst,  of  Civ.  Engs., 
England.  Illustrated  detailed  description.  2S00 
w.  Col  Guard— May  14,  1897.  No.  13070. 
30  cts. 
LIGNITE. 

The  Mining  and  Utilization  of  the  Rhenish 
Lignites.  (Die  Gewinnung  und  Verwertung  der 
Braunkohle  im  Rheinlande.)  Giving  several 
designs  of  successful  furnaces  for  burning  these 
low  grade  fuels  without  previous  preparation. 
1200  w.  Zeitschr  d  Ver  Deutscher  Ing — April 
3,1897.  No.  1270:.  30  cts. 
PRODUCTION. 

Coal  Production  in  1896.  Statistics  as  re- 
cently published  by  Messrs.  Adler  &  Ruley,  of 
Philadelphia,  are  given,  with  remarks.  800  w. 
RR  Gaz — May  28,  1897.    No.  13149.    15  cts. 

SCREENING. 

Tipping  and  Screening  Coal.  James  Ri eg. 
Read  before  tbe  Inst,  of  Civ.  Engs.  These 
processes  are  considered  separately  and  the 
methods  illustrated.  5000  w.  Col  Guard — 
April  30.  1897.    No.  12691.    30  cts. 

H1I.ESIA 

The  Witkowitz  Coal  Mines  at  Petrzkowitz,  in 
Prussian  Silesia.  (Der  Witkowitzer  Stcinkohlen- 
gruben  in  Petrowitz,  Preussische-Scblesien.)  A 
descriptive  account  of  these  important  coal 
mines,  with  map.  5000  w.  Oesterr  Zeitschr  f 
Berg  u  Huttenwesen— April  17,  1897.  No. 
13775.  30  cts. 
WASHER. 

Wunderlich  Coal  Washer.  From  GlQckauf. 
Gives  vertical  section  and  describes  a  washer  by 
which  the  mineral,  uniformly  fed  in,  is  separated 
into  clean  coal,  shaly  coal,  and  stone,  according 
to  the  specific  gravity.  900  w.  Col  Guard- 
April  30,  1897.    No.  12690.    30  cts. 

COPPER. 

RR8SEMERIZING  M»tt«a. 

Standard  Practice  in  Bessemerizing  Copper 
Mattes.  C.  W.  Parsons.  Tbe  article  is  limited 
to  tbe  practical  details  of  converter  work  with 
particular  reference  to  a  5  ft.  x  %%  ft.  upright 
converter.  2500  w.  Eng  &  Min  Jour— May 
15,  1897.    No.  12946.    15  cts. 

GOLD  AND  SILVER. 

AB8AY. 

Anyone  Can  Assay.  Alex.  Roy.  Describes 
an  easy  method  of  making  a  test  for  gold. 
900  w.  Can  Eng— May,  1897.  No.  12832. 
15  cts. 

ASSAY-MUFFLE. 

An  Improved  Assay-Muffle.  Arthur  S. 
Dwigbt.  Calls  attention  to  an  improvement  on 
the  method  of  temperature-regulation,  which 
bas  been  in  use  in  the  assay  department  of  the 
Colorado  Smelting  Co.,  at  Pueblo,  and  was 
devised  by  Howard  F.  Wierum,  with  the  CO- 
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operation  of  F.  L.  Capers.  1000  w.  Trans  Am 
lost  of  Min  Engs—  May,  1897.  No.  13163. 
45  cts. 

BOLIVIA. 

The  Tipnani  Gold-Fields  of  Bolivia.  William 
C.  Agle.  An  account  of  the  mines  of  this 
region  and  the  great  resources  of  the  country. 
1400  w.  Eng  &  Min  Jour— May  29,  1897. 
No.  13x81.    15  cts. 

BRITISH  COLUMBIA. 

British  Columbia — The  Big  Bend  District, 
West  Kootenay.  Frank  L.  Nason.  Descrip- 
tive of  the  country,  the  mining  claims  already 
located,  and  the  prospecting  that  has  been  done. 
8400  w.  Eng  &  Min  Jour— May  8,  1897.  No. 
12651.  15  cts. 
CANADA. 

The  Occurrence  of  Gold  Ores  in  the  Rainy 
River  District,  Ontario,  Canada.  William 
Hamilton  Merritt.  Describes  the  general  char- 
acteristics of  the  rocks,  veins,  &c,  with  the 
opinion  of  the  writer  that  as  large  a  proportion 
of  paying  gold  mines  will  be  found  in  this  re- 
gion, as  are  found  on  an  average  in  successful 
mining  districts.  111.  2800  w.  Trans  Am 
Inst  of  Min  Engs — May,  1897.  No.  131 74. 
45  cts. 

COLORADO. 

Geology  of  the  Four-Mile  Placer  Mining  Dis- 
tricts, Colorado.  Herbert  C.  Hoover.  The 
geology,  method  of  deposition,  and  origin  of 
gravel  and  the  gold  are  discussed.  1900  w. 
Eng  &  Min  Jour— May  22,  1897.  No.  13038. 
15  cts. 

COLORADO  River. 

The  Gold  Belt  of  the  Lower  Colorado  River. 
Taylor  D.  MacLeod.  A  brief  review  of  the 
conditions  of  this  district  and  the  values  in  gold 
as  found  in  the  better-known  prospects  and 
mines.  2500  w.  Min  &  Sci  Pr— May  6,  1897. 
No.  12864.  15  cts. 
CONCENTRATION. 

Some  Colorado  Concentration  Methods.  Ph. 
Rear  den.  Suggestions  from  the  extensive  ex- 
perience of  the  writer.  1200  w.  Min  &  s>ci 
Pr— May  15,  1897.    No.  12978.    15  cts. 

CONCENTRATORS. 

Nature's  Concentrators.  Alfred  C.  Lane. 
Traces  the  analogy  between  the  natural  and  ar- 
tificial processes,  and  draws  conclusions  there- 
from. 2800  w.  Eng  &  Min  Jour— May  29, 
1897.  No.  13180.  15  cts. 
CYANIDE. 

The  Cyanide  Patent.  G.  Massey.  Particulars 
prepared  for  the  benefit  of  a  meeting  to  take 
steps  to  contest  the  amendment  of  the  cyanide 
patent.  Claiming  the  right  of  free  use  of  the 
dilute  solution  of  cyanide  for  the  extraction  of 
precious  metals.  22O0  w.  Aust  Min  Stand — 
April  8,  1897.  No.  12849.  30  cts. 
GOLD  Ore*. 

Free  Milling  and  Chlorination  of  Gold  Ores 
at  North  Brookfield.  Queen's  County,  N.  S.  A 
detailed  description  of  this  new  plant,  which  has 
cost  over  $80,000.  and  the  process  used.  2000 
w.  Can  Min  Rev— May,  1897.  No.  13246. 
30  cts. 
GEORGIA. 

The  Villa  Rica  Mining  District.  Georgia.  W. 
M.  Brewer.  Report  from  personal  examination 
of  this  district,  giving  the  properties  purchased 


since  1895.    1000  w.    Eng  &  Min  Jour— May 
15,  1897.   No.  12947.    15  cts. 
GOLD  Field. 

The  Great  Northern  Gold  Field.  Almarin  B. 
Paul.  Information  of  the  mining  region  of 
northern  California  and  northern  Oregon.  1200 
w.  Min  &  Sd  Pr— May  I,  1897.  No.  12666. 
15  cts. 

HAHN'S  Peak. 

Hahn's  Peak  Mining  Region.  Marshall 
Draper.  A  description  of  some  of  the  geo- 
logical features  of  one  of  the  newest  Colorado 
mining  camps.  1800  w.  Col  Eng— May,  1897. 
No.  12974.    30  cts. 

MEXICO. 

The  Mineral  District  of  Hidalgo  del  Parral, 
Mexico.  S.  E.  Gill.  Describes  the  region  and 
the  operations  of  the  leading  company.  900  w. 
Eng  &  Min  Jour— May  22,  1897.  No.  13037. 
15  cts. 
ONTARIO. 

The  Mines  of  Ontario.  J.  F.  Whitson.  Read 
before  the  Assn.  of  Ontario  Land  Surveyors. 
Information  gathered  during  two  years  of  active 
exploration.  2000  w.  Can  Eng— May,  1897. 
No.  12833.    15  cts. 

PERU 

The*  Gold  Fields  of  Sandia.  Peru.  H. 
Tweddle.  Illustrated  description  and  historical 
account,  giving  the  geological  formation,  de- 
posits, workings,  etc.  Part  first  treats  of  Poto, 
and  San  Juan  del  Oro.  2800  w.  Eng  &  Min 
Jour— May  8,  1897.  Serial.  1st  part.  No. 
12650.  15  cts. 
RICO,  Colorado. 

The  Enterprise  Mine.  Rico,  Colorado.  T.  A. 
Rickard.  Gives  the  history  of  the  discovery, 
describes  the  rock,  ore-occurrence,  veins,  cross- 
veins,  &c.  III.  13500  w.  Trans  Am  Inst  of 
Min  Engs— May,  1897.  No.  13165.  45  cts. 
SECONDARY  Minerals. 

The  Formation  of  Secondary  Minerals  in  Ore 
Bodies.  E.  Moriarty  Weston.  Notes  on  their 
occurrences  on  the  west  coast  of  Australia  and 
elsewhere.  2400  w.  Aust  Min  Stand — March 
18,  1897.    No.  12652.    30  cts. 

SMELTING. 

A  Modem  Silver-Lead  Smelting- Plant  L.  S. 
Austin.  Discussion  of  Mr.  Austin's  paper  by 
Henry  A.  Vezin.  Argues  in  favor  of  works  on 
a  level,  considering  the  good  ventilation  worth 
the  extra  cost,  and  discusses  related  subjects. 
2700  w.  Trans  Am  Inst  of  Min  Engs— May, 
1897.  No.  1 3 164.  45  cts. 
SORTING. 

Sorting  before  Sizing.  Robert  H.  Richards. 
Describes  investigations  made  in  studying  this 
question,  with  data  upon  the  laws  defining  the 
water-quantity  and  slope-angle  best  adapted  for 
the  treatment  of  the  different  slime-sorts  upon 
slime-tables.  5000  w.  Trans  Am  Inst  of  Min 
Engs— May.  1897.  No.  13175.  45  cts. 
SOUTH  AU8TRALIA. 

The  Arltunga  Goldfield,  South  Australia.  H. 
T.  L.  Brown.  Extract  from  a  recently  issued 
report  of  this  new  field.  Map.  4300  w.  Aust 
Min  Stand— March  25,  1897.  Serial.  1st  part. 
No.  12845.  30  cts. 
SOUTH  DAKOTA. 

Notes  on  the  Northern  Black  Hills  of  South 
Dakota.    Persifor  Frazer.    An  examination  of 
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the  geology  of  this  region,  with  microscopical 
examination  of  the  concentrates,  and  descrip- 
tion of  the  Coletta  group  of  mine*.  8400  w. 
Trans  Am  Inst  of  Min  Engs— May,  1897.  No. 
I3173-    45  cts. 

STAMP  Mills.  _  _ 

Gravitation  Stamp  Mills  for  Quarti  Crusn- 
ing.  D.  B.  Morison.  Read  before  the  North- 
east-Coast Inst,  of  Engs  &  Shipbuilders,  New- 
castle-upon'Tyne.  An  analysis  of  the  mechan- 
ics of  the  gravitation  stamp  battery,  describing 
some  recent  developments.  III.  3000  w.  Ind 
&  Ir— May  7.  1897.  Serial.  1st  part.  No. 
12922.    30  cts. 

TAILINGS.  ...  „ 

The  Loss  of  Gold  in  Waste  Tailings.  Henry 
Rosales.  An  account  of  examinations  made  to 
determine  the  actual  loss  of  gold  as  carried  away 
in  waste  tailings.  2800  w.  Aust  Min  Stand- 
April  8,  1897.  No.  12847.  3o  cts. 
TRANSVAAL. 

Gold  Mining  in  the  Transvaal.  (L  Exploita- 
tion Miniere  de  l*Or  au  Traosval.)  Giving  an 
account  of  the  working  of  poor  ores  in  sttu  by 
the  Frasch  chlorination  process.  The  solution 
is  circulated  through  the  ore  bed  by  pumping. 
2500  w.  La  Revue  Technique— April  25,  1897. 
No.  12735.  45  cts. 
VICTORIA. 

Notes  on  the  Geology  of  the  Victorian  Coal 
Fields  and  Output.  James  Stirling.  Describes 
the  existing  conditions  of  these  coal  fields.  1400 
w.  Aust  Min  Stand— March  18,  1897.  Serial. 
1st  part.    No.  12654.    30  cts. 

The  Golden  Mines  of  Gippsland,  Victoria. 
Describes  a  new  field  in  the  vicinity  of  the  Bemm 
River,  giving  plan  of  mines  and  illustration  of 
workings.  1300  w.  Aust  Min  Stand— March 
18.1897.    No.  12653.    30  cts. 

The  Reefs  of  the  Sheep-Station  Creek  (Vic). 
General  remarks  descriptive  of  some  of  the  typi- 
cal mines  of  this  region.  1800  w.  Aust  Min 
Stand— March  25,  1897.    No.  12844.    3<>  cts. 

IRON  AND  STEEL. 

AMMONIA. 

The  Agricultural  Value  of  Sulphate  of  Am- 
monia from  Blast-Furnaces.  F.  J.  R.  Carulla. 
Read  at  Iron  and  Steel  Inst.  The  value  of  this 
product  as  a  fertilizer  for  agricultural  purposes, 
and  the  causes  of  the  seeming  decrease  in 
money  value.  2300  w.  Gas  Wld — May  15. 
1897.    No.  13088.    30  cts. 

BESSEMER  Process. 

The  Invention  of  the  Bessemer  Process. 
Joseph  D.  Weeks.  Portions  of  the  presidential 
address  at  the  Pittsburg  meeting.  Feb.,  1896, 
which  have  historical  value.  111.  35°o  w. 
Trans  Am  Inst  of  Min  Engs— May.  1897.  No. 
13171.    45  cts. 

Presidential  Address  of  Edward  P.  Martin, 
at  Annual  Meeting  of  Iron  and  Steel  Institute, 
London.  Interesting  retrospect  concerning  the 
early  history  of  the  Bessemer  process,  a  broad 
general  survey  of  the  present  condition  of  the 
iron-making  industry,  with  particular  notice  of 
the  enormous  advance  in  blast-furnace  practice, 
&c.  4500  w.  Col  Guard— May  14.  1897.  No. 
13069.    3°  cts. 


BLAST  Furnac*.  .  „ 

The  Handling  of  Material  at  the  Blast  Fur- 
nace. Axel  Sahlin.  Briefly  records  some  of 
the  most  important  steps  which  have  been  taken 
to  solve  this  problem,  and  offers  a  few  sugges- 

Trans  Am  Inst  of  Mm 


No.  13169.   45  cts. 


tions.  III.  7200 
Eng— May,  1897. 
CHARGING. 

On  Charging  Open- Hearth  Furnaces  by  Ma- 
chinery. Jeremiah  Head.  Paper  read  before 
the  Iron  and  Steel  Inst.  Illustrated  description 
of  charging  machines,  with  discussion  of  their 
advantages.  4000  w.  Engng — May  14,  1897. 
No.  13080.  30  cts. 
CONVERTER. 

The  Tropenas  Steel  Converter.  Carl  Pixis. 
Illustrated  description  of  a  converter  devised 
for  the  conversion  of  phosphoric  or  hematite 
pig  iron  into  ingot  iron  or  steel  by  compressed 
air  at  a  low  pressure.  1200  w.  Eng  &  Min 
Jour— May  1.  1897.    No.  12597.    15  cts. 

CRUCIBLES.  .  „  ,  .      „  • 

On  the  Permeability  of  Steel-Melting  Cruci- 
bles. J.  O.  Arnold  and  F.  K.  Knowles.  Read 
before  the  Iron  and  Steel  Inst.,  London.  Ex- 
periments and  results,  showing  the  walls  of  the 
crucible  form  little  protection  against  the  ab- 
sorption of  sulphur  by  the  metal  inside.  Dis- 
cussion follows.  6000  w.  Ir  &  St  Trds  Jour — 
May  15,  1897.    No.  13133.    3©  cts. 

The  Manufacture  and  Care  of  Crucibles. 
John  A.  Walker.  Read  before  the  American 
Foundrymen's  Assn.  A  brief  account  of  cruci- 
bles and  crucible  making,  also  discussing  how 
they  should  be  cared  for,  and  the  causes  of 
failure.  2500  w.  Ir  Age-May  20,  1897.  No. 
12961.    15  cts. 

CUPOLAS.  _  . 

See  same  title  under  Mechanical  Engineering. 

Shop  and  Foundry. 
FORTIFICATION8. 

Iron  Fortifications.  Illustrates  a  system  of 
iron  fortifications  invented  by  James  Acton 
Miller  of  New  Haven.  Conn.  1500  w.  Ir  Age 
—May  20,  1897.    No.  12960.    15  cts. 

GERMANY.  _ 

The  Iron  Ore  Deposits  of  Germany.  A. 
Kowastch.  Calls  attention  to  rapidly  ap- 
proaching exhaustion  of  many  of  the  oldest 
mines,  and  recommends  Germany  as  a  market 
for  southern  ores.  1500  w.  Tradesman — June 
1, 1897.  No.  13249-  *5  cts. 
HARDENING  of  Steel. 

The  Hardening  of  Steel.  Henry  M.  Howe. 
Remarks  in  the  discussion  of  the  paper  of  Mr. 
Sauveur  00  "  The  Microstructure  of  Steel  and 
the  Current  Theory  of  Hardening."  6400  w. 
Trans  Am  Inst  of  Min  Engs— May,  1897.  No. 
1 31 70.  45  cts. 
HEAT  TREATMENT. 

Notes  on  the  Heat  Treatment  of  Iron  and 
Steel.  Harry  E.  Smith.  Considers  some  of 
the  characteristics  which  a  piece  of  tool  or  cast 
steel  can  be  made  to  assume  by  the  application 
of  heat.  Outlines  some  of  the  physical  and 
chemical  changes.  3000  w.  Eng's  Year  Book, 
Univ  of  Minn— 1897.    No.  13005.    45  cts. 

IRON  Tr»de. 
See  Economics  and  Industry,  Commerce  and 

Trade. 
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MAONETISM. 

See  Electrical  Engineering,  Miscellany, 
MELTING  and  Mixtures. 

Melting  Iron  and  Control  of  Mixture.  James 
A.  Beckett.  Read  at  the  Detroit  Convention  of 
the  American  Foundrymen's  Assn.  Discusses 
the  melting  of  iron  by  the  use  of  the  Victor  Coll- 
iau  cupola,  and  begins  the  consideration  of  mix* 
tures  in  part  first.  3500  w.  Ir  Trd  Rev — May 
27,  1897.  Serial.  1st  part.  No.  13143.  15 
cts. 

MICROSCOPE. 

Microscopy  and  Iron  Making.  (Mikroskopie 
und  Betrieb.)  Showing  the  use  of  the  micro- 
scope in  investigating  blast- furnace  work  in  act- 
ual work,  with  reproductions  of  micro- photo- 
graphs. 6000  w.  Stahl  und  Eisen— April  15, 
1897.  No.  12782.  45  cts. 
NICKEL  Steel. 

Nickel  Steel  as  an  Improved  Material  for 
Boiler-Shell  Plates,  Forgings  and  Other  Pur- 
poses. The  advantages  of  nickel  steel,  with 
tables  of  comparison.  1000  w.  Engng  Mech — 
May,  1897.  No.  13023.  30  cts. 
■OPEN-HEARTH. 

Notes  on  the  Practice  of  the  Combined  Open- 
Hearth  Process  of  Messrs.  Bertrand  and  Thiel. 
E.  Bertrand.  Describes  a  series  of  experimental 
heats,  with  general  results  given  in  tabulated 
form,  and  discusses  the  work.  Discussion  fol- 
lows. Read  at  Iron  and  Steel  Inst.,  London. 
10000  w.  Ir  &  St  Trds  Jour— May  15,  1897. 
No.  1 3 134.  30  cts. 
PAINTING  Iron. 

See  Architecture  and  Building,  Construction 
and  Design. 
PHOSPHORUS. 

Notes  on  the  Determination  of  Insoluble 
Phosphorus  in  Iron-Ores.  Charles  T.  Mixer  and 
Howard  W.  Dubois.  Describes  experiments 
made  with  the  purpose  of  determining  either 
the  total  phosphorus  or  the  insoluble  phosphor- 
us by  itself.  1400  w.  Trans  Am  Inst  of  Min 
Engs— May,  1897.  No.  13168.  45  cts. 
STEAM  POWER. 

The  Economical  Development  and  Use  of 
Steam  Power  in  Iron  and  Steel  Works.  E.  J. 
Duff.  Read  before  the  West  of  Scotland  Iron 
and  Steel  Inst.  Considers  where  improvement 
may  be  made  in  the  generation  and  application 
of  steam  power.  900  w.  Ir  &  St  Trds  Jour- 
May  1,  1897.  Serial.  1st  part.  No.  12863. 
30  cts. 

STEEL. 

The  Import  of  the  Recent  Development  of 
Low  Steel.  (Die  Bedeutung  und  Neuere  Ent- 
wickelung  der  Flusseisenerreugung.)  A  most 
"valuable  paper  read  before  the  Dusseldorf  con- 
vention of  the  German  Association  of  Iron  Man- 
ufacturers by  Herr  Schrodter,  with  many  impor- 
tant tables  and  diagrams.  20  00  w.  Stahl  und 
Eisen.    May  1,  1897.    No.  12783.    45  cts. 

STRESSES. 

The  Effect  of  Alternate  Positive  and  Negative 
Stresses  on  Iron  and  Steel.  Thomas  Gray.  Ex- 
periments made  on  test  pieces  of  cast-iron, 
wrought-iron,  and  mild  steel,  the  results  of 
-which  are  given  with  autographic  diagrams.  iSoo 
*w.  Trans  Am  Socof  Mech  Engs— Vol.  XVIII. 
May,  1897.    No.  13055.    45  cts. 


TENSILE  Strength. 

The  relation  of  Tensile  Strength  to  Compo- 
sition in  Structural  Steel.  A.  C.  Cunningham. 
A  brief  account  of  notable  investigations  made 
of  late  years,  with  the  conclusions  of  Mr.  H.  H. 
Campbell,  with  rule  adopted  by  the  author. 
1500  w.  Pro  Am  Soc  of  Civ  Engs— May,  1897. 
No.  13 125.    75  cts. 

WORKS. 

The  New  Dowlais-Cardiff  Iron  and  Steel 
Works.  Brief  history  with  illustrated  descrip- 
tion of  plant  and  appliances.  4000  w.  Ir  & 
Coal  Trds  Rev— May,  21 ,  1897.  No.  13160. 
30  cts. 

YIELD  POINT. 

The  Yield  Point  of  Iron  and  Steel.  Thomas 
Gray.  Describes  the  diagrams  of  a  few  tests 
bearing  on  the  peculiar  behavior  of  iron  and 
steel  as  they  pass  through  the  yield  point.  1600 
w.  Trans  Am  Socof  Mech  Engs— Vol.  XVIII. 
May,  1897.    No.  13056.   45  cts. 

MINING. 

ANTHRACITE. 

Anthracite  Mining.  Improvements  proposed 
by  G.  M.  Williams,  inspector  of  the  4th  Anthra- 
cite Dist.  A  review  of  old  methods,  and  a  plan 
offered  for  future  workings,  which  he  thinks 
will  result  in  increased  economy  and  safety. 
1800  w.  Col  Eng— May,  1897.  No.  12975. 
30  cts. 

COMPRESSED  Air. 

See  Mining  Purposes,  under  Mechanical 
Engineering,  Compressed  Air. 

LAMPS. 

Gulchot  Self- Lighting  Safety  Lamps.  M. 
Chesneau.  From  a  report  to  the  French  fire- 
damp commission.  Experiments  made  to  test 
two  re-lighting  safety  lamps  ;  an  oil  lamp  with 
match  lighter,  and  petroleum-spirit  lamp  with 
fulminating  lighter.  111.  noow.  Col  Guard — 
May  21.  1897.    No.  13207.   30  cts. 

MINE  Fire. 

The  Fire  in  the  Sunday  Creek  Coal  Com- 
pany's Mine  No.  10.  Edward  H.  Coxe  and  C. 
H.  Thompson.  An  account  of  the  cause,  and 
manner  of  fighting  a  fire.  3200  w.  Eng  & 
Min  Jour— May  22,  1897.  No.  13039.  15  cts. 
SUBSIDENCE. 

The  Subsidence  of  Railway  Tracks  and  Other 
Structures  Located  Over  Mine  Excavations. 
John  Keay.  Explains  the  system  of  working 
mines,  quotes  legal  decisions  and  principles  re- 
lating to  surface  support  in  this  and  other 
countries.  111.  4000  w.  Eng  News — May  27, 
1897.  No.  13136.  15  cts. 
VENTILATION. 

Alluvial  Mines  Ventilation.  A.  Robertson. 
The  manner  of  working  is  described  and  the 
best  means  of  ventilating.  1200  w.  Aust  Min 
Stand— April  8,  1897.    No.  12848.    30  cts. 

Ventilation  of  Mines.  J.  Sharpe.  Dis- 
cusses natural,  artificial  and  mechanical  ventila- 
tion. 2000  w.  Aust  Min  Stand — April  8,  1897. 
No.  12846.    30  cts. 

MISCELLANY. 

ALUMINUM  Works. 

The  Aluminum  Works  at  Foyers.  Illus- 
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trated  description  of  the  engineering  features. 
a8oo  w.    Elec  Rev,  Lond— May  14,  1897.  No. 
13085.    30  cts. 
A8BE8T09. 

Asbestos  and  Asbestic :  With  Some  Ac- 
count of  the  Recent  Discovery  of  the  Latter  at 
Danville  in  Lower  Canada.  Robert  H.  Jones. 
Its  nature  and  historical  relations  ;  its  adapta- 
tions and  extensive  use ;  with  description  of 
asbestic,  &c.  Also  discussion.  11 700  w.  Jonr 
Soc  of  Arts— April  30,  1897.  No.  12818. 
30  cts. 
BORING. 

A  New  System  of  Boring.  (Ueber  ein  Neues 
Bohr  System.)  An  account  of  Faack's  appara- 
tus for  deep  rock  boring.  The  impact  tool  is 
operated  at  the  end  of  a  cord,  the  blows  being 
given  by  a  specially  designed  and  illustrated 
mechanism.  1500  w.  Zeitschr  d  Oesterr  Ing 
u  Arch  Ver— April  9,  1897.  No.  12719.  30  cts. 

CEMENT. 

The  Cement  Materials  of  Southwest  Arkan- 
sas. John  C.  Branner.  Information  concern- 
ing the  chalk  and  clay-beds,  gained  by  a  visit 
to  the  localities.  111.  6200  w.  Trans  Am  Inst 
of  Min  Engs— May,  1897.    No.  131 72.    45  cts. 

CHKOMITE 

The  Chromite-Deposits  on  Port  au  Port  Bay, 
Newfoundland.  George  W.  Maynard.  The 
discovery,  location  and  original  investigations, 
with  statement  of  results.  1600  w.  Trans  Am 
Inst  of  Min  Engs— May,  1897.  No.  13 166. 
45  cts. 

DIAMONDS. 

The  South  African  Diamond  Mines.  Wil- 
liam F.  Booth.  A  brief  sketch  of  their  history 
and  development,  and  how  the  gems  are  ob- 
tained from  the  clay.  111.  1400  w.  Col  Eng 
—May,  1897.  No.  12972.  30  cts. 
FLAWS. 

The  Detection  of  Flaws  by  the  Schiseophone. 
(Le  Schiseophone.)  This  is  a  modification  of 
the  microphone  by  means  of  which  flaws  in 
metal  are  detected  by  the  modification  produced 
in  the  sound  of  tapping  as  heard  in  the  micro- 
phone.   1000  w.    Le  Genie  Moderne — May  1, 


1897.    No.  12740.    30  cts. 
GAS  Prodacer. 

Notes  on  Some  Recent  Forms  of  Gas  Pro- 
ducer. A.  H.  Sexton.  Jour,  of  the  West  of 
Scotland  Iron  and  Steel  Inst.  Calling  attention 
to  some  new  forms  of  producer  for  which  great 
advantages  are  claimed.  2000  w.  Am  Mfr  & 
Ir  Wld — May  7,  1897.     No.  12655.    *5  cts. 

MELTING  Points. 

Relations  Between  the  Melting  Points  and  the 
Latent  Heats  of  Fusion  of  the  Metals.  Joseph 
W.  Richards.  A  collection  of  data,  pointing 
out  the  limits  of  the  relation,  with  observations. 
900  w.  Jour  Fr  Inst— May,  1897.  No.  12648. 
45  cts. 

METAL  Mines. 

Characteristic  American  Metal  Mines.  J. 
Wyman  Jones.  Describing  the  plant  of  the  St. 
Joseph  Lead  Company.  111.  1800  w.  Eng 
Mag— June,  1897.  Serial.  1st  part.  No.  I3259« 
30  cts. 

The  Mineral  and  Metal  Production  of  the 
United  States  in  1896.  A  full  and  corrected 
statement  of  the  output  of  the  mines  and  metal- 
lurgical works  of  the  United  States  for  the  last 
year,  with  their  values.  4400  w.  Eng  &  Min 
Jour— May  29,  1897.    No.  13179.    15  cts. 

PHOSPHATES. 

Phosphates  in  Tennessee.    H,   D.  Ruhtn, 
Interesting  survey  of  present  operation  in  the 
new  field.    2200  w.    Mfrs  Rec—  May  28, 1897. 
No.  13132.    15  cts. 
SALTPETER. 

Our  Saltpeter  Caves  in  Time  of  War.  Horace 
C.  Hovev.  Describes  what  was  once  a  vital  in- 
dustry of  the  United  States,  though  now  aban- 
doned, and  the  importance  of  these  deposits  in 
time  of  war.  2000  w.  Sci  Am — May  8,  1897. 
No.  12642.    15  cts. 

TELLURIUM. 

The  Purification  of  Crude  Tellurium.  (Ueber 
die  Reintgung  des  Rohtellurs.)  A  review  of  past 
and  present  methods  by  the  director  of  the 
Vienna  Assay  Office.  3500  w.  Oesterr  Zeitsch 
f  Berg  u  Huttenwesen— April  24.  1897.  No. 
j  2776.    30  cts. 
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GAS  SUPPLY. 

ACETYLENE. 

Acetylene  at  the  Agricultural  Show.  (Au 
Concours  Agricole,  L'Acetyline.)  Describes 
several  portable  generators  for  household  pro- 
duction of  acetylene  gas  from  calcium  carbide. 
2000  w.  Le  Genie  Moderne — May  1,  1897. 
No.  12742.    30  cts. 

See  also  title  "  Accidents  "  under  Economics 
and  Industry,  Labor. 

ARTIFICIAL  Ll«bt. 

See  Electrical  Engineering,  Lighting. 

BY -PRODUCTS. 

Recovery  of  By-Products  from  Gas-Purifying 
Matter.  Dr.  Auerbach.  Read  before  the 
Assn.  of  Rhenish  Gas  and  Water  Engineers. 
Considers  the  nature  of  the  gas  which  enters 
the  purifiers,  the  nature  of  the  mass  serving 
for  purification,  and  the  treatment  of  the  puri- 


fying matter  during  use.    1600  w.    Am  Mfr  & 
Ir  Wld— May  14,  1897.    No.  12S90.    15  cts. 
CARUURATION. 

The  Carburatton  of  Coal  Gas.  Charles  E. 
Botley  and  C.  F.  Botley.  Read  before  the 
Inst  of  Gas  Engrs.  London.  A  statement  of 
the  napthalene  difficulty  at  Hastings,  and  the 
method  of  overcoming  it,  giving  an  account  of 
the  investigations.  Appendix  and  discussion 
follow.  16000  w.  Gas  Wld— May  8,  1S97. 
No.  12990.  30  cts. 
COAL  GA8. 

The  Self- Enrichment  of  Coal  Gas.  Mr. 
Shadbolt.  Resume  of  a  former  paper  and  the 
results  of  further  experiments,  followed  by  dis- 
cussion. Read  at  Peterborough,  Eng.,  before 
Eastern  Counties'  Gas  Mgrs.  Assn.  3800  w. 
Gas  Wld— April  24,  1897.  No.  12619.  30  cts. 
CURBS. 

Gasholder  Curbs.   John  P.  Leather.  Calcu- 
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lation  of  strains.  1600  w.  Gas  Wld — April 
24,1897.   Serial.    1st  part.    No.  12617.  30 

CTANOGEN. 

Notes  on  Cyanogen  as  a  Gas- Works  Residual. 
G.  P.  Lewis.  Read  before  the  Inst  of  Gas 
Engs.,  London.  Considers  cyanogen  com- 
pounds, recovery  from  crude  gas.  extraction 
from  spent  oxide,  &c,  with  discussion.  10000 
w.  Gas  Wld— May  8,  1897.  No.  12989.  30 
cts. 

FLAME. 

The  Luminosity  of  Flame.  A.  Smithells. 
Read  before  the  Inst,  of  Gas  Engs..  London. 
States  the  difficulties  relating  to  the  study  of 
flames,  the  chemical  and  physical  character  of 
soot,  how  carbon  is  set  free  in  flames,  cause  of 
the  glow  of  the  separated  carbon,  &c.  Discus- 
sion. 5500  w.  Gas  Wld— May  8.  1897.  No. 
12988.   30  cts. 

GA8. 

A  M  eans  of  Largely  Increasing  the  Summer 
Sendout  of  Gas.  J.  C.  Lord.  Read  at  meet- 
ing of  Texas  Gas  and  Elec.  Light  Assn.  The 
writer's  experience  is  given,  followed  by  discus- 
sion. 4200  w.  Am  Gas  Lgt  Jour— May  10, 
1S97.    No.  12700.    15  cts. 

Selling  Gas.  I.  C.  Copley.  Read  at  meet- 
ing of  Western  Gas  Assn.  The  writer  enumer- 
ates the  conditions  he  considers  essential,  and 
considers  the  sale  of  gas  for  fuel.  Discussion. 
9400  w.  Pro  Age— June  1.  1897.  No.  13188. 
15  cts. 

OA8  Engineering. 

Inaugural  Address  before  the  Institution  of 
Gas  Engineers,  England.  Corbet  Woodall.  The 
range  and  diversity  of  the  lines  of  gas  engineer- 
ing practice,  the  progress,  &c,  with  favorable 
remarks  on  inclined  retorts  and  carburetted 
water  gas.  6000  w.  Gas  Wld— May  8,  1897. 
No.  12987.   30  cts. 

Presidential  Address  of  J.  T.  Jolliffe,  before 
Eastern  Counties  Gas  Managers' Association. 
Considers  temperature  effects,  coke  and  am- 
monia, manufacture,  condensation,  purification, 
fittings  and  incandescent  lighting.  4800  w. 
Gas  Wld— April  24,  1897.    No.  12618.    30  cts. 

GASHOLDERS. 

The  Influence  of  Wind  on  Gasholders.  M. 
Irminger.    An  account  of  experiments  made  by 
the  writer  with  results.    2600  w.  Jour  Gas  Lgt 
—May  4.  1897.    No.  12850.    30  cts. 
OAS  Producer. 

See  Mining  and  Metallurgy.  Miscellany. 

OAS  Purification. 

The  use  of  Lime  for  Gas  Purification.  S. 
Carpenter.  An  article  written  for  young  gas 
managers.  Directions,  with  explanation  of  the 
effect,  suggestions  pointing  out  the  proper 
method  of  using  the  different  agents  so  as  to 
produce  beneficial  results.  1600  w.  Jour  Gas 
Lgt— April  27,  1897.  No.  X2663.  30  cts. 
OAS  Works. 

Newcastle-under*Lyme  Corporation  Gas 
Works.  F.  A.  Winstanley.  Description  of 
works  and  plant.  1800  w.  Gas  Eng's  Mag- 
May  10,  1897.    No.  13131.    30  cts. 

The  Amsterdam  Gas  Works.  Henry  H. 
Salomons.   Read  before  the  Inst,  of  Gas  Engs. , 


London.  Description  of  the  works.  3500  w. 
Gas  Wld— May  8.  1897.  No.  12993.  30  Ctt. 
GOVERNORS. 

Automatic  Gas  Station  Governors.  Henry 
O'Connor.  Read  before  the  Soc.  of  Engs., 
England.  Describes  the  duty  which  the  gas 
governor  is  called  upon  to  perform,  with  the 
more  recent  gas  governors  in  use.  7000  w. 
Jour  Gas  Lgt— May  4,  1897.  No.  12851.  30 
cts. 

Automatic  Gas-Station  Governors.  The  dis- 
cussion of  Mr.  O'Connor's  paper.  4000  w. 
Jour  Gas  Lgt— May  11,  1897.  No.  12977. 
30  cts. 

ILLUMINATION. 

See  Electrical  Engineering— Lighting. 
MAINS. 

Locating,  Determining  and  Laying  of  Street 
Mains  and  the  Distribution  of  Gas.  J.  P.  Gill. 
Part  first  is  largely  preliminary  remarks  calling 
attention  to  important  points.  Also  considers 
the  survey  of  the  town  or  city  in  which  it  is 
proposed  to  build  gas  works.  3000  w.  Am 
Gas  Lgt  Jour— May  3,  1897.  Serial.  1st  part. 
No.  12602.    15  cents. 

MEETING. 

North  of  England  Gas  Managers'  Associa- 
tion. An  account  of  the  half-yearly  meeting  at 
Newcastle.  President's  address,  abstracts  of 
papers  and  discussions.  &c.  5800  w.  Jour, 
Gas  Lgt— April  27,  1897.    No.  12664.    30  cts. 

OXII>K. 

The  Value  of  Spent  Oxide.  Dr.  Auerbach. 
Summary  of  paper  read  at  meeting  of  the  Assn. 
of  Mid-Rhenish  Gas  and  Water  Engs.  Dis- 
cusses the  quality  of  gas  entering  the  purifier, 
the  conditions  of  the  purifying  material,  and 
the  treatment  of  the  material  during  use.  1600 
w.  Jour  Gas  Lgt — May  11,1897.  No.  12976. 
30  cts. 

PURLIC  Lighting. 

Incandescent  Burners  for  Public  Lighting. 
Summary  of  report  of  Thomas  II .  Nesbit.  The 
data  given  were  collated  from  replies  obtained 
to  a  circular  letter.  4500  w.  Gas  Wld— May  22, 
1897.    No.  13185.    30  cts. 

R  KTORT8. 

A  Study  of  Inclined  Retorts  in  Europe. 
Frederick  Egner.  Read  before  the  Western 
Gas  Assn.  Observations  gathered  on  a  trip 
through  England,  France,  Germany  and  Aus- 
tria, made  with  the  object  of  studying  the  '*  In- 
clined "  or  "Sloping"  retorts.  Discussion. 
5000  w.  Pro  Age— June  1,  1897.  No.  13 190. 
15  cts. 

REVIVIFICATION. 

Revivification  of  Oxide  of  Iron  in  Purifiers. 
Isaac  C.  Baxter.  Read  at  meeting  of  Western  Gas 
Assn.  The  methods  are  discussed  and  the  ad- 
vantages stated.  Discussion  follows.  III. 
5800  w.  Pro  Age— June  I,  1897.  No.  13187. 
15  cts. 

SEPARATOR. 

An  Oil-Tar  Separator  and  Its  Results.  J.  R. 
Lynn.  Read  before  the  Western  Gas  Assn. 
Illustrated  description  of  the  apparatus  used  by 
the  Detroit  Gas  Co.— and  the  results.  Discus- 
sion. 5700  w.  Pro  Age— June  1,  1897.  No. 
13189.  15  ctt. 
VIENNA. 

Gas-holder  and  Retort-house  of  the  Vienna 
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Gas- Works.  (Gas  Beh&ltergebaude  end  Ofenhaus 
der  Wiener  stidt.  Gaswcrkc.)  Description  and 
plates  of  the  pretentious  architecture  of  these 
important  works.  2500  w.  and  3  plates.  Wiener 
Bauindustrie  Zeitung— April  8,  1897.  No. 
12785.    45  cts. 

SEWERAGE. 

DRAINAGE. 

Karachi  Municipal  Drainage  Scheme.  J. 
Strachan.  Plan  showing  the  position  of  various 
works  connected  with  this  scheme,  with  report 
of  the  work  of  the  sewerage  farm.  500  w.  Ind 
Engng— April  3,  1897.  Serial.  1st  part.  No. 
12806.  45  cts. 
FILTER  Beds. 

Operation  of  the  Sewage  Filter  Beds  of 
Brockton,  Mass.,  in  1896.  Information  ab- 
stracted from  report  of  F.  Herbert  Snow, 
city  engineer.  2300  w.  Eng  News— May  20, 
1897.  No.  12995.  15  cts. 
SEWER  Flushing-. 

Systems  of  Sewer  Flushing  and  Suggestions 
on  Flush-Tank  Design  and  Construction.  An- 
drew Rosewater.  An  analysis  of  the  relative 
merits  of  the  various  methods  of  flushing  sewers, 
with  suggestions  as  to  the  construction,  opera- 
tion and  care  of  the  flushing  devices  in  general 
use.  2300  w.  Eng  News— May  6.  1897.  No. 
12678.    15  cts. 

SEWERS. 

Sewer  Outlets  at  Niagara  Falls,  Ont.  Charles 
H.  Mitchell.    The  novel  features  are  illustrated 
and  described.    1400  w.    Eng  News — May  13, 
1897.    No.  12882.    15  cts. 
STORM- WATER  Sewera. 

A  Graphical  Method  for  Determining  the 
Capacity  of  Storm-Water  Sewers.  Clinton  S. 
Burns.  Shows  how  a  graphical  diagram  may 
be  constructed  to  afford  an  easy  means  of  ob- 
taining results  from  the  new  formula  proposed 
by  W.  Santo  Crimp  and  Charles  E.  Bruges. 
1700  w.  Engng  Jour— May,  1897.  No.  13 123. 
30  cts. 

TRADES-Refuse. 

West  Riding  Rivers.  The  Problem  of  Trades- 
Refuse.  Editorial  giving  successful  solutions  of 
the  liquid  trades-refuse  problem.  The  case  ad- 
duced refers  to  the  woolen  trade.  2200  w. 
Engng— May  7,  1897.    No.  12899.   30  cts. 

STREETS  AND  PAVEMENTS, 

ASPHALT. 

Softening  Agents  for  the  Production  of  As- 
phalt Cement  for  Paving  and  Other  Purposes. 
Clifford  Richardson.  States  the  popular  fallacies 
in  regard  to  petroleum  residuum,  describes  pe- 
troleum residuum,  and  gives  information  and 
results  of  experiments.  2000  w.  Munic  Engng 
— June,  1897.    No.  13197.    30  cts. 

IRON  81»g. 

American  Iron-Slag  Paving.  George  W. 
Hayes.  An  account  of  the  use  of  this  material 
on  the  roads  around  Lebanon,  its  wearing  qual- 
ities, manner  of  laying,  &c.  800  w.  Munic 
Engng— June,  1897.  No.  13198.  30  cts. 
PAVING  Brick. 

Report  of  the  Commission  on  Standard  Speci- 
fications and  Methods  of  Testing  Paving  Brick. 
Edward  Orton,  Jr.    A  brief  resume  of  report 


previously  given,  with  additional  tests  and  con- 
clusions.   6000  w.   Clay  Rec— April  29,  1897- 
No.  12641.    15  cts. 
scow. 

See  Marine  Engineering. 
STREET  Cleaning. 

How  the  Streets  of  Paris  are  Cleaned.  The 
work  of  the  street  cleaning  department  is  de- 
scribed. 2000  w.  San  Rec — April  30,  1897. 
No.  12801.    30  cts. 

STREET  Lighting. 

Street  Lighting  by  Electricity.  F.  J.  Warden 
Stevens.  The  article  is  chiefly  to  show  that,  as 
the  standard  of  illumination  is  increased,  electric 
lighting  comes  to  the  fore  as  the  cheapest  and 
most  satisfactory.  2000  w  Arch.,  Lond — April 
30,  1897.  No.  12809.  30 
SYDNEY,  N.  S.  W. 

Hard- Wood  Pavements  in  Sydney,  New  South 
Wales.    R.  W.  Richards,  in  The  Surveyor.  A 
short  paper  with  discussion.  4800  w.  Ind  &  Ea»t 
Eng — April  17,  1897.    No.  13013.    45  cts. 
WOOD  Paving. 

Hard-Wood  Paving.  From  the  London 
"Standard."  Brief  account  of  the  growth  of  this 
Industry,  important  changes,  use  of  Australian 
hard  woods.  &c.  1600  w.  Ill  Car  &  Build 
— May  7,  1897.    No.  12917.    30  cts. 

California  Redwood  for  Street  Pavements. 
Ernest  McCullough.  Some  account  of  paving 
experiments  in  San  Francisco,  with  description 
of  the  use  of  redwood,  manner  of  preparation 
and  laying.  Also  remarks  on  other  kinds  of 
pavement.  2200  w.  Munic  Engng — June, 
1897.    No.  13199.    30  cts. 

WATER  SUPPLY. 

DAM. 

The  New  Holyoke  Water-Power  Dam.  San- 
ford  E.  Thompson.  Describes  the  construction 
of  the  present  wooden  dam,  and  the  repairs  that 
have  been  necessary,  and  gives  details  of  the 
new  stone  dam,  the  materials,  special  tests  and 
contract  work  III.  7000  w.  Eng  News — May 
13.  1897.  No.  12879.  15  cts. 
ENGLISH  Water  Supplies. 

Water  Supply  of  English  Cities.     The  water 
supply  of  London  as  compared  with  other 
English  cities  is  discussed.     2000  w.    Fire  and 
Water — May  22,  1S97.    No.  13103.    15  cts. 
FILTRATION. 

Filtration  at  Lexington,  Ky.  Decaying  mat-  » 
ter  accumulating  in  the  reservoirs  made  filtra- 
tion necessary.  A  mechanical  filter  is  used  with 
success.  The  aerating  feature  is  conspicuous. 
Cost  given.  900  w.  Fire  and  Water— May  1, 
1S97.  No.  12616.  15  cents. 
ILLINOIS. 

The  Water  Supplies  of  Illinois.  An  account 
of  the  survey  of  the  waters  of  this  state  for  the 
purpose  of  determining  their  present  sanitary 
condition,  with  statement  of  results.  III.  2400 
w.  Fire  &  Water— May  29.  1897.  No.  13177. 
15  cents. 

LONDON. 

The  London  Water  Supply.  Dr.  Percy  Frank- 
land.  The  advances  which  have  been  made  in 
knowledge  of  the  hygienic  aspects  of  potable 
water,  due  to  the  discoveries  in  the  science  of 
bacteriology,  with  facts  regarding  the  treatment 
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of  the  London  supply,  and  its  efficiency.  Dis- 
cussion follows,    iiooo  w.    Jour  Soc  of  Arts 
— May  21,1897.    No.  1318a.    30  cts. 
NEW  YOKK. 

The  Water  Supply  of  New  York  City.  High 
praise  for  this  metropolitan  work,  with  informa- 
tion concerning  the  new  Jerome  Park  reservoir. 
III.  3000  w.  Sci  Am — May  15,  1897.  No. 
12856.    15  cts. 

ONE  HUNDRED  FOOT  Standard. 

The  100-Foot  Standard  of  Length  of  the  Bos- 
ton Water  Works  at  Chestnut  Hill  Reservoir. 
Charles  W.  Sherman.  A  brief  description  with 
some  of  the  problems  which  came  up,  in  gradu- 
ation and  testing.  III.  5000  w.  Jour  Assn 
of  Engng  Soc— April,  1897.  No.  13015.  30  cts. 
OVERFLOW. 

The  Arrangements  and  Dimensions  of  Over- 
flow Pipes.  (Anordnung  und  Bemessung  des 
Durchmessers  der  Ueberlaufrohre.)  Especially 
'dealing  with  overflow  pipes  for  water  tanks,  in- 
cluding cost.  2000  w.  Gesundheits  Ingenieur 
— April  30,  1897.    No.  12778.    30  cts. 

PUMPING. 

Pumping  Engines  for  Rotterdam.  Illustrates 
and  describes  engines  recently  constructed  for 
the  water- works.  They  are  of  the  surface-con- 
densing triple-expansion  type,  with  three  cranks 
at  120  deg.,  each  piston-rod  driving  a  double 
acting  pressure  pump.  1600  w.  Eng,  Lond — 
April  13,  1897.  Serial.  1st  part.  No.  12688. 
30  cts. 

RESERVOIRS. 

Reservoirs  of  Rammed  Blton.  (Wasserbe- 
halter  aus  Stampfbcton.)  Describing  and  illus- 
trating a  roofed  reservoir  of  beton  of  about 
80,000  gallons  capacity,  at  Aussig  in  Bohemia. 
1 200  w.  Zeitschr  d  Oesterr  Ing  un  Arch  Ver — 
April  23,  1897.    No.  12723.    30  cts. 

The  Jerome  Park  Reservoir.  Description 
with  illustrations  and  interesting  information. 
2200  w.  Fire  &  Water— May  15,  1897.  No. 
12931.    is  cts. 

The  New  Distributing  Reservoir  for  the 
Water-Supply  System  of  Minneapolis.  C.  H. 
Kendall.  Description  and  information  of  the 
reservoir  and  filter  plant  being  constructed  at 
this  city.  1700  w.  Eng's  Year  Book,  Univ  of 
Minn — 1897.    No.  13012.    45  cts. 

The  New  Reservoir  for  New  York.  From 
the  N.  Y.  Sun.  Interesting  information  in  con- 
nection with  the  water  supply  of  the  past  fifty 
years,  and  the  new  reservoir,  which  is  to  cost 
fully  $10,000,000.  1400.  Eng— May  8,  1897. 
No.  12884.  15  cts. 
SANITATION. 

Sanitary  Problems  Connected  with  Municipal 
Water  Supply.  W.  P.  Mason.  Presents  the 
dangers  arising  from  insanitary  methods,  the 
ignorance  of  the  general  public,  gives  statistics 
of  several  noted  epidemics  and  their  cost,  and 
an  extended  discussion  of  the  subject.  7000  w. 
JourFr  Inst— May,  1897.    No.  12644.   45  cts. 

RIVETED  Pipe. 

The  Distortion  of  Riveted  Pipe  by  Back- 
Filling.  D.  D.  Clarke.  Notes  on  work  near 
Portland,  Ore.,  with  account  of  tests  and  re- 
sults, which  may  be  of  service  to  those  investi- 
gating the  question  of  the  depth  of  trench  per- 
missible for  steel  water  pipe  under  certain  con- 


ditions. Tabulated  statements  of  tests.  III. 
2500  w.  Pro  Am  Soc  of  Civ  Engs— May,  1897. 
No.  13 124.    75  cts. 

STAND-PIPES. 

Leaning  Stand- Pi  pes  at  Red  Oak  and  Gris- 
wold,  la.  W.  D.  Lovell.  Describes  the  two 
cases  named  and  the  straightening  of  the  first. 
The  second  still  stands  and  no  further  settle- 
ment has  taken  place.  900  w.  Eng  News- 
May  13,  1897.  No.  12881.  15  cts. 
TAPPING. 

Making  a  Thirty-Six-Inch  Cut  in  a  Forty- 
eight-inch  Water  Main.  An  illustrated  ac- 
count of  work  accomplished  by  the  Smith  tap- 
ping apparatus.  1000  w.  Fire  &  Water — May  8, 
1897.    No.  12S29.    15  cts. 

VALVE. 

The  Liebenow  Water  Valve.  (Das  Liebe- 
nowsche  Nebenschlussventil.)  An  auxiliary 
valve  to  be  used  in  connection  with  water 
meters  to  prevent  the  "  water  hammer"  action 
and  reversal  of  current.  Its  use  shows  a 
marked  increase  in  accuracy  of  the  meters. 
3000  w.  Zeitsch  d  Ver  Deutscher  Ing — April  3, 
1897.  No.  12702.  30  cts. 
VIENNA. 

The  Works  on  the  Vienna  Water  Supply. 
(Die  Arbeiten  der  Wienthal-wasserleilung.) 
An  account  of  the  four  great  reservoirs  and 
filter  plant  now  under  construction,  with  plate 
of  details  of  sand  filter,  and  report  of  discus- 
sion. Five  articles.  25000  w.  Zeitscher  d 
Oesterr  Ing  u  Arch  Ver — April  16,  24,  30,  and 
Slay  7  and  14,  1897.  No.  12720.  $1.50. 
WATER  Meters. 

Water  Meters.  Joseph  B.  Rider.  Examples 
are  given  aiming  to  show  that  a  universal  meter 
system  is  desirable,  and  stating  its  advantages. 
32000  w.  Fire  &  Water— May  29,  1897.  No. 
13176.  15  cts. 
WATER  Towers. 

Some  Recent  Examples  of  Water  Tower 
Construction.  Illustrates  and  describes  three 
interesting  designs,  located  at  Warren,  III.. 
Dwight,  III.,  and  Lexington,  Ky.,  respectively. 
800  w.  Eng  News— May  27,  1897.  No.  13135. 
15  cts. 

WATER  Works. 

St.  Paul  Water  Works.  John  Caulfield. 
Historical  account,  with  description  of  sources 
of  supply,  quality  of  water,  plant.  &c  111. 
3000  w.  Fire  &  Water — May  29,  1897.  No. 
13178.    15  cts. 

The  New  Lake  Tunnel  and  Cribs  for  the 
Cleveland,  O.,  Water- Works.  C.  F.  Schulz. 
Illustrated  description  of  the  work  begun  for 
securing  a  water  supply  untainted  by  sewage 
for  the  city  of  Cleveland.  3000  w.  Eng  Rec 
—May  22,  1897.     No.  13083.    15  cts. 

The  Water-Works  at  Hollister,  Cal.  C.  E. 
Grunsky.  Illustrated  description,  calling  atten- 
tion to  special  features.  1500  w.  Eng  News — 
May  6,  1897.    No.  12677.    15  cts. 

MISCELLANY. 

OARRAGE  Disposal. 

The  Vexed  Question  of  Garbage  Disposal. 
Rudolph  Hering.  Reviewing  the  various  meth- 
ods, with  special  attention  to  that  of  cremation. 
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III.  2800  w.  Eng  Mag— Jane,  1897.  No. 
13262.    30  cts. 

MUNICIPAL  Engineering. 

Notes  on  Municipal  Engineering  Work  at  Salt 
Lake  City.  Details,  compiled  from  drawings 
and  information  furnished  by  the  city  engineer. 
Principally  details  of  street  work.  III.  1400  w. 
Eng  News—  May  6,  1897.  No.  12680.  15  cts. 
NEW  YORK. 

The  Municipal  Problem  and  Greater  New 
York.  Albert  Shaw.  Discusses  the  problem  of 
municipal  government,  reviews  the  past  history 
of  New  York  and  Brooklyn,  and  discusses  the 
charter  for  Greater  New  York.  Reference  is 
made  to  the  simplicity  of  the  fundamental  mach- 
inery of  cities  in  other  lands.  11500W.  At- 
lantic M — June,  1897.    No.  12999.   45  cts. 

REFUSE. 

Electric  Supply  and  the  Destruction  of  Town 
Refuse.    F.  J.  Warden-Stevens.    Describes  the 


usual  form  of  destructor,  and  its  working, 
showing  how  much  heat  may  be  obtained  per 
pound  of  refuse,  and  bow  far  the  heat  from  tbe 
destructor  is  usable  for  electric  supply.  2S00  w. 
Arch,  Load — May  14,  1897.  No.  13101.  30 
cts. 

REFUSE  Deatractor 

The  Morse-Boulger  Garbage  and  Refuse  De- 
structor. Description  with  a  statement  of  the 
new  principles  claimed  for  the  system.  1000  w. 
Eng  Rec—  May  15,  1897.  No.  12949.  15  cts. 
sterilization. 

The  Sterilization  of  Liquids  in  Bulk  under 
High  Pressure.  (Ste'rilixation  des  Liquides  en 
Grandes  Masses  sous  Hautes  Pressions.)  Tbe 
Kuhn  process,  by  means  of  which  all  decompo- 
sition or  cooking  of  the  liquid  is  avoided  and 
fermentation  may  be  arrested  at  any  stage. 
1  too  w.  La  Revue  Technique— April  to,  1897. 
No.    12733.   45  ct». 
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NEW  CONSTRUCTION. 

FAR  EAST. 

From  London  to  the  Far  East  by  Railway. 
Reviews  the  various  schemes  proposed  for  build- 
ing railways  connecting  the  distant  parts  of  the 
world,  and  makes  remarks  on  the  probable  effect 
of  the  Trans  Siberian  railway.  1800  w.  Engng 
May  14,  1897.  No.  13078.  30  cts. 
INDIA. 

The  Railway  to  India.  C.  E.  D.  Black. 
Discusses  the  importance,  the  'political  aspect, 
and  physical  obstructions ;  touching  also  the 
commercial  advantages.  Discussion  follows. 
6000  w.  Jour  Soc  of  Arts— May  7,  1897.  No. 
1 2916.    30  cts. 

LANARKSHIRE. 

Lanarkshire  and  Dumbartonshire  Railway. 
Illustrated  description  of  the  new  railway  con- 
necting the  iron  and  coal  district  of  Mid- Lan- 
arkshire with  the  numerous  shipbuilding  and 
engineering  works  of  the  Clyde.  3500  w. 
Engng— May  7,  1897.  Serial.  1st  part.  No. 
I28q7.    30  cts. 

LIGHT  KnllwAyn. 

Light  Railways  for  the  Cape.  A  summary 
of  information  collected  by  a  commission  ap- 
pointed by  the  government,  to  visit  and  report 
upon  the  Continental  and  Irish  systems.  Favors 
the  construction  of  light  railways,  by  contract 
and  by  private  companies.  1500  w.  Engng — 
April  30,  1897.    No.  12685.  3octs. 

MOUNTAIN  Railway. 

The  Darjeeling  Himalayan  Railway.  Illus- 
trated brief  description  of  an  interesting  con- 
struction, showing  several  complete  loops,  zig- 
zags, and  curves.  900  w.  Engng — April  30, 
1897.  No.  12682.  30  cts. 
TUNNEL. 

See  same  title  under  Civil  Engineering,  Mis- 
cellany. 

...AiNTENANCE  OF  EQUIPMENT. 

AXLE  Boxea. 
The  Defects  of  Existing  Axle  Boxes.  (Man- 


gel der  Jetzigen  Achsbuchsen.)  Discussion  of 
the  axle  boxes  of  the  Prussian  State  Railways, 
with  interesting  data  about  breakages,  wear  and 
lubrication.  7500  w.  Glaser's  Annalen— April 
15,  1897.    No.  12743.    45  cts. 

BRAKE8. 

Inside  Brakes  for  Passenger  Cars.  Gives  the 
reason  for  adopting  this  plan  of  construction  on 
the  Canadian  Pacific.  900  w.  Ry  Age— May 
14,  1897.    No.  12930.    15  cts. 

The  Air  Brake.  R.  A.  Parke.  History  of 
the  air  brake,  and  its  evolution  from  straight 
air  to  automatic,  from  automatic  to  quick  ac- 
tion, and  from  quick  action  to  the  modern  high- 
speed brake,  with  sectional  views.  5400  w.  Ky 
Mag — April,  1897.  No.  12835.  30  cts. 
CABOOSE. 

Caboose  Car.  Lake  Shore  and  Michigan 
Southern  Railway.  Describes  some  new  caboose 
cars  recently  built  by  this  road,  from  the  de- 
signs and  drawings  of  A.  M.  Waitt.  111.  900 
w.  Am  Eng  &  R  R  Jour— June,  1897.  No. 
13236.    30  cts. 

COAL  C*r. 

Hopper  Coal  Car.  Chesapeake  and  Ohio 
Railway.  Illustrated  description  of  a  car  of  80,- 
000  lbs.  capacity,  with  dimensions.  1400  w. 
R  R  Car  Jour— May,  1897.  No.  12823.  15 
cts. 

ICE  Car. 

Ice  Car.  Chicago  &  Northwestern  Railway. 
Illustrated  description  of  cars  designed  for  this 
special  service,  but  also  adapted  to  carrying 
grain  or  coal.  600  w.  Am  Eng  &  R  R  Jour — 
June,  1897.  No.  I3«33-  3°  ctt. 
JAPAN. 

Railways  and  Locomotive  Building  in  Japan. 
(Eisenbahnen  und  Lokomotivbau  in  Japan.)  A 
very  fully  illustrated  article  showing  the  styles 
and  builders  of  locomotives  shipped  to  Japan 
from  Europe  and  America  since  1871  with  an 
account  of  those  of  native  make.  A  most  valua- 
ble article.  8000  w.  Zeitsch  d  Ver  Deutscher 
Ing— April  24,  1897.    No.  12708.    30  cts. 
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LIGHTING. 

Railway-Carriage  Lighting.  Herr  H.  Gerdes, 
in  Journal  (Or  Gasbeleuchtung.  Extracts  giv- 
ing use,  cost,  Ac,  of  Pintsch  gas,  electricity, 
and  acetylene.  1800  w.  Gas  Wld— May  1, 
1897.    No.  12803.    30  cts. 

LOCOMOTIVE. 

Express  Compound  Locomotive  with  Auxiliary 
Gear.  Illustrated  description  of  compound  loco- 
motive with  a  single  pair  of  driving  wheels,  and 
with  various  constructive  peculiarities.  To  be 
used  on  the  Bavarian  State  Railway.  4000  w. 
Engng— May  21,  1897.    No.  13154-    3©  cts. 

Compound  Locomotives  on  the  London  and 
Northwestern  Railway.  Gives  particulars  of  two 
experiments  from  the  investigations  made  by  F. 
W.  Webb,  of  the  performance  of  compound 
goods  engines.  Data  supplied  by  the  indicator 
and  the  tractometer.  Also  editorial.  2300  w. 
Eng.  Lond — May  7.  i8#7.   No.  12007.   30  cts. 

Locomotive  Building  *n  Japan.  Engravings 
illustrating  the  most  recent  achievements  in  the 
way  of  locomotive  building  by  the  Japanese, 
with  dimensions  and  details.  1100  w.  Set  Am 
Sup — May  22,  1897.    No.  12968.    15  cts. 

Ten  Wheel  Compound  Passenger  Locomotive 
— Northern  Pacific  Railway.  General  di- 
mensions and  description  of  the  third  design  of 
some  noteworthy  locomotives  recently  built.  111. 
800  w.  Am  Eng  &  R  R  Jour— June,  1897.  No. 
13232    30  cts. 

The  Heilmann  Electric  Locomotive.  (Die 
Elektrisch  Lokomotiv  von  Heilmann.)  Detailed 
description  of  the  115  ton  electric  locomotive,  of 
which  design  two  have  just  been  completed  for 
the  Western  Railway  of  France.  3500  w.  and  1 
plate.  Glaser's  Annalen— April  15,  1897.  No. 
12744-    45  cts. 

See  also  Street  and  Electric  Railways. 

LOCOMOTIVE  Weight. 

Distribution  of  Axle  Loads.  (Das  Diagram m 
der  Achselbelastungen.)  Diagrams  showing  the 
distribution  of  the  weight  of  a  locomotive  for  a 
variety  of  arrangements  of  axles  and  equalizing 
levers.  5000  w.  Glaser's  Annalen — May  1, 
1897.    No.  12746.    45  cts. 

LCBRICATION. 

Lubrication  of  Locomotive  Cylinders.  Brief 
discussion  of  practice  and  results,  with  sugges- 
tions. 1300  w.  Am  Eng  &  R  R  Jour— June, 
1897.    No.  13238.    30  cts. 

Economy  in  Engine  Oil.  Abstract  of  discus- 
sion at  the  April  meeting  of  the  New  England 
R.  R.  Club.  2000  w.  R  R  Gaz.— May  2t, 
1897.    No.  12983.    15  cts. 

Oiling  Cylinders.  Clinton  B.  Conger.  Re- 
views past  methods,  and  changes  made  in  oiling 
valves  and  cylinders  of  locomotives,  giving  facts 
and  observations  from  the  writer's  experience. 
1800  w.  Loc  Engng— May,  1897.  No.  12673. 
30  cts. 

PETROLEUM. 

Petroleum  Fuel  on  the  Russian  Locomotives 
(Chauffage  au  Pe'trole  des  Locomotives  des  Che- 
mins  de  Fer  Russe.)  Review  of  Russian  official 
report,  showing  large  increase  in  the  use  of 
petroleum  refuse  for  locomotive  firing.  3500  w. 
La  Revue  Technique— 25  April,  1897.  No. 
"737-    45  cts. 


PRIVATE  Cars. 

Modern  Private  Cars.  Dnane  Doty.  Illus- 
trated description  of  the  "  Pioneer"  and  "Vir- 
ginia." 1900  w.  R  R  Car  Jour— May,  1897* 
No.  12824.    15  cts. 

Proposed  Plans  for  Presidential  Car.  Illus- 
trations of  plans  proposed  by  E.  D.  Nelson  and 
Thomas  Anderson,  with  editorial,  and  an  article 
from  the  "  Railway  Agent"  in  criticism  of  the 
project,  and  other  articles  bearing  on  this  sub- 
ject. 3300  w.  R  R  Car  Jour— May,  1897, 
No.  12825.  15  cts. 
RAILWAY  Car. 

The  Queen's  Railway  Train.    Interesting  de- 
scription of  the  particular  carriage  by  which  the 
Queen  travels  northward.  1200  w.    Ill  Car  & 
Build— May  21,  1897.    No.  13224.    30  cts. 
RAILWAY  Engineering-. 

Railway  Engineering.  Cecil  B.  Smith.  The 
first  of  a  series  of  papers  to  appear  later  in  book 
form.  The  papers  will  deal  chiefly  with  location, 
construction  and  maintenance.  3400  w.  Can 
Eng— May,  1897.  Serial.  1st  part.  No.  12830. 
15  cts. 
REPAIRS. 

The  Cost  of  Locomotive  Repairs  and  the 
Efficiency  of  Machine  Tools  in  Railroad  Shops. 
William  Forsyth.  Read  before  the  Western 
Railway  Club.  Considers  the  saving  that  can 
be  made  by  the  increased  capacity  of  old  tools, 
and  by  the  use  of  more  efficient  new  tools. 
3000  w.  R  R  Gaz— May  14,  1897.  No.  12894. 
15  cts. 

SPEED  Indicator. 

The  Klose  Speed  Indicator.  (Die  Gesch- 
windigkeitsmesser,  System  Klose.)  An  auto- 
matic recording  speed  indicator  for  locomotives 
which  has  given  good  results  on  the  Northeast- 
ern Railway  of  Switzerland.  3000  w.  Schweiz- 
erische  Bauzeitung — April  24,  1897.  No.  12750. 
30  cts. 

MAINTENANCE  OF  WAY. 

RRIDGES. 

Double-Track  Swing  Bridge  Across  the  Calu- 
met River — Chicago,  Lake  Shore  and  Eastern 
Railway.  Illustrated  description.  600  w.  R 
R  Gaz — May  7,  1897.    No.  12669.    15  cts. 

Swedish  Railway  Bridges  Near  the  Arctic 
Circle.  Illustrated  description  of  bridges  on  a 
Swedish  railway  which  is  the  most  northerly 
in  the  world.  500  w.  Eng  News— June  3,  1897. 
No.  13253.    15  cts. 

See  also  Civil  Engineering,  Bridges. 
FLOODS. 

Damage  by  the  March  Floods  on  the  P.  C. 
C.  &  St.  L.  Illustrated  description  of  the  dam- 
ages on  various  branches  of  this  American  road. 
1 100  w.  R  R  Gaz— May  14,  1897.  No.  12896. 
15  cts. 

RAIL  Jolnta. 

The  Joints  of  Rails.   (Les  Joints  des  Rails.) 
A  comparison  between  French  and  Austrian 
practice.    3500  w.     La  Revue  Technique — 
April  10,  1897.    No.  12730.   45  cts. 
TRACK. 

Notes  on  Track.   W.  M.  Cramp.    Part  first  * 
is  introductory  to  a  study  of  the  proper  con- 
struction and  efficient  maintenance  of  railroad 
track.     3000  w.     Ry  Rev— May   8,  1897, 
Serial.    1st  part.    No.  12843.    *5  cents. 


We  supply  copies  of  these  articles.   See  introductory. 
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TRACK  Elevation. 

Track  Elevation  in  Chicago.  A  general  sur- 
vey of  the  situation,  with  special  reference  to 
the  Sixteenth  Street  crossing.  111.  3400  w. 
Ry  A8« — May  28,  1897.  No.  13231.  15  cts. 
TRACK  Improvement. 

Second  Track  Construction  and  Improvement 
of  Line  and  Grade  from  Madison  to  Baraboo, 
Wis.;  Chi.  &  N.  W.  Ry.  H.  W.  Battin.  Il- 
lustrated detailed  description  of  the  work.  35CO 
w.  Eng  News— June  3.  1897.  No.  13254. 
15  cts. 

TURNTABLE. 

Locomotive  Turntable  Operated  by  Electric 
Motor.  Illustrated  description  of  the  manner 
of  applying  an  electric  motor  to  the  turntable 
at  the  West  Milwaukee  roundhouse  of  the  Chi- 
cago, Milwaukee  &  St.  Paul  Railway.  800  w. 
Am  Eng  &  RR  Jour— June.  1897.  No.  13235. 
30  cts. 

The  Greenleaf  Center-bearing  Turntable.  Il- 
lustrated description  of  turntable  operated  by 
compressed  air.  1800  w.  Eng  News — May  13, 
1897.    No.  12883.    15  cts. 

SIGNALING. 

AUDI  RLE  Signal. 

Boult's  Audible  Signal.  Describes  the  con- 
struction and  operation  of  an  electric  signalling 
device  invented  by  W.  S.  Boult.  2700  w.  RR 
Gaz— May  21,  1897.    No.  12985.    15  cts. 

BLOCK  System, 

Electric  Block  System.  (Ueber  Elektrische 
Block  Anlagen.)  Paper  before  the  German 
Railway  Society  by  Herr  Nitschmann,  describ- 
ing a  system  including  indicators  by  which  the 
condition  of  the  switches  and  signals  is  con- 
stantly in  view.  5000  w.  Glascrs  Annalen-- 
May  1.  1897.    No.  12745.    45  cts. 

INTERLOCKING. 

Dolton  Interlocking  Plant.  An  illustrated 
description  of  an  important  plant  now  being 
built.  8<x>  w.  RR  Gaz— May  28,  1897.  No. 
13146.    15  cts. 

TERMINALS  AND  YARDS. 

FREIGHT  Terminals. 

New  Freight  Terminals  at  East  St.  Louis- 
Cleveland,  Cincinnati,  Chicago  &  St.  Louis 
Railway.  Description,  with  general  view  and 
plans,  of  the  new  freight  houses  built  to  replace 
those  destroyed  by  the  cyclone  of  1896.  1300 
w.  RR  Gaz— May  7,  1897.  No.  12668.  15 
cts. 

STATIONS. 

Railroad  Terminal  Stations.  Discusses  the 
requirements  of  freight  and  passenger  terminal 
stations.  2200  w.  Lord's  Mag — Feb.,  1897. 
No.  12841.    15  cts. 

TERMINALS. 

The  Proposed  Improvement  of  the  Erie  Rail- 
road Company's  Terminal  in  Jersey  City.  A 
statement  of  the  difficulties  to  be  overcome,  with 
illustrated  description  of  a  proposed  method. 
1600  w.  RR  Gaz— April  23, 1897.  No.  12303. 
15  cts. 

TRANSPORTATION. 

EARNINGS. 

Railroad  Earnings  Show  Trifling  Gains.  Re* 


port  of  April  earnings,  with  classified  tables. 
3000  w.  Bradstreet's— May  15,  1897.  No. 
12886.    15  cts. 

The  Quarter's  Gross  and  Net  Railway  Earn- 
ings. Tabulated  statements  showing  the  tend- 
encies of  earnings  of  the  various  groups  of  roads 
for  the  three  months  of  1897  as  compared  with 
the  corresponding  period  and  entire  year  of 
1896.  2300  w.  Bradstreet's—  May  22,  1S97. 
No.  13044.    15  cts. 

EMPLOYEE. 

Employer  and  Employee.  E.  T.  Jeffery.  Ad- 
dress before  the  Y.  M.  C.  A.  of  the  Denver  & 
Rio  Grande.  Extract.  1700  w.  Ry  Age — May 
14,  1897.    No.  12928.    15  cts. 

INTERCHANGE. 

Suggestions  for  the  Revision  of  the  M.  C.  B. 
Code  of  Rules.  George  S.  Hodgins.  Sug- 
gested modifications  by  the  writer  and  editor. 
3500  w.  R  RCar  Jour— May,  1S97.  No.  12822. 
15  cts. 

INTERSTATE  Commerce. 

See  Economics  and  Industry,  Governmental 
Control. 
MILK  Rate. 

The  Milk  Rate  Decision.  An  abstract  of  the 
report  recently  issued  by  the  Interstate  Com- 
merce Commission  on  rates  for  the  transporta- 
tion of  milk  to  New  York  City,  with  editorial. 
2S00  w.  R  R  Gaz— May  7,  1397.  No.  12^67. 
15  cts. 

RAILROAD  Accounting. 

The  Physical  Aspect  in  Railroad  Accounting. 
Thomas  F.  Woodlock.  Maintaining  that  rail- 
road reports  should  show  character  and  compo- 
sition of  business,  and  circumstances  surround- 
ing its  handling.  3300  w.  Eng  Mag— June, 
1S97.    No.  13257.    30  cts. 

RATES. 

Another  Supreme  Court  Decision.  Editorial 
comment  on  the  decision  that  the  Interstate 
Commerce  Commission  has  no  power  to  pre- 
scribe rates.  1400  w.  R  R  Gaz — May  2?, 
1S97.    No.  1314S.    15  cts. 

Maximum  Railway  Rates.  Review  of  a  work 
issued  by  Messrs.  Butterworth  &  Co..  London 
on  the  law  respecting  the  maximum  charges  for 
the  carriage  of  goods  by  railway.  2700  w. 
Trans— April  23.  1S97.  No.  12607.  30  cts. 
RATING. 

Tonnage  Rating  of  Locomotives.  The 
method  of  determining  the  capacity  of  loco- 
motives of  the  Southern  Pacific.  1700  w.  Ry 
Age— May  21,  1897.    No.  131 12.    15  cts. 

TRAFFIC. 

The  Reorganization  of  the  Traffic  Associa- 
tions. Editorial  on  the  new  agreements  in  pro- 
cess of  adoption  by  the  various  associations,  for 
the  purpose  of  continuing  all  of  their  functions 
which  are  not  contrary  to  law  as  expressed  in  the 
recent  Supreme  Court  decision.  1100  w.  R  R 
Gaz— May  7.  1897.    No.  12670.  15  cts. 

Traffic  Associations  and  the  Law.  A  sum- 
mary of  the  opinions  of  various  courts  on  the 
legality  of  association  agreements.  1800  w.  Ry 
Age— May  7.  1897.    No.  12827.    15  cts. 

Traffic  Statistics  from  Germany  and  Hungary. 
Report  of  railroad  passenger-  and  freight-traffic, 
with  comparison  with  American  rates.  1000  w. 
R  R  Gaz— May  21.  1897.    No  12986.    15  cts. 


We  supply  copies  of  these  articles.   See  introductory. 
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TRAIN  RITLKS. 

C.  N.  O.  &  T.  P.  Train  Rules.  Informa- 
tion in  reference  to  the  revised  edition  of  the 
book  of  rules  for  employees  in  the  transportation 
department  of  this  road.  2000  w.  R  R  Gax— 
May  28,  1897.  No.  13145*  *5  cts. 
TRAIN  SERVICE. 

The  May  Train  Services.   Charles  Rons- 
Marten.    New  departures  of  the  British  railway 
companies,    1200  w.    Eng,  Lond — May  7, 
1897.    No.  12905.  30  cts. 
TRANS-MISSOURI. 

See  Economics  and  Industry,  Governmental 
C  on  t  rol  * 

MISCELLANY. 

ACCIDENTS. 

Train  Accidents  in  the  United  States  in  April. 
A  detailed  list  of  the  more  important  accidents, 
with  classified  summary  and  comments.  2700 
w.  R  R  Gax— May  28,  1897.  No.  13147- 
15  cts. 

RRITISH  Railways. 

British  Railway  Enterprise.  Part  first  gives 
an  idea  of  British  railway  management  and 
construction,  with  illustrations  of  equipment. 
1400  w.  Can  Eng— May,  1897.  Serial.  1st 
part.  No.  12831.  15  Cts. 
CHINA. 

Railroading  in  China.  R.  Van  Bergen.  Inter- 
esting information  of  railroading  prospects  of 
this  country,  with  the  difficulties  and  obstacles 
to  be  met,  and  stating  that  there  is  no  probabil- 
ity of  Americans  obtaining  concessions  for 
building  railroads.  1500  w.  R  R  Gax — May 
14,  1897.    No.  12895.  15  cts. 

ECONOMIES. 

Recent  Railway  Economies.  E.  E.  Wood- 
man. Lecture  before  the  Soc.  of  Engs.  Calls 
attention  to  the  extensive  application  of  Besse- 
mer metal  to  the  improvement  of  railways,  and 
the  economies  in  consequence,  increase  of 
capacity  of  cars,  growth  of  engines,  &c.  6400 
w.  Eng's  Year  Book,  Univ  of  Minn — 1897. 
No.  13007.  45  cts. 
ELECT K I C  Traction. 

Electric  Traction  Under  Steam-Railway  Con- 
ditions. Charles  Henry  Davis.  Comparing  in 
detail  electric  and  steam  systems  of  installation 
and  operation.  6200  v..  Eng  Mag — June,  1897. 
Serial.  1st.  part.  No.  13260.  30  cts. 
FLORIDA. 

Florida's  Railway  Bill.    A  law  to  discourage 


railway  investment  in  the  state  of  Florida,  also 
editorial.    3000  w.    Ry  Age— May  14,  1897. 
No.  12929.    15  cts. 
NATAL. 

The  Remarkable  Railway  Year  in  Natal,  An 
account  of  the  marvelous  earnings  of  the  gov- 
ernment railways  as  given  in  their  report  and 
from  interview  with  Mr.  David  Hunter,  the  gen- 
era) manager.  1500  w.  Trans— April  30,  1897. 
No.  12808.  30  cts. 
RAILWAYS. 

Railways  of  the  World.  A  review  of  the  last 
seventy-two  years.  1800  w.  Sci  Am  Sup- 
May  22, 1897.    No.  12969.    15  cts. 

The  People  and  Their  Railways.  E.  T. 
Jeffery.  An  address  before  the  annual  conven- 
tion of  the  interstate  commerce  commission  and 
the  boards  of  state  railway  commissioners  held 
in  St.  Louis.  9500  w.  Ry  Age— May  21,  1897. 
No.  131 13.    15  cts. 

The  Story  of  the  Railway.  The  First  Tracks. 
Early  Locomotives.  First  of  a  series  of  articles 
to  describe  and  illustrate  the  development  of  the 
railway.  3300  w.  Ry  Mag — April,  1897. 
Serial.    1st  part.    No.  12838.   30  cts. 

RELIEF  Departments. 

Railway  Relief  Departments.  Reviews  infor- 
mation on  this  subject  as  presented  by  Mr. 
Emory  R.  Johnson,  and  published  as  Bulletin 
No.  8  of  the  Dept.  of  Labor,  at  Washington, 
with  comments.  4000  w.  Eng  News — June 
3,  1897.   No.  13255-    »5  cts. 

RES  I  ST  ANCE8. 

Train  Resistances.  M.  Barbier,  in  the  April 
issue  of  the  Revue  Generate  des  CheminsdeFer. 
Discussing  the  question  of  train  resistances  at 
high  speeds.  The  paper  is  considered  a  valu- 
able contribution  to  this  subject.  2800  w.  R  R 
Gaz— May  21, 1897.    No.  12981.    15  cts. 

TELEGRAPH. 

See  same  title  under  Electrical  Engineering. 
Telegraphy  and  Telephony. 

TUNNEL. 
See  Civil  Engineering,  Miscellany. 

VIBRATION. 

The  Vibration  of  Railway  Carriages.  A. 
Rudolff.  Brief  account  of  tests  made  by  the 
author,  the  observations  being  confined  to  car- 
riages running  on  a  well-kept  road,  properly 
coupled,  uninfluenced  by  neighboring  carriages, 
and  situated  in  the  center  of  the  train.  600  w. 
Prac  Eng— April  30,  1897.  No.  12816.  30  cts. 
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ACCUMULATORS. 

Traction  by  Accumulators.  An  abstract  of  an 
article  published  in  the  Elektrotechnische  An- 
zeiger,  describing  some  experiments  made  with 
a  tramcar  propelled  by  accumulators.  III.  1300 
w.  Elec  Rev.  Lond — May  14.  1897.  No. 
13086.  30  cts. 
AMERICAN  Practice. 

Recent  American  Practice  in  Electric  Rail- 
ways. Louis  Bell.  Part  first  is  confined  to  the 
general  design  and  construction  of  power  sta- 
tions. III.  3300  w.  Ry  Wld— May,  1897. 
Serai.    1st  part.    No.  12939.    30  cts. 


BROOKLYN. 

The  General  Passenger  Department  of  the 
Brooklyn  Heights  Railroad  Company.  II. 
Milton  Kennedy.  Ideas  on  methods  of  adver- 
tising and  other  means  of  increasing  the  busi- 
ness of  street  railways.  III.  2700  w.  St  Ry 
Jour—June,  1897.  No.  13192.  45  cts. 
BUDAPEST. 

The  Underground  Railway  at  Budapest.  (Die 
elektriscbe  Untergrund  bahn  zu  Budapest.)  A 
very  complete  illustrated  account  of  the  roadway 
and  power  plant  of  this  pioneer  electric  under* 
ground  road.    Two  articles.   5000  w.  Schweiz- 
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■erische  Bauzeitung.     April  10  and  17,  1897. 
No.  12748.    60  cts. 
LOCOMOTIVE 

Compressed-Air  Locomotive  for  the  Manhat- 
tan Elevated  Railroad.  Brief  illustrated  de* 
script  ion.  350  w.  Am  Mach — May  6,  1897. 
No.  12660.    15  cts. 

The  Hardie  Compressed- Air  Locomotive  for 
the  Manhattan  Elevated  Railroad.  Illustrated 
description.  800  w.  RR  Gas — May  21,  1897. 
No.  12982.    15  cts. 

Electric  Locomotives.  J.  J.  Swann.  Deals 
principally  with  elevated  and  suburban  traffic. 
1500  w.  Sib  Jour  of  Engng— May,  1897.  No. 
12962.    30  cts. 

PAINTING. 

Repainting  Old  Cars.  Charles  Koons.  Hints 
and  directions  for  the  work,  with  introductory 
remarks.    2800  w.    St  Ry  Rev — May  15,  1897. 
Serial.    1st  part.    No.  12957.    30  cts. 
POWER  Home. 

The  Largest  Electric  Plant  in  the  Country. 
Illustrated  description  of  Power  House  No.  2 
of  the  Chicago  city  railway.    1300  w.  Power 
—June,  1897.    No.  13155.    15  cts. 
RAILS. 

Continuous  Rails  in  Unpaved  Streets.  Illus- 
trations of  continuous  rails  laid  in  unpaved 
streets,  with  description  of  construction  and  re- 
port of  wear.  700  w.  St  Ry  Rev — May  15, 
1897.  No.  12955.  30  cts. 
RAPID  Transit. 

Electricity  or  Steam  in  Rapid  Transit — 
Which?  George  Moffat.  Concludes  that  the 
roads  will  undoubtedly  be  driven  to  use  electric 
motors.  2000  w.  Am  Eng  &  RR  Jour— June, 
1897.  No.  13239.  30  cts. 
SAFETY  Device. 

Improved  Safety  Device  for  Electric  Circuits. 
Lewis  G.  Rowand.  Describes  the  writer's 
method  of  reducing  the  element  of  danger  aris- 
ing from  this  source,  giving  different  applica- 
tions of  the  device  to  meet  the  requirements  of 
electric  trolley  circuits.  III.  1700  w.  Jour 
Fr  Inst— May.  1897.  No.  12645.  45  cts. 
SPLICING. 

Splicing  Small  Cars.    W.  H.  Pelton.  Illus- 
trated description  of  the  forming  of  one  32-ft. 
car  from  two  16  ft.  cars.    11 00  w.    St  Ry  Rev 
— May  15.  1897.    No.  12959.    30  cts. 
TESTING  Motors. 

Some  Methods  of  Testing  Motors.  Frank  B. 
Porter.  Gives  some  of  the  most  useful  tests 
that  are  ordinarily  used  by  electrical  engineers, 
and  can  be  easily  applied  to  the  equipment  of 
street  railway  motors.  III.  1800  w.  St  Ry 
Jour — June,  1897.  No.  13194.  45  cts. 
THIRD  Rail. 

The  Third  Rail  Equipment  of  the  N.  Y., 
N.  H.  &  H.  Railroad  Between  New  Britain  and 
Hartford,  Conn.  Illustrated  description  of  a 
section  formerly  operated  by  steam  and  recently 
equipped  for  electric  traction,  the  third  rail  sys- 
tem being  used.  1800  w.  Elec  Eng — May  19, 
1897.  No.  12937.  15  cts. 
THREE- WIRE  System. 

Improvements  in  the  Three-wire  System. 
Truman  Hibbard.  Reviews  numerous  patents 
since  1 8  So,  and  the  advantages  gained.  4000  w. 
Eng's  Year  Book,  Univ  of  Minn— 1897.  No. 
13006.    45  cts. 


TRACTION 

Tramway  Traction.  A  review  and  criticism 
of  the  report  of  committee  of  the  Corporation 
Tramways  of  Sheffield,  Eng.,  after  a  trip  in- 
cluding the  principal  towns  of  England  and  the 
Continent  where  different  systems  of  tramway 
traction  were  in  operation.  3500  w.  Eng, 
Lond — May  14,  1897.    No.  13071.    30  cts. 

See  also  "  Electric  Traction,"  above. 
TRAMWAYS. 

The  Generation  of  Electrical  Energy  for 
Tramways.  J.  S.  Raworth.  The  object  of 
the  paper  is  to  show  that  a  suitable  and  paying 
price  for  the  supply  of  electric  energy  for  tram- 
way purposes,  under  reasonably  favorable  con- 
ditions, is  one  penny  per  unit  and  that  the  said 
supply  will  reduce  the  cost  of  the  lighting  cur- 
rent by  an  amount  which,  though  small,  is  defi- 
nite. 2800  w.  Elect'n— April  30,  1897.  No. 
1 2814.    30  cts. 

The  Huddersfield  Tramways  and  the  Munici- 
palization of  Tramways.  J.  Pogson.  Histori- 
cal account  of  these  tramways,  with  short  dis- 
cussion. 3300  w.  Elec  Rev,  Lond — April  23, 
1897.   No.  12601.    30  cts. 

TRANSPORTATION. 

The  Progress  of  Transportation  Improve- 
ments in  Vienna  in  1896.  (Ueberden  Fortschritt 
der  Verkehrsaulagen  in  Wien  in  Jahre  1S96.) 
Including  a  review  of  the  street  improvements, 
the  elevated  railway,  and  the  river  and  canal 
improvements.  Two  articles,  3500  w.  Zeitschr 
d  Oesterr  Ing  u  Arch  Ver— May  7,  1S97.  No. 
12728.    60  cts. 

TROLLEY  Car. 

The  Trolley  Car  After  a  Day's  Run,  and  Its 
Repairs.  Daniel  O'Mahoney.  An  account  of 
the  inspection  and  repairs,  the  usual  difficulties 
to  be  overcome,  and  the  improvements  made. 
2000  w.  Elec  Eng— June  2,  1897.  No.  13240. 
15  cts. 

UNDERGROUND  Railways. 

Deep  Tunnel  Railways  for  London.  Edi- 
torial discussion  of  some  of  the  schemes  for  the 
solution  of  the  transit  difficulties.  1800  w. 
Engng— April  9,  1897.    No.  12228.    30  cts. 

I'NITKO  STATES. 

The  Financial  Results  of  Cable  and  Electric 
Railway  Operation  in  the  United  States.  Part 
first  gives  a  broad  view  of  the  combined  street 
railway  systems  of  New  York,  Massachusetts, 
and  Pennsylvania.  Later  papers  will  discuss 
the  results  of  individual  street  railway  systems. 
4000  w.  St  Ry  Jour — April,  1897.  Serial.  1st 
part.  No.  12073.  45  cents. 
WHEELS. 

A  Comparison  of  American  and  European 
Wheel  Practice,  with  Notes  on  General  Con- 
dition of  Service,  P.  H.  Griffin.  The  results 
obtained  from  chilled  iron-  and  steel-tired  wheels, 
the  advantages  of  each,  the  difficulties  in  elec- 
tric wheel  service,  &c.  3500  w.  St  Ry  Jour- 
April,  1897.    No.  12074.   45  cts. 

WIRE  Tension. 

An  Important  Trolley  Question.  (Brcnnende 
Bahn-Fragen.)  A  discussion  of  the  great  ten- 
sional  strains  upon  the  trolley  wires,  due  to 
changes  of  temperature.  1500  w.  Deutsche 
Zeitschr  for  Elektrotechnlk— March,  1897.  No. 
12456.    30  cts. 


We  supply  copies  of  these  articles.  See  introductory. 
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The  Creep  of  Rails. 

The  April  number  of  The  Engineering 
Magazine  contains  some  extracts  from  a 
paper  on  "  The  Creep  of  Rails,"  read  be- 
fore the  Austrian  Society  of  Engineers. 

The  r/sum/  of  the  paper,  says :  "  In 
most  of  the  roads  investigated  the  creep 
was  in  the  direction  of  the  travel  of  trains 
and  also  down  grades,  as  might  be  ex- 
pected." 

The  first  statement — that  the  creep  is  in 
the  direction  of  the  movement  of  trains— is 
not  a  clear  expression  of  fact.  If  this  be 
the  case,  then  there  would  be  no  creep  of 
the  rails  on  a  railway  where  the  traffic  was 
equal  in  either  direction.  As  the  writer 
happened  to  be  an  engineer  on  mainte- 
nance of  way  for  about  seven  years,  on  a 
railway  with  traffic  conditions  that  were 
about  equal  in  either  direction,  and  for  a 
period  of  twelve  years  made  a  close  study 
of  evidences  of  creeping  rails,  he  cannot 
but  express  his  opinion  that  while  the  move- 
ment of  trains  upon  a  track  may  facilitate 
the  creeping,  it  is  not  the  cause ;  this  must 
be  looked  for  elsewhere. 

The  creep  is  evidently  in  the  direction 
of  the  least  resistance. 

The  movement  of  a  rail  under  a  moving 
load  is  a  retroaction,  inasmuch  as  the  rail 
under  its  train-load  will  come  down  to  a 
firm  bearing,  and,  when  relieved,  will 
again  take  its  normal  bearing,  or  position, 
thus  causing  a  slight  deflection  with  each 
moving  load  it  carries.  If  a  rail  in  use  be 
overturned,  the  tie-bearing  scars  will  gen- 
erally show  a  bearing  mark  on  the  rail  that 
is  somewhat  wider  than  the  tie  upon 
which  that  part  of  the  rail  rested ;  except- 
ing upon  a  grade  these  marks  will  give  no 
evidence  of  creeping.  There  is  a  slight 
and  constant  deflection  of  rails  under  mov- 
ing trains  which  is  often  quite  perceptible, 
noticeably  so  if  one  will  closely  examine 
the  track  just  in  advance  of  a  coming  train. 
How  much  of  this  movement  contributes 
to  the  creep  ?   Very  little  of  it,  if  any. 


When  a  track  is  re-surfaced,  it  is  raised 
an  inch  or  more,  and,  no  matter  how  well 
the  tamping  is  done,  there  will  be  more  or 
less  yielding  of  the  track  under  moving 
train-loads,  after  the  surfacing  work  is 
completed,  until  the  disturbed  ballast 
bearing  is  again  brought  to  compactness. 
This  resurfacing  of  the  track,  the  action 
of  the  elements,  the  traffic  on  the  track, 
all  combine  to  make  constant  changes  in 
the  general  elevation  of  the  track,  pro- 
ducing a  constant  subsidence  movement. 
In  this  combination  of  conditions  the 
evidences  of  the  creep  in  rails  will  be 
found.  The  elements  are  the  cause,  the 
traffic  is  the  agitator,  and  the  rails  are  the 
victims. 

The  greatest  expansion  of  track  of 
which  the  writer  is  cognizant  occurred 
on  a  level  track,  at  a  bridge  approach,  in  a 
valley  nearly  one  mile  wide,  when  some 
thirty  cross-ties  were  lifted  entirely  from 
the  ground  and  bridge-stringers.  Was  the 
sole  cause  of  this  lifting  of  the  track  the  ex- 
treme heat  of  an  August  day  ?  Were  there 
ulterior  causes  affecting  this  stretch  of 
level  track  that  had  more  to  do  with  it 
than  the  sun  ?  If  so,  let  us  examine 
the  two  ridges  forming  the  sides  of  the 
valley. 

Both  of  the  ridges  were  crossed  through 
heavy  cuts,  and  many  years  had  elapsed 
since  these  cuts  were  excavated  and  the 
track  laid  through  them.  Since  the  track 
was  first  laid,  these  cuts  had  been  treated 
as  all  railway  cuts  usually  are  ;  the  rains 
and  melted  snow,  supplemented  by  frost 
action,  had  sloughed  off  the  embankment 
slopes,  undermined  the  track  in  places,  and 
washed  away  the  gravel  ballast,  and  the 
track  had  as  often  been  repaired  and  put 
into  excellent  condition  by  the  track  force. 
Each  time  a  large  quantity  of  material  that 
had  been  deposited  in  the  ditches  upon 
either  side  of  the  track  within  the  con- 
fines of  the  cut  was  carried  out.  This  had 
been  done  so  often  that  the  elevation  of 
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the  track  at  the  apex  of  the  ridge,  and  the 
distance  along  the  face  of  the  rails  from 
the  level  track  in  the  valley,  up  the  ascent, 
to  the  apex  of  the  ridge,  was  less  than 
when  the  track  was  first  laid.  The  de- 
ficiency in  elevation  was  apparent  from 
an  examination  of  the  original  profile  >  om- 
pared  with  a  re-survey  of  the  line  made 
many  years  after  the  road  was  completed. 
While  the  track  had  apparently  hung  in 
place  at  the  top  of  the  ridge,  as  a  rope 
would  hang  over  a  log,  the  traffic  of  the 
road  had  gradually  rolled  the  excess  in 
length  of  rails  down  the  descent,  and  the 
level  track  in  the  valley  had  received  it. 
The  hot  August  sun  had  simply  concen- 
trated it. 

If  railway  cuts  were  more  generally  sub- 
soil-drained, with  good  drain  tile,  there 
would  be  less  mystery  in  the  creep  of  rails, 
so  far  as  grades  are  concerned ;  yet  the 
subsidence  of  the  railway  embankment  is 
another  vital  condition  affecting  rail  move- 
ment. 

The  greatest  evidence  of  rail  movement 
is  found  at  the  intersection  of  two  rail- 
ways, where  the  grade  crossing  must  be 
continually  tinkered  to  keep  it  in  line 
with  both  tracks. 

Occasionally  it  is  necessary  to  shorten 
a  rail  on  one  side  and  interpose  a  longer 
one  upon  the  other  side  to  hold  the  thing 
in  true  alignment. 

This  trouble  with  railway  crossings  the 
writer  has  often  met  with  at  single  cross- 
ing, on  long  stretches  of  track  in  the  rural 
districts;  and,  singular  to  relate, in  Chicago 
at  the  stockyards  crossing,  where  there 
were  more  than  a  dozen  crossings  in  one 
place,  he  does  not  recall  an  instance  in 
seven  years  when  any  one  of  them  was 
ever  forced  or  thrown  out  of  line  by  the 
creep  of  rails;  they  were  worn  to  pieces  in 
place,  by  the  heavy  and  constant  traffic 
passing  over  them. 

Evidently  the  creeping  of  rails  is  a  local 
matter ;  the  whole  line  of  track  does  not 
creep  bodily  in  one  direction,  as  some 
writers  would  have  us  believe.  The  creep 
can  be  attributed  entirely  to  local  con- 
ditions, aided  by  several  natural  causes. 

w.  J.  GOODHUE. 

White  Hill.  Mohare  Co..  Arixona,  April,  1B97. 


The  Efficiency  of  Built  Beams. 

I  have  read  your  review  of  my  paper  on 
Built  Beams,  in  your  May  issue,  and  I  note 
the  question  in  regard  to  the  solitary  case 
where  an  efficiency  of  108.5  came  out. 
This  was  not  a  misprint.  In  spite  of  the 
method  of  providing  check  pieces,  differ- 
ences would  always  be  found  in  the 
strength  of  the  different  sticks  cut  from 
the  same  board.  Usually  these  differences 
were  small,  but  I  have  known  them  to  be 
as  much  as  30  per  cent.  Every  experi- 
menter on  timber  has  found  the  same 
thing.  From  this  it  seems  reasonable  to 
believe  that,  in  the  case  referred  to,  one 
of  the  sticks,  owing  to  variation  in  struc- 
ture of  the  material  in  the  four  quar- 
ters of  the  beam,  was  considerably  stronger 
than  the  check  pieces,  and  that  this  stronger 
piece  was  on  the  tension  side  of  the  built 
beam,  and  hence  gave  the  efficiency  as 
108.5.  Such  efficiency  .was  of  course,  rather 
apparent  than  real,  but  it  seems  best  to 
give  it,  as  the  result  was  obtained  in  ex- 
actly the  same  way  as  the  others. 

I  have  now  under  way  a  lot  more  experi- 
ments on  the  same  subject,  and  hope  that 
these  may  clear  up,  at  least  to  some  extent, 
the  very  question  you  open. 

At  best,  the  subject  is  a  difficult  one  to 
experiment  upon  with  great  accuracy,  and 
I  am  omitting  no  means  of  getting  out 
the  most  reliable  results  I  am  able  to 
obtain,  with  careful  study  of  all  the  de- 
tails. 

EDGAR  KIDWELL. 
Houghton,  Mich..  May.  1897. 


A  Correction. 

A  typographical  error,  creeping  into  Mr. 
A.  A.  Cary's  article  on  "  The  Cure  for  Cor- 
rosion and  Scale  from  Boiler  Waters  "  in 
the  May  issue  of  The  Engineering  Maga- 
zine, makes  the  instructions  for  preparing 
a  standard  solution  of  hard  water  (p.  232) 
read  :  "  Dissolve  1.1 1  grains  of  pure  fused 
calcium  chlorid,"  etc.,  when  the  texi 
should  read:  "Dissolve  i.n  grams  of 
pure  fused  calcium  chlorid." 

The  error,  while  not  a  large  one  typo- 
graphically, is  of  course  very  important 
chemically  as  1.11  grams  is  equal  to  about 
17  grains. 
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Derr.  Wn,  L.  Block- Si*  nal  Operation.  A  Prac- 
tical Manual.  D.  Van  Nosirand.  New  York.  Cloth, 
fi  .50. 

Except  in  one  particular,  originality  is 
disclaimed  by  the  author,  who  states  his 
purpose  to  be  the  presentation  of  the 
latest  American  and  European  practice  in 
block-signal  operation.  The  exception, 
however,  appears  to  be  an  important  one, 
and  is  a  description  and  explanation  of  a 
method  of  single-track  blocking  comprised 
in  Chapter  X  of  the  treatise.  The  author 
expresses  full  confidence  that  this  method 
"will  insure  the  holding,  at  the  proper 
passing  sidings,  of  trains  to  be  met  by  op- 
posing trains."  The  descriptions  of  ap- 
paratus employed  are,  for  the  most  part, 
general,  details  being  described  only  when 
thought  necessary  to  a  proper  understand- 
ing of  the  operating  rules.  The  assist- 
ance of  a  long  list  of  prominent  railway 
officials  and  engineers  in  supplying  in- 
formation is  acknowledged  in  the  author's 
preface.  The  whole  forms  a  comprehen- 
sive review  of  methods,  apparatus,  and 
rules  employed  in  present  practice,  illus- 
trated by  diagrams. 


Greene,  Thomas  L.  Corporation  Finance.  A 
Study  of  the  Principles  and  Methods  of  the  Manage- 
ment of  the  Finances  of  Corporations  in  the  United 
States:  with  Special  Reference  to  the  Valuation  of 
Corporation  Securities.  G.  P.  Putnam's  Sons.  New 
York.  1897.   Cloth.  $1.35. 

The  purpose  of  this  treatise  is  plainly 
the  extension  of  popular  information  upon 
the  subject  of  corporation  financiering, 
the  reasons  which  underlie  the  policy  pur- 
sued in  the  United  States  with  reference 
to  corporations,  and  the  results  of  such 
policy.  The  author  is  an  auditor  of  one  of 
the  largest  trust  companies  in  the  country, 
and,  as  such,  is  an  authority  upon  the 
subject  upon  which  he  writes.  While 
thus  adapted  to  the  wants  of  the  general 
public,  the  treatise  is  well  adapted  to  use 
as  a  text-book  in  educational  institutions, 
and  even  the  legal  profession  might  find 
in  it  valuable  hints  to  be  utilized  in  the 
organization  and  administration  of  cor- 
porate affairs. 


Baker,  M.  N.  The  Manual  of  American  Water 
Works,  1897.  Tka  Engineering  Newt  Publishing  Com- 
pany.  New  York.   1897.   Cloth,  $ v 

The  author  (who  is  the  associate  editor 
of  The  Engineering  News)  has  herein 
compiled  from  special  returns  the  history 
and  descriptions  of  the  source  and  mode 
of  water-supply-pumps,  reservoirs,  stand- 
pipes,  distribution  systems,  pressures,  con- 
sumption, revenue  and  expenses,  cost, 
debt,  and  sinking  fund,  and  much  other 
practical  and  statistical  information  relat- 
ing to  the  water  works  of  the  United 
States  and  Canada,  with  summaries  for 
each  State  and  group  of  States,  and  water 
rates  charged  in  more  than  i,25ociiiesand 
towns.  This  is  the  fourth  issue  of  this 
annual,  and,  in  addition  to  what  we  have 
above  enumerated,  the  book  comprises  in 
its  introduction  an  interesting  essay  upon 
"Modern  Tendencies  in  Water  Works 
Practice,"  and  tabulated  statements  of 
statistical  value.  The  division  between 
public  and  private  ownership  in  each 
State,  and  changes  from  public  to  private 
ownership  and  the  reverse,  are  also  noted. 


Dixon,  D.  B.  The  Mechanical  Arts  Simplified.  A 
Comprehensive  Treatise  on  Electricity.  Hydraulics, 
The  Indicator,  Ice-Making,  etc.  Laird  4  Lee.  Chicago, 
1867.   Cloth,  $2.50. 

While  this  volume  of  497  octavo  pages 
may  fairly  be  styled  "  comprehensive  "  in 
the  number  of  subjects  treated,  it  is 
scarcely  so  in  its  method  of  their  treatment. 
Besides  the  topics  named  on  the  title  page, 
those  included  by  the  abbreviation,  etc., 
are  numerous,  diverging  into  architecture, 
steam  engineering,  machine  -  building, 
boiler-making,  and  stone,  iron,  and  wood- 
working. The  book  (which  has  been  re- 
vised and  supplied  with  a  new  appendix 
for  the  present  edition)  is  intended  for 
service  as  a  work  of  reference. — in  fact, 
a  sort  of  handbook.  How  well  it  is 
adapted  to  this  purpose  is  indicated  by 
the  fact  that  it  has  no  index,  a  by- no- 
means-inclusive  table  of  contents  being 
the  only  guide  to  a  mass  of  unclassified 
material,  collected  from  a  wide  range 
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of  treatises,  and  thrown  together  in  any- 
thing but  a  systematic  manner.  The  data 
thus  gathered  are  such  as  can  be  found  in 
most  good  engineers'  handbooks,  and  in  a 
much  more  handy  form  for  practical  use. 


Raphael.  F.Charles.  The  Localixation  of  Pautu  in 
Electric  Light  Mains.  D.  Van  Nostrand  Co..  New 
York.  "The  Electrician"  Publishing  Co.,  Limited., 
London.    1897.   Cloth,  $3. 

This  book  will  supply  a  lack  in  the  lit- 
erature of  electric  engineering;  for,  al- 
though the  subject  of  the  localization  of 
faults  in  telegraph  cables  has  been  exten- 
sively dealt  with  by  able  writers,  the  anal- 
ogous treatment  of  faults  in  cables  used 
for  power  and  lighting  has  been  neglected, 
probably  under  the  mistaken  impression 
that  the  analogies  between  conditions  in 
the  two  classes  of  cables  are  closer  than 
they  really  are.  The  differences  in  condi- 
tions are  so  great  as  alone  to  justify  an  intel- 
ligent and  well-directed  attempt  to  supply 
this  hiatus  in  technical  literature,  and 
compelling  changes  in  methods,  partly  de- 
pending upon  different  modes  of  insula- 
tion discussed  (as  belonging  to  the  sub- 
ject) in  Chapters  II  and  III.  A  method 
of  testing  a  permanently-earthed  network, 
which  the  author  believes  has  not  hitherto 
been  used,  is  described  on  pages  50  and 
61.  A  feature  of  the  work  is  the  group- 
ing of  the  proofs  of  formulas  in  a  single 
chapter,  instead  of  distributing  them 
throughout  the  text.  An  original  investi- 
gation relating  to  the  accuracy  obtainable 
from  a  given  set  of  instruments,  and  a 
formula  (deduced  from  fundamental  bridge 
equations  by  the  method  used  by  Kempe 
in  his  "  Handbook  of  Electrical  Testing  ") 
for  finding  the  possible  degree  of  accu- 
racy, may,  it  is  thought,  prove  useful  in 
ordering  testing  sets.  In  short,  the  mat- 
ter, method,  and  style  of  publication  ren- 
der this  book  a  desirable  and  commend- 
able addition  to  current  technical  litera- 
ture. 


Reeve.  Sidney  A.,  M.E.  The  Entropy-Temperature 
Analysis  of  Steam-Engine  Efficiencies.  Progressive 
Age  Publishing  Co.   New  York.    1879.  Cloth.  75c. 

It  is  now  generally  acknowledged  by 
the  engineering  profession  that  the  en- 
tropy-temperature analysis  of  steam-en- 
gine tests  comprehensively  answers  all 


questions  relating  to  steam-engine  effi- 
ciencies, in  a  manner  incomparably 
more  elegant  than  that  which  character- 
izes any  other  method  of  arriving  at  the 
required  data.  The  labor  of  preparing 
for  each  analysis  the  required  curves  has 
heretofore  been  objectionable,  and  has, 
doubtless,  much  retarded  the  employ- 
ment of  this  analysis.  In  Engineering 
(London),  January  3, 1896,  Professor  Boul- 
vtn,  of  Ghent  University,  presented  a  dia- 
gram intended  to  obviate  much  of  the 
labor  of  preparing  the  pre-requisite  curves. 
The  form  of  the  diagram  has  since  been 
modified  by  Professor  Reeve,  to  render  it 
much  more  convenient  and  exact  for  gen- 
eral use,  and  this  modified  diagram,  with 
full  explanatory  text,  constitutes  the  work 
under  notice.  We  hazard  nothing  by  say- 
ing that  this  small  treatise,  bringing,  as  it 
does,  a  scientific  and  valuable  method 
within  the  practical  reach  of  practising 
engineers,  is  an  important  contribution  to 
steam-engine  literature ;  it  should  be  in 
the  hands  of  every  student  of  the  science 
and  practice  of  steam  engineering. 


American  Plumbing  Practice.  A  Selected  Reprint 
from  Tht  Engintering  Rtcrrd  (prior  to  18&7,  Tht  Sani- 
tary Enginttr)  of  Articles  Describing  Notable  Plumb, 
ing  Installations  in  the  United  States,  and  Questions 
and  Answers  on  Problems  Arising  in  Plumbing  and 
House  Drainage.  The  Engineering  RtctrJ,  New 
York.   1897.   Cloth,  % j. 

The  title  so  well  indicates  the  contents 
that,  the  source  of  the  articles  being  also 
named,  there  is  scarcely  need  to  say  more 
to  establish  the  value  of  the  work.  The 
Engineering  Record  has  long  been  recog- 
nized, not  only  in  the  United  States  but 
also  in  Europe,  as  one  of  the  highest 
American  authorities  in  matters  of  sani- 
tary and  municipal  engineering,  in  which 
the  topics  of  heating,  ventilation,  and 
drainage  have  always  occupied  a  position 
commensurate  with  their  importance  as 
health  factors.  Its  discussions  of  princi- 
ples and  descriptions  of  appliances,  in- 
stallments, and  details  of  plumbing  and 
heating  work  have  notably  helped  in  the 
remarkable  progress  of  the  last  quarter- 
century  in  these  branches  of  engineering. 
It  might  well  be  expected  that  from  the 
columns  of  a  publication  which  has  been 
so  ably  conducted  through  a  long  period 
a  most  interesting  and  valuable  collection 
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of  examples  of  plumbing  practice  could  be 
culled,  and  a  glance  through  the  pages  of 
the  book  is  sufficient  to  show  that  such  an 
expectation  will  be  entirely  satisfied.  The 
explanations  and  descriptions,  accom- 
panied, as  they  are.  by  no  less  than  536  il- 
lustrations, are  so  plain  that  even  the 
apprentices  in  the  craft  can  read  them  un- 
derstanding^, while  at  the  same  time  they 
present  to  the  adept  a  complete  compen- 
dium of  standard  American  practice  in  an 
art  indispensable  to  sanitary  construction, 
and  one  of  whose  recent  marked  advance 
its  practitioners  may  well  be  proud.  The 
book  is  a  quarto  of  260  pages,  handsomely 
printed  and  bound. 


BOOKS  ANNOUNCED. 

Tayler,  A.  J.  Wallis.  Motor  Cars  ;  or  Power 
Carriages  for  Common  Roads.  Imported  by  C. 
Scribner's  Sons,  New  York.    1897.    Cloth,  Si. 

Andrews,  G.  Microscopic  Fractures  in  Steel. 
Spon  &  Chamberlain,  New  York.  1897.  Paper, 
So  cents. 

Andrews,  G.  Microscopic  Fractures  in  Steel 
Rails  and  Axles.  Spon  &  Chamberlain,  New 
York.    1897.    Paper,  40  cents. 

Uarber,  F.  Walter.  The  Engineer's  Sketch- 
book of  Mechanical  Movements,  Devices,  Appli 
ances,  Contrivances,  and  Details  Employed  in  the 
Design  and  Construction  of  Machinery  for  Every 
Purpose.  Spon  &  Chamberlain,  New  York.  1897. 
Cloth,  $4. 

Maine,  Rob  Gordon.  Hydraulic  Machinery. 
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History  of  the  Baldwin  I.ocomotive  Works  from 
I  S3 1  to  1897  J.  B.  Lippincott  Co.,  Philadel- 
phia. 1897.  This  is  an  interesting  narrative  of 
the  rise  and  progress  of  an  important  American  in- 
dustry, as  exemplified  in  one  of  the  most  promin- 
ent manufacturing  establishments  of  the  entire 
world.  The  magnitude  of  the  plant  is  indicated 
by  the  fact  that  it  employs  5100  men.  Thirty 
years  were  employed  in  huilding  the  first  thousand 
engines,  but  almost  as  many  were  built  in  the  sin- 
gle year  t>egining  the  present  decade,  or  an  aver- 
age of  over  three  finished  locomotives  per  day. 
The  name  of  the  author  of  the  book  has  been,  for 
some  reason,  withheld. 
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These  catalogues  may  be  had  free  of  charge  on  application  to  the  firms  issuing  them. 
Please  mention  The  Engineering  Magaxine  when  you  write. 


Atnirican  Gas  Furnace  Company,  New  York. 
—(<>)  Pamphlet  illustrated  and  describing  the 
automatic  fuel  gas  plants  manufactured  by  this 
company  t fifth  edition),  (^i  Illustrated  catalogue 
and  price  list  of  "  Gas  Blast  "  furnaces  (fifth  edi- 
tion >,  for  oil  gas,  illuminating  gas,  natural  gas,  etc. 
Illustrated  pamphlet  describing  a  new,  reliable, 
noiseless  high-pressure  blower,  applicable  wher- 
ever a  steady  blast  under  definite  pressure  is 
needed.  Six  regular  sizes  are  listed,  with  capa- 
cities and  prices. 

Hill,  Clarke  &  Co.,  Boston,  Mass.,  U.  S.  A.= 
(a)  Important  and  handsome  catalogue  of  469 
octavo  pages,  well  and  permanently  bound  in 
cloth,  illustrating  and  describing  <  under  the  general 
title,  "  Machinery  Blue  Boot")  comprehensive 
lines  of  iron -working  machine  tools,  machine-shop 
supplies  and  pattern -makers'  machinery.  A  fea- 
ture of  this  "  Blue  Book,"  which,  we  judge,  prob- 
ably suggested  its  unique  title,  is  the  delicate 
tinting  .  by  means  of  a  second  impression  of  the 
cast  iron  parts  of  the  machines  illustrated,  thus 
producing  a  novel,  striking,  and  beautiful  effect, 
and  clearly  distinguishing  the  cast-iron  parts  from 
parts  made  of  other  materials,  i*.  A  telegraphic 
code  for  use  in  connection  with  the  "  Machinery 
Blue  Book  ' '  above  described 

The  Pittsburg  Reduction  Company,  Pittsburg, 
Pa.,  U.  S.  A.=A  trade  treatise  on  Aluminium  and 
Aluminium  Alloys  It  treats  largely  of  the  chem- 
istry and  metallurgy  of  aluminium  and  its  present 
and  ever  increasing  industrial  applications  as  a 
material  in  the  usetul  and  ornamental  arts.  Cloth, 
price  St.  50  (distributed  free  to  large  customers).  An 
examination  of  the  table  of  contents  shows  that  the 
amount  of  careful  labor  l>estowed  upon  the  prepara- 
tionofthis  book,  moretban  justifies  the  price.  A  very 
large  numljcr  of  carefully- prepared  and  -compiled 
data  have  been  tabulated.  I'p-to-date  information 
upon  the  subject  of  aluminium  and  other  alloys,  and 
methods  of  working  these  alloys  as  well  as  the 
pure  metal,  is  supplied  The  effect  upon  cast  iron 
of  the  introduction  of  aluminium  is  also  discussed. 

Buff  &  Berger,  Boston,  Mass  ,  L'.  S  A.  =. Cata- 
logue and  price  list  of  astronomical  instruments, 
engineers'  transits  and  levels,  and  surveyors'  in- 
struments, 

University  of  Wisconsin,  Madison.  Wis.,  L".  S. 
A.  =  Catalogue  for  1896-97. 

Kcutlel  \  Ksser  Company,  New  York;  Chicago; 
St  Louis,  Mo.,  I.  S  A.  =  Illustrated  catalogue 
and  [trice  lists  of  a  leading  and  very  extensive  line 
of  drawing  matt-rials  and  surveying  instruments. 
The  extent  of  tiiis  line  may  l>c  estimated  from  the 
fact  tint  424  closely  printed  octavo  pages  are  re- 
f juir_-  1  to  contain  the  price  lists  illustrations,  and 
riptive  text,  making  it  one  of  the  nm-t  impor- 
tant catalogues  of  this  class  of  goods  issued  in  the 
L  inted  States. 

The  Reeves  Pulley  Company.  Columbus,  Ind., 
I'  S  A  -Illu.-trate.I  catalogue  of  the  "  Reeves 
Patent  Split  Pulley  " 


Jenkins  Bros.,  New  York.  =Catalogue  for 
1897.  Illustrates  and  describes  the  long  list  of 
valves  for  general  and  special  use  now  manufac- 
tured by  this  firm,  inclusive  of  a  new-comer,  the 
"Excelsior"  back  pressure  valve,  the  manufac- 
ture of  which  by  this  firm  has  been  recently  com- 
menced. 

The  Rollins  Engine  Co.,  Nashua,  N.  II.  = 
Elegantly-printed  illustrated  catalogue  describing 
the  Rollins  steam  engine  in  detail,  and  presenting 
testimonials  from  users. 

Boston  Belting  Company,  Boston   and  New 
York,  U.  S.  A.  =  Pamphlet  and  catalogue  of  the 
rubber  mats,  matting,  and  treads,  with  illustra 
lions  of  styles,  descriptive  text,  and  price-lists — 
an  elegant  trade  publication. 

The  Goheen  Manufacturing  Co. ,  Canton,  Ohio, 
U.  S.  A.  =  Pamphlet  entitled  "The  Ex  Rays 
Turned  on  our  Sky •  Scrapers "  ;  in  which  is 
voiced  public  alarm  at  the  corroded  state  in 
which  the  iron  work  of  some  tall  buildings  has 
been  found,  and  in  which  the  merits  of  "  Goheen' s 
Carbonizing  Coating"  as  a  protective  agent  for 
guarding  iron  structural  work  against  corrosion, 
from  atmospheric  influences  is  discussed. 

The  J.  W.  Ruger  Manufacturing  Company, 
Buffalo,  N.  Y.,  U.  S.  A. —  Catalogue  describing 
and  illustrating  gas  engines,  and,  more  especially, 
the  new  engine  made  by  this  firm,  which  embodies 
improvements  and  up-to  date  features. 

The  Battle  Creek  Steam  Pump  Company,  Bat- 
tle Creek,  Mich.,  U.  S.  A.  — Illustrated  descrip- 
tive catalogue  of  the  "Marsh"  steam  pump  as  man- 
ufactured for  different  uses,  in  pumping  water, 
syrups  and  other  thick  liquids,  milk,  oil,  naphtha, 
etc.,  with  dimensions,  capacities,  and  price- 
lists. 

Fred.  M.  Ix>cke,  Victor.  N.  Y.,  V.  S.  A.= 
Catalogue  of  high-insulation  line  material,  with 
cuts  and  descriptions  of  insulators  and  appliances. 

Strange  Forged  Twist  Drill  Company.  New 
Bedford,  Mass  .  I*.  S.  A.  =  Pricc-list  of  forged 
twist  drills,  drill  chucks,  reamers,  and  other 
machinists'  tools. 

Charles  P.  Willard  &  Company,  Chicago, 
111.,  U.  S.  A  ^Catalogue  with  illustrated  <le- 
scripti  »ns  of  steam  yachts,  steam  launches,  and 
yacht  appliances,  manufactured  by  this  firm.  De- 
tails of  construction,  size,  and  capacity  are  pre- 
sented. 

The  Whitlock  Coil  Pipe  Company,  Flmwood, 
Conn..  I'.  S,  A.  =  («/)  Catalogue  and  price  list  of 
the  American  feed-water  heaters  and  purifiers, 
illustrative  and  descriptive.  [f>)  Smaller  catalogue, 
letter  envelope  size,  illustrating  and  describing  the 
same  articles  as  above.  (<  )  Illustrated  price-list 
iron,  steel,  brass,  and  copper  pipe  coils. 

For  additional  cal.ilotrws,  feepa.tejs,  tinder  Improved 
Machinery. 
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The  matter  published  in  this  department  is  not  paid  for,  nor  can  it  be  classed  as  advertising. 
But  as  the  information  is  necessarily  obtained  from  those  who  offer  the  appliances 
for  sale,  it  is  proper  to  say  that  the  manufacturers,  rather  than  ourselves, 
are  responsible  for  the  statements  made. 


The  Largest  Compressor  Engine  in 
Canada. 

Tice  compressor  engine  shown  in  the  engrav- 
ing, is  the  largest  ever  put  in  operation  in  Canada, 
and  recently  installed  at  the  famous  I  c  Koi  mine, 
Rossland,  Ik  C,  was  built  by  the  Rand  Drill 
Company,  of  loo  Hroadway,  New  York  City,  in 
their  Canadian  shop  at  Sherbrooke,  P.  Q.,  It  is 
a  beautiful  piece  of  mechanism,  as  seen  standing 
on  the  shop  floor.  The  steam  engine  is  a  cross 
compound  condensing  machine  of  the  Corliss 
type.  The  high  pressure  cylinder  is  22  inches  in 
diameter  by  48-inch  stroke,  taking  steam  through 
a  pipe  6  inches  in  diameter.    The  low  pressure 


diameter  by  48-inch  stroke.  The  valve  motion 
supplying  these  cylinders  is  Rand's  most  economi- 
cal type,  being  in  the  form  of  mechanical  valves. 
Ry  this  means  the  filling  of  the  low  pressure  cylin- 
der with  air  at  atmospheric  pressure  is  insured, 
which  largely  affects  the  efficiency  of  the  machine; 
for,  were  the  cylinder  either  not  completely  filled, 
or  were  the  air  hot  and  expended,  in  just  such  a 
ratio  would  the  efficiency  be  decreased.  The 
inlet  valves  of  the  low  pressure  or  intake  air  cylin- 
der are  surrounded  by  a  hood  which  is  connected 
to  a  flue  for  the  introduction  of  the  cold  air  from 
out  of  doors.  Between  the  high  and  low  press- 
ure cylinder  is  an  intercooler  of  the  latest  type 
Through  this  intercooler  the  air  passes 
over  a  system  of  water  circulating  pipes  and 
is  cooled  in  the  process.  This  giant  com- 
pressor engine  will  be  used  for  running  all 
the  pumps  and  hoists  at  the  mioe  in 
addition  to  operating  40  drills. 


THE  LARGEST  COMPRESSOR  ENGINE  IN  CANADA. 

cylinder  on  the  opposite  side  ot  the  machine  is  40 
inches  in  diameter  by  48  inch  stroke.  Roth  cylin- 
ders are  fitted  with  the  Corliss  liberating  ty]ie 
valve,  with  vacuum  dash  pot,  and  with  a  sensitive 
governor  operating  on  the  release  gear,  to  be 
operated  automatically  from  six  or  eight  revolu- 
tions to  the  maximum  number  of  revolutions  per 
minute.  The  main  shaft  is  14  inches  in  diameter 
by  13  feet  long,  weighing  about  5,500  |>ounds, 
and  fitted  with  cranks  pressed  on.  The  connect- 
ing rod  forgings  and  piston  rod  forgings  arc  well 
and  carefully  finished. 

The  air  end  of  the  machine  is  titled  tandem 
with  the  steam  cylinders,  and  is  also  compound, 
the  high  pressure  air  cylinder  being  22  inches  in 


A  Broad  Decision  In  an  Infringe- 
ment Patent  Suit. 

A  HILL  in  appeal  having  been  filed  in 
the  circuit  court  of  the  United  States  for 
the  eastern  district  of  Pennsylvania,  by  the 
Ewart  Manufacturing  Company  (whose 
general  agents  are  the  Link  Relt  Engineer- 
ing Co.,  of  Philadelphia  I  against  James  II. 
Mitchell,  to  enjoin  the  alleged  infringe- 
ment of  the  claims  of  letters  patent  No. 
2»4,I39,  issued  September  12,1882,  to  James 
H.  Dodge  for  an  improvement  in  Chain  Cables, 
generally  known  as  the  "Dodge  Chain," 
that  court  was  of  the  opinion  that  Mitchell's 
device  did  so  infringe,  and  decreed  an  injunction. 
The  respondent  appealed  from  this  decree.and  the 
case  went  before  the  court  of  appeals  for  review, 
and  Judge  Buftington  decided  in  favor  of  the 
Dodge  patent,  using  the  following  language  :  "  In 
our  judgment  the  device  shown  by  Dodge's  patent 
was  novel  in  character,  disclosed  an  invention  of 
very  decided  merit,  and  was  a  substantial  advance 
over  mechanical  constructions  theretofore  used  in 
the  art  to  which  it  appertained,  and  the  claims  of 
the  patent  should  have  such  a  construction  as  will 
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give  the  patentee  the  full  benefit  of  the  advance 
which  he  has  contributed  to  the  mechanical  arts,  and 
claimed."  He  states  that  the  differences  in  the 
respondent's  device  are  only  apparent  and  super- 
ficial, and  he  affirms  the  opinion  of  the  lower 
court  that  Mitchell's  device  is  an  infringement  of 
Dodge's  patent. 

The  Lunkenheimer  Automatic  Single- 
Tube  Injector. 

This  is  an  automatic,  single-tube  machine  of 
the  fixed  nozzle  type.  Should  the  machine  stop 
forcing  (from  interruption  of  steam  or  water  sup- 
ply) the  injector  will  restart  without  attention  as 
soon  as  the  supply  is  resumed.  When  the  injec- 
tor "breaks"  from  stoppage  of  water  supply,  the 
steam  will  not  go  down  the  suction  pipe,  thereby 
heating  the  water  and  rendering  it  too  hot  to 
work  (or  where  supply  is  taken  through  a 
meter  injuring  the  same),  but  will  blow  through 
the  injector  into  the 
atmosphere,  there- 
by creating  a  strong 
draA  through  the 
machine.  When  the 
water-supply  is  re- 
sumed it  will  come 
up  to  the  injector, 
which  will  start  at 
once  to  force  it  into 
the  boiler  without 
any  attention  from 
the  operator.  Many 
injectors  are  claimed 
to  be  automatic  in 
action,  but  few  are 
really  so,  and  most  of 
those  which  do  approach  an  ideal  performance  of 
this  feature  scon  wear  out ;  the  part  which  makes 
them  automatic.  /.  <\,the  check  valve,  closing  the 
overflow  chamber  between  water  lifting  and  com- 
bining tubes,  either  cuts  out  or  scales  up.  In  the 
Lunkenheimer  automatic  injector  this  valve  is  so 
made  that  it  will  not  cut-out  and  even  though  it 
should  iu>t  be  perfectly  light  it  will  not  materially 
impair  the  working  of  the  machine.  It  is  claimed 
to  be  the  only  durable  automatic  injector  on  the 
market.  It  has  no  delicate  or  complicated  mech- 
anism, the  several  parts  are  large  and  easy  of 
access  for  examination  and  repairs  without  the  use 
of  special  tools.  Owing  to  its  construction  the 
injector  will  start  promptly  at  all  steam  pressures 
from  30  lbs.  up  to  250  lbs.,  and  higher  on  lifts 
not  exceeding  18  feet.  It  is  not  necessary  to 
prime  it  in  starting,  as  the  single  movement  of 
the  lever  is  sufficient  to  admit  steam  and  the 


water  is  promptly  lifted  to  the  injector,  which  will 
at  once  start  work. 

The  injector  is  very  prompt  and  positive  in  its 
action.  Its  capacity  may  be  reduced  fifty  per 
cent,  from  the  maximum,  the  operation  being  just 
as  steady  as  when  at  maximum  delivery.  Its 
working  range  is  claimed  to  be  equal  to  that  of 
any  injector  on  the  market.  Much  care  and  study 
have  been  devoted  to  its  design,  particularly  in 
properly  proportioning  tubes  and  internal  valves. 
In  the  claims  for  its  durability  and  reliability  due 
allowance  has  made  for  average  practical  con- 
ditions. 

This  injector,  it  is  claimed,  is  the  only  one  on 
the  market  combining  with  its  other  regular  work- 
ing qualities  an  adaptability  to  places  wherein  it 
is  desirable  to  wash  and  test  boilers.  The  work- 
manship and  materials  are  of  the  best  quality,  and 
the  injector  is  adapted  to  all  kinds  of  serrice, 

,  or  stationary,  giving 
equal  satisfaction  in 
all   kinds  of  ser- 


LUNKENllUMER's  Al  TOMATK   SINCI.E-Tl  liK  INJECTOR. 


Forced  Draft  for 
Combustion 
.       of  Culm. 

J  The  Buffalo 
Korgc  Co.  ( comer 
of  Broadway  and 
Mortimer  Streets, 
Buffalo,  N.  V.f  I 
S.  A. )  having  sev- 
eral years  ago  in- 
stalled one  of  their 
forced  draft  plants 
for  the  \V  i  1  liamsport 
Steam  Comjuiny,  Williamsport,  Pa. ,  now  send  us  an 
extract  from  a  letter  received  from  the  latter,  very 
highly  commending  the  plant,  expressing  great 
satisfaction  with  its  operation,  stating  that  "  it  has 
proved  itself"  to  be  "a  great  saver  in  fuel  ex- 
penses," and  promising  to  '•  speak  well  for  the 
plant  to  any  one  making  inquiries."  There  is  no 
dispute  of  the  fact  that  modern  engineering  tends 
more  and  more  to  artificial  draft,  and  that  the 
steam  jet  blower,  though  it  demonstrates  the  value 
of  a  forced  draft,  is  not  generally  held  to  l>e  the 
ideal  means  for  creating  such  a  draft.  Modern 
practice  seems  to  have  proved  that  in  the  combus- 
tion of  culm  the  use  of  fans  for  forcing  draft  is 
preferable  to  the  steam  jet,  and  we  believe  this 
view  is  held  by  most  consumers  of  culm,  in  sec- 
tions where  large  accumulations  of  this  fuel  ren 
der  it  cheap  and  easily  attainable,  as  in  the  eastern 
part  of  Pennsylvania  and  other  coal  mining  re- 
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gions.  The  success  of  the  forced  draft  plants  in- 
stalled by  the  Buffalo  Forge  Company  justifies  us 
in  bringing  them  to  the  attention  of  those  now- 
using  culm  as  fuel,  or  contemplating  such  use. 

Eureka   Hollow  Tilea,  for  Light  Floor 
Construction. 

The  engraving  illustrates  the  construction  of  a 
light  floor  made  of  the  "Eureka"  hollow  pat- 
ented tiles  manufactured  by  Henry  Maurer  &  Son, 
420  East  Twenty-third  street,  New  York. 

The  design  is  that  of  an  arch,  composed  of 
three  tiles  set  between  5  in.  or  6  in.  deep  beams, 
and  consists  of  two  abutments,  or  "skewbacks," 
which  fit  the  beams,  thoroughly  protecting  the 
lower  flanges,  and  a  centre  or  "key"  brick. 
The  tiles,  being  hollow  longitudinally,  adapt  them- 
selves readily  to  the  tie-rods,  without  cutting.  To 
insure  a  perfect  and  well -constructed  arch  of  this 


is  the  usual  custom,  in  designing  a  fire  proof  sys- 
tem, to  consider  that  the  concrete  bears  its  share 
of  the  loads  upon  the  girder,  and  in  a  great  many 
cases  the  girder  is  designed  on  that  assumption. 
If  no  fire  occurs  this  is  all  right,  but  it  is  specifi- 
cally against  that  element  that  the  "  Eureka  "  sys- 
tem furnishes  a  safeguard.  If  a  severe  fire  occurs, 
the  concrete  loses  its  cohesive  properties,  both  on 
account  of  the  loss  of  its  water  hydration  and  the 
great  internal  strains  caused  by  the  expansion  of 
one  side  under  heat,  and  consequently  becomes 
unable  to  resist  stress  anywhere  near  what  it  was 
originally  able  to  bear,  and  in  most  cases  would 
not  even  be  self-supporting.  Experiments  have 
shown  that  sudden  heat  is  extremely  ruinous, 
much  more  so  than  heat  gradually  applied  ;  and 
in  an  average  fire  a  very  high  temperature  is  gen- 
e rated  in  an  incredibly  short  time,  and  concrete 
subjected  to  its  action  would,  very  soon,  be  unable 
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design,  it  is  absolutely  necessary  that  the  iron 
beams  be  spaced  either  30  in.  or  32  in.  cen- 
tres. Tiles  made  in  tm<  piece,  owing  to  their 
length,  are  liable  to  frequent  breakage,  entailing 
the  loss  of  an  entire  tile,  whereas  in  this  method, 
there  being  three  distinct  pieces,  should  either 
end-brick  get  broken,  only  4  in.  are  lost. 

An  arch  is  much  stronger  than  any  single  tile 
spanning  the  entire  distance  between  beams.  The 
"  Eureka  "  adds  the  advantage  that,  as  the  entire 
depth  of  the  beams  is  filled  in,  the  cost  of  labor 
and  material  for  concreting  are  wholly  saved.  In 
calculating  for  a  design,  especially  for  floors,  no 
allowance  should  be  made  for  the  strength  of  the 
concrete,  but  the  cement  covering  should  l>e  con- 
sidered so  much  extra  load  on  the  system.  It 


to  bear  any  strain  whatever.  A  fire  of  ordinary 
intensity  is  sufficient  to  ruin  completely  a  very 
large  covering  of  concrete,  and  water  applied  to 
hot  cement  is  extremely  ruinous. 

The  "Eureka"  system  is  simplicity  itself ;  as 
the  tiles  cannot  work  loose,  no  centring  or  ce- 
ment is  required,  and  the  ease  and  rapidity  of  set- 
ting it  (equal  to  two  and  one-half  times  that  of 
any  other  construction  of  its  kind)  will  recom- 
mend it  to  all  seeking  a  light  floor  construction, 
cheap,  while  thoroughly  fire-proof,  and  capable 
easily  of  sustaining  a  load  of  from  150  to  200 
pounds  per  square  foot.  The  manufacturers  are 
placing  this  construction  on  the  market,  in  full  con- 
fidence that  it  will  fully  meet  all  demands  and  re- 
quirements for  light  fire  proof  flooring. 
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Sullivan  Machinery  Company,  Chicago,  111., 
U.  S.  A.=Catalogue  No.  28,  May  1,  1897. 
Illustrates  and  describes  the  "Sullivan"  rock 
drills,  and  diamond  drills,  "Sullivan"  channeling 
machines,  and  other  mining  and  quarrying  tools, 
appliances,  and  supplies,  giving  also  tabulated 
dimensions,  weights,  specifications,  and  price  lists. 

Best  Telephone  Manufacturing  Company,  Balti- 
more, Md.,  (U.  S.  A.=(<7)  Elegantly-printed 
pamphlet,  entitled  "  How  the  Best  Telephones 
are  Made  :  Told  from  Photographs."  The  half- 
tone illustrations  accompanying  the  descriptive 
text  are  taken  from  parts  of  the  company's  fac- 
tories, and  the  whole  forms  an  interesting  booklet. 
id)  Circular,  illustrating  and  describing  a  telephone 
for  the  use  of  divers  on  the  ocean's  bottom,  and 
entitled  "  Deep-Sea  Talking." 

The  Stiles  and  Fladd  Press  Company,  Water- 
town,  N.  V.,  U.  S.  A.=Catalogue,  remarkable 
for  its  extent,  considering  that  this  company 
shipped  its  first  machine  about  May  I,  1896.  The 
catalogue  comprises  an  extensive  line  of  drop- 
hammers,  dies,  and  special  machinery  for  metal- 
working,  which  toolsare  illustrated  and  described. 
Prices  and  dimensions  are  also  presented. 

Semi-Steel  Company,  King  and  Andrews  Com- 
pany. Chicago,  111.,  proprietors  Birmingham  Iron 
Foundry,  Derby,  Conn.,  U.  S.  A.  I.icencees.= 
Pamphlet  describing  the  properties  of  the  so- 
called  semi-steel,  and  presenting  comparisons  of  its 
strength  with  best  grades  of  cast-iron,  chill  roll 
iron,  gun-carriage  metal,  car-wheel  iron,  heavy- 
machinery,  stove  plate  iron,  and  Bessemer  iron. 
Testimonials  from  users. 

The  Cleveland  Stone  Company.  Cleveland, 
Ohio.  U.  S.  A.=Illustrated  descriptive  catalogue 
of  grindstones  for  all  purposes,  and  mounted  grind- 
stones for  hand  and  power  use  ;  with  specifica- 
tions and  price-lists. 

The  Vitrified  Wheel  Company,  Westfield, 
Mass.,  U.  S.  A.r=lllustrated  and  descriptive  cata- 
logue of  "  New  Process  "  porous  vitrified  emery 
and  corundum  wheels. 

The  Goulds  Manufacturing  Company,  Seneca 
Falls,  N.  V.,  U.  S.  A.=(a)  Catalogue  illustrat- 
ing and  describing  a  line  of  power-driven  water- 
supply  and  tank  pumps,  with  tables  of  sizes, 
capacities,  etc.  (/'»  Similar  catalogue  of  boiler- 
feed  pumps,  (c)  Similar  catalogue  of  paper-mill 
stuff  and  suction  pumps. 

Reading  Crane  and  Hoist  Works,  Reading, 
Pa,  U.  S.  A.  ^-Catalogue  and  price-list  (for 
1897)  of  hand-power  travelling  cranes  and  jib 
cranes,  portable  chain  hoists,  overhead  tramways, 
and  general  hoisting  machinery. 

The  F.gan  Company,  Cincinnati,  Ohio,  U.  S. 
A.=I.arge  illustrated  poster  catalogue  of  wood- 
working machinery,  to  be  posted  in  prominent 
places  for  reference. 

Munn  &  Co.,  New  York.  =  (<7)  Catalogue  of 


books  recently  published.  {6)  "  Scientific  Amer- 
ican Hand  book  on  Patents,  Caveats,  and  Trade- 
marks, (r)  Catalogue  of  papers  contained  in 
Scientific  American  Supplement.  (  ,/ )  Catalogue 
of  scientific  and  technical  books  published,  im- 
ported, and  sold  by  this  firm. 

The  Garvin  Machine  Co.,  New  York.=Ulus- 
trated  descriptive  catalogue  of  the  extensive  line 
machine  tools  manufactured  by  this  company. 

Ross  tV  Company,  London. ={a)  Pamphlet 
illustrating  and  describing  the  electric  arc  light  for 
lantern  projection,  the  Ross-Hepworth  arc  lamps, 
and  new  patent  "  Ecentrical  "  carbons.  {?>) 
Pamphlet  illustrating  and  describing  the  photo 
scope  and  its  uses,  (c)  Circular  announcing 
prizes  for  a  uhotoscope  competition.  (d)  Circular 
illustrating  and  describing  the  "Ross  New  Model 
binocular  field  glass,  (e)  Circular  relating  to  the 
Ross-Zeiss  Convertible  Anastigmats.  (/*)  Circular 
containing  tables  of  contents  of  different  catalogues 
published  by  this  firm. 

Standard  Underground  Cable  Company,  IStts- 
burg,  New  York,  Chicago,  and  >t.  Louis,  L".  S 
A.="  Pocket  Handbook,"  containing  useful  in 
formation,  price-lists,  telegraph  code,  relating  to 
lead- covered  cables,  insulated  wires,  etc. 

Baldwinsvillc  Centrifugal  Pump  Works,  Inrin 
Van  Wie,  proprietor,  Syracuse,  N.  Y.,  U.  S.  A. 
=  Catalogue  II.,  illustrating  and  describing  centri- 
fugal and  "Triplex  "  pumping  machinery,  pumps, 
gasoline  engines,  boilers,  fittings,  etc. 

R.  K.  I -e Blond,  Cincinnati,  Ohio,  U. 
Catalogue  illustrating  the  "LeBlond" 
tools,  and  special  machine  shop  labor  saving  appli- 
ances. 

The  Eynon- Evans  Manufacturing  Company. 
Philadelphia,  Pa.,  I".  S.  A  —  (a)  Catalogue 
(  third  edition)  illustrating  and  describing  special- 
ties manufactured  by  this  firm  in  the  lines  of  hy- 
draulic machinery,  bronze  founding,  etc.  ih 
Circular  relating  to  Smurthwaites  "  Old  Reliable  " 
steam-trap,  (c)  Circular  setting  forth  e  ght  points 
of  merit  of  the  "  Eynon  Korting  Compound  In- 
jector. 

The  Jeffrey  Manufacturing  Company,  Columbus, 
Ohio,  U.  S.  A.=Catalogue  of  chain  belting  and 
steel  cable  elevating  and  conveying  machinery. 

Anglo-American  Cycle  Fittings  Company,  New 
York.  =  Catalogue  illustrating  and  describing  cycle 
material  specialties —parts  and  fittings. 

Charles  II.  Bcsley  &  Co.,  Chicago,  III.,  U.  S. 
A. — Cata'oguc  illustrating  and  describing  an  ex- 
tensive line  of  manufacturers'  and  machinists' 
hardware,  fine  tools,  and  supplies. 

Wiley  and  Russell  Manufacturing  Co.,  Green 
field.    Mass.,   U.  S    A.=Catalogue  of  patent 
screw  cutting  and  other  labor-saving  machinery 
and  tools. 
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SOUTH  AFRICA  AS  A  LAND  OF  OPPOR- 


HE  area  to  which  attention  is  directed  is  that  great  section  of 


Southern  Africa  which  lies  to  the  south  of  an  imaginary  line 


drawn  somewhere  to  the  north  of  the  eighteenth  meridian  of 
south  latitude  and  corresponding  for  some  distance  with  the  course  of 
the  river  Zambesi.     In  the  extreme  south  we  have  Cape  Colony  ; 
in  the  northwest,  German  West  Africa ;  in  the  east,  the  British  col- 
ony of  Natal,  the  two  Boer  republics,  (the  Orange  Free  State  and  the 
Transvaal),  and  the  southern  extremity  of  the  Portuguese  possessions  ; 
and,  in  the  center  and  to  the  north,  Bechuanaland  and  southern 
Rhodesia,  the  latter  of  which  was  formerly  designated  Matabeleland 
and  Mashonaland.    The  great  backbone  of  this  part  of  the  African 
continent  is  the  Drakens  Bergen  range  of  mountains,  running  up  to 
heights  of  more  than  ten  thousand  feet  in  some  places,  and  not  oc- 
cupying a  central  position,  but  lying  at  a  distance  of  from  one  hun- 
dred to  one  hundred  and  fifty  miles  inland  from  the  east  coast.  A 
continuation  of  the  range  forms  the  most  northerly  and  the  most  ele- 
vated of  three  mountain  ranges  which  traverse  the  southern  portion  of 
Cape  Colony  in  lines  running  east  and  west.     Being  at  different  ele 
vations  with  the  general  land  surface  to  the  north  at  a  higher  level  in 
each  case,  they  have  been  aptly  likened  to  a  stair  of  three  steps,  by 
which  the  great  and  somewhat  irregular  central  plateau  forming  the 
greater  portion  of  the  area  muy  be  approached  from  the  south. 

The  general  elevation  above  the  sea  may  be  roughly  stated  as 
varying  from  four  thousand  to  six  thousand  feet.  Johannesburg  stands 
on  one  of  the  highest  sections  of  this  vast  plain,  and  the  surface  falls 
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away  gradually  and  irregularly,  as  may  be  seen  by  following  on  a  map 
the  direction  of  the  rivers  towards  the  west,  where  it  is  bounded  by 
the  west  coast  range  of  mountains  in  the  German  territory,  and  to  the 
north,  where  it  drains  into  the  river  Zambezi.  The  monotony  of 
view  is  broken  in  places  by  "kopjies,"  or  low,  flat-topped  hills 
formed  of  the  remnants  of  rock  strata  which  have  escaped  the  weather- 
ing influences  that  led  to  the  denudation  and  lowering  of  the  sur- 
face surrounding  them,  or  of  basaltic  rocks  which  have  been  obtruded 
in  past  ages  by  volcanic  action.  The  geological  and  land  sur- 
face appearances  of  South  Africa  are  unique,  and  display  features 
characteristic  of  that  country.  While  volcanic  action  in  remote 
periods  has  been  wide-spread,  it  has  been  more  local  than  gen- 
eral, and  immense  areas  exist  where  the  strata  remain  undisturbed, 
and  consequently  horizontal  in  position.  This  fact  is  brought  con- 
stantly to  the  notice  of  the  traveller  by  the  recurrence  of  the  flat- 
topped  hills  alluded  to. 

Although  the  South  African  flora  is  one  of  the  richest  in  numbers 
and  in  the  exquisite  beauty  of  the  inflorescences  of  individual  speci- 
mens, the  general  appearance  presented  is  that  of  barrenness  and  a 
lack  of  brightness  in  the  bulk  of  the  foliage.  With  a  few  notable  ex- 
ceptions, there  is  a  general  want  of  covering  and  protection  or  shelter 
for  the  land  surface  itself,  as  well  as  for  the  animals  that  graze  upon  it. 
Along  the  south  and  east  coasts  more  particularly,  where  the  moun- 
tains assist  in  attracting  moisture,  there  is  abundance  of  rain,  and 
vegetation  generally  is  luxuriant,  the  latter  becoming  more  and  more 
tropical  in  character  as  one  proceeds  in  a  northerly  direction.  Heavy 
timber  exists  in  but  small  areas  in  Cape  Colony  and  Natal,  but  in 
some  parts  of  Rhodesia  what  is  known  as  "  heavy-bush  "  covers  a 
considerable  extent  of  country.  In  these  northern  parts  the  growth 
generally  is  more  luxuriant,  the  soil  being  deeper,  and  the  temperature 
higher,  than  at  the  same  meridian  of  longitude  to  the  south. 

The  mean  annual  temperature  of  the  central  and  north  central 
area  of  South  Africa  ranges  between  65"  and  700  F.  In  the  north- 
east it  is  a  few  degrees  higher,  while  throughout  the  greater  part  of 
the  Orange  Free  State,  Cape  Colony,  and  German  South-West  Africa 
it  is  a  few  degrees  lower.  Rainfall  does  not  closely  follow  tempera- 
ture. The  area  to  the  east  of  the  Drakens  Bergen  mountains  is 
copiously  watered  by  a  fall  of  more  than  fifty  inches  annually.  The 
Transvaal  and  Free  State  come  within  the  eighteen-  to  thirty- inch  di- 
vision, and  two-thirds  of  the  area  of  Cape  Colony  receives,  like  a 
narrow  belt  traversing  the  center  of  the  country  from  north  to  south, 
the  rather  scanty  supply  of  between  six  and  eighteen  inches.  The 
north  west  of  Cape  Colony  and  nearly  the  whole  of  the  German  area, 
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together  with  the  western  section  of  Bechuanaland  (a  portion  of  the 
great  Kalahari  desert),  have  the  altogether  insufficient  mean  annual 
rainfall  of  less  than  six  inches.  Such  variations  of  temperature  and 
rainfall  produce  sharp  lines  of  demarcation  in  the  conditions  of 
different  parts  of  the  country,  in  the  appearance  of  the  natural 
herbage,  and  in  the  stock  and  crops  which  may  be  advantageously 
reared. 

Large  areas  in  the  districts  of  light  rainfall  cannot  be  profitably 
cropped  without  the  aid  of  irrigation,  but  the  mountain  ranges 
already  mentioned  as  a  prominent  feature  of  Cape  Colony  readily 
lend  themselves  to  interesting  engineering  schemes  for  storing  rain- 
water against  the  dry  season  by  closing  the  outlets  of  mountain  gorges. 
To  supply  the  requirements  of  live  stock,  surface-water  is  collected 
and  preserved  in  shallow  dams  formed  by  the  erection  of  low  earth 
embankments  roughly  faced  with  rubble  thrown  on  to  form  a  sort  of 
irregular  pavement  ;  but,  as  these  stagnant  pools  become  filthy  with 
the  droppings  of  animals  which  cannot  be  prevented  from  walking  in 
them,  and  are  also  prolific  centers  for  the  distribution  of  internal 
worm  parasites,  South  African  farmers  have  been  strongly  urged  to 
sink  wells,  in  order  to  tap  a  very  general  and,  for  live-stock  require- 
ments, an  excellent  underground  water-supply,  to  be  found  almost 
everywhere.  Contrary  to  the  usual  experience  in  the  Australian  col- 
onies, the  water  generally  has  to  be  pumped, — the  most  convenient 
power  being  one  of  the  new  forms  of  rigid,  annular-sailed  air-motors. 

In  the  dry  regions  the  rain  falls  very  irregularly,  and  usually  very 
suddenly,  in  deluges  of  thunder  showers,  producing  for  short  periods 
muddy  rivers  of  great  depth  and  formidable  strength  in  the  hollows 
by  which  it  escapes  to  a  lower  level.  The  only  herbage  which  is 
capable  of  withstanding  the  long  periods  of  drought  are  the  so-called 
Karoo-bushes,  with  little  succulent  cylindrical  leaves  and  woody 
stems  and  branches.  These  do  not  form  a  close  sward,  as  grass  does, 
to  protect  the  surface  soil  particles  from  washing  away  in  the  flood, 
and  the  consequence  is  that  from  the  dry  districts  South  African  rivers 
in  flood  are  colored  like  pea  soup.  This  action,  continued  through 
long  terms  of  years,  accounts  to  a  large  extent  for  the  lower  surface- 
level  of  these  particular  regions,  and  the  thin  covering  of  soil  which 
remains,  as  compared  with  that  of  the  more  northern  and  eastern 
areas,  where  Karoo  bush,  after  for  some  distance  mixing  with  tufts  of 
grass,  ultimately  gives  place  to  a  grassy  covering,  though  not  of  the 
closest  description,  or  to  thorn-bush.  Grass  also  grows  luxuriantly 
near  the  coast,  where  rainfall  is  abundant ;  but  there,  as  in  most  re- 
gions of  South  Africa,  on  the  tops  of  mountains  and  north  of  the 
Karoo-bush  areas,  grass  assumes  as  it  matures,  and  as  the  dry  season 
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advances,  a  hard  form,  described  as  "sour,"  on  which  animals  do 
not  thrive  well.  The  herbage  is  not  acid  to  the  taste,  but  unpalat- 
able on  account  of  its  mechanical  condition. 

With  the  exception  of  the  regions  of  heavy  rainfall  on  the  east 
and  south  coasts,  all  parts  of  the  country  are  periodically  subjected  to 
long  periods  of  drought,  which  try  the  endurance  of  both  live  stock 
and  the  natural  vegetation.  The  plants  are  found  to  possess  various 
means  of  protection  against  excessively  dry  weather  in  the  form  of 
narrow,  succulent  leaves,  which  expose  but  a  small  area  for  the  trans- 
piration of  moisture,  bulbous  roots,  in  which  food  is  stored  during 
seasons  of  plenty  to  be  ready  to  sustain  life  and  mature  seed  in  times 
of  prolonged  drought,  or,  it  may  be,  deep  roots,  which  enable  them 
to  find  a  supply  of  moisture  from  the  great  underground  reservoir.  As 
a  safeguard  against  vital  injury  from  the  browsing  of  animals,  the 
trees,  on  the  leaves  of  which  small  stock  feed,  are  protected  by  sharp 
spines  or  thorns.  The  so-called  "mimosa,"  Acacia  horrida  (Willd), 
is  the  most  typical,  and  by  far  the  most  widely-distributed,  tree  in 
South  Africa,  being  able  to  maintain  its  existence  even  in  arid  parts, 
along  the  courses  of  the  channels  which  carry  off  flood  waters.  What 
its  defences  deprive  animals  of  in  the  form  of  leaves,  it  makes  good 
by  shedding  a  plentiful  yield  of  seed,  which  form  excellent  food,  and 
are  greedily  picked  up  by  all  classes  of  herbivorous  creatures. 

Where  irrigation -water  can  be  had,  there  are  few  soils  so  deficient 
in  lime  that  lucerne  (alfalfa)  will  not  grow  on  them  to  perfection, 
and,  while  yielding  a  large  amount  of  green  food,  will  continue  to 
make  the  soil  more  fertile  than  before.  This  best  of  all  forage  crops 
has  begun  to  play  an  important  part  in  the  development  of  South 
African  agriculture. 

The  coast  is  furnished  with  two  excellent  harbors,  one  at  Cape 
Town  entirely  under  British  domination,  and  the  other  at  Delagoa 
bay,  at  the  southern  extremity  of  the  Portuguese  territory,  over  which 
Britain  has  acquired  certain  rights  in  virtue  of  a  commercial  treaty 
recently  entered  into  with  Portugal.  Other  inferior  ports  are  made 
places  of  call,  except  when  the  weather  is  very  stormy,  by  the  ocean- 
going steamers  to  England, — viz.,  Port  Elizabeth,  East  London,  and 
Durban. 

Much  remains  to  be  done  to  develop  a  sufficient  net-work  of  rail- 
ways for  local  convenience,  but  the  country  is  already  well  provided 
by  trunk  lines.  These  systems  connect  Cape  Colony  with  the  re- 
gions lying  to  the  north.  The  western  system,  starting  at  Cape  Town, 
and  the  Midland  system,  starting  at  Port  Elizabeth  (the  two  joining 
at  DeAar),are  represented  further  north  by  a  single  line  which  passes 
the  great  diamond  field  of  Kimberley,  and  Mafeking,  the  starting- 


Digitized  by  Google 


A  LAND  OF  OPPORTUNITIES. 


68 1 


point  of  Dr.  Jameson's  ill-starred  expedition  into  the  Transvaal,  and 
terminates  in  Rhodesia.  The  last  section  of  the  line  to  reach  Bulu- 
wayo,  it  is  expected,  will  be  open  in  October  of  this  year,  and  not 
many  months  thereafter  need  elapse  before  Salisbury  is  connected 
with  Cape  Town.  The  eastern  railway  system  from  Cape  Colony, 
starting  at  East  London,  extends  to  Aliwal  North,  but  it  also  unites 
with  the  western  and  midland  systems  within  the  colony,  and  one  line 
connects  them  all,  by  way  of  Bloemfontein  (the  capital  of  the  Orange 
Free  State),  with  Johannesburg,  the  gold-mining  capital  of  South 
Africa,  and  with  Pretoria,  the  political  capital  of  the  Transvaal.*  Pre- 
toria is  also  connected  by  rail  with  Delagoa  bay,  but  the  management 
is  under  Hollander  influence,  and  is  not  conducted  with  a  single  eye 
to  the  development  of  the  country.  Johannesburg  is  also  much  nearer 
by  rail  to  Durban  than  to  Cape  Town,  but  there  are  the  disadvantages 
of  a  very  steep  gradient  and  zig-zagging  of  the  permanent  way  in  get- 
ting up  the  eastern  slope  of  the  coast  range  of  mountains,  and,  more- 
over, passengers  from  Europe  have  to  encounter  eight  hundred  miles 
of  sea  voyage  from  Cape  Town  to  Durban.  The  Mashona  capital 
(Salisbury)  can  be  reached  by  way  of  Beira  and  the  Pungwe  river, 
and  thereafter  by  rail  and  coach.  Although  the  journey  is  less  than 
three  hundred  miles,  the  way  passes  through  the  low-lying  malarial 
belt  of  country  along  the  sea-board,  in  which  east  African  fever  pre- 
vails, and  Beira,  which  is  no  great  seaport,  belongs  to  the  Portuguese, 
and  is  still  further  from  the  main  current  of  ocean  traffic  than  any  of 
the  other  landing-places  mentioned.  It  is  true  that  the  railway 
journey  from  Cape  Town  to  Rhodesia  is  long, — more  than  one  thou- 
sand two  hundred  miles  to  Buluwayo,  and  to  Salisbury  about  two  hun- 
dred and  fifty  miles  further, — but  it  lies  through  British  possessions 
healthy  for  man  and  beast,  and  capable  of  such  development  as  will 
guarantee  the  financial  success  of  the  railway  enterprise. 

Before  railways  were  laid  down,  the  carrying -trade  of  the  country 
was  done  almost  exclusively  by  ox -wagons  drawn  by  spans  of  sixteen 
oxen,  mostly  of  the  Africander  breed — the  descendants  of  the  origi- 
nal native  cattle  of  that  country  crossed  by  imported  Portuguese 
cattle  before  Great  Britain  assumed  possession  of  the  Cape  Colony. 
The  through  traffic  was  done  by  so-called  "transport-riders,"  who, 
owing  to  high  railway  rates,  are  in  some  districts  not  yet  entirely 
driven  off  the  field  by  railway  competition.  Farm  work  and  local 
traffic  are.  in  most  districts,  entirely  dependent  upon  ox  power.  In 

•  In  Cape  Colony  in  1896  the  loUl  length  of  open  r.iilways  wns  S.jy;  miles  —  a  figure  which 
has  been  stationary  for  about  four  years.  The  traffic,  mcanwhi'e.  ita*  made  most  satisfac- 
tory process.  In  the  train-miles  run  were,  in  round  number*,  near'y  7,000.000;  the 
passengers  carried,  5. ^s,o>jo  ;  the  goods  tratlic,  864.000  tons.  In  1^90  the  mi!cs  run  almost 
touched  10,000,000;  passengers,  8,000,000:  goods  traffic.  1 ,380.000  tons. 
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the  arid  Karoo  regions  small  donkeys  may  be  seen  taking  the  place 
of  oxen  in  road  work,  and  in  some  parts  of  Cape  Colony  mules,  and 
more  rarely  horses,  work  in  the  plough. 

The  terrible  plague  of  rinderpest,  the  most  deadly  of  all  bovine 
diseases,  which  has  been  and  still  is  making  dreadful  havoc  among 
the  cattle  of  South  Africa,  is  a  calamity  the  far-reaching  importance 
of  which  it  is  difficult  to  realize.  It  is  not  only  the  meat-  and  milk- 
supply  of  the  country  that  is  at  stake,  but  the  bone  and  sinew  of  its 
working-power.  The  disease  is  a  blood  disorder,  in  which  a  micro- 
organism appears  in  the  circulating  blood.  The  temperature  rises  to 
1060  and  1070  F.  at  an  early  stage  of  its  development.  Every  organ 
of  the  body  becomes  deranged,  and  the  animal  usually  dies  in  about 
a  week,  after  a  period  of  extreme  suffering  and  prostration.  On  its 
first  appearance  in  a  country  its  ravages  are  most  deadly.  Only  one 
per  cent,  of  the  animals  attacked  in  South  Africa  have  recovered. 
The  disease  entered  the  country  from  the  north,  having  found  its  way 
probably  from  Egypt,  where  in  1 881,  we  believe,  a  cattle  murrain 
devastated  the  herds,  and  bred,  through  the  pollution  of  the  water- 
supply,  a  deadly  plague  among  the  people.  Joseph  Thomson,  the 
African  traveller,  describes  it,  though  imperfectly,  in  his  book  on 
Masailand,  and  other  explorers  and  hunters  have  mentioned  its  rav- 
ages upon  buffaloes,  wild  pigs,  and  the  numerous  species  of  antelope. 

It  is  a  well-known  fact  that  cattle,  such  as  bullocks  of  the  Afri- 
cander breed,  are  superior  to  horses  and  mules  for  the  heaviest  part 
of  the  traction  work  under  South  African  conditions.  They  are  able 
to  exist  on  scanty  and  inferior  fare,  and  to  withstand  the  effects  of 
rough  roads  and  the  great  heat  of  the  sun  by  day  alternating  with 
low  ranges  of  temperature  at  night,  with  which  the  equine  species 
could  not  successfully  cope.  Another  serious  drawback  to  the  substi- 
tution of  mules  and  horses  for  oxen  is  the  liability,  particularly  in 
the  low-lying  districts  of  the  country,  to  periodical  outbreaks  of 
horse  sickness,  causing  the  sudden  death  of  thousands  of  valuable 
animals.  Horse  sickness  is  a  febrile  disease  produced  by  the  growth 
of  a  micro-organism  in  the  blood,  and  is  probably  contracted  during 
the  inhalation  of  fogs  which  rise  from  the  surface  of  the  ground  at 
night,  as  animals  housed  and  properly  protected  do  not  suffer  from  it. 
After  the  death  of  so  many  bullocks,  many  mules  will  be  required  in 
South  Africa,  and  America  will  no  doubt  be  called  upon  to  contri- 
bute a  large  proportion  of  this  supply. 

It  is  impossible  to  foretell  the  far-reaching  influences  for  good 
and  evil  which  the  loss  of  cattle  by  rinderpest  will  have  upon  the 
future  of  South  Africa.  It  will  certainly  ruin  many  struggling  agri- 
culturists, and  produce  great  privations  and  suffering  among  the 
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Kaffir  population.  It  has  been  credited  with  driving  the  Matabele 
and  Bechuanas  into  rebellion.  It  will  lead  to  the  extension  of  crop 
cultivation  among  natives  who  formerly  depended  largely  upon  meat 
and  milk  for  their  subsistence.  During  the  recent  unsettled  times,  in 
which  native  labor  was  liable  to  be  driven  away  from  the  great  mining 
centers,  it  has  led  to  the  maintenance  of  a  supply  of  labor  which,  but 
for  the  hardships  due  to  the  rinderpest,  would  not  have  been  forth- 
coming. This  has  led  to  reduction  of  wages  at  the  mines,  which, 
contrary  to  the  general  economic  principle,  has  been  a  boon  to  the 
community  at  large.  It  has  transferred  a  number  of  doubtful  mining 
ventures  that  maintained  a  precarious  existence  between  success  and 
failure  into  the  class  of  paying  properties.  It  has  relieved  to  some 
extent  the  pressure  of  high  wages  upon  the  agricultural  industry, — a 
condition  which  was  induced  by  the  excessive  wages  paid  at  the  large 
mining  centers.  It  has  been  the  practice  for  young  men  from  the 
native  population  to  repair  to  the  Kimberley,  Johannesburg,  and 
other  mines,  where  they  have  earned  in  a  few  years  as  much  money  as 
was  necessary  for  each  to  purchase  two  or  three  wives  and  as  many 
cittle  as  would  enable  them  to  live  in  ease  and  idleness  for  the 
remainder  of  their  natural  existence.  The  reduced  wages  will  neces- 
sitate a  longer  period  of  work  before  this  tawny  lord  of  creation  will 
be  in  a  position  to  settle  down  to  a  life  of  indolence  and  grow  fat 
upon  the  produce  of  his  wives'  labor  and  of  his  milch  cows.  The 
extension  of  the  period  of  work  will  be  wholesome  to  himself  and  a 
benefit  to  the  country,  and  it  may  also  prove  a  retarding  influence 
to  the  too  rapid  increase  of  population.  The  most  recent  phase  of 
the  labor  question,  owing  to  the  prolonged  state  of  general  unrest  and 
distrust,  is  the  scarcity  of  Kaffir  labor  at  the  Johannesburg  mines.  A 
greater  feeling  of  security,  and  not  the  raising  of  wages,  is  the  neces- 
sary remedy  in  this  case.  In  the  Kimberley  Compounds,  where  it  is 
necessary  to  prevent  direct  communication  between  the  mine  workers 
and  the  people  who  are  at  liberty,  with  the  object  of  stopping  the 
wholesale  stealing  of  diamonds,  the  life  of  the  native  workman  is  of 
the  most  pleasant  and  agreeable  kind,  as  may  be  seen  from  the 
healthy  and  happy  appearance  which  all  and  sundry  present.  The 
period  of  work  is  not  too  long,  and  the  ample  hours  of  leisure  are 
spent  in  basking  in  the  sun,  gossiping,  and  other  relaxations. 

The  great  mass  of  the  population  of  South  Africa  belongs  to  the 
Bantu  race  of  dark-skinned  negroids,  divided  into  many  distinct  tribal 
groups,  which,  until  British  influences  intervened,  carried  on  incessant 
wars  with  one  another.  Prominent  among  these  may  be  mentioned 
the  Zulus,  Makalakas,  Basutos,  Pondos,  Bechuanas,  Damaras,  Mash- 
onas,  and  Matabeles.    It  is  physically  a  well-developed  race,  and  its 
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mental  capabilities  are  superior  to  those  of  the  negro  in  the  tropical 
regions  lying  to  the  north.  The  prominent  representatives  have  been 
described  as  "  fine,  powerful,  able-l>odied  men,  reserved  and  self- 
possessed  in  manners,  but  courteous  and  polite."  It  cannot  be 
denied,  on  the  other  hand,  that  many  of  the  most  prominent  chiefs 
have  been  monsters  of  cruelty,  and  have  ruled  their  people  with  a  rod 
of  iron,  or  that  savage  excesses  of  the  most  wicked  kind  were  often 
exercised  on  the  unfortunate  white  victims  who  fell  into  the  hands  of 
the  rebels  in  the  late  Matabele  war.  Contact  with  the  white  man, 
though  it  has  not  been  uniformly  advantageous  to  the  race,  as  will  sub- 
sequently transpire,  has  developed  a  better  and  more  Christian  spirit 
in  this  respect.  It  appears,  on  the  good  authority  of  the  British  resi- 
dent in  Basutoland, — perhaps  the  most  advanced  and  prosperous  of 
all  the  native  communities  under  British  control, — that  the  more  en- 
lightened of  the  people  were  genuinely  horrified  at  these  cruelties. 

One  of  the  most  conspicuous  advantages  which  Great  Britain  has 
gained  in  successfully  "  picking  the  eyes  "  of  the  African  continent 
by  selecting  the  richest  and  most  healthy  areas  for  the  development  of 
an  energetic  population  is  the  immense  reserve  added  to  her  fighting 
power.  She  has  become  the  mistress  of  a  race  of  warriors,  capable  of 
rivalling  the  world-wide  fame  of  the  hill  tribes  of  Northern  India  in 
their  love  of  warlike  adventure  and  their  skill  in  modern  warfare. 

In  Cape  Colony  there  were,  at  the  last  census,  taken  in  1891, 
more  than  fifty  thousand  Hottentots, — a  race  much  inferior  in  intel- 
lect and  physique  to  the  Bantus  ;  and  a  few  specimens  yet  remain  in 
the  semi  desert  regions  of  a  still  lower  and  probably  earlier  race, — 
the  Bushmen, — who  are  supposed  to  have  left  their  marks  in  the 
shape  of  unique  drawings  of  animals  on  the  polished  surfaces  of  basal- 
tic rocks  and  in  caves  in  different  parts  of  the  country.  Neither  of 
these  races,  or  yet  the  fourteen  thousand  Malays  who  have  settled  in 
Cape  Colony,  call  for  much  consideration  in  discussing  the  future 
prospects  of  South  Africa  in  regard  to  population. 

The  future  of  the  Bantu  family  is  in  itself  a  large  enough  question 
for  serious  consideration.  Under  native  rule  the  warlike  proclivities 
of  the  men,  whose  main  object  in  life  was  bloodshed,  while  the 
women,  who  were  little  better  than  slaves,  did  the  manual  labor  of  the 
community,  restricted  the  tendency  to  the  inconvenient  increase  of 
population  ;  but,  with  the  cessation  of  wars  under  the  benign  influ- 
ence of  civilized  government,  the  population  has  started  on  an  era  of 
expansion  which  will  probably  keep  pace  with  the  development  of 
the  agricultural  resources  of  the  country,  if  it  does  not  over  reach  it. 

The  wants  of  the  native  in  his  natural  state  are  not  numerous  Of 
the  grain  crops  the  *'  mealie  "  or  maize  is  the  most  widely  grown  and 
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most  important.  The  next  most  important  grain  crop  is  Kaffir-corn, 
or  great  millet,  Sorghum  vulgarc,  the  juar  of  India.  This,  like  maize, 
is  a  dry  land  crop,  but  it  can  be  also  cultivated  under  irrigation. 
Wheat  grows  well  in  some  parts,  but  in  coast  districts  it  becomes  in- 
creasingly liable  to  suffer  from  rust  or  mildew.  The  high  rate  of 
labor  and  other  local  difficulties  will  prevent  South  Africa,  for  a  long 
time  at  all  events,  from  becoming  a  grain-exporting  country.  There 
is  great  scope  for  the  expansion  of  grain-growing,  but,  with  an  ever- 
increasing  population, — white  and  black, —  it  is  more  likely  to  be  a 
grain-importing  and  -consuming,  than  a  grain-exporting,  country. 

In  spite  of  the  unsettled  state  of  things  in  Johannesburg  and  the 
native  rebellion  in  Rhodesia,  South  Africa  was  in  1896  the  most 
popular  center  for  emigration.  People  flocked  to  it  from  Australia, 
Europe,  and  America,  in  a  way  that  cannot  well  be  explained. 

But  conditions  are  not  ripe  for  the  reception  of  many  of  the 
classes  which  go  to  form  old  communities.  People  who  merely 
drive  the  pen  and  are  not  fit  for  manual  work  are  not  wanted  at 
present.  Mining  enterprises  must  take  the  lead  in  the  development 
of  the  country,  and  consequently  engineers,  surveyors,  and  mining 
managers  of  skill  and  ability  will  be  required  to  occupy  positions  of 
trust.  Men  wanting  in  individuality,  and  whose  qualifications  are 
only  second-rate,  would  do  well  to  remain  at  home.  They  are  more 
easily  recognized  and  even  less  in  demand  in  a  new  than  in  an  old 
country.  No  energetic  settler  who  is  an  expert  in  a  handicraft, 
and  who  is  willing  to  make  a  living  at  any  kind  of  employment 
that  presents  itself,  until  he  becomes  familiar  with  his  surroundings, 
need  despair  of  ultimate  success  in  his  own  sphere  of  work. 

One  of  the  curses  of  the  longer-settled  parts  of  South  Africa  has 
been  the  belief  that  a  white  man  ought  to  be  superior  to  manual 
labor  in  a  black  man's  country,  but  these  ideas  do  not  follow  in  the 
train  of  success  in  pioneer  enterprises,  and  they  have  produced  in 
Cape  Colony  a  class  of  people  known  as  "  poor  whites,"  who  live  a 
wretched  existence,  morally  and  physically,  and  are  rapidly  becom- 
ing a  serious  burden  and  anxiety  to  the  State. 

Energetic  agriculturists  and  experts  in  gardening  and  fruit  grow- 
ing, with  a  few  thousand  dollars  of  capital,  will  find  full  scope  for  their 
abilities,  and  excellent  markets  at  the  large  mining  centers. 

South  Africa  will  one  day  be  a  great  empire  ;  but,  although  the 
skeleton  has  been  outlined,  it  will  take  considerable  time  before  the 
flesh  can  be  built  up.  Progress  will  have  many  difficulties  to  con- 
tend with,  climatic, — alike  affecting  crops  and  live  stock,  — racial, 
and  political.  The  blacks  will  not  be  difficult  to  govern  when  they 
fully  realize  the  justice  and  the  firmness  of  British  authority.  It 
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will  never  do  to  treat  natives  too  leniently  when  correction  is  necessary. 
They  have  been  so  accustomed  for  generations  to  the  severity  of  their 
chiefs  that  they  even  seem  to  like  it !  Leniency  to  a  black  man  is 
invariably  mistaken  for  weakness,  and  advantage  is  taken  accordingly. 
One  serious  feature  in  the  future  of  the  South  African  native  is  hid- 
den in  mystery,  which  only  time  can  dispel, — viz.,  the  result  of  the 
influences  of  the  evils  which  usually  accompany  European  civilization 
when  it  is  first  meted  out  to  inferior  races.  For  example,  the  curse 
of  strong  spirituous  liquors,  to  which  natives  too  easily  fall  victims, 
and  the  introduction  of  syphilis,  which  has  played  such  havoc  among 
the  native  population  in  India,  and  has  got  so  thoroughly  rooted  in 
Africa,  that  in  a  well-governed  State  like  Basutoland,  of  which  reli- 
able statistics  are  available,  it  appears  at  the  top  of  the  list  as  the 
most  prevalent  of  all  the  diseases  under  medical  treatment.  These 
are  deplorable  circumstances,  as  they  undermine  at  one  and  the  same 
time  the  physical  and  moral  well-being  of  the  communities  affected. 

Although  much  has  been  heard  of  the  disagreements  between 
Boers  and  Britons,  little  fear  need  be  had  of  permanent  or  serious 
difficulties  arising  between  them.  The  Boers  form  one  of  the  most 
excellent  sections  of  her  majesty's  subjects, — solid,  sober,  substan- 
tial, frugal,  and  sagacious,  though  some  may  be  dogged  and  obsti- 
nate in  their  isolation  and  from  want  of  education  in  the  world  and 
its  way. 

In  bigotry  and  narrow-mindedness,  and  in  other  well  marked 
characteristics,  many  of  the  less  progressive  of  the  class  strongly  re- 
semble the  old  Scottish  Presbyterians  of  a  hundred  years  ago,  and, 
being  of  the  same  race,  there  is  no  reason  why  time  and  education 
should  not  do  for  the  South  African  Boer  community  what  they  have 
done  for  Scotchmen.  The  root  of  the  difficulty  does  not  lie  so  much 
between  the  Boers  and  British  as  in  the  the  introduction  between  them 
of  an  alien  Hollander-Dutch  element  as  educated  and  accomplished 
mischief-makers,  and  the  acknowledged  corruption  of  the  govern- 
ment, due  largely  to  their  and  the  German  Jew  ascendency  which 
prevails  in  the  secret  council  of  the  so-called  republic  of  the  Trans- 
vaal. It  may  be  accepted  with  confidence  that  Britain  means  to  retain, 
despite  all  opposition,  the  paramount  power  in  South  Africa,  and  to 
this  end  she  has  already  strengthened  the  permanent  garrison  of  Cape 
Colony.  It  is  not  believed  that  a  Boer  war  is  likely  to  occur,  and 
such  an  event  would  be  deplored  by  all  who  have  a  personal  knowl- 
edge of  the  Boers  and  their  ways  ;  but,  if  such  a  calamity  were  forced 
upon  us,  we  believe  there  would  be  little  bloodshed,  because  so  over- 
whelming a  British  force  would  be  sent  as  would  make  the  result  a 
foregone  conclusion.     The  hopeless  nature  of  the  fight  would  be- 
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come  apparent  to  the  most  ignorant  of  them,  before  they  had  to 
pay  a  penalty  similar  to  that  from  which  Greece  is  now  suffering  for 
her  stubborn  indifference  to  the  counsels  of  wisdom. 

It  is  impossible  to  closely  estimate  the  shrinkage  of  capital  and  the 
injury  done  to  trade  and  to  the  development  of  the  country  by  the  ex- 
tremely unsatisfactory  political  situation  in  the  Transvaal.  But,  while 
admitting  the  monetary  loss  to  individuals  to  be  very  great,  amount- 
ing to  tens  of  millions  of  pounds  sterling,  it  is  encouraging  to  see, 
from  the  official  returns  of  the  out-put  of  gold  during  1896  at  the  Whit- 
watersrand  (the  Johannesburg  gold  field),  that  it  was  a  few  ounces 
more  than  the  out-put  for  the  previous  year.  In  1896  it  amounted  to 
2,281,544  ounces,  and  in  1895  to  2,277,635  ounces,  which  figures, 
at  the  common  estimate  of  £4  per  ounce,  give  the  handsome  sum  of 
more  than  ^9, 000,000  sterling  in  each  of  the  two  last  years.  An- 
other hopeful  feature  is  the  increase  in  the  import  trade,  as  is  shown 
in  a  return  recently  made  by  the  French  consul  at  Pretoria,  who  states 
that  "  in  1896  imports  into  the  Transvaal  amounted  to  352,000,000 
francs, — an  increase  of  107,000,000  on  those  of  the  previous  year." 

The  struggle  which  European  powers  are  making  to  secure 
a  greater  foothold  in  Africa  is  due  in  a  great  measure  to  the  de- 
sire to  secure  the  new  market  for  home  manufactures  which  will 
open  up  as  the  country  becomes  civilized  and  more  densely  popu- 
lated. 


In  connection  with  Professor  Wallace's  careful  and  intelligent  re- 
view, the  following,  from  a  trusted  correspondent  of  the  Ixmdon 
Daily  Chronicle,  published  May  28  last,  will  be  read  with  interest. — 
Editor. 

1  have  within  the  last  few  days  seen  many  of  the  leading  authorities  on  the  Hand, 
and  I  found  that,  while  for  once  they  were  absolutely  unanimous  about  the  reforms 
that  are  required  to  place  the  gold  industry  in  a  healthy  state,  there  exists  the  widest 
possible  diversity  of  opinion  as  to  the  amount  of  relief  to  be  expected  from  the  govern- 
ment. A  very  small  class  of  Anglo -Boer  tell  you  that  things  are  sure  to  come  right, 
and  that  the  rules  of  this  rustic  republic  must  save  the  Rand  in  order  to  save  themselves. 
1  must  confess  that,  with  the  exception  of  one  or  two  well  known  personages,  you  re- 
quire the  lamp  of  Diogenes  to  discover  these  hopefuls.  The  great  majority  of  the 
Rand  leaders  have  lost  faith  in  Rand  promises.  In  one  respect  there  is  entire  unity 
of  opinion, — that,  whatever  the  Transvaal  government  does,  it  will  be  guided  by  its 
own  pecuniary  interest,  and  not  by  a  desire  to  benefit  the  mines  or  the  miners. 

The  representatives  of  Knglish,  German,  French,  and  American  syndicates  and 
companies  tell  you  that  they  would  have  no  anxiety,  if  it  were  merely  a  struggle 
between  the  revenue  of  the  State  and  the  profits  of  the  mines,  because  it  might  ulti- 
mately dawn  on  the  dullest  government  that  in  the  long  run  a  liberal  policy  would  pay 
best.  But  in  the  present  case  there  comes  between  the  government  and  the  public  a 
knot  of  Dutch  and  German  speculators,  who  are  making  enormous  fortunes  from 
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monopolies  that  squeeze  the  life  out  of  the  gold  industry,  and  linked  with  these  are 
members  of  the  executive  and  some  of  their  relatives  and  friends.  One  member  of 
the  government  is  known  to  l«e  realizing  a  princely  revenue  out  of  the  dynamite  con- 
tract ;  and  you  can  understand  how  eloquently  he  is  likely  to  plead  for  its  abolition  : 
Kvidence  has  been  laid  before  the  commission  of  inquiry  that  dynamite  with  free  trade 
can  I*  sold  for  half  what  it  costs  to  day  ;  that  the  industry  is  paying  over  ,£400,000  a 
year  for  its  explosives,  more  than  a  fair  price  ;  and  that  of  this  sum  the  government 
gets  only  ,£50,000,  while  seven  times  as  much  goes  to  enrich  the  lucky  German  man- 
ufacturers, I  )utch  contractors,  certain  "unknown  persons  in  Pretoria"  t  who  are  really 
well  known  ),  to  whom  22.500  shares  were  allotted,  and  Mr.  I.ippert,  who  got  25,000 
shares.  The  reader  will  readily  conceive  how  these  individuals  will  combine  to  press 
on  President  Kruger  the  equity  of  cutting  down  their  profits  by  seventy  five  to  one  hun- 
dred per  cent.  A  representative  mining  director  said  to  me:  "The  dynamite  mo- 
nopoly is  not  the  most  crushing  of  our  grievances ;  but  it  is  the  most  iniquitous— it 
means  nothing  but  plunder  "  ;  while  the  manager  of  a  large  group  of  mines,  himself 
rather  friendly  to  the  Boer  government,  declared  that  at  least  one-third  of  the  present 
charge  for  explosives  must  come  off.  This  gentleman  remarked  that  there  had  been 
some  improvement  of  late,  for  in  several  recent  instances  the  administration  had  de- 
clined to  grant  monopolies.  A  few  years  ago  every  concession  was  of  this  character, 
and  there  could  be  no  doubt  that  officials  were  bribed  to  secure  these  privileges.  This 
stale  of  things  is  a  bar  to  reform.  A  jmrtner  in  one  of  the  largest  concerns  in  Johan- 
nesburg remarked  :  "  We  are  asking  the  government  to  annul  the  dynamite  contract, 
and  to  expropriate  the  Netherlands  Railway.  Hut  the  contractors  and  railway  direc 
tors  will  fight  for  their  rights.  They  are  hand  in  hand  with  State  officials,  and  who 
knows  what  exposures  they  may  threaten  if  they  are  cornered  ?  1  will  believe  in  these 
sweeping  reforms  when  I  see  them  ;  and  paltry  reductions  will  do  us  no  good." 

Of  all  the  burdens  on  the  Rand  the  railway  charges  are  the  most  oppressive.  The 
lines  belong  to  the  Netherlands  South  African  Railway  Company,  which  is  always 
indicated  in  print  as  the  '/..  A.  S.  M.,  these  being  the  initials  of  the  Zuid  Afrikaansche 
Sroorwcg  Maatschappij.  This  precious  organization  has  made  a  world's  record  with 
some  of  its  rates.  It  charges  from  Vereeniging  the  first  station  in  the  Transvaal  1 
~  per  ton  per  mile  for  heavy  goods — coal,  machinery,  timber,  etc — the  Cape 
government  and  Free  State  railway  rates  being  I  I -3d.  for  the  same  goods,  the  Natal 
rate  nearly  2d.,  and  the  Poituguese  (from  Delagoa  bay)  A  merchant  sent  an 

air-compressor  from  East  London  to  Johannesburg,  and  was  charged  over  the  Cape 
lines  9s  4  l4d  per  mile,  over  the  Netherlands  section  £1  i6s  5  *A&  per  mile— nearly 
four  times  as  much.  The  machine  cost  in  Kngland  ,£1,209,  and,  when  it  reached 
Johannesburg,  £2  018  17s  Bringing  it  over  had  increased  the  price  over  fifty  per 
cent  But  this  is  moderation  itself  compared  with  some  of  the  Ircaksof  the  /..  A.  S.  M. 
Some  rails  were  bought  in  Kngland  for  ,£97  5s  8d, — delivered  free  on  board. -- 
whereas  the  railway  charges  alone  came  to  /158  Is  2d,  and,  w  hen  these  rails  reached 
the  Kand,  they  had  cost  £206  8s  2d,— an  increase  of  204^  |>er  cent  A  quantity  of 
retort  carbon,  imported  from  home,  was  delivered  free  on  board  for  j£20,  and,  when 
it  arrived  at  Johannesburg,  its  price  had  run  up  to  j£t.*2  6s  4d,  or  561  «^  per  cent,  on 
the  original  value.  A  wag  remarked  that,  in  the  deplorable  event  of  a  war  between 
the  Transvaal  and  Great  Britain,  if  the  republic  should  organize  the  officials  of  the 
Netherlands  Railway  into  a  cavalry  corps,  there  would  be  poor  chance  for  the 
Britisher,  because  nothing  could  withstand  their  charges.  It  is  perfectly  certain  that 
the  gold-mining  industry  cannot  stand  them.  Almost  everything  the  mining  engineer 
um'-s  or  the  working  miner  eats,  drinks,  or  wears,  is  made  at  least  fifty  to  one  hundred 
per  cent,  dearer  by  the  railway  mono|>oly  alone.  Asa  pretty  illustration,  by  no  means 
an  c\travagant  one.  take  the  following  actual  instance  of  the  working  of  these  tran>it 
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charges,  in  the  case  of  timber,— an  article  of  prime  necessity  in  mining  It  must  be 
studied  in  detail  in  order  to  realize  the  full  beauty  of  the  transaction.  A  cargo  of 
prime  quality  pitch-pine  was  sent  by  sailing  ship  from  America  to  Johannesburg,  via 
Delagoa  bay,  and  this  is  how  they  did  it : 

Cost  in  the  States  £2,379     7  1 

Insurance  and  commission   242    19  9 

General  average  bond.    105     9  2 

Port  dues   66    16  S 

Freight  to  Delagoa  bay   3,012    lo  o 

Landing,  forwarding,  etc   i,  503    15  o 

Duty,  etc   90     3  o 

Cost  at  Del  agoa  bay   £7 .4°  I      5  8 

From  Delagoa  bay  to  the  Rand  is  396  miles,  and  the  carriage  of  the  timber  for  this 
paltry  distance  just  doubled  the  cost  of  it.    Thus  : 

From  Delagoa  bay  to  Transvaal  frontier,  58  miles  £     844     2  6 

Frontier  to  Johannesburg,  33S  miles   6,517     6  o 

Transvaal  duty   42    16  o 

Exchange  and  interest   $2  90 

Total  £  7,456    13  6 

Add  cost  at  Delagoa  bay   ",401      5  8 

Total  at  Johannesburg  £n$S7    »9  2 

I  have  before  me  a  series  of  actual  accounts  showing  that  the  original  outlay  for 
Oregon  pine,  Baltic  deals,  sheet  lead,  galvanized  iron,  steel  plates,  cement,  tubes,  lard 
oil,  candles,  bolts,  nails,  and  mining  machinery  had  been  increased  by  carriage  to  the 
Rand  from  53  to  792  percent.,  and  of  this  prodigious  excess  of  cost  the  railway 
charges  were  responsible  for  a  proportion  ranging  from  20  to  50  per  cent.  It  costs,  in 
every  instance,  about  twice  as  much  lo  bring  goods  by  rail  four  hundred  miles  as  to 
carry  them  by  sea  six  or  seven  thousand  miles.  But  why  complain  ?  The  Nclher- 
lands  Company,  with  a  capital  of  £1,166,000,  make  a  profit  every  year  of  £1,330.- 
000,  of  which  the  government  is  entitled  to  about  ,£700,000,  leaving  a  comfortable 
return  for  the  shareholder  such  as  in  these  days  few  railways  earn.  Verily  since  the 
days  of  Canning  "  the  fault  of  the  Dutch  "  has  not  been  taking  too  little  and  giving 
too  much.  In  this  case  there  is  an  obvious  remedy.  The  government  of  the  republic 
is  entitled  to  buy  out  the  Z.  A.  S.  M.,  and  by  doing  so  at  once  it  would  soon  be  a 
large  gainer.  A  reduction  of  rates  would  bring  about  an  enormous  increase  of  traffic, 
which  would,  without  any  question,  produce  an  equal  return  to  that  now  raised,  while 
bettering  the  revenue  of  the  State  in  every  other  direction. 

This  matter  of  railway  rates,  as  affecting  the  cost  of  living  and  the  chances  of 
obtaining  employment,  is  a  serious  one  for  workingnien  who  may  be  tempted  by  the 
high  wages  prevailing  on  the  Rand.  There  are  men  here  who  are  making  £l  a  day 
as  miners,  while  a  smaller  number  earn  from  12s  to  15s;  but  expenses  are  so  high  that 
married  men  with  a  wife  and  two  or  three  children  will  find  it  hard  to  live  in  com- 
fort A  statement  submitted  to  the  commissioner  by  a  working  miner  showed  that  it 
costs  four  limes  as  much,  on  an  average,  to  live  at  Johannesburg  as  it  does  in  Eng- 
land— the  one  being  the  cheapest  and  the  other  the  dearest  place  in  the  civilized 
world.  Speaking  generally,  milk  is  six  times,  butter  three  times,  meat  and  bread 
double,  groceries  seven  times,  and  rent  six  or  seven  times  what  they  are  at  home. 
Single  men  can  save  money,  but  they  must  reckon  the  cost  out  and  home  again,  which 
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cannot  easily  be  less  than  ^50,  allowing  for  loss  of  time,  and  may  be  more.  A  work- 
ing witness  said  that,  if  he  had  foreseen  all  this,  he  would  not  have  got  married  and 
had  five  children  to  support.  "Well,"  said  the  commissioner,  "we  all  make  these 
mistakes."  My  advice  to  the  married  miner  in  England  is  to  hesitate  about  bringing 
his  family  to  the  Transvaal  until  these  monopolies  and  railway  rates  have  been  re- 
formed. It  is  a  pitiless  land  for  the  unemployed,  as  I  have  seen  in  several  cases ;  and 
it  is  to  be  remembered  that  there  is  practically  only  one  industry.  Of  course  the 
chances  of  employment  would  be  enormously  increased,  if  the  economic  conditions 
were  ameliorated.  In  fact,  there  will  be  a  brilliant  future  for  pold  and  coal  mining  in 
the  Transvaal,  when  honesty  and  a  little  common  sense  have  taken  possession  of  its 
rulers.  Mr.  Laurie  Hamilton,  speaking  for  the  Barnato  group  of  mines,  states  th>t 
they  have  six  companies  running  with  400  stamps,  seven  idle  with  650  stamps  ;  but 
with  better  economic  conditions  they  could  easily  have,  within  twelve  months,  1,840 
stamps  at  work,  and  a  further  addition  later  of  1,350  stamps.  By  the  year  1900  this 
single  group  of  mines  might  fairly  expect  to  have  3,190  stamps  running,  and  by  the 
same  time  the  various  other  groups,  several  of  which  are  now  closing  down,  reducing 
wages,  and  dismissing  hands,  could,  and  probably  would,  have  9,000  stamps  at  work. 
The  economies  which  the  United  Rand  are  now  pressing  on  the  government  would 
reduce  the  cost  of  working  by  6s  per  ton,  and  restore  dividends  on  millions  of  money, 
at  present  sunk  uselessly.  Will  these  economics  be  made  ?  The  only  chance  seems 
to  be  that  the  imminent,  and,  it  is  to  be  hoped,  large  loss  of  revenue  will  teach  the  Boer 
rulers  wisdom.  Only  one  must  never  forget  Oxenstiern's  lesson  to  his  son  :  "  You 
have  no  idea  with  how  little  wisdom  the  world  is  governed  ;"  and  the  Swedish  chan- 
cellor had  not  heard  of  the  Transvaal. 


DIFFICULTIES  OF  TRANSPORTATION  IN  THE 


EAR  by  year  the  manufacturing  ability  of  the  great  industrial 


nations  is  outgrowing  the  demand  which  exists  within  their 


own  territory  ;  in  the  United  States,  as  in  England  and  Ger- 
many, the  manufacturer  is  looking  abroad  for  a  market  for  what  he 
cannot  sell  at  home.  Each  decade  finds  the  capitalist  more  at  a  loss 
as  to  how  to  get  a  good  interest  on  his  money. 

To  both  of  these  the  subject  of  methods  of  transportation  in  use  in 
South  American  countries  is  of  interest.  To  the  manufacturer,  be- 
cause the  weight  and  size  of  his  packages,  and  the  manner  of  packing, 
must  conform  to  usage,  or  he  cannot  hold  the  trade  ;  to  the  capitalist, 
because  the  fact  that  freight  pays,  apparently,  a  very  high  tariff  in  the 
tropics  gives  hope  of  a  better  return  for  his  investments  than  he  can 
expect  at  home. 

Let  us  take,  for  example,  the  condition  of  tariff  existing  in  Colom- 
bia, the  nearest  South  American  neighbor  to  the  United  States.  The 
lines  of  traffic  resemble  the  arteries  of  the  human  system,  as  they  begin 
at  the  few  sea-ports  of  the  country  and  rapidly  branch  out  in  diverging 
lines  for  the  interior.  Just  as  the  small  arteries  divide  among  them- 
selves the  total  amount  of  blood  carried  by  the  principal  artery,  so  the 
different  roads  leading  from  the  sea-ports  to  the  interior  divide  and 
sub-divide  the  traffic,  until  what  at  first  was  only  a  small  amount  be- 
comes infinitesimal  in  quantity. 

Leaving  out  of  the  discussion  the  Panama  Railroad,  as  it  has  noth- 
ing to  do  with  the  interior  of  the  country,  the  leading  entry  port  is 
the  city  of  Barranquilla,  with  a  yearly  import  of  thirty- four  thousand 
tons,  and  exports  of  twenty-three  thousand, — a  total  of  fifty  seven 
thousand  tons  per  annum.  As  the  navigation  of  the  mouth  of  the 
Magdalena  river,  on  which  Barranquilla  is  situated,  is  not  practicable, 
nearly  all  the  traffic  is  carried  to  and  from  the  sea-coast  by  a  three- 
foot-six-inch-gage  railway,  eighteen  miles  long,  having  nothing  re- 
markable about  it  except  its  ocean  pier,  which  is  of  steel  and  four 
thousand  feet  long,  with  twenty-six  feet  of  water  at  its  head,  being 
surpassed  in  length  by  only  two  piers  in  the  world.  From  Barran- 
quilla the  traffic  goes  up  the  Magdalena  river  on  steamers  carrying 
from  one  hundred  and  fifty  to  three  hundred  tons  each.  So  far  the 
transportation  of  packages  of  ordinary  size  and  weight  offers  no  diffi- 
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culty,  but,  when  the  freight  leaves  the  river,  trouble  and  expense  be- 
gin ;  for  there  are  but  three  short  railroads  leaving  the  eight  hundred 
miles  of  navigable  river,  and  nearly  every  package  which  enters  the 
interior  of  the  country  must,  in  some  part  of  its  journey,  go  on  mule- 
back,  if  it  is  small  enough,  or  find  some  special  mode  of  conveyance, 
if  too  bulky  for  a  mule,  or  of  more  than  one  hundred  and  twenty-five 
pounds'  weight.  Let  a  single  package  pass  the  mule  limit,  and  the 
cost  of  its  mule-road  travel  will  go  up  with  a  startling  bound. 

There  are  professional  pack-carriers  on  some  roads,  who  make  a 
specialty  of  carrying  burdens  which  the  sturdy  and  much  enduring 
mule  cannot  stagger  under.  On  some  of  the  roads  you  will  see  at 
times  what  appears  to  be  a  live  box,  staggering  slowly  and  painfully 
down  the  mountain-side  ahead  of  you  ;  as  you  draw  nearer,  you  may 
hear  the  box  grunt,  very  much  as  an  old  pack-mule  does  at  each  down- 
ward step  on  a  steep  road.  There  is  something  uncanny  about  the 
whole  proceeding,  if  it  is  your  first  experience,  and  you  happen  sud- 
denly to  overtake  the  box,  going  down  hill,  for  the  moving,  swaying, 
and  grunting  mass  has  no  visible  means  of  support,  and  no  apparent 
excuse  for  behaving  in  such  a  manner.  Perhaps  you  may  read  on  its 
back,  "  Mason  and  Hamlin  Organ  Company,"  or  some  similar  legend, 
but  that  is  no  help  in  solving  the  perambulating  mystery,  for  whoever 
heard  of  a  boxed  up  organ  wandering  alone  down  a  steep  mountain 
path,  and  grunting  as  it  reeled  along  ?  Very  likely  the  road  is  too 
narrow  for  your  mule  to  pass  your  fellow-traveller  ;  so  you  are 
obliged  to  follow  in  its  wake.  But  at  last  you  are  able  to  pass  ahead, 
and  you  find  that  the  organ  is  in  no  way  to  blame  for  moving,  for  it 
has  a  man  under  it.  Short  and  stumpy  he  may  be,  but  the  muscle  on 
him  reminds  you  of  the  pictures  of  old  Atlas  holding  the  world  on  his 
brawny  shoulders.  In  one  hand  he  carries  a  long,  stout  cane,  with 
which  he  steadies  himself  on  the  slippery  clay,  and,  when  he  wishes 
to  rest,  he  backs  up  to  the  bank  on  the  side  of  the  road,  settles  the 
lower  end  of  his  load  against  the  higher  ground,  and  props  up  the  up- 
per end  with  his  stick  ;  then  he  is  free  to  slip  the  plaited  maguey  fibre 
bands  off  his  shoulders  and  forehead,  and  step  out  from  under  his 
burden. 

Up  the  next  hill  perhaps  you  will  overtake  a  woman  pack-carrier, 
her  skirts  tucked  up  to  her  knees,  and  below  the  skirts,  in  prominent 
view,  great  knots  and  masses  of  corded  muscle,  which  form  her  not 
graceful,  but  very  useful,  underpinning.  Ask  her  how  much  weight 
she  carries,  and  you  may  get  the  answer,  as  if  it  were  a  child's  load, 
'•ocho  arrobas,  no  mas,'' — equivalent  to,  -'only  two  hundred  and 
twenty  pounds."  As  you  catch  sight  of  her  wrinkled  face,  you  may 
thoughtlessly  remark  that  it  is  a  heavy  load  for  one  of  her  years  ;  her 
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answer  is  apt  to  be  :  "  Vou  should  see  my  grandmother  ;  she  does 
carry  heavy  loads;  lam  not  full-grown  yet."  This  is  said  with  so 
injured  an  air  that  you  ride  on  wondering  why  you  had  not  remem- 
bered that  a  woman  has  a  right  to  be  touchy  about  her  age,  even  if 
she  is  not  dressed  in  the  height  of  fashion.  As  to  the  grandmother, 
and  the  probability  of  her  still  being  able  to  carry  burdens  in  this 
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world,  you  are  apt  to  be  strongly  of  the  opinion  that  the  pack  mulish 
old  lady  has  drawn  entirely  on  her  imagination  ;  but  do  not  l>e  too- 
sure  of  that,  for  the  glaring  tropical  sun  brings  wrinkles  quickly,  and,, 
where  women  are  frequently  mothers  at  fourteen  years  of  age,  a  great- 
grandmother  may  still  be  a  very  active  member  of  society. 

Is  this  sort  of  freight-carrying  expensive?  Rather!  A  twelve- 
arroba,  330-pound  package,  which  is  generally  the  maximum  for  men, 
as  a  nine  arrobas  is  for  women,  may  cost  $150  for  one  hundred  miles, 
or  510.18  paper  per  ton  per  mile. 
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Lighter  pack- 
ages, which  a 
mule  can  carrv, 
pay  from  $0.65 
to  S3  paper  per 
ton  mile, accord- 
ing to  the  con- 
dition of  the 
road,  health  of 
mules,  etc. ;  but, 
when  the  weight 
of  a  single  pack- 
age reaches  a  ton, 
it  is  better  not  to 
ship  it,  for  the 
method  of  trans- 
portation in  that  case  is  to  place  the  load  on  pieces  of  wood,  like  sled- 
runners,  and  haul  it  by  a  rope  attached  to  a  windlass,  or  capstan, 
fixed  in  the  road  a  short  distance  ahead. 

As  the  roads  are  narrow,  crooked,  steep.  slipj>ery,  and  often  near 
the  edge  of  a  precipice,  it  is  easy  to  imagine  that  this  sort  of  traffic  is 
tedious  and  costly.  In  fact,  the  government  is  perhaps  the  only  j>arty 
rich  enough  to  indulge  in  it.  There  are  records  of  pieces  of  mint 
machinery  being  five  years  on  their  way  to  an  interior  city,  one  hun- 
dred miles  from  the  Magdalena  river,  and  in  that  time  they  had  been 
dragged  but  half  the  distance  at  a  cost  of  nearly  $15,000.  This 
variety  of  rope  haulage  costs  about  530  per  ton-mile. 


THE  LARGEST  PACKAGE  HANDLED  BY  THE  BAR  R AKQUILLA 

RAILWAY. 

(Box  measured  ly.vi  cu.  ft.  and  weighed  abonl  8  Ions.) 
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In  carrying  rails  from* 
the  Magdalena  river  to- 
Bogota,  for  a  small  rail- 
way to  be  built  there,  it 
was  at  first  attempted  to 
allot  two  short  rails  to- 
each  mule,  letting  the 
ends  of  the  rails  drag  on 
the  ground  behind  the 
mule.  This  plan  was 
soon  abandoned,  be- 
cause the  ends  of  the 
rails  wore  off  badly  on 
the  ground,  before  they 
reached  their  destina- 
tion. Then  a  tandem 
team  of  two  mules  was 
fitted  out  with  a  twenty- 
foot  rail,  weighing 
thirty-five  pounds  per 
yard,  on  each  side  of 
them.  They  sooi> 
learned  to  keep  step 
beautifully,  as  it  be- 
hooved them  to  do.  A  contractor  was  recently  obliged  to  finish  a 
piece  of  railroad  by  a  certain  date,  and  found  that  he  lacked  twelve 
thirty-foot  rails.  He  had  no  time  to  import  them,  but  managed  to- 
buy  the  required  number  from  a  neighboring  railroad,  less  than  ninety 
miles  away  ;  as  the  roads  were  not  of  the  best,  he  was  obliged  to 
pay  51,500  for  the  transportation  of  those  twelve  rails. 

Let  us  trace  the  cost  of  carrying  a  sack  of  coffee,  which  weighs 
about  one-sixteenth  of  a  ton,  from  the  plantation  on  which  it  is  grown 
to  the  seaboard.  As  the  best  coffee  grows  at  not  less  than  three  thou- 
sand feet  above  sea- level,  it  must  go  an  average  of  about  eighty  miles 
on  mule-back  before  reaching  the  river  ;  this  means  58.50  paper  for 
the  mule.  Supposing  it  to  travel  five  hundred  miles  on  the  river,  that 
freight  will  be  51.92  to  Harranquilla  ;  then  eighteen  miles  of  railway 
travel  costs  50.33  ;  total,  510.75  in  Colombian  paper,  or,  at  the  usual 
exc  hange  of  150  per  cent,  premium,  the  total  cost  of  59S  miles'  travel 
of  our  sack  of  coffee  is  54.30  in  gold,  making  an  average  freight  per 
ton-mile  of  5.01 146  gold.  From  the  coast  to  New  York  the  freight 
is  50.40  for  the  sack,  or  50.0032  per  ton-mile. 

We  have  here  the  startling  fact  that  to  carry  a  sack  of  coffee  2,518- 
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miles  by  river,  railroad, 
and  ocean  steamer  costs 
fjS  ■        but  38  per  cent,  of  what 

  ^     I       lt  c*oes  to  carry  tne 

^      \  <s  v^r  same  sack  eighty  miles 

J  on  a  mule    Yet  in  this 

M    Ww^A^m        *4p  t*~      ^     ■    we  see  another  instance 

of  the  proneness  of  hu- 
man nature  to  strain  at 
a  gnat,  while  the  camel 
goes  down  as  a  matter 
of  course.  The  river 
steamer,  the  little  rail- 
way, and  the  ocean 
freighter  are  looked  on 
by  the  average  Colom- 
bian as  extortioners 
which,  by  their  high  rates,  are  robbing  him  of  his  hardly  earned  profit ; 
but  the  sturdy  little  mule  is  his  tried  and  true  friend,  and  he  is  be- 
grudged nothing. 

In  passing  over  almost  any  mountain  mule  road,  if  you  are  a 
stranger  to  the  path,  your  baggage-mule-driver  is  apt  to  enliven  the 
way  with  anecdotes  of  experiences  of  other  travellers  who  have  passed 
that  way. 

Here  on  this  narrow  slippery  ledge  Don  I'acho  's  baggage- 
mule  struck  his  up-hill  trunk  against  the  corner  of  that  rock,  and  over 
he  went  into  the  gorge  below.  Don  Facho  was  just  returning  from 
Europe,  and  his  trunks 
were  too  large  for  this 
road.  In  the  crotch  of 
that  tree  one  trunk  was 
found  ;  in  that  thicket, 
far  below,  are  still  some 
pieces  of  the  other 
trunk  :  and  all  the  way 
down  that  dizzy  slope 
thecontents  of  the  trunk 
had  been  scattered  ; 
while  in  the  bottom  of 
the  ravine  the  mule  was 
found  quietly  nibbling 
leaves,  as  if  he  had  gone 
through  the  whole  per- 


698         TRANSPORTATION  IN  THE  TROPICS. 

formance  just  to  get  at  them.  In  passing  close  to  a  muddy  stream, 
you  are  warned  to  keep  up  on  the  steep  bank,  at  the  risk  of 
a  fall,  for  in  that  miry  ooze  below  you  rests  a  pack-mule  with 
his  two  sacks  of  coffee  still  on  his  back.  For  a  day  or  two 
after  his  fall  his  ears  could  still  be  seen  sticking  out  of  the  mud, 
but  a  freshet  of  a  stream  had  covered  him  up,  and  probably  sunk 
him  deeper.  "  How  did  he  get  there?"  "Oh,  the  most  natural  ! 
Two  pack  trains  meet  themselves  here  on  this  slippery  bank,  with  the 
black  mud  without  bottom  below.  All  try  to  go  themselves  up  above 
the  others,  one  falls  himself  against  the  other,  and  that  one  rolls  him- 
self over,  and  finds  himself  in  the  mud,  with  the  head  for  the  water. 
He  raises  himself,  and  falls  himself  forward,  twice  or  three  time?, 
and  — adios,  mula  !    The  mire  swallows  him." 

Who  can  blame  the  Colombian  for  sympathizing  with  the  mule? 
But  let  the  traveller  go  on  a  river  steamer,  and  listen  to  the  deck 
hands  tell  the  history  of  each  l>end  and  rapid.  Here  the  mud-drum 
of  the  Fibers  burst,  killing  four  men ;  here  the  Montoya,  the 
pride  of  the  river,  was  sunk  by  a  collision  ;  there  the  Bolivar,  the 
largest  of  them  all,  was  run  upon  a  hidden  sand-bar,  to  save  her 
freight  and  passengers,  when  she  was  found  to  be  fast  sinking  from 


having  struck  a  sunken 
snag.  There  the  Medel- 
lin's  boiler  blew  up, 
and  the  death-rate  ran 
high;  this  is  the  "Friar's 
Bend"  of  the  river, 
because  here  a  steamer 
blew  up,  as  she  was 
going  up  the  swift  cur- 
rent, and  on  that  cliff 
was  found  the  body  of 
a  friar,  one  of  the  pas 
sengers. 


roriKkY  ooing  to  market. 


The  mule  road  has 
not  a  monopoly  of 
disasters.  Has  the  rail- 
way nothing  to  tell  ? 
Yes,  as  much  as  any 
mule  road,  and,  besides, 
it  is  ridden  by  an  "old 
man  of  the  sea"  in  the 
shape  of  legislation 
difficult  to  get  rid  of ; 
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ft  yet  there  is  a  general 

ifl  complaint  through  the 

country  against  the  high 
railroad  freights.  Let 
us  examine  those  of  the 
Barranquilla  railway. 

The  average  freight 
charge  per  ton  during 
the  past  year  was  56.67 
paper,  or  $2-67  gold, 
making  fifteen  and  a 
quarter  cents  per  ton- 
mile,  which,  compared 
to  the  average  on  Uni- 
ted States  railroads, — 
50  0084, — seems  ex- 
cessively high  ;  but 
there  are  various  reasons 
for  this.  In  the  first 
place  the  railway  sup- 
plies the  labor  which 
handles  all  import  car- 
go in  the  custom  house, 
weighs  it,  moves  it  for  inspection,  and  delivers  it  to  the  consignees  ;  for 
this  service,  it  is  allowed  to  increase  its  maximum  tariff  eighteen 
per  cent. 

The  government  receives  about  three  per  cent,  of  the  gross  freight 
earnings,  besides  a  State  tax  amounting  to  about  the  same  per  cent, 
of  expenses  as  that  constituted  by  the  railway  tax  in  the  United  States. 
Deduct  the  first  two  items,  and  the  average  freight-rate  amounts  to 
$2.1825  per  ton,  or  12  cents  per  ton-mile,  which  is  still  fourteen 
times  the  average  charge  in  the  United  States.  But  the  average  haul 
of  the  freight  in  the  United  States  is  122  miles,  while  on  the  Barran- 
quilla railway  it  is  17J2,  making  this  road's  proportion  of  loading  ex- 
pense seven  times  as  great  as  that  of  the  United  States  railways. 

The  tons  of  freight  hauled  one  mile,  divided  by  the  total  number 
of  miles  of  railroad,  gives,  for  the  United  States,  473,500,  and,  for 
the  Barranquilla  railway,  56,700.  That  is,  the  average  railroad  in 
the  United  States  does  eight  and  a  third  times  as  much  freight  work 
as  the  heaviest  traffic-carrying  road  in  Colombia. 

Comparing  the  passenger  traffic  in  the  same  way,  the  average 
United  States  road  carries  twenty-nine  times  more.  Eleven  per  cent, 
of  Colombian  passengers  are  government  officials,  who  go  free  to  the 
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number  of  twenty  in  one  day,  and  forty-five  per  cent,  of  the  paying 
passengers  pay  but  twenty  cents  paper  for  a  round  trip  of  thirty-four 
miles,  with  sixty-six  pounds  of  provisions.  This  is  equal  to  50.00235 
gold  per  mile, — but  little  more  than  one-tenth  of  the  average  United 
States  charge. 

Colombian  receipts  from  passengers  and  baggage  are  4  6  per  cent, 
of  the  total  receipts,  while  those  of  the  United  States  average  29.16 
per  cent.  The  highest  through  passenger-rate  in  Colombia  is  equiva- 
lent to  50.0925  gold  per  mile,  or  four  and  a  half  times  the  United 
States  rate.  Colombian  operating  expenses,  reduced  to  gold,  are 
considerably  in  excess  of  those  of  the  average  United  States  road,  as 


The  great  drawback  to  railroads  in  C  olombia  is  that  they  must  receive 
paper  for  their  services,  and  pay  their  debts  in  gold.  There  is  also 
the  constant  possibility  of  a  revolution  which  may  at  least  stop  traffic, 
small  even  in  time  of  peace. 

Has  this  road  no  opposition  ?  Yes,  a  road  sixty- five  miles  long 
was  built  from  Cartagena  to  the  Magdalena  river,  but  it  is  not  a  finan 
cial  success.  For  many  years  there  have  been  schemes  on  foot  to 
open  the  mouth  of  the  Magdalena  river  to  navigation  by  ocean  steam 
ers,  so  as  to  bring  the  cargo  directly  to  Karranqnilla ;  but  to  the  average 
engineer  the  enthusiasm  with  which  those  who  have  had  no  experience 
with  such  work  advocate  its  immediate  execution  is  really  funny. 
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might  be  sup- 
posed from  the 
shortness  of  the 
road.  Are  these 
rates  excep- 
tionally high 
even  for  the 
tropics  ?  No. 
One  road  of 
thirty-two 
miles  in  length 
charges  four 
times  as  much 
per  ton  per  mile 
as  the  Karran- 
quilla  charges, 
and  another, 
thirty  four 
miles  long, 
charges  fi  v  e 
times  that  rate. 
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It  is  a  well-known  fact  that,  where  a  jetty  or  dike  is  built  to  nar- 
row a  stream,  in  order  to  deepen  its  channel,  a  new  bar  will  form  be- 
low the  jetty,  unless  there  happens  to  be  a  narrow  channel  there 
already,  very  deep  water,  or  a  strong  cross  current,  capable  of  carry- 
ing away  the  river  sediment. 

The  west  bank  of  the  Magdalena  has  been  prolonged  out  to  sea  by 
a  deposit  of  sand  which  it  continually  brings  in  its  muddy  current, 
making  a  sweeping  curve  of  narrow  sand-bar  five  miles  long.  The 
sand  is  deposited  on  the  west  side  of  the  current  only,  because  the 
almost  constant  trade  winds,  or  gales,  blowing  from  the  north-east, 
force  the  current  to  that  side.  As  the  sand  spit  grew,  the  wind  bent 
it  to  the  south-west,  so  that,  at  its  end,  it  is  nearly  parallel  to  the 
direction  of  the  wind.  Probably,  when  the  river  has  built  a  consid- 
erable strip  parallel  to  the  trade  wind,  it  will  be  satisfied,  and  will 
spread  its  mud  more  evenly  on  the  ocean's  bottom. 

Fifty  years  ago  there  was  a  belt  of  land  on  the  east  side  of  the 
river,  extending  to  within  a  mile  of  the  present  terminus  of  that  on 
the  west  side  ;  that  is,  the  river  ran  four  miles  into  the  Caribbean  sea, 
enclosed  on  each  side  by  a  natural  dike  of  land.  At  that  time,  as 
well  as  now,  there  was  a  comparatively  shallow  bar  at  the  mouth  of 
the  river  where  it  met  the  sea.  As  the  land  on  the  east  side  of  the 
river  was  gradually  washed  away  by  the  heavy  surf  of  the  north-east 
gales,  which  last  with  more  or  less  force  during  six  months  of  the  year, 
the  mouth  receded,  and  the  bar  with  it,  until  it  reached  its  present 
position.  Is  it  not  reasonable  to  suppose  that  jetties  would  have  to 
be  extended  farther  even  than  the  natural  dikes,  which  the  river  itself 
undoubtedly  built  in  its  leisure  time,  in]order  to  have  a  permanently 
deep  outlet  into  the  sea  ? 

Even  if  we  imagine  the  construction  of  a  series  of  jetties  four  miles 
loug  in  rough  sea,  it  takes  a  wilder  freak  of  imagination  to  think  of 
maintaining  such  work  against  the  heavy'surf  so  common  there.  That 
a  channel  for  twenty-four- foot -draft  steamers  could  be  made  and 
maintained  for  any  less  than  the  cost  of  the  Mississippi  river  channel 
does  not  seem  possible,  and  it  would  probably  cost  much  more ;  but, 
at  the  rate  of  cost  of  that  work,  the  maintenance,  and  six  per  cent, 
interest  on  the  capital,  would  amount  to  more  than  double  the  total 
receipts  of  the  railway. 

When  a  steamer  of  light  draft  manages  to  go  up  the  river,  she  can- 
not reach  Barranquilla,  because  a  low,  swampy  island  keeps  her  two 
miles  from  the  town  ;  there  being  no  wharf,  pier,  or  road,  she  must  use 
barges  to  unload.  This  causes  so  much  delay  that  a  pier  and  short 
railroad  are  a  necessity.  To  make  this  permanent  would  be  expen- 
sive, as  the  river  bank  is  low  and  easily  washed.    The  result  of  this 
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expense  would  be  only  the  exchange  of  a  railroad  eighteen  miles  in 
length  for  another  two  miles  in  length,  and  to  the  average  mind  the 
advantage,  considering  the  expense  and  traffic,  is  not  apparent. 

And  yet  we  have  much  literature  on  the  subject.  One  of  the 
United  States  consuls,  not  long  since,  was  so  convinced  that  the  Bar- 
ranquilla  Railway  was  the  great  retarder  of  the  progress  of  the  country 
that  he  reported  very  enthusiastically  in  favor  of  opening  the  mouth  of 
the  river  at  once.  It  was  the  "  burning  question."  "  In  five  or  six 
years,  at  the  farthest,  the  present  facilities  will  be  entirely  inadequate 
for  the  commerce  of  the  country  ;  even  at  the  present  moment,  there 
is  no  accommodation  for  the  export  of  timber,  log  wood,  ivory  nut, 
railway  slee{>ers,  and  cattle  (as  they  cannot  resist  the  extra  cost  of  the 
railway  freight),  or  for  the  exportation  of  heavy  pieces  of  machinery, 
etc. "  As  the  gentleman  had  been  transplanted  from  the  west  less  than 
two  years,  he  had  not  yet  outgrown  the  boom  fever.  When  I  first 
went  to  Colombia,  nearly  nineteen  years  ago,  I  met  several  foreigners 
who  were  afflicted  with  this  disease  ;  most  of  them  are  under  the 
ground,  some  have  left  the  country ;  but  all  who  remain  have  long 
since  had  that  kind  of  fever  thoroughly  eradicated  from  their  systems. 
In  fact,  for  a  complete  cure  of  any  form  of  boom  complaint  I  can  con- 
scientiously recommend  a  residence  in  this  climate.  The  following 
table  of  value  of  exports  from  Sabanilla,  including  gold  and  silver, 
gives  the  highest  and  lowest  points  which  the  traffic  reached  between 
1874  and  1S94  : 


1874  %  8,764,786. 

1875   9,082,040. 

1877   6,800,145. 

1881   1 2,399,609. 

1885   3,807,851. 

1891   14,409,290. 

1894   10,781,075. 


The  fluctuations  are  caused  partly  by  revolutions,  which  nearly 
paralyze  traffic  for  a  time.  As  the  export  traffic  has  really  increased 
less  than  twenty- five  per  cent,  in  twenty  years,  and  the  railway  has 
rolling  stock  sufficient  to  carry  three  times  the  present  traffic,  I  think 
it  may  hope  to  still  be  able  to  cope  with  what  may  come  for  a  few 
years  more. 

As  for  the  freight-rate  being  too  high  for  lumber,  the  present  price 
of  rough  sawed  lumber  at  the  mill  in  Colombia  is  $150  paper  per  1,000 
feet,  board  measure,  or  560  gold,  while  the  freight-rate  is  $6.40  paper 
per  1,000  feet.  The  cost  of  the  lumber  is  high,  before  the  railway 
receives  it,  as  Georgia  yellow  pine  shipped  via  New  York  costs  but 
$91.40,    paper,  independent  of  import  duty.    Still  168  tons  were 
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shipped  last  year.  Of  log  wood  329  tons  were  carried.  The  inven- 
tion of  celluloid  discouraged  the  ivory-nut  trade,  but  in  1895  that 
freight  was  621  tons.  The  general  price  of  fat  cattle  in  Colombia  is 
equivalent  to  $0,048  gold  per  pound  on  foot,  or  about  g]4  cents  per 
pound  of  useful  meat,  while  the  export  price  of  salted  United  States 
beef  is  $0,056  per  pound.  What  inducement  is  there  to  export  live 
cattle  from  Colombia,  even  if  the  railroad  should  transport  them  free  ? 
Railway  sleepers  at  $1.50  gold — the  price  of  the  export  tie  delivered 
in  Colombia — would  have  great  difficulty  in  finding  a  purchaser  any- 
where, except  at  the  Isthmus  of  Panama,  where  the  demand  is  limited. 

As  for  our  inability  to  transport  heavy  pieces  of  machinery,  etc., 
the  heaviest  single  package  of  which  there  is  record  weighed  9  tons, 
the  longest  package  measured  45  feet,  and  the  largest  1,934  cubic  feet. 
Nothing  presented  for  transportation  has  ever  been  refused  by  the  rail- 
way, so  it  cannot  be  blamed  for  not  having  carried  larger  or  heavier 
parcels.  In  its  yard  in  Barranquilla  are  pieces  of  costly  machinery 
which  have  been  waiting  for  years  for  the  owners  to  claim  them,  but 
mules  large  enough  to  carry  them  have  not  yet  been  found.  Any  per- 
son who  has  seen  the  system  of  transportation  in  the  interior  would 
consider  the  statement  that  any  railroad  could  not  carry  large  enough 
packages  for  the  needs  of  the  traffic  a  huge  joke ;  yet  such  has  been 
the  United  States  consular  system  that  men  come  and  go  without  seeing 
enough  of  the  country  to  have  an  idea  of  its  needs,  and  expect  to  find 
a  New  York  Central  Railroad  built  for  a  traffic  which  would  require  on 
that  road  but  one  round-trip  of  a  freight  train  in  twelve  days,  and  one 
passenger  train  making  a  round  trip  every  ten  days.  It  is  to  be  hoped 
that,  with  the  civil  service  improvement,  consuls  may  have  an  oppor- 
tunity to  stay  in  foreign  countries  long  enough  to  accumulate  useful 
information. 

The  hindrance  to  traffic  in  Colombia  is  not  the  railroad  or 
steamboat,  but  the  obstreperous,  long-eared  mule.  At  present,  a  ton 
of  freight  for  the  capital  may  be  brought  from  Europe,  5,500  miles, 
and  carried  up  the  river,  600  miles,  for  $24  ;  but  his  royal  highness, 
the  mule,  must  have  $64  gold  for  carrying  the  same  freight  ninety 
miles,  and  even  then  it  must  be  in  packages  of  size  and  weight  to  suit 
him,  or  he  will  not  deign  to  touch  it. 
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THE  GROWTH  AND  DEVELOPMENT  OF  THE 
STEEL  RAIL  IN  AMERICA. 

By  H.  G.  Prout. 
II. 


HE  rails  designed  under  the  influence  of  the  Chanute-Sayre 


school  were  developments  of  the  idea  that  the  metal  ought  to 


be  put  where  the  wheel-wear  comes,  which  seems  a  reason- 
able notion,  and  which  naturally  prevailed  until  people  began  to  col- 
lect, analyze,  and  generalize  many  of  the  facts  of  service.  It 
gradually  became  apparent,  to  the  astonishment  of  the  world,  that 
these  heavy  rails  with  big  heads  actually  did  not  wear  as  well  as  the 
early  steel  rails  of  light  section  with  small  heads.  When  it  was 
found  that  the  old  John  Brown  rails  of  the  Welch  section  would  wear 
out  two  of  the  modern  deep-headed  rails,  there  was  endless  specula- 
tion as  to  the  reason.  A  favorite  doctrine  with  many  really  good 
engineers  was  that  the  light  sections  were  flexible,  and  gave  way  under 
the  wheels  ;  did  not  offer  so  much  resistance ;  did  not  receive  blows 
as  an  anvil  receives  them  ;  and  so  on. 

Slowly  the  facts  were  established  that  a  very  small  percentage  of 
the  rails  that  failed  did  so  from  the  wearing  off  of  the  surface  on  the 
top.  They  failed  because  they  wore  rough,  or  because  they  broke ; 
the  heads  were  split  down,  and  the  ends  battered  out.  They  did  not 
stay  in  the  track  long  enough  to  wear  out.  Studies  of  etched  sec- 
tions of  broken  rails,  investigations  into  scrap-heaps,  chemical  analy- 
sis, and  physical  tests  finally  established  the  fact  that  the  new  rails 
were  physically  softer,  irrespective  of  chemistry,  than  the  old  rails  with 
small  heads ;  that  they  were  less  homogeneous,  and  that  the  metal 
was  not  so  thoroughly  worked.  Pipes  and  blow-holes  in  the  ingots 
remained  as  flaws  in  the  interior  of  the  rail-heads.  It  came  to  be 
well  recognized  also  that  the  great  mass  of  metal  in  the  head  cooled 
much  more  slowly  than  the  thin  flange ;  consequently,  in  the  final 
passes,  the  head  was  worked  at  a  high  heat,  and  the  flange  at  a  low 
heat.  The  slow  cooling  of  the  head  established  curves,  and  it  was  im- 
possible to  give  the  rail  just  the  camber  that  would  cause  it  to  cool 
straight.  Therefore  the  rail  had  to  be  straightened  in  the  mill  by  gag- 
ging. But  gagging  is  a  cruel  process;  it  is  likely  to  put  two  little 
curves  into  the  rail  in  place  of  one  big  one.  It  forcibly  changes  the 
tension  in  the  material,  and  the  rail  leaves  the  mill  straight,  not  be- 
cause it  is  its  nature  to  be  straight,  but  because  it  has  been  distorted 
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into  approximate  straightness,  full  of  all  that  contrariness  which  engi- 
neers call  internal  strains.  So  the  next  thing  that  happened  was 
the  restoration  in  the  track  of  some  of  the  crookedness  taken  out  by 
the  gagging,  and  this  in  turn  led  to  breaking  under  the  blows  of 
driving-wheels. 

Then  came  forward  the  school  of  doctors  headed  by  Dudley, 
Hunt,  and  Hawks,  who  insisted  that  Holly  and  Welch  were  nearer 
right  than  the  later  designers,  and  that  the  rational  form  of  rail- 
section  was  one  in  which  the  weight  of  metal  in  the  two  main  mem- 
bers is  balanced  as  nearly  as  may  be.  Dudley's  80-pound  rail  of 
1883  (Fig.  1 1 )  had  45  per  cent,  of  the  metal  in  the  head,  20  per  cent, 
in  the  web,  and  35  per  cent,  in  the  flange.  Hawks's  rail  of  1889 
(Fig.  12) — also  an  80-pound  rail — had  42  per  cent,  in  the  head,  22 
in  the  web,  and  36  in  the  flange. 

For  a  number  of  years  this  part  of  the  principle  of  rail-design 
was  a  matter  of  lively  discussion.  Mr.  Dudley  and  Mr.  Hawks 
thought,  and  worked,  and  produced  rails,  and  wore  them  out,  and  did 
not  say  very  much,  but  what  they  did  say  was  to  the  point.  Captain 
Hunt  was  persistent  and  insistent  in  his  brief  and  pungent  papers 
before  the  societies.  In  1889  Captain  Hunt  had  brought  out  his 
series  of  sections,  the  general  characteristics  of  which  are  shown  in 
the  Hawks  section,  and  in  1893  the  committee  of  the  American 
Society  of  Civil  Engineers  brought  out  the  series  of  standard  sections 
varying  by  5  pounds  and  running  from  40  pounds  up  to  100,  the 
general  principles  of  which  are  seen  in  Figs.  14  and  15.  Here  the 
distribution  of  metal  is  practically  identical  with  that  of  Hawks's 
80 -pound  section.  The  crown  radius  is  1 2  inches,  the  upper  corner 
radius  is  of  an  inch,  and  the  width  is  2T\  inches.  The  head  is 
broad  and  thin.  This  committee  consisted  of  eleven  members  of  the 
society,  all  prominent,  and  included  Mr.  Hawks  and  Captain  Hunt, 
who  had  the  satisfaction  of  seeing  their  ideas  prevail,  but  not  with- 
out a  struggle.  There  are  several  stout  representatives  of  the  older 
theories  on  the  committee,  and  the  ultimate  agreement  was  not 
reached  without  a  good  deal  of  the  most  careful  and  solid  discussion 
and  consideration.  When  I  say  that  this  series  is  the  standard  of  the 
American  Society  of  Civil  Engineers,  do  not  misunderstand  me.  It 
has  been  the  policy  of  that  society,  not  to  fix  standards,  but  simply  to 
recommend  them.  What  the  society  did  in  this  case  was  to  collect 
material,  encourage  discussion,  and  approve,  finally,  the  set  of  sec- 
tions presented  by  the  committee,  and  the  use  of  these  is  now  the 
practice  recommended  by  the  society.  Really,  they  must  stand  and 
fall  on  their  merit. 

But  there  is  another  element  that  enters  into  the  design  of  the  rail 
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section — its  stiffness  as  a  beam  ;  and  stiffness  is 
very  important.  I  am  inclined  to  think  that, 
if  the  road  could  be  made  absolutely  unyielding, 
the  springs  of  the  vehicles  providing  the  elas- 
ticity, the  best  results  would  be  had.  If  the 
track  could  l>e  as  smooth  and  relatively  as  stiff 
as  a  planer  bed,  there  would  be  a  saving  in  the 
cost  of  maintenance  of  track  and  machinery, 
and  in  coal-consumption.    The  stiffer  the  rail, 


IRON,  84  LBS., 
1875. 


the  less  the  creeping  due  to  the  wave  which  runs  KIG-  *■ 
ahead  of  the  wheels,  the  less  the  wear  of  the  ties 
due  to  this  motion  :  the  less  the  destruction  to  track  and  running- 
gear  due  to  the  pounding  of  the  wheels  ;  and  the  easier  the  hauling 
of  the  trains.  Mr.  P.  H.  Dudley,  who  has  made  careful  measure- 
ments of  tractive  force  with  a  dynamometer,  says:  "Instead  of 
making  rail  sections  simply  heavy,  I  have  made  them  very  stiff,  which 

has  reduced  the  deflection,  or  wave  motion, 
under  each  of  the  wheels.  Comparing  the 
37  resistance  of  the  Chicago  limited  express  on 
stiff  80-pound  rails  with  that  on  65-pound 
rails,  it  makes  a  difference  of  75  to  100  h.  p. 
per  mile."  He  designed  some  rails  of  105 
pounds  nearly  100  per  cent,  stiffer  than  his 
80-pound  rails,  and  estimated  that  on  fast 
express  trains  he  would  save  nearly  200  h.  p. 
per  mile  as  compared  with  a  worn  60-  or 
65 -pound  rail.  If  we  admit,  then,  that  it  is 
desirable  to  make  the  rail  as  stiff  as  we  can 
with  a  given  weight,  it  follows  that  the 
section  should  be  such  as  to  give  relatively  great  depth,  to  distribute 
the  metal  somewhat  equally  between  the  members,  and  to  put  the 
strained  fibres  as  far  as  possible  from  the  neutral  axis. 

Now  let  us  again  go  over  this  matter         l  Pi 

of  the  small  railhead,  for  there  are  some 
points  which  I  wish  to  make  very  clear. 
They  are  the  controlling  elements  in  the 
modern  theory. 

First,  it  gives  with  the  same  weight  of  ^* 
metal  a  stiffer  section,  because  the  beam  is 
deeper  and  the  members  have  more  nearly  ! 
equal  areas. 

Second,    the  small-head   rail  cools 
straighter,  for  the  masses  of  metal  are  more     fig.  3.   welch,  53  lbs. 


fig.  2. 


HOLLY,  5S  LBS., 
1858. 
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nearly  equal  ;  thus  we  get  rid  of  internal 
strains,  and  of  the  kinks  introduced  by  the 
gagging  press. 

Third,  with  the  same  chemical  com- 
position we  get  a  harder  and  tougher  head, 
for  the  metal  is  worked  down  more  in  the 
rolling.  The  forging  effect  is  obtained  all 
through  the  mass.  This,  too,  helps  to 
4?  eliminate  the  defects  of  piped  ingots.  There 

  is  a  better  chance  that  the  walls  of  the 

vio.  4.   many  roads,  60  cavities  will  be  closed  and  the  traces  of 
liis.,  1870.  pipes  and  blow-holes  disappear.     But  one 

should  not  rely  too  much  on  this.  The  best  way  is  to  see  that  the 
ingots  are  sound  to  begin  with. 

Fourth,  the  reduced  mass  in  the  head  leads  to  the  very  important 
result  of  making  the  final  passes  through  the  rolls  at  a  low  tempera- 
ture. Steel  is  a  beautiful  and  useful  metal,  but  it  must  be  treated  with 
great  judgment.  Robert  Hunt,  whose  life  has  been  spent  in  trying  to 
get  good  steel  rails  made  (and  it  has  been  a  life  of  gTeat  energy  directed 
with  singular  intelligence),  once  said  :  "The  metal  commonly  known 
as  steel  is  almost  as  sensitive  to  treatment  as  a  woman.  It  will  stand 
any  amount  of  punishment,  if  administered  by  judicious  hands,  and 
unexpectedly  rebel,  if  a  less  amount  is  given  with  indifference."  I 
think  I  might  make  this  further  parallel— about  steel  and  women 
the  more  you  know  the  less  you  know.  But  the  modest  and  pains- 
taking and  persistent  inquirer  can  learn  some  things  about  steel  at  any 
rate.  Such  an  inquirer  has  been  Mr.  Metcalf,  of  Pittsburg,  past  presi- 
dent of  the  American  Society  of  Civil  Engineers,  and  past  master  in 
the  art  of  steel  making.  In  a  beautiful  paper  on  steel,  read  before 
the  American  Society  of  Civil  Engineers  in  1887,  Mr.  Metcalf  says  : 
"It  is  well-known  that  the  whole  structure 

of  the  ingot  or  casting  varies  decidedly  ^  

with  the  temperature  at  which  the  metal  — r- 
is  poured.     It  is  not  so  generally  known  I 
that  in  every  piece  of  steel  that  is  in  ex- 
istence to-day  there  is  a  sure  record  of  the 
last  temperature  to  which  it  was  subjected,  ] 


as  well  as  of  the  manner  in  which  the  q£ 
steel  was  worked.  For  every  variation 
of  heat  that  is  visible  to  the  naked  eye, 
there  is  a  corresponding  variation  in 
structure  which  is  equally  visible  to  the 
naked  eye  if  the  record  be  opened  by  fig.  5.  p.  r.  r.,  67  lbs.,  1870. 
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fracturing  the  piece.     There  is  also  a 
different  specific  gravity  for  each  difference  . 
of  structure.     There  is,  of  necessity,  a  L.  1 

permanent  internal  strain  for  every,  varia- 
tion in  specific  gravity,  because  each  change 
in  specific  gravity  means  a  corresponding  tj.^£ 
change  in  volume.  These  strains  vary 
from  the  slightest  up  to  those  that  produce 
rupture.  A  piece  of  58  carbon  steel  will 
vary  in  specific  gravity  from  7.844  in  the 
bar  finished  at  ordinary  red  heat  to  7.818 
in  the  bar  cooled  from  a  scintillating  heat — 
a  difference  of  .026.  A  bar  of  1.079  carbon  under  the  same  con- 
ditions will  vary  in  specific  gravity  from  7.825  to  7.690, — a  difference 
of  -135.     This  shows  that  for  a  double  quantity  of  carbon  we  have 

five  times  the  difference  in  specific 
gravity,  due  to  an  equal  difference  in 
temperature.  Every  piece  of  steel  is  at 
its  best  in  all  physical  properties  when 
the  grain  is  in  the  finest  condition  possible, 
or  its  crystals  are  the  most  minute  and 
20  uniform  size.  The  largest  crystals  and 
the  coarsest  and  weakest  structure  are 
formed  when  iron  and  steel  are  allowed 
to  cool  slowly  and  in  a  state  of  rest,  and 
the  finest  crystals  and  the  best  structure 
can  only  be  formed  by  quick  cooling 
and  the  violent  agitation  of  the  hammer  or  of  the  rolls." 

All  of  this  means  that,  if  we  want  a  compact,  hard,  tough,  homo- 
geneous steel,  its  final  working  must  be  at  a  low  temperature,  or,  as  Mr. 
Metcalf  says,  it  must  cool  quickly  and 
during  the  violent  agitation  of  the  ham- 
mer or  the  rolls.  This  means  also  that 
the  harder  the  steel  is  chemically, — that 
is,  the  higher  it  is  in  carbon, — the  greater 
the  effect  of  this  low  temperature  at  the 
final  passes.  And  here  is  one  of  the 
occult,  but  unquestionable,  benefits  of 
making  the  head  of  the  rail  small, — a 
benefit  which  has  been  suspected  only  in 
very  recent  times  ;  the  mass  is  so  small, 
relatively,  that  the  metal  cools  quickly, 

relatively,  and  cools  while  it  is  still  un-     fig.  8.  p.  a.  a.,  75  lbs.,  1885. 


FIG.  7.  LUANUIK. 
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dergoing  the  agitation  of  the  rolls.  It  be- 
comes, therefore,  dense,  compact,  and 
homogeneous.  All  of  this  is  illustrated 
in  the  story  of  the  95-pound  rail  de- 
signed in  1890  by  Mr.  P.  H.  Dudley  for 
the  Boston  &  Albany.  The  chemical 
specifications  required  60  points  of  car- 
bon, 80  to  90  of  manganese,  10  to  15  of 
silicon,  not  more  than  6  of  phosphorus, 
and  not  more  than  7  of  sulphur.  The 
proportion  of  carbon  was  thought  very 
fig.  9.  c.  c.  c.ii.,  65  lbs. ,  h»gh  for  American  practice,  and  there  was 
1885.  some  doubt  as  to  the  possibility  of  getting 

a  tough  steel  with  so  much  carbon.  Thanks  to  the  careful  manipula- 
tion, but  still  more  to  the  intelligent  proportioning  of  the  section,  a 
steel,  not  only  chemically  hard  and  physically  hard,  but  remarkably 
tough,  was  secured.  Two  thousand  pounds  falling  20  feet  rarely  broke 
the  specimens,  while  many  hundreds  stood  from  two  to  four  blows  of 
2,000  pounds  at  30  feet  with  supports  4  feet  apart.  When  tested 
under  the  drop  falling  on  one  side,  the  lower  edge  of  the  flange 
gave  an  elongation  of  16  to  18  per  cent.  Specimens  from  these  rails 
gave  a  limit  of  elasticity  of  55,000  to  60,000  pounds.  This  was  not 
only  hard,  but  tough,  steel.  The  New  York  Central  had  already 
adopted  the  Dudley  sections  as  standard,  and,  as  a  result  of  the  ex- 
perience with  the  Boston  &  Albany  60-carbon  rail,  the  New  York 
Central  has  now  adopted  65  to  75  points  of  carbon  for  its  100-pound 
rails  and  50  to  60  for  its  75-  to  80-pound  rails. 

While  the  most  important  principle  fought  for  in  this  later  battle  of 
the  sections  was  such  a  distribution  as  would  insure  more  thorough 
working  down  of  the  metal  in  the  head  by  making  it  thinner,  and 
would  insure  more  nearly  the  same  rate 
of  cooling,  and  would  make  the  final 
passes  at  a  low  temperature,  and  would 
give  a  stiff  beam  to  carry  the  load, 
there  are  minor  points  of  considerable 
importance. 

I  asked  attention  to  the  matter  of 
the  corner  radius  and  the  slope  of  the 
sides  of  the  head.  The  large  corner 
radius  of  half  an  inch  or  thereabouts, 
shown  in  the  earlier  sections,  was  pro- 
bably adopted  without  any  very  careful 

consideration.     At  any  rate,  I  have      fig.  10.  p.  r.  r.,  85  lbs.,  1888. 
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not  discovered  the  reasons  for  it.  But 
some  years  ago  a  very  elegant  theo- 
retical reason  for  it  was  brought  for- 
ward. We  had  the  fact,  so  we  must 
have  the  theory.  It  was  held  that  the 
upper  corner  of  the  rail -head  and  the 
fillet  joining  the  tread  of  the  car-wheel 
to  the  flange  of  the  wheel  should  coin- 
cide, or  nearly  so,  in  radius  of  curva- 
ture, in  order  to  give  the  maximum 
bearing  surface  of  the  one  against  the 
other,  and  to  prevent  the  cutting  out 
of  the  fillet  of  the  wheel  by  the  sharp 
upper  corner  of  the  rail-head.    At  first 

sight  this  seems  plausible,  and  the  theory  was  soon  applied  to  the 
side  of  the  rail.  At  first  the  rail-head  was  flared  to  increase  the 
bearing  surface  for  the  fish  plates  underneath  the  head,  — certainly 
a  laudable  practice  ;  but  soon  the  doctors  discovered  a  higher 
theory  to  fit  the  facts, — namely,  that,  it  being  a  good  thing  to 
have  the  curve  of  the  fillet  and  the  curve  of  the  upper  corner  of  the 
head  fit,  it  was  a  still  better  thing  to  have  the  fit  extend  down  the  side 
of  the  rail,  so  that  the  flange  of  the  wheel  would  come  in  contact  with 
the  side  of  the  rail-head  for  a  considerable  depth,  thus  still  further  in- 
creasing the  wearing  surfaces,  brought  in  contact.  This  sounded  plau- 
sible, and  there  are  to  this  day  intelligent  and  responsible  engineers 
who  insist  upon  having  rails  rolled  with  a  considerable  outward  flare  of 
the  head  in  order  to  diminish  the  flange  wear  of  the  wheel,  and  the 
section  shown  in  Kig.  18  was  actually  rolled  ten  years  ago.  But  the 
fallacy  of  this  theory  is  easily  seen.  The  friction  between  the  wheel 
and  the  rail  is  changed  from  rolling 

friction  to  sliding  friction.     So  long  ,  

as  the  curve  of  the  fillet  and  the  curve  J 
of  the  rail  corner  come  in  contact 
only  on  a  line  high  up,  near  the  tread, 
the  friction  between  the  two  is  practi- 
cally a  rolling  friction  ;  but,  as  this 
contact  extends  down  the  side,  the 
flange  of  the  wheel  grinds  against  the 
side  of  the  rail,  and  the  hard,  chilled 
iron  becomes  a  beautiful  tool  for  cutting 
away  the  side  of  the  rail.  Furthermore, 
this  flange  friction  is  a  serious  element  ,  .  r 

in  the  sum  of  the  resistances  of  the  train.  18S9. 
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The  12-inch-crown  radius  has  been  returned  to  in  the  later  de- 
signs, in  order  to  increase  the  bearing  surface  of  the  wheel  on  the  top 
of  the  rail.  For  years  there  was  a  tendency  to  reduce  the  crown  ra- 
dius. Mr.  Sandburg,  an  intelligent  and  influential  Swedish  expert 
practising  in  London,  whose  work  has  had  much  effect  on  modern  rail 
sections,  got  down  to  a  6  inch  radius.  I  should  say  that  10  inches  is 
the  most  common  in  American  practice.  Recently,  however,  12 
inches  has  prevailed,  and  indeed  was  considerably  used  before  the 
Dudley-Hawks-Hunt  sections  were  much  talked  of.  Mr.  Dudley  uses 
14  inches  for  the  crown  radius  of  his  heavier  sections. 

There  are  those  who  would  make  the  top  flat ;  among  these  is  Mr. 
D.  J.  Whittemore,  chief  engineer  of  the  Chicago,  Milwaukee  & 
St.  Paul.  For  this  there  are  two  chief  reasons.  With  a  greater  area 
of  contact,  there  is  greater  adhesion  between  the  driver  and  the  rail, 
and,  further,  as  the  pressure  is  distributed  over  a  greater  area,  there  is 
slower  wear  of  the  rail  and  the  tire. 
These  points  seem  obvious  ;  they  are  j 
matters  of  observation  as  well  as  of  | 
theory.  With  the  recent  broad  heads, 
with  14-inch  crown  radius,  the  life  of 
driving -tires  is  observed  to  have  been 
increased,  and  I  do  not  doubt  that  the 
life  of  the  rail  also  will  be  increased. 
A  number  of  experiments  have  been 
made,  especially  by  Mr.  Chanute  and 
by  Mr.  Whittemore,  and  later  by  Prof. 
J.  B.  Johnson,  to  ascertain  the  static 
pressure  of  a  locomotive  driver  on 
the  top  of  the  rail.  This  has  been 
done  by  jacking  up  the  wheel,  painting  the  rail,  letting  the  wheel 
down,  and  observ  ing  the  shape  and  sire  of  the  figure  produced.  It 
is  a  rough  ellipse  with  the  long  axis  across  the  rail  and  with  an  area 
of  from  -t*ff  of  a  square  inch  to  1 }{  sq.  inches.  Mr.  Chanute  thought 
that  he  got  static  pressures  of  more  than  80,000  pounds  per  square  inch, 
and  Prof.  Johnson  got  160,000  pounds.  But  this  gives  little  notion 
of  the  effect  produced  by  the  delivery  of  the  blow  of  a  driving-wheel 
in  rapid  motion  on  so  small  an  area.  It  was  the  prevailing  design 
of  rail-head  with  a  sharply-curved  crown,  tending  to  reduce  the  con- 
tact between  rail  and  wheel  as  nearly  as  possible  to  a  mathematical 
point,  that  led  Mr.  Whittemore  to  say  that  every  inch  of  rail  con- 
tained a  blunder. 

We  will  now  consider  the  chemistry  of  the  steel  rail.  In  the 
early  days  not  much  attention  was  paid  to  chemistry.    Early  rails 


FIG.  13.    1\  4  R.(  90  LBS.,  1888. 
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FIG.  14.   AM.  SOC.  C.  K. ,  70  LBS. 


which  wore  remarkably  well  showed, 
on  analysis,  a  wide  variation.  Carbon 
q2  ran  fr°m  24  points  to  70  points,  and 
phosphorus  from  8  points  to  16,  but  the 
mill  processes  were  slow  and  careful. 
The  heads  were  small ;  the  rails  were 
worked  at  a  low  temperature ;  they 
came  out  physically  hard  and  tough.  It 
did  not  make  much  difference,  there- 
fore, about  the  carbon,  or,  indeed, 
about  the  other  chemical  ingredients. 
As  time  went  on,  and  the  demand  rose, 
and  prices  fell,  the  pressure  for  big  mill 
outputs  grew.  Less  care  was  taken  ;  rails  were  finished  hotter,  and 
the  quality  fell  off ;  and  then  the  chemist  assumed  more  importance. 

About  1878  Dr.  C.  B.  Dudley,  chief  chemist  of  the  Pennsylvania 
Railroad,  announced  that  soft  rails  were  best.  His  studies  were  from 
twenty-five  samples  of  rails  taken  out  of  the  track,  and  his  critics  said 
that  this  was  too  small  a  number  of  observations  to  serve  as  a  basis  for 
a  general  law.  In  1880  or  1881  Dr.  Dudley  came  forward  with  a 
second  paper,  being  a  long,  carefully-written,  and  ingenious  report  to 
Mr.  Ely,  superintendent  of  motive  power.  In  this  he  gave  the  result 
of  studies  on  sixty-four  rails  taken  from  the  track,  and  his  conclusions 
were  that  these  studies  confirmed  the  results  of  his  observations  on  the 
twenty-five  rails  of  three  years  before, — namely,  that  soft  rails  (rails 
low  in  carbon)  wear  longer  than  hard  rails.  The  practical  outcome, 
so  far  as  he  was  concerned,  was  that  he  recommended  for  the  Penn- 
sylvania Railroad  a  rail  specification  as  follows :  Carbon,  25  to  35, 

aiming  at  30  ;  phosphorus,  10  or 


less  ;  silicon,  4  ;  manganese,  30 
to  40,  aiming  at  35. 

This  proposition — that  soft 
rails  wear  better  than  hard  ones — 
was  supported  by  ingenious  reason- 
ing and  a  formidable  display  of 
^p/  figures,  tabulated  in  various  ways, 
and  really  had  a  good  deal  of 
effect  on  American  practice  for 
some  years ;  but  I  doubt  if  carbon 
is  ever  specified  now  as  low  as  30 
points.  Indeed,  I  doubt  if  the 
Pennsylvania  Railroad  ever  had 
many  rails  rolled  with  so  small  a 
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proportion  of  carbon.  Certainly,  the 
Dudley  specification  soon  gave  way  to 
gO  a  specification  calling  for  30  to  50  points 
of  carbon,  and  giving  a  wider  range  in 
all  chemical  ingredients. 

But  the  Dudley  specifications  made 
23  people  timid  about  a  high  carbon.  The 
fallacies  of  the  theory  were  pointed  out 
early,  but  there  were  good  reasons  why 
it  was  convenient  for  people  to  think 
37  that  soft  rails  would  wear  better  than 
hard  ones.  Ores  high  in  phosphorus  are 

FIG.  16.    DUDLEY,  65  LRS.,  189O.     ,  .  i        •       v       v  j 

J  '    cheaper  than  ores  low  in  phosphorus, and, 

with  a  low  carbon,  more  phosphorus  may  be  used.  Then,  with  thousands 
of  miles  of  unballasted  and  badly-drained  track,  it  is  desirable  to  have  a 
soft  and  tough  rail, — that  is,  a  rail  which  will  not  break  easily ;  and 
this  need  is  especially  desirable  in  a  climate  like  that  of  the  United 
States,  subject  to  severe  frosts  and  violent  changes  of  temperature. 
Not  that  a  rail  breaks  because  it  is  cold,  but  because,  in  the  freezing 
and  thawing  of  the  ground,  the  supports  become  uneven.  It  was 
more  important  for  many  poor  roads  to  have  a  rail  that  would  not 
break  than  to  have  one  that  would  wear  well.  Thus,  the  soft  rail 
2$2"    _^        theory  had  considerable  vogue. 


But  the  theory  was  not  borne  out 
by  experience,  nor  was  it  demon- 
^Pstrated  by  Dr.  Dudley's  figures.  The 
rails  which  he  considered  were  not 
high-carbon  rails.    In  the  sixty-four 
rails  there  was  only  one  that  had  more 
than  60  points  of  carbon ;  there  were 
25  only  four  that  had  more  than  50  ; 
there  were  only  nine  that  had  more 
than  45  ;   but  to-day  50  points  of 
carbon  is  looked  upon  as  only  or- 
dinarily  high.     A  higher  carbon  is 
33  frequently  specified,  and  a  rail  having 
only  45  points  would  not  rank  as  hard. 
The  fact  is  all  of  Dr.  Dudley's  rails 


FIG.  17.    DUDLEY,  IOO  LBS 


were  soft  rails  ;  they  differed  only  in  shades  of  softness.  Furthermore, 
the  differences  in  carbon  were  so  small  that  any  effect  that  they  could 
have  had  would  have  been  obliterated  by  a  dozen  other  facts  in  the 
history  or  circumstances  of  the  rails.  Indeed,  the  classification  had 
to  be  so  close,  in  order  to  divide  these  rails  into  two  classes  of  hard 
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rails  and  soft  rails,  that  a  small  error  in  the  work  of  the  chemist 
who  analyzed  them  would  have  changed  a  rail  from  one  class  to  the 
other. 

I  have  said  that  Dr.  Dudley's  rails  were  not  hard  rails ;  only  four 
of  them  had  more  than  50  points  of  carbon,  and  only  one  more  than 
60.  While  a  carbon  of  50  points  was  considered  high  ten  years 
ago  in  the  United  States,  in  French  practice  it  would  have  been 
very  low.  The  Frenchmen  consider  no  rail  hard  unless  it  has  60 
points  or  more  of  carbon,  and  they  often  use  too  points.  Mr.  Cou- 
ard,  engineer  of  the  Paris,  Lyons  &  Mediterranean  Railroad,  found, 
from  a  study  of  the  rails  turned  out  by  four  different  French  mills, 
that  their  composition  averaged  as 
follows  :  carbon,  86  ;  manganese, 
69;  silicon,  15;  phosphorus,  5. 
He  compared  these  with  a  large 
number  of  rails  turned  out  by  five 
German  mills,  averaging  31  points 
of  carbon  and  9  of  phosphorus, 
and  found  that  the  French  rails 
wore  about  twice  as  long  as  the 
Germans. 

But,  further,  Dr.  Dudley's 
whole  comparison  might  easily 
have  been  vitiated,  and  probably 
was  vitiated,  by  the  difference  of 
service  which  the  rails  endured. 
He  made  his  comparison  by  total 
tons  carried,  leaving  out  any  question  of  wheel-weights  and  speeds.  But 
the  intensity  of  the  traffic  must  be  considered,  as  well  as  the  volume 
of  the  traffic.  A  million  tons  carried  over  a  rail  at  sixty  miles  an 
hour  will  have  a  much  more  destructive  effect  than  a  million  tons 
carried  at  fifteen  miles  an  hour.  Furthermore,  a  million  tons  carried 
in  heavy  loads  concentrating  the  weight  on  the  wheels  will  have  a 
more  destructive  effect  than  a  million  tons  carried  in  light  loads.  As 
a  matter  of  fact,  a  number  of  the  rails  which  Dr.  Dudley  classed  as 
good  rails  because  they  had  carried  their  tonnage  with  comparatively 
little  wear  had  passed  their  lives  in  carrying  light  loads,  while  a  num- 
ber of  the  bad  rails  had  carried  twice  as  many  tons  per  month  as  any 
of  the  good  rails. 

But  all  this,  without  the  mill  history,  without  the  record  of  the 
heat  at  which  the  ingot  was  bloomed  and  the  rail  finished,  and  with- 
out its  life  record  in  the  track,  can  teach  us  but  little.  The  fact 
stands  that,  together  with  the  increase  in  weight  of  section,  we  see 
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now  a  steady  rise  in  carbon  specification,  and  I  should  not  be  sur- 
prised to  see  at  least  60  points  of  carbon  the  rule  within  a  very  few 
years. 

It  will  naturally  be  asked  what  measure  we  have  of  the  life  of  a 
rail  ?  How  can  we  tell  whether  a  rail  has  filled  the  normal  measure 
of  a  good  rail's  life?  This  is  a  very  hard  question.  Obviously,  its 
life  cannot  be  measured  in  years.  The  section  in  Fig.  19  was  cut 
from  a  rail  which  had  been  in  track  eighteen  months.  Rails  fromthe 
same  lot  lived  thirteen  years  in  the  main  track  of  the  same  road.  The 
difference  was  that  this  unfortunate  rail  was  at  the  entrance  to  a  great 
yard,  where  it  had  to  endure  the  passage  of  an  enormous  tonnage. 

But,  measured  in  tons  carried,  what  would  be  the  life  of  a  rail? 
Here  again  one  may  find  ingenious  speculations.  One  man  says  that 
a  rail  should  carry  100,000,000  tons  ;  another  learned  man  says  that 
it  should  carry  150,000,000  tons  ;  but,  as  I  have  suggested  before, 


this  is  a  question  not  only  of  volume,  but  of 
intensity  of  traffic.  Again,  the  life  of  a  rail 
will  doubtless  depend  somewhat  upon  the 
service  to  which  it  is  subjected  when  it  first 
goes  into  the  track.  If  it  is  used  gently  for 
a  while,  and  gets  the  cold  rolling  which 
hardens  and  toughens  its  surface  before  it  is 
called  upon  to  endure  extreme  service,  prob- 
ably it  will  wear  longer  than  it  would  have 
worn  had  it  been  put  into  intense  use  at  once ; 


fig.  19.  worn  rail.  an<]  I  should  not  wonder  if  this  was  one 
reason  why  the  early  rails  wore  so  well.  Capt.  Hunt  writes  to  me  : 
"  It  is  fair  to  expect  a  trunk-line  rail  to  last  ten  years.  The  New  York 
Central  has  recently  taken  out  rails  that  have  been  giving  good  service 
Irom  seventeen  to  twenty  years  ;  but  these  came  out  of  a  four-track 
road."  So,  I  will  dodge  the  question  as  to  how  long  a  rail  ought  to 
live. 

There  is  one  other  matter  on  which  I  may  venture  an  opinion, — 
namely,  what  is  to  be  the  future  rail  ?  Fancy  sections  are  invented 
and  re-invented  from  time  to  time.  Every  little  while  some  distin- 
guished or  obscure  individual  comes  out  with  a  compound  rail,  the 
idea  generally  being  to  make  it  in  three  pieces, — two  lower -flange 
pieces  and  the  head  piece.  The  objects  are,  first,  not  to  have  to  scrap 
so  much  material  when  the  head  is  worn  out ;  second,  by  laying  the 
three  pieces  so  as  to  break  joints,  to  get  rid  of  rail  joints  ;  third,  to 
make  the  lower  members  of  a  soft  and  tough  steel,  and  the  top  mem- 
ber of  a  hard,  but  perhaps  brittle,  steel.  I  do  not  hesitate  to  say  that 
this  scheme  is  nonsense.    When  we  can  buy  good  steel  rails  at  a  cent 
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a  pound,  we  cannot  afford  to  spend  much  money  in  making  machine- 
fits  and  bolting  or  riveting  parts  together  to  save  the  weight  thrown 
into  the  scrap-heap,  and  we  have  seen  that  intelligent  sectioning  gives 
a  rail  hard  and  tough.  Unless  the  compound  rail  is  very  efficiently 
made  indeed,  — much  more  efficiently  than  any  that  has  ever  yet  been 
put  into  track, — it  will  go  to  pieces  in  a  short  time.  The  last  experi- 
ment of  this  sort  that  I  know  of  was  tried  in  a  yard  at  San  Francisco 
a  few  years  ago,  and  in  a  few  months  the  yard  sounded  like  a  boiler 
shop  when  a  locomotive  went  through  it.  Steel  is  too  cheap,  and 
good  steel  is  too  easily  made,  nowadays,  for  one  to  think  of  such  a 
device  as  a  compound  rail. 

Another  theory  is  to  make  a  continuously  self-supported  rail.  This 
idea  has  been  elaborated  with  great  skill  by  Mr.  Haarmann  and  Dr. 
Vietor  of  the  George-Mary  Iron  Works,  in  Osnabrilck,  Germany,  and 
the  exhibit  of  it  attracted  a  good  deal  of  attention  at  Chicago  in  the 
World's  Fair.  The  idea  is  to  make  a  rail  almost  eight  inches  high 
and  almost  eight  inches  wide  on  the  foot,*  to  be  used  without  sleepers. 
It  is  broad  enough  to  get  a  good  bearing  in  the  ballast,  and  deep 
enough  to  make  a  stiff  girder.  Moreover,  by  making  the  ends  unsym- 
metrical,  Mr.  Haarmann  produces  a  lap  joint,  which  gives  smoothness 
and  stability.  Great  things  are  claimed  for  this  rail,  and  it  may  come 
to  something.  My  own  notion  is,  however,  that  it  will  not  be  found 
economical,  at  least  in  the  United  States,  to  dispense  with  wooden 
ties  at  the  cost  of  putting  so  much  steel  into  the  rail.  Moreover,  it 
will  not  be  found  practicable  with  a  longitudinal,  self-supported  rail 
to  get  track  so  smooth  and  stable  as  that  given  by  a  reasonably  stiff 
rail  on  wooden  ties.  Putting  in  16  ties  to  the  30-foot  rail,  we  get  a 
bearing  surface  of  85  square  feet  for  30  feet  of  track ;  but,  with  the 
Haarmann  rail,  we  have  a  bearing  surface  in  the  ballast  of  only  40 
square  feet.  With  the  track  on  ties  we  have  more  than  twice  the 
bearing  surface  in  the  ballast  that  the  Haarmann  rail  has.  Dr.  Vietor 
was  much  surprised  in  the  summer  of  1893,  when  he  came  to  accu- 
rately measure  the  deflections  of  modern  stiff  American  rails  in  good 
stone-ballasted  track,  and  he  went  back  to  Germany  somewhat  shaken 
in  his  faith  in  the  sleeperless  rail.  But  there  is  still  another  objection 
to  this  form  of  rail, — the  difficulty  of  draining  the  track.  The  rail 
supported  on  ties  does  not  interfere  with  the  drainage.  Each  space 
between  two  consecutive  ties  allows  the  water  to  drain  freely  away. 
But  with  a  longitudinal  stringer,  or  with  a  self-supporting  rail  and  no 
stringer,  it  would  be  difficult  to  drain  the  track  as  promptly  and  ade- 
quately as  with  ties.  For  these  reasons  I  question  the  scientific  sound- 
ness of  the  Haarmann-Vietor  idea. 

•  This  rail  was  illustrated  in  Thk  Engineering  Magazine  for  April.  1S97,  p.  50. 
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Without  being  ambitious  to  get  the  honors  and  incur  the  perils  of 
prophecy,  I  will  venture  .to .  say  that,  for  many  years  to  come,  the 
standard  rail  for  the  United  States,  and  for  most  of  the  civilized 
world,  will  be  much  such  a  rail  as  we  are  using  now.  The  section 
will  not  differ  greatly  from  what  we  have  now  arrived  at, — that  is, 
from  the  Dudley-Hunt  Hawks-American  Society  of  Civil  Engineers 
section.  The  average  weight  will  very  likely  be  higher  than  it  is 
now,  and  the  steel  harder.  I  should  not  be  surprised  to  see  100 
pounds  per  yard  common,  and  80  pounds  the  average  weight,  and  60 
points  the  average  of  carbon.  This  rail  may  be  60  feet  long,  possibly 
90.  By  making  it  60  feet  long  we  get  rid  immediately  of  half  the 
rail  joints, — the  most  troublesome  part  of  a  railroad  track.  In  fact, 
the  Pennsylvania  railroad,  the  Norfolk  &  Western,  and  some  other 
roads,  are  to-day  putting  in  many  60-foot  rails. 

In  all  that  I  have  said,  I  have  but  scratched  the  surface  of  what 
seems  a  very  important  and  interesting  subject,  and  I  would  not  have 
it  thought  for  an  instant  that  I  suspect  that  I  have  said  the  last  word 
on  steel  rails.  I  thoroughly  believe  that  the  principles  that  I  have 
laid  down  are  sound,  and  I  should,  without  the  slightest  hesitation, 
stake  my  reputation  upon  them  if  I  were  in  charge  of  a  great  railroad  ; 
yet  I  may  contradict  some  of  them  within  a  year,  for  there  are  few 
things  concerning  which  human  knowledge  can  ever  be  absolute,  and 
steel  rails  are  not  among  those  things.  In  this  matter,  as  in  most 
other  scientific  matters,  it  is  well  to  remember  Disraeli's  advice  to  the 
young  men  of  the  University  of  Glasgow.  "The  secret  of  success  in 
life  is  to  try,  to  fail,  and  to  analyze  your  failures."  Mr.  Whittemore 
expresses  the  same  idea  in  more  homely  words  in  the  apostrophe  to 
the  scrap-heap  with  which  he  prefaces  his  witty  and  learned  paper 
on  cylindrical  wheels  and  flat-top  rails.  He  says  :  "The  scrap-heap, 
the  inarticulate  witness  of  our  blunders  and  the  sepulchre  of  our  blasted 
hopes,  the  best  but  the  most  humiliating  legacy  we  are  forced  to  leave 
to  our  successors,  has  always  to  me  been  brim  full  of  instruction."  If 
the  young  engineer  will  candidly  and  courageously,  modestly  and 
without  pedantry,  study  the  scrap-heap,  I  think  I  can  predict  for  him 
a  reasonable  measure  of  success.  Whether  or  not  he  succeeds  in  get- 
ting money  or  distinction,  that  way  of  meeting  the  problems  of  life 
will  secure  the  respect  and  esteem  of  the  best  men  about  him,  which, 
after  all,  is  the  highest  success  that  we  can  hope  for. 
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By  Louis  Bell. 

III. — THE  NEW  PROCESSES  BASED  ON  THE  USE  OF  THE  ELECTRIC  CURRENT. 

ALMOST  the  first  addition  made  by  electricity  to  the  resources 
of  the  artificer  was  the  electric  deposition  of  metals,  so 
familiar  now  that  any  reference  to  it  seems  almost  like  an- 
cient history.  And  yet  in  its  day  it  wrought  a  revolution  in  super- 
seding the  slow  old  chemical  processes  by  a  method  both  rapid  and 
cheap.  That  which  before  was  difficult — /'.  <-.,  the  deposition  of  a 
thick,  coherent,  dense  deposit  of  almost  any  metal— became  simple 
and  easy,  so  that  substantial  coatings  of  metals  desirable  for  their 
beauty  or  non-tarnishing  properties  could  be  obtained  in  a  practical 
commercial  way. 

The  result  has  been  the  general  use  of  plating  in  the  arts,  with 
great  gain  in  the  appearance  and  durability  of  a  vast  variety  of 
manufactured  objects.  More  than  this,  galvanoplasty  has  made 
practicable  the  reproduction  of  many  things  quite  beyond  the  reach 
of  purely  mechanical  processes, — for  example,  the  duplication  of  the 
half-tone  plates  with  which  this  article  is  illustrated. 

Old  as  the  art  is,  new  applications  like  the  one  just  mentioned 
spring  up  every  few  years,  and  it  is  well  for  him  who  Matters  himself 
that  "  practical  electricity"  really  belongs  to  the  last  two  decades  to 
stop  for  a  moment  and  take  note  of  this  first  great  application  of 
electricity  to  the  arts.  At  present  most  new  applications  of  the  elec- 
trotype sort  are  to  the  production  of  novel  decorative  effects,  but  in 
the  larger  sphere  we  must  not  forget  that  cheap  electrical  energy  has 
given  us  cheap  aluminum,  raising  that  metal  in  a  few  years  from  the 
rank  of  a  chemical  curiosity  to  that  of  a  common  and  useful  mate- 
rial, cheap  enough  for  frying-pans  and  other  kitchen  furniture,  to  say 
nothing  of  its  uses  in  large  construction,  which,  after  all,  depend 
only  on  skilful  alloying.  When  any  other  now  rare  metal  becomes 
specially  desirable  on  account  of  some  particular  property,  the  elec- 
tric process  of  reduction  is  pretty  sure  to  come  to  the  front  again, 
and  it  behooves  the  astute  manufacturer  to  keep  an  eye  on  it. 

In  recent  years  the  most  important  application  of  electricity  to 
the  improvement  of  our  processes  of  metal-working  has  been  in  the 
line  of  electric  welding. 

As  is  now  well  known,  there  are  two  radically  different  processes 
of  this  sort.    One,  the  arc  process  developed  by  Bernardos  and 
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others,  simply  employs  the  electric  arc  as  a  heating  agent.  The 
object  to  be  heated  forms  one  electrode  of  this  arc,  while  the  other 
may  be  another  object  to  be  heated,  or  a  solid  electrode  employed 
simply  for  convenience.  In  still  another  arc  process  the  electric  arc 
is  formed  between  two  carbon  points  close  to  and  parallel  to  each 
other,  and  then  driven  out  into  a  sort  of  blow-pipe  flame  by  a  magnet 
parallel  to  and  alongside  of  or  encircling  the  electrodes.  This  flame 
is  used  much  after  the  fashion  of  any  other  blow-pipe  flame.  In  a 
still  newer  process  the  arc  is  established  between  the  object  to  be 
heated  and  a  slightly  acid  or  alkaline  liquid  in  which  it  is  immersed. 
In  this  case  occurs  the  tremendously  striking  phenomenon  of  a  metal 
bar  under  water  blazing  at  a  white  heat,  or  even  melting  into  fiery 
drops. 

For  certain  purposes  these  very  beautiful  and  ingenious  methods 
have  proved  very  useful,  but  their  field  appears  to  be  rather  limited, 
ou  account  of  danger  of  "  burning  "  the  metal  and  general  difficulty 
of  regulating  the  heat,  which  is  really  applied  on  the  surface,  with 
sufficient  exactness.  Extended  surfaces  of  sheet  metal  can  be  thus 
united  very  readily,  riveted  joints  strengthened  by  welding,  blow- 
holes in  castings  successfully  filled,  and  other  work  done  which  would 
be  exceedingly  difficult  by  any  other  method.  Used  in  this  way,  the 
arc  becomes  merely  a  very  cheap  and  enormously  powerful  blow-pipe 
for  heating  the  desired  material.  The  danger  of  injuring  the  metal 
by  excessive  heat  must  be  faced,  but  there  is  a  compensating  advan- 
tage in  the  simplicity  of  the  apparatus  and  the  ease  with  which  it  can 
be  adapted  to  various  purposes. 

A  rather  sensational  recent  application  of  the  arc  is  to  the  needs 
of  the  up-to-date  bank  burglar.  It  is  a  well-ascertained  fact  that  a 
powerful  arc,  taking,  say,  ten  horse- power  of  electrical  energy,  will 
burn  a  si /able  hole  through  an  inch  or  so  of  the  hardest  chrome  steel 
in  four  or  five  minutes,  evidently  saving  the  industrious  burglar  much 
valuable  time  and  laborious,  if  not  impossible,  drilling.  The  process 
is  fully  explained  and  discussed  in  its  practical  bearings  in  the  current 
electro  technical  journals. 

With  sufficient  energy  at  command,  the  arc  can  be  made  to  burn 
its  way  through  material  which  will  turn  the  best-tempered  drill,  and 
now  and  then  the  mechanic  may  be  glad  to  take  recourse  to  it  for  the 
purpose. 

The  most  extensively  used  welding  process,  which  often  becomes 
a  valuable  adjunct  to  the  metal-worker,  is  the  Thomson  method,  in 
which  the  surfaces  to  be  united  are  brought  together  and  made  the 
path  of  a  very  powerful  alternating  current.  The  contact  furnishes  a 
rather  high  resistance,  and  the  great  volume  of  current  rapidly  brings 
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the  surfaces  and  the  neighboring  metal  to  welding  heat.  The  current 
is  led  in  by  clamps  having  a  large  area  of  contact  and  good  oppor- 
tunity to  carry  off  the  heat,  so  that  the  heat  is  practically  confined  to 
the  region  between  the  clamps  and  mainly  to  the  vicinity  of  the  abut- 
ting surfaces.  When  hot,  the  joint  is  usually  squeezed  together,  form- 
ing a  complete  union,  as  strong  as  a  weld  can  be  made.  The  time 
taken  ranges  from  a  few  seconds  to  a  minute  or  so,  while  the  energy 
consumed  may  range  from  a  few  kilowatts  to  fifty  or  a  hundred,  ac- 
cording to  the  size  of  the  work.  For  an  example,  two  iron  bars  one 
inch  square  can  be  completely  welded  in  three-quarters  of  a  minute 
by  the  expenditure  of  a  little  less  than  seventeen  kilowatts.  The  cost 
of  this  power,  even  at  the  rather  stiff  rate  of  ten  cents  per  kilowatt- 
hour,  would  be 
only  two  cents, 
and  at  the  rates 
for  which  power 
could  ordinarily 
l>e  produced 
would  be  far  less. 

The  main  ob- 
jection to  the  use 
of  this  very 
beautiful  process 
in  general  metal- 
working  is  the 
need  of  special 
clamps  for  each 
particular  kind 
of  work.  When 
a  great  number 
of  welds  of  a 

certain  kind  have  to  be  made,  the  special  machinery  is  worth  while, 
but  this  necessity  is  forbidding  in  jobbing  work.  Nevertheless,  there 
are  a  great  many  metal-working  shops  where  the  electric  welder  could 
be  used  with  great  advantage.  The  apparatus  required  is  a  course 
of  alternating  current  of  low  periodicity,  say,  40  to  50  cycles  per 
second,  a  transformer  ( usually)  to  furnish  a  large  volume  of  current 
at  low  pressure,  clamps  of  proper  shape  to  hold  the  work,  and  regu- 
lating apparatus  to  control  the  current  used. 

Fig.  1  shows  a  light  welder  for  shop  use,  containing  the  transformer 
in  its  base  and  capable  of  being  fitted  with  clamps  of  various  shapes 
for  welding  iron  or  steel  up  to  perhaps  half  a  square  inch  in  cross- 
section.    Such  a  machine  has  a  very  general  usefulness,  enabling 
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breaks  to  be  welded,  tool  steel  points  to  be  welded  to  machinery 
steel  shanks,  punchings  to  be  assembled,  pins  to  be  welded  in,  instead 
of  being  screwed  or  riveted,  and  so  forth. 

The  cheap  and  perfect  assembling  of  punchings  into  forms  which 
would  otherwise  have  to  be  laboriously  brazed  or  solid  drawn  is  one  of 
the  neatest  applications  of  the  method.  Hundreds  of  thousands  of 
bicycle  pedals  are  thus  made,  as  well  as  countless  numbers  of  the 
reinforces  with  which  the  tubular  frames  are  assembled. 

Kig.  2  shows  another  "general  utility"  welder,  in  which  the 
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•current  is  furnished,  without  the  intervention  of  a  transformer,  by  the 
small  belt -driven  dynamo  which  forms  part  of  the  machine.  The 
pedal  serves  to  grip  the  clamps,  and  the  small  handle  to  compress  the 
weld  after  welding-heat  is  reached.  The  heat  can  be  so  nicely  regu- 
lated that  the  most  difficult  welds  can  be  made  with  the  certainty  of  a 
good  result. 

An  interesting  collateral  use  of  welding  apparatus  may  be  found 
in  the  application  of  heavy  currents  for  the  local  annealing  of  hardened 
steel  plates,  such  as  are  used  for  safes  and  the  armor  of  ironclads. 
The  latter  case  presents  enormous  difficulties,  since  the  plates  are  as 
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hard  as  nickel  and  tempering  can  make  them,  and  so  tough  that,  even 
when  annealed,  they  are  none  too  easy  to  drill.  In  addition,  the 
plates  may  be  a  foot  or  more  in  thickness.  In  default  of  local  anneal- 
ing, holes  have  to  be  drilled  before  the  huge  plate  is  hardened,  which 
often  causes  cracking  during  the  hardening  process,  and  is  inconven- 
ient ;  or  the  places  where  holes  have  to  be  drilled  must  be  protected 
from  hardening,  which  is  exceedingly  troublesome.  In  the  electric 
annealing  process  a  welding  transformer  with  small  copper  terminals 
is  used.  Placing  these  terminals  on  the  hardened  plate,  and  passing 
a  heavy  current,  — 10,000  amperes  or  so, — the  plate  is  locally  annealed, 
so  that  it  can  be  drilled.    The  copper  terminals  are  hollow,  and  a 
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stream  of  water  is  kept  running  through  them  to  prevent  their  destruc- 
tion by  the  enormous  current  density  used,— say  40,000  ampeies  per 
square  inch.  Such  an  annealing  transformer,  with  the  necessary  reg- 
ulating apparatus,  is  shown  at  work  in  Fig.  3.  The  scene  is  in  Cher- 
bourg, France,  and  the  extraordinary  grain  of  the  tempered  armor 
plate  is  beautifully  shown  in  the  photograph. 

It  is  tolerably  evident  from  the  foregoing  that  electric  welding  anil 
its  kindred  processes  are  rather  special  than  general  in  their  applica- 
tion ;  but  they  have,  nevertheless,  a  wide  field  in  constructive  metal 
working.  In  many  large  shops  a  small  universal  welder,  with  a  good 
variety  of  clamps,  would  find  use  many  times  a  day,  while,  if  mm  h 
special  work  has  to  be  done,  the  advantage  is  increased.  Aside  from 
this  ordinary  process,  probably  the  greatest  gain  lies  in  the  direction, 
of  the  Bernardos  process  and  its  modifications,  specially  applicable  to- 
working  sheets  of  irregular  form. 

Most  curious  and  interesting  are  the  possibilities  of  X-ray  work  in 
metal-working  establishments.  One  is  far  from  suggesting  the  estab 
lishmentofan  X-ray  outfit  in  every  machine  shop,  but  the  process 
has  its  uses.  The  rays  had  hardly  been  introduced  to  the  public  in 
earnest  before  they  saved  several  hundred  dollars  for  a  large  electric 
manufacturing  concern.  It  happened  in  this  wise.  Nearly  a  thou- 
sand pieces  of  small  appiratus  were  ready  to  ship,  when  it  was  discov- 
ered that,  although  carefully  made  and  perminently  enclosed  in  their 
wooden  cases,  some  of  the  interior  connections  were  bad,  the  wires- 
having  slipped  out  of  place.  To  take  apart  the  cases,  inspect  the  in- 
terior, and  assemble  again  would  have  cost  no  small  amount ;  so  aa 
X-ray  set  was  put  to  work,  whereupon  the  interior  connections  be- 
came plainly  visible  in  the  fluoroscope.  Thus  the  whole  lot  was  rap- 
idly inspected,  and  the  faulty  ones  were  set  aside  for  repair. 

More  recently,  as  X-ray  apparatus  has  been  brought  into  more- 
practical  shape,  it  has  been  proposed  to  use  it  in  inspecting  metals  for 
faults  and  blow-holes.    Even  steel  armor  plate  several  inches  in  thick- 
ness can  be  penetated  by  the  rays,  by  a  very  long  exposure,  sufficiently 
to  show  at  least  all  important  flaws  in  the  resulting  photograph.  More- 
over, a  similar  method  may  prove  effective  in  the  minute  examination 
ot  the  texture  of  metals  supplementing  present  means  of  research.  Sheets- 
perhaps  up  to  an  inch  in  thickness  we  may  reasonably  expect  to  ex- 
amine successfully  with  the  fluoroscope.    Whether  the  inspection  is  by 
photography  or  by  the  eye,  as  just  indicated,  the  flaws  are  apparent  by 
the  increased  translucency  (if  we  may  use  the  word)  of  the  metal. 
F'g-  4  gives  a  diagram  of  the  photographic  method  of  examination. 
From  our  present  standpoint  it  seems  of  rather  limited  applicability,, 
but  it  certainly  gets  at  the  facts  in  the  case,  and  improvements  in/ 
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apparatus  and  methods  of  getting  X-rays,  concerning  which  our 
knowledge  is  pitiably  limited  considering  the  vast  amount  of  research 
expended,  may  at  any  time  raise  it  to  the  rank  of  a  method  of  general 
utility. 

In  this  work  of  inspection  of  masses  of  metal,  electricity  can  be 
made  to  play  a  most  important  part.  Of  course,  surface  flaws  can  be 
•detected  by  the  eye,  and  gross  interior  flaws  by  the  educated  ear  and 
the  ordinary  tapping  process.  Both  these  fail  in  the  detection  of 
minor,  yet  serious,  flaws,  and  in  discovering  that  lack  of  homogeneity 
that  may  lead  to  grave  results.  Take,  for  example,  a  great  steel  shaft. 
Even  if  there  are  no  flaws  discoverable  by  ordinary  methods,  there 
-st ill  may  be  interior  cavities,  or  even  local  differences  of  texture,  suffi- 
cient to  cause  a  terrible  accident. 

Such  a  shaft,  however,  can,  without  much  difficulty,  be  in- 
spected electro-magnet- 
ically  so  as  to  detect  and 
locate  even  a  mere  hard 
spot  in  the  interior,  not 
to  say  more  considerable 
faults.  There  are  several 
ways  of  doing  this,  but 
the  principle  is  about  as 
follows.  If  a  round  steel 
or  iron  bar  is  surrounded 
at  one  end  by  a  coil  of 
wire  through  which  a 
strong  current  is  passed, 
the  bar  is  of  course  mag- 
netized, and  the  distri- 
bution of  the  magnetic 
field  along  the  bar  follows  certain  well-defined  laws,  while  it  is  sym- 
metrical around  the  bar.  Wherever,  now,  a  flaw  exists  or  a  part  of 
the  bar  is  even  slightly  harder  or  softer  than  the  rest,  the  distribution 
of  the  magnetic  field  around  and  along  the  bar  is  changed,  and  this 
change  can  be  readily  detected.  Fig.  5  shows  the  way  in  which  such 
a  field  is  investigated  in  the  laboratory.  Here  c  c'  is  a  long  iron  bar, 
H  is  a  magnetizing  coil  near  one  end,  b  a  small  exploring  coil  slid 
along  the  bar,  and  a  a'  are  two  stops  to  limit  the  motion  of  b.  The 
current  induced  by  suddenly  moving  b  across  the  lines  of  magnetic 
force  that  issue  from  the  rod  between  the  stops  is  then  noted  on  a 
galvanometer.  By  a  similar  arrangement  the  writer  has  been  able  to 
detect  so  small  a  local  change  of  physical  condition  in  a  long  bar  as 
was  produced  by  pounding  it  at  a  certain  point  with  a  wooden  mallet. 
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Under  such  a  test  not  only  flaws,  but  points  of  undue  strain,  would 
be  plainly  indicated,  since  the  magnetic  properties  of  iron  are  a  most 
sensitive  index  of  variations  in  physical  condition.  With  proper  ap- 
paratus even  a  mass  like  the  shaft  of  an  Atlantic  liner  could  be  in- 
spected in  the  shop  quite  easily  and  expeditiously. 

Finally  comes  the  electric  furnace  with  all  its  possibilities  in  the 
treatment  of  refractory  materials.  It  has  already  given  us  one  new 
material  of  great  practical  value,  carborundum,  and  by  means  of  it  we 
are  likely  to  add  considerably  to  the  list  of  alloys  valuable  in  the  me- 
chanic arts.  We  have  by  no  means  come  to  the  end  of  improvements 
in  material ;  in  fact,  there  is  much  to  learn  regarding  even  so  common 
a  material  as  steel.  The  electric  furnace  putting  under  control  the 
highest  known  artificial  temperature  makes  it  easy  to  treat  on  a  com- 
mercial scale  the  most  infusible  metals  and  to  reduce  the  most  refrac- 
tory compounds.  The  opening  of  a  new  region  of  temperature  means 
the  acquisition  of  new  and  important  chemical  reactions,  and  raising 
old  ones  to  the  rank  of  commercial  processes.  Out  of  about  fifty 
metallic  elements  only  a  beggarly  dozen  are  used  to  any  extent  in  the 
arts  ;  the  others  are  too  rare,  or  too  difficult  to  reduce  in  quantity,  to 
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be  of  any  present  importance.  There  is  a  great  field  to  be  explored, 
— the  same  one  that  has  given  us  carborundum  and  cheap  aluminum, — 
and,  while  we  may  find  no  new  process  for  the  every- day  work  of  the 
shop,  there  is  an  excellent  chance  for  finding  new  material  for  the  work- 
man, which  is  of  still  greater  importance.  Fancy  the  result  of  doing 
for  aluminum  what  carbon  does  for  iron,  or  for  iron  what  antimony 
does  in  type-metal  ! 

Reviewing  now  the  utility  of  electrical  energy  in  the  work-shop,  we 
find  that,  of  the  three  functions  noted, — viz.,  saving  in  power,  saving  in 
labor,  and  saving  in  virtue  of  a  new  process, — the  first-named  affords 
the  greatest  opportunity  for  immediate  economy.  It  can  be  utilized 
without  any  radical  innovations  in  methods  of  work,  and  brings  im- 
mediate returns.  The  method  of  applying  the  apparatus  is  straight- 
forward and  governed  by  fairly- well-defined  laws. 

The  introduction  of  electric  labor-saving  devices  is  a  matter  of  in- 
genious application  rather  than  of  well-defined  system.  The  chance 
for  saving  is  great, — perhaps  greater  than  in  the  saving  of  power, — but 
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the  apparatus  is  mostly  specialized,  and  the  greatest  economy  is  attained 
in  special  departments  of  work.  Sometimes  no  important  saving  can 
be  made,  while  again  there  is  every  chance  for  good  returns.  Many  of 
the  most  useful  applications  are  to  work  quite  outside  of  ordinary  ma- 
chine-shop practice. 

The  introduction  of  new  methods  due  to  the  employment  of  elec- 
trical energy  is  a  most  promising  field  of  wide  and  varied  value.  So 
far  as  metal-working  is  concerned,  development  has  been  so  far  along 
but  a  few  lines,  many  of  the  most  important  improvements  having  been 
in  collateral  lines — electro-metallurgy,  and  various  branches  of  the 
manufacturing  arts.  Some  of  the  applications  have  been  brilliantly 
successful,  as  in  the  adaptation  of  electric  welding  to  the  manufacture 
of  projectiles  and  other  special  articles.  Others  have  made  but  dubious 
successes.  The  prizes  are  great,  however,  for  a  new  process  may 
mean,  not  only  the  cheapening  of  a  product,  but  the  accomplishment 
of  a  task  hitherto  commercially  impossible.  The  saving  of  power  de- 
mands the  close  attention  of  the  engineer  ;  the  saving  of  labor,  the 
finesse  of  the  skilled  manufacturer  ;  the  achievement  of  a  new  process, 
the  rare  talent  of  the  inventor.  The  three  combined  are  likely  to 
work  a  revolution  in  industrial  operations  that  will  l>e  a  credit  to  the 
on-coming  twentieth  century. 


EARLY  STEAMBOATS  ON  WESTERN  AMERI- 
CAN RIVERS. 


By  Cons.  D.  Millar. 

THE  Ohio  river,  from  Pittsburg  to  its  mouth  in  the  Mississippi, 
near  Cairo,  111.,  has  a  length  of  about  one  thousand  miles. 
Its  total  drainage  area  is  about  two  hundred  and  ten  thousand 
square  miles.  The  total  population  of  the  cities  and  towns  situated 
immediately  upon  the  banks  of  the  Ohio  and  its  principal  tributaries 
is  about  two  millions.  Hence  the  importance  of  the  stream  as  a  high- 
way of  commerce  is  great. 

Geologically  the  formations  along  the  upper  Ohio  valley  belong 
generally  to  the  sub-carboniferous  groups,  but  at  various  points  on  the 
upper  river,  and  as  low  down  as  Brandenburg,  Ky. ,  640  miles  below 
Pittsburg,  are  found  the  Niagara  limestones — oil-  and  gas-bearing  rocks. 
The  diversity  of  mineral  resources  has  of  itself  brought  great  wealth 
to  the  valley,  and  has  proved  a  great  incentive  to  the  establishing  of 
manufacturing  enterprises ;  these  in  turn  have  brought  population. 
The  coal  traffic  on  this  river  is  greater  than  all  the  traffic  on  the  Miss- 
issippi, excepting  that  which  it  receives  from  the  Ohio. 

The  first  work  to  improve  the  navigation  of  the  Ohio  was  done  in 
1825.  At  that  time  the  river  was  obstructed  by  snags,  rocks,  gravel, 
and  sand  l>ars  throughout  its  entire  length.  The  government  has 
been  liberal  in  its  appropriation  of  money  for  the  improvement  of  the 
Ohio  and  its  tributaries,  as  well  as  in  placing  beacon  lights  to  assist  in 
navigation  during  the  night. 

Safe  ice  harbors  have  been  formed  at  various  points  along  the 
river  to  give  protection  for  shipping  in  time  of  danger  from  ice. 

During  1896  more  than  eight  million  tons  of  freight  and  more 
than  five  hundred  thousand  passengers  were  carried  by  boats.  The 
freight  consisted  of  coal,  iron,  manufactured  products,  and  general 
merchandise,  and  its  value  exceeded  $250,000,000. 

The  capital  invested  in  boats  is,  approximately,  £8, 500,000.  The 
total  amount  expended  on  the  improvement  of  the  Ohio  for  the  last 
seventy  years  is  not  more  than  i)/,  per  cent,  of  the  value  of  the 
freight  carried  on  the  river  in  a  single  year. 

The  Davis  island  movable  dam,  near  Pittsburg,  has  been  in  success- 
ful operation  since  1885.  A  number  of  other  dams  are  now  being 
constructed.  In  general  terms,  the  object  of  the  work  being  done, 
and  of  that  projected,  is  to  secure,  as  far  as  may  be,  uninterrupted  navi- 
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gation  with  a  minimum  low-water  channel  depth  of  six  feet,  which  is 
sustained  in  the  harbor  at  Pittsburg  by  the  Davis  island  dam  during 
the  lowest  water. 

The  annual  shipments  down  the  Ohio  by  steamer  average  more 
than  7,000,000  tons,  and  the  number  of  passengers  averages  more  than 
1,600,000.  Coal  shipments  are  not  included  in  this  estimate.  Ship- 
ments of  logs,  lumber,  and  railroad  ties  towed  and  rafted  amount  to 
1,000,000  tons.  Of  corn,  oats,  hay,  apples,  potatoes,  cabbages,  cider, 
tan  bark,  hoop  poles,  lime,  etc.,  sent  by  flat-boats,  there  are  50,000 
tons.    Of  glass  and  stone  ware,  dry  goods,  groceries,  oil,  hides,  pelts, 


A  GROUP  OF  "  OLD  TIMERS  "  AT  THE  NEW  ORLEANS  LEVEE. 


oil  barrels,  scrap  iron,  old  rope,  etc.,  sent  by  trading  boats,  there  are 
15,000  tons. 

At  the  close  of  the  Revolutionary  war,  the  settlement  of  the  Ohio 
valley  began,  and  with  it  came  the  merchant  emigrant.  His  boat 
was  large  and  well  protected  from  invasion,  but  otherwise  very  like 
the  former  and  still-existing  craft,  known  as  the  "  Kentucky  flatboat," 
built  for  a  cargo  of  merchandise  as  well  as  to  carry  the  passengers  who, 
for  a  small  price  paid  to  the  master,  were  allowed  to  work  their  way 
at  the  oars,  and  to  fight  the  Indians  if  any  attack  was  made.  Oirty, 
the  notorious  white  renegade,  who  led  the  Indians  in  their  onslaughts. 
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being  a  white 
and  of  fluent 
speech,  often  in- 
duced the  un- 
wary boatmen 
ashore,  where 
they  were  at- 
tacked by  his 
hidden  associ- 


ates. 


A  COTTON  TRIP  ON  THE  MISSISSIPPI  RIVER. 


In  June,  1787, 
James  Wilkin- 
son fitted  out  a 
small  flat-boat, 
loaded  it  princi- 


pally with  tobacco,  and  descended  the  Ohio  and  Mississippi  to 
New  Orleans,  closing  out  his  cargo  with  good  profit.  While  there, 
he  secured  the  following  peculiar  contract : 

"This  is  to  certify  that  James  Wilkinson  is  granted  permission  to 
import  on  his  own  account,  to  New  Orleans,  free  of  duty,  all  the  pro- 
ductions of  Kentucky.  He  is  to  furnish  tobacco  to  the  king  of  Spain 
at  59  50  per  cwt.   (Signed)   "  Miro,  Gov.  of  Spanish  Provinces." 

This  was  the  first  shipment  of  record,  of  Kentucky  production, 
but  it  was  followed  by  increasing  annual  shipments,  until,  by  the  be- 
ginning of  this  century,  the  trade  had  grown  to  mammoth  propor- 
tions. Then  followed  the  return-cargo  system  of  freighting,  and  the 
"Kentucky  flat-boats"  dropped  out  of  use,  except  for  down-stream 
transportation. 

About  that  period  the  Ohio  and  Mississippi  rivers  were  infested 
with  multitudes  of  banditti,  freebooters,  and  cutthroats,  who,  although 
of  white  complexion,  were  no  better  than  the  Indians.  Many  of  the 
leaders  of  these  bands  had  been  early  in  command  of  boats  with  valu- 
able cargoes,  and,  when  so  intrusted,  never  betrayed  their  trust ;  but 
they  became  debauched  by  the  rough,  wild  life,  and  the  facilities  for 
evading  the  law.  Living  on  the  lines  which  divided  different  civil 
jurisdictions,  they  could  pass  quickly  from  one  to  the  other  and  be  held 
amenable  to  none.  From  Louisville  to  the  mouth  there  were  few 
settlements,  and  it  was  in  this  wild  country  that  the  depredations  upon 
commerce  were  committed,  Cave-in-Rock  and  Cash  River  being  the 
most  notorious  spots. 

The  bargemen  or  voyagers  seem  to  have  been  a  distinct  class  ;  as 
Audubon  wrote,  their  "  fearlessness  of  character,  recklessness  of 
habits,  and  laxity  of  morals  rendered  them  a  marked  people." 
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The  keel  boats  carried  from  thirty  to  seventy-five  tons,  employed  from 
ten  to  fifty  men,  and  were  provided  with  a  mast,  square  sail,  and  coils 
of  cordage,  called  "  cordelles."  When  the  sail  was  useless,  the  cor- 
delles  were  laid  ;  yawls  went  ahead  a  thousand  feet,  where  the  end  of 
the  cordelle  would  be  tied  to  a  tree,  and,  with  the  other  end  upon  the 
barge,  all  hands  would  lay  hold  and  pull.  By  the  time  the  first  line 
had  all  been  "hauled  aboard,"  another  had  been  laid,  and  the  crew 
were  at  work  again.  This  work  continued  from  daylight  to  dark 
over  a  space  of  nearly  1,600  miles,  if  the  trip  was  to  Louisville,  and 
600  miles  further,  if  to  Pittsburg.  The  down-stream  trips  were  rest- 
ing-spells  for  the  men,  as  the  current  then  carried  the  boats,  laden 
with  tobacco,  lead,  pork,  flour,  whisky,  and  other  produce.  The 
return  trips  were  another  matter.  To  make  the  trip  from  New  Orleans 
to  Louisville  in  three  months  was  considered  quick  travel. 

The  passenger  packets  (carrying  limited  quantities  of  merchan- 
dise) were  propelled  by  oars,  not  by  cordelles;  so  also  were  the 
barges  on  the  lower  river,  which  carried  only  merchandise  cargoes, 
and  kept  pretty  well  away  from  the  shore  to  avoid  Indian  attacks. 

Thus  the  navigation  of  the  Ohio  was  maintained  for  twenty  years 
before  the  use  of  steam  for  river  navigation. 

The  New  Orleans  was  the  first  steam  vessel  west  of  the  Alleghenies, 
and  was  built  by  Fulton.    It  was  138  feet  long,  and  of  about  300  tons' 


THE  COTTON  CARRIER  HENRY  FRANK  WITH  9226   BALKS  OF  COTTON  AND  250 

I  ONS  OF  SUNDRIES. 
She  arrived  at  New  Orleans  Irom  Memphis  April  j,  1881. 
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capacity.  The  people  of  Pittsburg  lined  the  banks  and  waved  adieus 
as  the  steamer  weighed  anchor,  and  she  soon  was  out  of  sight,  having 
shown  a  speed  of  ten  to  twelve  miles  per  hour.  On  the  second  night 
after  leaving  Pittsburg,  she  cast  anchor  opposite  Cincinnati.  She  re- 
ceived a  joyous  welcome,  but  all  believed,  and  many  declared  to  A.  J. 
Roosevelt,  one  of  her  owners;  "  Your  boat  may  go  down  stream, 
but  never  can  come  back  ;  the  idea  is  absurd."  She  took  on  a  sup- 
ply of  wood,  and,  after  a  short  stay,  left  for  Louisville,  arriving  there 
on  the  night  of  the  fourth  day  after  leaving  Pittsburg.  A  public  din- 
ner was  tendered  Roosevelt  at  Louisville.  As  the  river  was  too  low 
to  permit  a  passage  over  the  Falls,  she  lay  at  anchor  opposite  the 
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town.  Roosevelt,  not  to  be  outdone  in  hospitality,  invited  his  hosts 
to  dine  upon  the  steamer.  While  the  feast  was  at  its  height,  sudden 
rumblings  were  heard,  and  a  perceptible  motion  became  apparent, 
when  all  rushed  to  the  guards,  believing  the  steamer  had  broken  her 
anchor  and  would  be  carried  over  the  Falls  to  certain  destruction. 
They  soon  found  that,  instead  of  going  on  to  the  Falls,  they  were 
making  good  headway  up  stream.  After  a  short  trip,  they  returned 
to  Louisville,  a  surprised  and  delighted  party.  The  steamer  was  built 
for  the  trade  between  New  Orleans  and  Natchez.,  but,  awaiting  the  ex- 
pected rise,  Roosevelt  went  to  Cincinnati  and  returned,  thus  convinc- 
ing the  most  incredulous  of  the  vessel's  power  to  stem  the  current  of 
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THE  CINCINNATI  AND  NEW  ORLEANS    PACKET  THOMAS  SHERLOCK. 

Totally  wrecked  in  the  winter  of  1890  hy  collision  with  a  pier  of  the  C.  &  0.  R.  R.  bridge  at 

Cincinnati. 


the  river.  The  river  had  risen,  and  she  descended  the  Falls  in  safety. 
While  she  was  going  down  the  river,  a  large  canoe,  fully  manned, 
came  out  of  the  woods  abreast  of  the  steamboat,  and  paddled  after  her. 


CIMINN.WI  AND  NEW  ORLEANS  PACKET  CHAS.  MORGAN. 
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There  was  a  race,  but  the  steam  had  the  greater  endurance,  and  the 
Indians  soon  gave  up  the  chase.    At  New  Madrid,  Mo.,  a  great  por- 
tion of  which  town  had  just  been  engulfed  by  an  earthquake,  terror- 
stricken  people  begged  to  be  taken  on  board,  while  others  fled  from 
fear.    The  earthquake  had  so  changed  the  channel  of  the  river  that 
the  pilots  made  the  trip  more  by  luck  than  knowledge,  for  the  river 
was  full  of  shoals,  snags,  and  sawyers.    The  New  Orleans  had  a  stern 
wheel  and  two  masts,— for  even  Fulton  thought  sails  absolutely  indis- 
pensable,— and  one  engine.    She  continued  her  packet  trips  between 
Natchez  and  New  Orleans  until  July,  1814,  when  she  struck  a  snag 
near  Baton  Rouge  and  was  wrecked.    Her  average  speed  was  about 
three  miles  an  hour  up  stream.   She  made  several  trips  to  Natchez  be- 
fore the  merchants  would  assume  the  risk  of  shipping  freight  on  her, 
preferring  the  old  slow  barges  or  keel  boats.    In  18 14,  more  than  two 
years  after  the  building  of  the  New  Orleans,  the  "Vesuvius"  was 
built  at  Pittsburg.    She  went  to  New  Orleans  in  the  spring,  left  New 
Orleans  in  July  for  Louisville,  grounded  on  a  sand  bar  near  Helena, 
remained  high  and  dry  for  five  months,  and,  when  released  by  the  tide 
in  December,  returned  to  New  Orleans.    Her  record  offered  no  en- 
couragement to  ship- building. 

In  1 8 14  the  steamer  Enterprise  was  built  at  Brownsville,  Pa.,  made 
two  trips  to  Louisville,  and  returned  to  Pittsburg.  In  December, 
1 8 14,  she  was  laden  with  ordnance  stores  at  Pittsburg  for  Jackson's 
army.  Gen.  Jackson  pressed  her  into  the  United  States  service  for 
carrying  men,  stores,  ammunition,  &c,  to  the  seat  of  war.  She  was 
released  when  peace  was  declared,  and,  loading  for  Pittsburg,  made 
the  voyage  in  fifty-four  days, — considered  a  quick  trip. 

In  1816  a  steamer — the  first  double  decker — was  built  at  Wheel- 
ing by  Capt.  H.  M.  Shreve.  Shreve  used  French's  engines,  but 
placed  them  in  a  horizontal  position,  and  gave  the  vibration  to  the 
pitman.  He  added  his  great  invention,  the  cam  cut  off,  and  put 
flues  in  his  boilers,  by  which  three-fifths  of  the  fuel  was  saved.  He 
named  the  boat  Washington.  Leaving  Louisville  March  12,  181 7, 
she  went  to  New  Orleans,  discharged  and  reloaded,  and,  returning, 
reached  the  foot  of  the  Falls  in  forty-one  days.  The  ascending 
voyage  was  made  in  twenty-five  days,  including  stoppages.  This 
trip  seemed  to  revolutionize  the  feeling  of  the  public,  and  created  as 
much  excitement  and  exultation  as  Jackson's  Battle  of  New  Orleans. 
The  citizens  of  Louisville  gave  a  public  dinner  to  Shreve,  at  which 
he  predicted  that  the  time  would  come  when  the  trip — New  Orleans 
to  I^ouisville — would  be  made  in  sixteen  days.  When  the  Washing- 
ton arrived  at  New  Orleans,  she  was  seized  by  order  of  Fulton  and 
Livingston,  who  claimed  the  exclusive  navigation  of  the  river  to  the 
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U.  S.  BEACON- LIGHT  TENDER  LILY,  AT  COX'S  RIKKLF.  LIGHT,  OHIO. 

Louisiana  line,  having  been  granted  that  right  by  the  Louisiana  legis- 
lature. She  was  bonded,  and  the  case  was  taken  to  the  United  States 
supreme  court,  where  Chief  Justice  Marshall  decided  M  that  the 
waters  of  the  United  States  were  free  to  be  navigated  by  all  citizens, 
and  no  State  could  grant  exclusive  privileges  to  a  company  or  indi- 
vidual." 

Several  boats  of  queer  design  were  built  in  the  years  following, 
among  them  the  steamer  lia/abeel  W  ells,  the  greatest  curiosity  of  the 
age.  She  was  built  in  1819,  with  an  engine  from  a  flour  mill  at 
Steubenville,  boiler  from  another  mill  at  Pittsburg,  and  a  chimney  of 
brick.  The  first  landing  she  made  knocked  down  her  chimney, 
whereupon  she  was  provided  with  a  sheet-iron  smoke-stack. 

In  twenty  years  the  genius  of  the  United  States  made  such  strides 
in  navigation  and  transportation  that  the  water  ways  became  almost 
exclusively  the  routes  of  travel.  About  this  time  the  great  system  of 
national  highways  or  turnpikes  was  introduced  and  rapidly  extended, 
but  the  river  transit  had  grown  to  be  so  restful,  agreeable,  and  com- 
fortable, and  withal  so  speedy,  that  everybody  who  traveled  went 
by  steamboat. 

From  this  time  until  the  early  fifties  steamboats  were  built  in  great 
numbers  :  the  improvement  was  continuous,  and  many  of  the  finest 
steamers  ever  constructed  were  built  and  placed  in  commission.  The 
decade  of  1850-60  was  the  golden  age  for  steamboats.  Daily  lines 
of  fast  mail  steamers  were  inaugurated.    Prominent  among  these  were 
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the  Pittsburg  8t  Cincinnati  line,  in  connection  with  the  Pennsylva- 
nia Railroad,  which  had  just  then  reached  Pittsburg  from  the  east, 
and  the  Wheeling  &  Louisville  Union  Line,  which  connected  with, 
and  exchanged  freight  and  passengers  with,  the  Baltimore  &  Ohio 
Railroad  at  Wheeling.  The  rivalry  was  great,  and  excitement  ran 
high.  Every  man,  woman,  or  child  along  the  river  had  his  or  her 
favorite  steamer. 

The  movements  of  the  boats  were  marked  with  great  ceremony  ;  the 
crew  were  full  of  superstition,  and  the  commanders  a  law  to  them- 
selves, and  masters  of  their  craft  from  the  pilot-house  to  the  keel. 

In  the  days  of  the  gold  excitement  in  California  Missouri  river 
pilots  received  five  hundred  dollars  a  month,  work  or  play.  They 
were  all  under  pay  to  keep  them  from  standing  a  watch  on  outside 
boats.  Similar  wages  were  paid  in  the  New  Orleans  and  Red  river 
trade  in  the  fifties.  Now  pilots  are  paid  from  seventy-five  to  one 
hundred  dollars  a  month  in  the  Cincinnati,  Memphis,  and  New 
Orleans  trades. 

In  the  early  fifties  the  Pittsburg  St  Cincinnati  Packet  Line  con- 
sisted of  a  fleet  of  fast  side-wheel  steamers,  finely  modeled,  with  big 
power,  but  of  limited  freight-capacity,  comprising  the  Buckeye  State, 
Allegheny,  Brilliant,  Monongahela,  Crystal  Palace,  Pennsylvania,  and 
Pittsburg  ;  while  the  opposing  boats,  known  as  the  11  Wheeling  & 


THE  Sl'LTANA  AT  THE  WHARF  AT  HELENA,  ARKANSAS. 


The  photograph  was  taken  at  loa.m.  on  a  siiring  day  in  1S65.  At  2  a.  m.  the  next  day  the 
boilers  exploded  and  1700  persons  were  Killed,  chiefly  exchanged  Federal  prisoners  on 
their  way  home.  This  was  the  greatest  joss  0f  |jfc  recorded  in  any  western  American 
river  accident. 
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Louisville  Union,"  consisted  of  similar  crafts,  named  the  Alvin 
Adams,  David  White,  Thos.  Swan,  Baltimore,  Falls  City,  Virginia, 
and  City  of  Wheeling.  To  illustrate,  we  give  the  dimensions  of 
several  of  these  fast  clippers — all  side- wheelers. 

The  Huckeye  State,  built  at  Pittsburg :  length,  285  feet :  beam, 
30  feet ;  floor,  28  feet  ;  depth  of  hold,  (>}4  feet ;  capacity,  548  tons  ; 
five  double-flue  42-inch  boilers,  30  feet  long  ;  30-inch  cylinders  ; 
stroke,  8  feet.  The  fastest  trip  from  Cincinnati  to  Pittsburg  credited 
to  the  Pittsburg  line  in  1851  was  made  by  the  Buckeye  State, — 490 
miles  in  40  hours. 

The  Pittsburg,  built  at  Shousetown,  Pa.,  in  1851:  length,  295 
feet;  beam,  30  feet;  floor,  29  feet;  hold,  6'..  feet;  capacity,  650 
tons;  five  double-flue,  42-inch  boilers,  30  feet  long;  31'. .-inch 
cylinders  ;  stroke,  8  feet.    Value,  530,000. 

The  Alvin  Adams,  built  at  McKeesport,  Pa.,  in  1853:  length, 
28;  feet;  beam,  351..  feet;  floor,  33  feet  :  hold,  65  feet;  capacity, 
750  tons;  six  double-flue,  42-inch  boilers,  28  feet  long;  29*4  inch 
cylinders;  stroke,  9  feet.    Value,  550,500. 

The  great  low-pressure  Jacob  Strader,  of  the  Cincinnati  i\:  Louis- 
ville Mail  Line,  built  at  Cincinnati  in  1853  :  length,  332  feet  ;  l>eam, 
37  feet  ;  floor,  32  feet  ;  hold,  71..  feet  ;  two  16-flue  boilers,  11  feet 
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THE  MISSISSIPPI  RIVER  STEAMER  NATCHEZ. 

Grounded  at  Lake  Providence,  in  the  Lower  Mississippi ;  the  steamer  was  lost  but  her  out- 
fit was  saved.   The  present  Natchez  is  a  stem-wheel  boat. 


in  diameter  and  38  feet  long  ;  two  puppet-valve  engines,  5  feet  in 
diameter  :  stroke,  10  feet.  Value,  $120,000.  Her  boilers,  not  work- 
ing well  in  the  muddy  water  of  the  Ohio  river,  were  removed,  and  the 
old-fashioned  double-Hue  boilers  were  put  in  their  place.  The  Strader 
has  the  fastest  time  on  record  from  Louisville  to  Madison, —  43  miles 
in  3  hours  and  12  minutes.  The  Telegraph,  of  the  same  line,  having 
made  the  fastest  time  from  Louisville  to  Cincinnati  the  same  year, — 
<)  hours  and  52  minutes, — the  Strader  was  not  permitted  to  beat  it, 
though  she  could  have  done  so  easily.  The  only  steamer  that  claims 
to  have  beaten  the  Telegraph's  time  from  Louisville  to  Cincinnati  is 
the  new  City  of  Louisville,  of  the  same  company,  which  made  the 
run  from  port  to  port  in  1896  in  9  hours  and  40  minutes. 

The  fastest  trips  from  New  Orleans  to  Cincinnati — 1,513  miles — 
have  been  made  by  the  following  boats,  all  side-wheel  :  1843, 
Duke  of  Orleans,  5  days,  18  hours  ;  1877,  Chas.  Morgan,  6  days, 
11  hours,  making  42  landings  and  losing  3^4  hours  passing  through 
the  Louisville  canal  ;  1877,  Thompson  Dean,  6  days,  19  hours, 
losing  14  hours  in  the  canal  and  17  hours  at  way- landings  ;  1881, 
R.  R.  Springer,  5  days,  12  hours,  45  minutes,  running  time  ;  1881, 
Will  S.  Hays,  6  days,  17  hours,  10  minutes,  port  to  port,  having 
made  51  landings,  and  met  with  other  delays. 
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The  Dean  and  Hays  had  30- inch  cylinders,  with  a  stroke  of  10 
feet.  The  Duke  of  Orleans,  like  all  boats  that  passed  through  the 
old  short  Louisville  canal,  was  only  172  feet  long. 

With  the  present  enlarged  canal,  the  boats  now  in  use  are  longer 
and  of  lighter  draft,  with  more  than  double  the  capacity,  enabling  the 
Upper  Ohio  to  compete  with  the  Lower  Ohio  and  Mississippi  steamers. 

For  general  freight-business,  economy,  passenger-comfort,  and 
speed,  the  stern-wheel  is  fast  taking  the  place  of  the  more  expensive 
side-wheel  steamer  on  the  Ohio  and  Mississippi  and  their  tributaries. 
They  make  the  same  time  in  all  packet  trades,  and,  in  comparison 
with  the  old  side-wheel  packets,  carry  twice  the  cargo  with 
less  power.  In  the  New  Orleans  and  Lower  Coast  trades,  the 
stern  wheel  steamers,  Natchez  and  T.  P.  Leathers,  are  a  great  success. 
The  same  may  be  recorded  of  the  packet  lines  on  the  Upper  and 
Lower  Ohio,  the  Cincinnati  and  New  Orleans,  and  the  St.  Louis 
and  New  Orleans  trades.  The  Anchor  Line  has  recently  built  the 
stem-wheel  Bluff  City  for  the  St.  Louis  and  New  Orleans  trade,  and 
she  has  proved  a  great  success.  A  new  and  magnificent  freight  and 
passenger  steamer,  the  Queen  City,  will  soon  be  ready,  at  Cincinnati, 
for  the  Cincinnati  and  Pittsburg  trade.  She  will  make  weekly  round 
trips,  carrying  as  many  people,  and  more  than  twice  as  much  cargo,  as 
were  carried  by  the  celebrated  side-wheelers  in  the  fifties.  Most  of 
the  timber  used  in  the  construction  of  the  Queen  City  is  Oregon  fir, 
lighter  than  oak,  but  little  heavier  than  pine,  and  more  durable.  Her 
length  is  235  feet  ;  beam,  44  feet  ;  depth  of  hold,  6>4  feet ;  capacity, 
1,400  tons  ;  four  boilers,  47  inches  in  diameter  and  26  feet  long,  con- 
taining six  flues  each,  allowing  a  steam  pressure  of  166  pounds ; 
cylinders,  24  inches  in  diameter;  stroke,  8  feet,  equal  to  2,000 
h.  p.  She  will  have  all  steam  and  electrical  improvements,  auto- 
matic steering  apparatus,  and  steam  and  water  works  pumps, 
carrying  a  constant  supply  of  water  to  all  parts  of  the  boat. 
The  state-room  panels  will  be  finished  in  mahogany,  and  the  skylight 
ceiling  of  the  cabin  with  pressed  steel  in  high-relief  work  beautifully 
decorated  in  blended  colors.  She  will  be  brilliantly  lighted  through- 
out with  incandescent  lights,  and  a  beveled  edge  French  plate  mirror 
will  be  placed  in  each  state-room  door.  Her  carrying  capacity  will 
be  equal  to  that  of  three  average  freight  trains,  yet  she  will  not  draw 
more  than  26  inches  of  water.  She  is  adapted  to  any  trade  along  the 
Ohio  or  Mississippi  rivers. 

The  famed  City  of  Louisville, — noted  as  the  "  Kentucky  Grey- 
hound,"— built  at  Jeffersonville,  Indiana,  by  Howard,  for  the  Ixwis- 
ville  &  Cincinnati  Packet  Line,  is  aside-wheeler,  and  very  fast. 
Commodore  F.  A.  Laidley,  general  manager  of  the  line,  kindly  furn- 
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ishcs  the  following  official  memorandum  of  this  steamer :  capacity, 
1, 142  tons ;  length,  301  feet ;  beam,  42  feet ;  depth  of  hold,  7  feet ; 
built,  1894 ;  eight  boilers,  26  feet  long  and  42  inches  in  diameter, 
containing  two  flues  15  inches  in  diameter;  cylinders  30  inches  in 
diameter  ;  stroke,  10  feet ;  wheels,  36  feet  in  diameter  ;  time,  down 
stream,  Cincinnati  to  Louisville,  5  hours,  58  minutes ;  up  stream,  9 
hours  and  40  minutes,  fastest  on  record,  made  April  5,  1896. 

The  rapid  decline  in  steam  boating  on  the  western  American 
rivers  is  attributed  to  the  rapid  increase  in  railroads  and  the  diminu- 
tion of  the  water-supply.  The  government  has  awakened  to  the  fact 
that  the  waterways  must  be  cherished,  and  the  navigation  of  promi- 
nent streams  made  continuous  and  permanent.  This  is  now  be- 
ing done  by  the  construction  of  the  chanoine  dam,  which  can 
be  raised  or  lowered  in  a  few  hours,  thus  not  interfering  with 
navigation  when  nature  supplies  the  volume  of  water,  but  furn- 
ishing a  guarantee  of  steamboat  transit,  except  when  ice  prevails. 
Last  year  congress  appropriated  more  than  $1 1,000,000  for  the  main- 
tai nance  and  construction  of  these  betterments.  The  bill  was  vetoed 
by  the  president,  but  passed  over  his  head.  This  improvement  estab- 
lished, the  Ohio  valley  must  become  the  coal- producing  center  of  the 
world.  England's  coal-supply  is  limited.  The  almost  limitless  coal 
fields  of  Pennsylvania,  West  Virginia,  Ohio,  and  Kentucky,  being 
adapted  for  rehandling  and  for  foreign  shipment,  can  supply  the  de- 
mands of  the  world  for  ages. 

Under  the  old  rtgime,  20  men  handled  a  pair  of  boats,  containing 
20,000  bushels  of  coal,  to  Cincinnati  from  Pittsburg,  time  averaging 
10  days.  The  cost  of  boatman's  labor  alone  was  about  three  cents  a 
bushel.  To-day  the  same  number  of  men,  with  a  steamer,  will  bring  to 
the  Cincinnati  market  200,000  bushels  at  a  cost  of  one  cent  per  bushel 
for  boatmen's  labor.  The  steamer  Joseph  B.  Williams,  from  Louis- 
ville, recently  arrived  at  New  Orleans  with  1,500,000  bushels  of 
Pittsburg  coal.  To  transport  this  by  rail  would  cost  $3.50  per  ton; 
river  transportation  costs  50  cents  per  ton.  With  the  building  of  the 
canal  from  Pittsburg  to  the  Lakes,  the  locking  and  damming  of  the 
Ohio  river,  and  the  construction  of  the  Nicaragua  canal,  Pittsburg 
coal  can  be  sold  in  San  Francisco  at  $4  to  $5  per  ton,  where  other  and 
inferior  coal  is  now  selling  at  $7  to  $8.  American  coal  could  be  sold 
at  Callao  on  the  west  coast  of  South  America  at  $5  per  ton,  where  it 
now  commands  $15.  In  Valparaiso,  where  other  nations  control  the 
coal  trade,  United  States  coal  could  be  furnished  at  $5  to  $6,  while 
now  the  price  varies  from  $12  to  $13. 

The  editor  expresses  thanks  to  Mr.  C.  H.  Hugger,  of  Owensboro,  Ky..  for  the  loan  of 
the  photographs  from  which  the  illustrations  accompanying  lb  *  paper  were  made. 
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By  T.  Carpenter  Smith. 

IN  looking  over  the  list  of  modern  inventions,  one  is  struck  by  the 
continuously-increasing  speed  with  which  developments  in  the 
mechanic  arts  are  commercially  adopted.  In  nothing  is  this 
better  shown  than  in  the  now  almost  immediate  acceptance  by  the 
world  at  large  of  methods  and  applications  which  a  few  years  ago 
would  have  met  with  strong  opposition,  critical  examination,  and 
finally  a  grudging  acquiescence.  Comparing  the  relative  time  in 
which  the  general  adoption  of  the  electric  telegraph,  the  telephone, 
the  electric  light,  and  electric  power  were  brought  about,  we  see  that 
the  number  of  months  required  for  the  development  and  adoption  of 
the  telephone  was  smaller  than  the  number  of  years  required  for  the 
development  and  adoption  of  the  telegraph.  Almost  as  soon  as  the 
electric  light  was  heard  of,  there  was  talk  of  the  immense  strides  which 
it  was  making.  And  electric  power  had  hardly  been  suggested  before 
it  became  an  accomplished  fact. 

For  years  uncertainty  of  the  electric  light  was  looked  upon 
as  natural  and  to  be  expected  ;  the  most  annoying  failures  were 
met  with  a  good-natured  shrug.  The  trite  remark  that  "  electricity  is 
only  in  its  infancy  "  was  a  sufficient  excuse  for  these  annoyances  ;  but, 
with  the  revolution  wrought  by  the  electric  railroad  in  city  transit, 
there  has  come  a  complete  change  in  the  attitude  of  the  public. 
When  the  power  shuts  down,  the  sentiment  is  no  longer  that  "  blessings 
brighten  as  they  take  their  flight."  Public  dissatisfaction  finds  an  ex- 
pression in  the  query  :  "  What  is  the  use  of  granting  monopolies  to 
those  who  don't  know  how  to  treat  the  public  decently." 

Comparatively  few  persons  realize  the  care,  patience,  and  technical 
skill  required  to  properly  handle  the  latest  developments  of  electric 
power.  Nearly  every  other  business  has  some  one  dominant  condition, 
but  the  power  station  is  controlled  by  several  very  diverse  ones.  To 
understand  and  successfully  direct  any  one  of  a  large  selection  of  small 
manufacturing  industries  is  generally  thought  sufficient  for  one  man, 
yet  the  power-station  manager  must  know  and  satisfy  the  needs  of  all. 
Time  will  develop  a  sufficient  supply  of  men  fitted  for  this  particular 
calling.  Meanwhile  there  are  many  men  who,  having  but  moderate  ex- 
perience in  one  or  more  of  these  lines,  can  only  try  to  do  their  best. 
It  is  for  such  men  that  consideration  is  particularly  needed. 
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The  duties  of  a  general  manager  or  general  superintendent  lie  in 
two  directions ;  first,  toward  superior  authority,  and,  second,  to  the 
work  in  charge.  Dealing  with  superior  authority  is  purely  a  question 
of  individual  tact.  It  is  intensely  disagreeable  and  annoying  to  receive 
orders  or  make  explanations  to  a  board  of  directors  or  executive  com- 
mittee consisting  of  men  who,  perhaps,  are  totally  ignorant  of  the 
business,  its  machinery,  and  its  difficulties ;  yet  it  must  not  be  for- 
gotten that  these  men  have  responsibilities,  and  must  account  to  the 
stockholders  for  the  use  or  misuse  of  their  property.  The  superin- 
tendent should,  therefore,  cultivate  the  art  of  so  explaining  technical 
matters  that  those  who  know  nothing  of  technicalities  may  understand  ; 
above  all,  he  must  never  avoid  questioning,  or  attempt  to  conceal  facts. 
It  is  not  wise  to  offer  too  much  information  as  to  details,  especially 
where  details  may  entail  expense,  but,  if  there  is  a  manifest  desire  for 
further  information,  a  straight  and  reliable  account  of  the  matter  is 
the  wiser  course,  since  business  men,  as  a  rule,  will  far  more  readily 
forgive  mistakes  than  concealment  or  deceit.  Many  a  man's  hair  has 
been  made  grey  before  its  time  in  steering  a  judicious  course  between 
this  Scylla  and  this  Charybdis. 

It  has  always  seemed  to  me  that  the  most  important  detail  of  the 
power  station  is,  without  question,  the  men  employed.  Many  of  the 
questions  or  conditions  governing  the  economical  performance  of  the 
machinery  have  been  settled  definitely  in  the  shops  of  the  manufac- 
turer, but  the  manner  in  which  the  machinery  is  handled,  while  the 
most  uncertain  element,  is  the  element  which  affects  general  results  in 
the  greatest  degree.  Until  we  have  trained  men  who  are  competent 
to  do  any  part  of  the  work  about  a  power  plant,  it  will  be  necessary 
to  have  in  the  station  different  gangs, — one  set  for  boilers,  another  for 
engines,  perhaps  a  third  for  dynamos,  and  so  on. 

When  a  new  industry  increases  with  marvelous  rapidity,  there  is 
always  a  lack  of  men  to  take  the  responsible  positions,  more  especially 
when  the  industry,  as  in  this  instance,  deals  with  principles  that  are 
commonly  but  little  understood.  The  difficulty  created  by  this  want 
of  trained  men  is  intensified  by  the  rush  into  the  trade  of  two  classes, 
each  with  peculiar  limitations.  One  class  consists  of  men  who  know 
how  to  do  the  manual  work  themselves,  without  the  ability  to  put 
their  knowledge  into  words  for  the  benefit  and  instruction  of  others, 
and  who  know  little  of  the  more  scientific  side  of  the  art ;  the  second 
class  includes  men  who  are  fully  acquainted  with  underlying  prin- 
ciples and  can  clothe  their  ideas  in  suitable  words,  but  who  have  no 
knowledge  of  the  actual  machinery  used,  or  the  conditions  which  may 
.arise  under  which  it  may  have  to  be  worked.  This  has  led  to  antagonis- 
tic feeling  between  the  so-called  practical  man  and  the  theorist,  each 
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underrating  the  importance  of  the  other,  and  magnifying  the  pro 
portion  which  his  share  of  the  work  bears  to  the  whole. 

In  selecting  men  for  the  more  important  subordinate  positions,, 
the  best  workman  may  be  found  to  make  a  very  bad  foreman,  and 
vice  versa.  A  man  may  be  a  first-class  director  of  work  who  has 
himself  very  little  individual  skill ;  in  fact,  a  good  mechanic  who 
has  executive  ability  is  decidedly  a  rara  avis.  The  average  good 
workman  never  recognizes  this  fact,  and  often  feels  aggrieved  at  the 
promotion  of  one  who,  as  a  workman,  is  his  inferior. 

The  first  principle  to  be  thoroughly  drilled  into  all  hands,  from 
superintendent  to  oiler,  is  loyalty  to  the  interests  of  the  company. 
No  personal  antagonism  or  aim  can  be  allowed  for  one  moment  to 
interfere  with  this,  and  any  conduct  which  tends  in  this  direction 
must  be  made  the  unpardonable  sin. 

Only  second  in  importance  is  the  principle  that  a  power  station  is 
a  public  servant,  and  that  even  the  appearance  of  wishing  to  dictate 
to  the  community  must  be  avoided.  There  is  no  customer  whose 
trade  is  so  valuable  as  that  of  the  general  public,  and  there  is  no  cus- 
tomer who  has  to  be  as  carefully  and  anxiously  studied,  and  who  is 
more  influenced  by  feeling  and  sentiment.  There  are  the  two  classes  of 
dissatisfied  people, — those  who  are  honestly  dissatisfied  because  they 
cannot  see  the  purpose  of  many  of  the  rules  necessary  in  dealing  with 
the  conditions  of  a  new  business,  and  those  who  always  try  to  take 
advantage  of  any  contract.  It  sometimes  requires  the  patience  of  Job 
to  give  a  good-tempered  explanation  even  to  a  reasonable  man  ;  the 
impossibility  of  pleasing  the  dishonest  is  additional  cause  for  keeping 
all  the  friends  one  can. 

One  factor  in  the  management  of  a  power  plant  which  has  seldom 
been  sufficiently  recognized  is  the  tendency  of  men  to  take  good  care 
of  machinery  which  they  personally  like,  and  to  neglect  or  abuse  that 
against  which  they  have  some  prejudice.  This  tendency  is  dangerous. 
Those  in  authority  cannot  guard  too  carefully  against  even  a  suspicion 
that  they  have  a  prejudice  for  or  against  any  machine.  It  is  one  of 
the  few  pleasures  in  the  life  of  a  station  superintendent  to  find  a  man 
governed  by  the  principle  that  his  duty  is  to  get  best  possible  results 
out  of  the  machinery  he  attends,  who  wastes  no  time  in  grumbling  or 
in  explaining  how  much  more  efficient  some  other  kind  is,  and  who 
prides  himself  that  he  is  getting  better  returns  out  of  that  particular 
machinery  than  any  one  else. 

The  average  workman  is,  in  most  cases,  opposed  to  the  use  of  a 
plant  which  requires  him  to  find  out  anything  for  himself.  No  amount 
of  information  given  in  circulars  or  catalogues  is  one-tenth  as  effective 
as  an  object-lesson  on  the  thing  itself  by  some  one  familiar  with  it. 


Digitized  by  Google 


THE  POWER  PLANT. 


745 


who  can  show  him  the  easiest  and  quickest  method  of  adjustment  or 
operation.  One  has  to  be  patient  with  this,  since  it  is  as  much  a 
matter  of  training  and  practice  to  acquire  information  from  reading, 
as  from  a  drawjng  or  diagram.  The  average  machine-tender  has  not 
usually  the  opportunity  for  such  training. 

It  is  most  difficult  to  enforce  in  a  large  body  of  men  perfectly  even- 
handed  discipline,  and  yet  there  is  nothing  that  is  more  absolutely  re- 
quired for  good  order.  It  seems  proper  to  forgive  some  occasional 
lapse  from  good  behavior  in  the  man  who  is  ordinarily  better  and 
more  capable  than  his  fellow-workmen,  but  to  do  so  will  certainly  and 
quickly  lead  to  jealousy,  and  that  indefinable  clannishness  which  forms 
the  dry  rot  of  a  station  force. 

From  highest  to  lowest  there  must  be  a  well-marked  grading  ot 
authority,  and  the  men  must  be  shown  that  the  object  of  this  is  not  to 
prove  one  man  more  of  a  favorite  or  better  than  another,  but  simply 
to  make  it  easy  to  settle  responsibilities,  since,  in  all  cases  of  accident 
or  emergency,  the  man  highest  in  authority  on  the  ground  is  the  man 
to  whom  all  must  look  for  orders,  and  it  must  be  known  at  once  who 
this  man  is.  This  is  not  always  an  easy  matter  to  arrange.  It  is  gov- 
erned largely  by  the  circumstances  of  the  station,  and  whether  the  men 
are  in  distinct  departments  or  not ;  so  that  to  determine  where  the 
duty  or  authority  of  one  gang  ends  and  that  of  another  begins  some- 
times requires  not  a  little  careful  study.  I  have  heard  of  a  house- 
keeper who,  when  quarrels  arose  between  servants,  would  decide  who 
was  right  or  wrong  by  simply  inquiring  where  the  quarrel  took  place. 
If  it  occurred  in  the  kitchen,  the  cook  was  in  the  right ;  if  it  occurred 
outside  the  kitchen,  the  house-maid  was  in  the  right.  In  a  large  elec- 
tric-light station  there  was,  at  one  time,  a  continual  friction  between 
the  engine  men  and  the  dynamo  men,  taking  the  form  of  disputes  as 
to  who  had  authority  to  order  the  engines  or  dynamos  started  and 
stopped.  The  dynamo  men  would  signal  for  a  particular  machine  to 
be  started  up,  knowing  that  the  engine  was  not  ready  to  run,  and  call- 
ing for  that  particular  machine  only  in  order  to  have  ground  for  com- 
plaint. Again,  the  engine  men  in  the  middle  of  a  run  would  suddenly 
shut  down  an  engine,  doing  this  when  they  knew  that  the  dynamo 
men  had  no  other  machines  ready  to  take  the  place  of  those  thrown 
out.  Both  parties  were  good  men,  who  had  become  a  little  wrong- 
headed,  since  each  thought  the  other  trenching  on  his  neighbor's 
domain.  After  some  cogitation,  the  matter  was  stopped  by  the  super- 
intendent, who  laid  down  the  law  that  the  dynamo  men  had  absolute 
authority  to  decide  which  dynamos  should  be  started,  and  when.  The 
engine  men  were  always  to  have  the  engines  ready  for  operation,  and 
must  never  refuse  to  start  them  without  good  reason,  for  which  they 
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would  be  held  responsible.  On  the  other  hand,  the  engine  men  had 
the  right,  at  any  time  when  machines  were  running,  to  shut  them 
down,  first  giving  notice  to  the  dynamo  room,  and  stating  what  other 
engine  was  in  condition  to  run.  For  this  they  were  also  to  give  good 
reason,  while  the  dynamo  men  were  expected  to  have  the  dynamos 
always  in  proper  condition  to  run,  to  prevent  useless  delay.  The 
natural  result  of  this  ruling  was  seen  in  a  few  days.  Neither  side 
could  get  the  other  into  trouble,  but  both  sides  were  very  much  on  the 
alert  not  to  be  caught  napping. 

A  careful  log  kept  in  each  department  is  practically  a  necessity. 
One  of  the  more  easily-combatted  difficulties  encountered  in  enforcing 
this  is  the  dislike  of  writing  or  figuring  by  men  unaccustomed  to  it. 
This  can  be  met  by  forms  which  are  practically  skeleton  reports,  re- 
quiring only  the  marking  of  a  number  or  a  few  words  in  places  desig- 
nated. The  fear  that  reports  are  in  some  way  a  comparative  test  of 
ability  or  diligence,  and  the  unwillingness  to  submit  to  anything  that 
looks  like  such  a  test,  is  in  exact,  but  inverse,  ratio  to  the  caliber  of 
the  individual. 

The  introduction  of  recording  meters  of  all  kinds  has  very  much 
simplified  the  question  of  records,  but  it  has  introduced  another  set  of 
machines  or  instruments  to  be  watched  and  calibrated ;  I  ke  safety 
valves,  these  meters  are  to  be  trusted  only  when  regularly  tested. 

Passing  from  the  human  to  the  mechanical  part  of  the  plant,  we 
begin  naturally  with  the  boilers.  It  is  more  in  the  boiler  room,  per- 
haps, than  in  any  other  part  of  the  plant  that  money  is  made  or  lost, 
and  mostly  between  the  coal-pile  and  the  stop  valve.  One  constantly 
hears  of  the  wonderfully-skilled  engineer  who  saves  his  salary  every 
year,  but  his  opportunities  for  waste  or  economy  are  small  beside 
those  of  the  fireman.  An  engineer  may  examine  and  readjust  a  valve 
once  a  week  to  produce  a  trifling  economy  of  steam,  but  the  fireman 
practically  makes  an  adjustment  with  every  shovelful  of  coal  he 
pitches  ;  and,  while  we  find  the  engines,  dynamos,  etc.,  all  regulating 
automatically  for  changes  of  load,  the  cases  where  automatic  regula- 
tion is  applied  to  boilers  are  comparatively  few.  Engines  can  practi- 
cally be  shut  down  at  any  moment,  and  stand  idle  for  an  indefinite 
period  without  loss ;  but  each  time  a  boiler  is  thrown  in  or  out  of 
service  there  is  waste  of  coal  and  labor  in  starting  a  fresh  fire  or 
drawing  the  old  one. 

Probably  the  most  important  item  is  the  care  regarding  feed 
water.  Water  varies  very  much  in  different  localities,  and  careful 
analysis  is  required  to  determine  just  what  means  must  be  used  to 
counteract  particularly  injurious  ingredients.  After  every  precaution, 
and  when  the  trouble  has  ceased,  it  may  appear  again  in  some  entirely 
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unexpected  way.  An  engineer  who  had  been  advised  to  use  kerosene 
in  boilers  to  prevent  scale  had  great  success  with  it  for  years,  when 
suddenly  his  boilers  began  to  scale  badly ;  after  months  of  patient  and 
wearing  investigation,  he  found  tliat  the  difficulty  was  due  to  a  gradual 
change  of  working  pressure  from  one  hundred  to  one  hundred  and 
fifteen  pounds  per  square  inch.  The  scale-making  ingredients  of 
this  particular  water  at  the  heat  due  to  the  lower  pressure  would  not 
bake  hard,  but  would  form  a  sludge  with  the  oil  and  be  easily  blown 
out,  but  at  a  slightly  higher  temperature  they  would  cake,  and  burn 
on  to  the  tubes  and  headers,  seriously  interfering  with  the  steaming  of 
the  boilers.  Scale  is  a  mild  and  open  enemy,  however,  compared 
with  pitting  and  corrosion.  After  all,  no  precautions  can  take  the 
place  of  constant,  systematic,  and  careful  inspection,  both  internal  and 
external,  of  each  boiler  in  turn,  at  times  when  the  boiler  and  its  set- 
ting are  cool  enough  for  deliberate  work. 

The  selection  of  fuel  is  no  more  of  a  problem  in  the  power  station 
than  anywhere  else,  but  the  keeping  of  a  supply  on  hand  to  guard 
against  storms,  strikes,  or  break -down  is  often  a  serious  difficulty,  par- 
ticularly if  the  fuel  called  for  by  local  conditions  is  of  a  kind  which 
deteriorates  by  keeping  or  by  exposure  to  weather,  and  is  thus  found 
unreliable  when  most  wanted.  As  the  final  proof  of  a  fuel  is  in  the 
burning,  it  is  sometimes  necessary  to  arrange  the  fuel  bins  to  hold  a 
several  days'  supply,  the  fuel  for  use  being  always  taken  from  the  bot- 
tom, and  the  new  put  in  at  the  top.  In  this  way  any  poor  fuel  de- 
livered is  speedily  found  out, — not  left  to  be  discovered  in  time  of 
distress.  It  is  also  well  to  have  duplicate  bins,  using  from  No.  i  and 
delivering  into  No.  2  until  No.  1  is  emptied,  and  then  making  this 
last  the  delivery  bin,  and  using  out  of  No.  2  until  empty ;  thus  an  ac- 
curate account  can  be  kept  of  amounts  of  each  shipment.  In  order  to 
decide  which  is  the  best  fuel,  many  things  have  to  be  considered  be- 
sides first  cost  per  ton.  A  smaller  percentage  of  ash  will  sometimes 
make  a  higher-priced  coal  the  cheaper.  A  careful  hourly  record 
should  be  kept  of  every  pound  of  coal  bumed,  and  also  of  the  output. 
In  one  station  the  firemen  were  repeatedly  detected  in  "cooking" 
the  records, — generally  by  entering  less  than  the  amount  of  fuel  used 
under  the  idea  that  this  was  in  some  way  a  proof  of  their  skill.  It 
was  a  great  puzzle  to  them  that  every  time  they  did  this  they  were  im- 
mediately tripped  up.  They  were  not  versed  in  the  mysteries  of  "  fuel 
per  unit  of  output,"  which  the  manager  worked  out  from  the  dynamo- 
room  records,  and  so  they  would  occasionally  hand  in  reports  showing 
efficiencies  of  more  than  one  hundred  per  cent. 

The  many  serious  accidents  from  explosions  of  steam  pipes  sug- 
gests the  use  of  a  number  of  moderate-sized  mains  rather  than  one 
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or  two  very  large  ones.  Among  awkward  accidents  arising  from  want 
of  foresight  in  design  may  be  cited  a  case  where  a  large  valve  in  a 
steam  main  was  shut  down  while  some  changes  were  made  in  pipe  con- 
nections ;  when  the  time  came  to  again  start  up  the  machines  on  the 
other  side  of  this  valve,  it  was  found  impossible  to  do  so,  owing  to 
the  pressure  upon  the  valve  itself.  After  applying  force  till  it  was 
feared  that  the  valve  might  be  broken  by  greater  strain,  a  spare  boiler 
had  to  be  fired  up  in  order  to  equalize  the  pressure  on  both  sides  of 
the  valve,  and  allow  of  its  being  opened.  The  consequence  of  not 
having  a  by-pass  around  that  particular  valve  had  been  overlooked, 
as  it  had  originally  been  placed  in  the  line  for  use  only  in  case  of  ex- 
tension. 

Those  who  travel  on  an  ocean  steamer  often  wonder  at  the  per- 
fection of  engines  which  run  for  days  and  weeks  together  without  a 
stop.  The  marine  engine,  however,  generally  gets  a  pretty  thorough 
examination  and  a  partial  overhauling  at  the  end  of  every  trip,  and 
in  an  emergency  can  always  be  slowed  down  or  stopped  for  a  few 
minutes  or  hours ;  the  engine  in  the  power-house,  however,  must  go 
on  ;  slowing  is  as  bad  as  a  stop.  Moreover,  the  time  for  repairs  is 
generally  very  short ;  as  many  as  possible  spare  interchangeable  parts 
must  be  in  readiness  for  needed  substitution.  No  care  is  too  great  to 
give  the  engine  while  in  operation. 

There  are  fashions  in  engineering  as  well  as  in  dress,  and  both 
move  in  cycles.  The  earlier  electric-light  stations  generally  consisted 
of  small  dynamos  driven  by  independent  high-speed  engines  ;  when 
the  reaction  set  in  against  these  on  the  score  of  economy,  large  en- 
gines driving  through  shafting  and  countershafting  became  popular. 
The  increased  trouble  due  to  belting,  and  the  evolution  of  larger  and 
larger  dynamos,  turned  design  into  the  original  channel  of  direct- 
belted  units.  With  the  power  dynamo  came  the  new  difficulty  of  con- 
stant and  heavy  changes  in  load,  until  in  many  cases  the  duty  of  a 
power-house  engine  became  a  compound  of  steamship  and  rolling 
mill.  The  only  radical  cure  lay  in  direct  coupling,  coming  back 
after  all  to  the  direct-driven  steam  dynamo,  the  type  installed  in  the 
first  large  station  built, — that  of  the  Edison  Company  in  New  York. 

It  used  to  be  that  the  dynamos  were  the  most  delicate,  the  least 
understood,  generally  the  most  tricky,  and  the  most  exacting  things 
in  a  station.  This  was  very  largely  due  to  poor  mechanical  design 
and  inferior  work.  Now  the  dynamos  require  as  little  attention  as 
anything  about  the  plant.  To  keep  them  clean  and  dry  and  their 
bearings  oiled  is  all  that  is  needed  ;  when  anything  does  go  wrong, 
however,  there  is  a  deal  of  trouble.  The  worst  troubles  to  deal  with 
in  a  dynamo  are  those  which  occur  deep  in  the  interior;  many  can- 
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not  be  observed  except  when  work  is  being  done.  The  cultivation 
of  a  habit  of  close  observation  is,  therefore,  valuable,  but  it  is  difficult 
to  impress  upon  men  that  things  which  in  themselves  are  so  slight  as 
hardly  to  be  seen  may  be  the  symptoms  of  a  serious  disorder. 

A  new  danger  has  been  introduced  with  the  advent  of  electric 
transmission — the  enormous  amount  of  power  which  may  be  concen- 
trated and  let  loose  at  a  point  apparently  safe.  In  a  boiler  or  engine 
room  the  presence  of  the  machinery  naturally  gives  the  impression  of 
a  large  force  close  at  hand,  but  a  copper  rod,  perfectly  quiet  and 
harmless-looking,  gives  no  idea  of  the  terrible  destruction  it  can  work. 

It  is  the  necessity  for  continuous  service  at  all  costs  which  brings 
the  greatest  strain  upon  the  superintendent.  Boilers  may  leak,  valves 
may  break,  engines  may  knock,  journals  may  heat,  but  the  plant  must 
go  on.  He  has  to  consider,  on  the  one  hand,  his  duty  to  the  public, 
who  will  suffer  great  inconvenience  and  loss  if  he  shuts  down,  while, 
on  the  other  hand,  he  may  be  endangering  the  lives  of  his  employees. 
Of  course,  the  matter  is  simplified  if  the  failure  of  lights  or  power 
would  endanger  the  public,  since  there  can  be  no  choice  between 
risking  the  lives  of  many  and  helpless  people  and  those  of  a  few 
skilled  men  knowing  their  danger  and  able  to  take  all  possible  pre- 
cautions. Fortunately  the  dilemma  occurs  less  and  less  frequently, 
its  very  seriousness  having  early  attracted  attention  to  it;  but  it 
comes  often  enough  in  one  shape  or  another  to  form  a  decided  factor 
in  nervous  strain. 
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By  Percival  Robert  Moses. 
I. 

THE  attention  of  architects,  engineers,  and  owners  has  been  per- 
sistently directed  to  the  question  of  comparative  economy 
of  a  central-station  supply  for  light  and  power  and  a  similar 
supply  from  a  private  or  so-called  "  isolated  "plant  in  the  building  to  be 
equipped.  Articles  pro  and  con  have  been  published,  containing 
conclusions  based  on  theoretical  conditions  of  amount  of  coal  per 
horse  power  hour,  cost  of  labor,  water,  oil,  etc.  I  herewith  present  a 
comparison  of  the  various  items  making  up  the  total  cost,  as  well  as 
the  final  amounts,  in  installations  with  an  isolated  plant,  and  the 
corresponding  items  and  totals  in  buildings  obtaining  their  supply 
from  central  stations.  The  data  have  been  obtained  from  the  super- 
intendents, engineers,  and — in  many  cases — owners  of  the  buildings, 
and  I  think  they  may  be  relied  upon  absolutely.  The  names  are 
withheld  for  obvious  reasons.  In  most  cases  they  may  be  obtained  by 
anyone  wishing  to  investigate  the  results. 

The  comparisons  instituted,  to  be  of  value,  must  relate  to  build- 
ings similar  in  character,  size,  and  relative  situation.  For  conven- 
ience in  tabulating  and  reference  the  installations  have  been  divided 
into  groups. 

First :  hotels,  where  a  continuous  service  in  most  of  the  depart- 
ments is  required. 

Second  :  apartments,  where  the  service  is  continuous  in  some 
branches  and  intermittent  in  others. 

Third:  office- buildings  (generally  with  ten-hour  service). 

Fourth:  restaurants,  clubs,  etc.,  where  the  service  is  special  in 
character,  and  each  case  must  be  individualized. 

Fifth :  buildings  where  the  service  is  intermittent,  with  large 
maximum  and  small  average  load. 

These  groups  do  not  include  all  the  varieties  of  buildings  con- 
structed, but  the  classes  are  sufficiently  broad  and  distinct  to  enable  an 
engineer,  architect,  or  owner  to  place  his  proposed  building  in  one 
of  them,  and  thus  obtain  an  approximate  estimate  of  the  operating  cost 
of  an  isolated  plant  under  ordinary  working  conditions,  and  also  of 
the  cost  of  a  similar  supply  from  the  central  station. 
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In  collating  these  statistics,  many  other  points  of  interest  were 
brought  out,  such  as  the  relative  advantage  of  the  different  sizes  of  coal, 
the  economies  resulting  from  the  use  of  gas  engines,  storage  batteries, 
exhaust  steam,  etc.,  which  can  only  be  briefly  mentioned  here.  For 
example,  it  was  proved  that  small  sizes  of  coal  give  better  results, 
weight  for  weight,  than  the  larger  sizes,  if  burned  in  suitable  furnaces  ; 
that  gas  engines  show  large  economies  where  the  heating  of  the  building 
'  is  a  small  factor  ;  and  that  storage  batteries  offer  inducements  where 
the  service  fluctuates  largely,  and  in  small  installations  where  low- 
pressure  steam  for  heating,  dryers,  etc.,  is  required  during  the  day. 

In  the  class  of  buildings  first  considered — hotels — the  service  is 
severe  and  continuous.  Steam  is  necessary  in  large  quantities,  irre- 
spective of  the  requirements  of  a  lighting  plant,  for  heating,  steam- 
mangles,  drying-rooms,  auxiliary  engines,  pumps,  elevators,  and 
kitchen.  A  trained  engine- room  staff  is  necessary,  and  usually  con- 
sists of  a  chief  engineer,  two  assistants,  and  firemen.  In  the  larger 
hotels  steam  fitters,  plumbers,  and  brick  and  tile  layers  are  also  em- 
ployed. The  addition  of  a  lighting  plant  renders  advisable  the  em- 
ployment of  a  dynamo  tender.  The  fuel  cost  is  but  slightly  increased 
by  the  summer  illuminating  requirements.  Therefore  the  central  sta- 
tion service  cannot  profitably  compete  in  economy  with  the  isolated 
plant.  That  numerous  hotels  continue  to  use  the  central -station  ser- 
vice is  a  remarkable  example  of  the  conservatism  of  capital ;  specious 
arguments,  uncertainty  of  tenure,  and  lack  of  definite  figures  have  pre- 
vented the  proprietors  from  fully  realizing  the  enormous  amounts 
wasted. 

Referring  to  Table  I, — hotels  1  and  2  are  old  hotels,  similar  in  size 
and  in  character  of  business.  In  the  first,  broken  coal  is  employed, 
the  boilers  carrying  80  pounds,  pressure,  used  directly  on  the  radiators 
without  any  reducing  valve.  In  addition  to  the  heating,  steam  is  sup- 
plied te  kitchen,  laundry,  two  elevators  (one  hydraulic  high-speed 
and  one  steam  freight),  a  slow-speed  20-h.  p.  laundry  engine,  and 
pumps.  The  cost  of  coal  averages  $24.10  per  day.  There  are  two 
engineers,  two  firemen,  and  one  oiler,  and  the  cost  of  fuel  (coal),  oil, 
water,  and  labor  is  $13,000  per  year.  The  bills  for  lighting  (gas  on 
all  floors,  except  the  ground  floor,  which  has  electric  lights)  aggre- 
gate $11,000  per  year.  In  the  parallel  case,  No.  2,  pea  coal  is  used, 
at  about  two-thirds  the  price  of  the  furnace  coal.  Ice  is  made  on  the 
premises,  and  refrigeration  supplied  to  the  store-rooms.  The  hotel  is 
lighted  night  and  day,  and  steam  is  furnished  to  laundry,  kitchens, 
etc.,  and  to  one  hydraulic  combination  freight  and  passenger  elevator. 
The  cost  of  fuel,  labor,  and  repairs  is  less  than  $10,500  per  year. 

In  these  two  buildings  the  labor  employed  is  equal  in  cost  and 
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number  of  hands ;  the  fuel  charge  is  smaller  in  the  latter,  notwith- 
standing the  greater  amount  of  work  done.  This  is  due  primarily  to- 
the  use  of  cheaper  coal,  the  exhaust  system  of  heating,  and  the  utili- 
zation of  the  exhaust  steam  in  numerous  ways.  By  efficient  engine- 
room  management  and  the  employment  of  an  isolated  plant, — not- 
withstanding its  old  style, — the  heating,  elevator-service,  lighting,  and 
refrigeration  in  the  second  case  are  obtained  for  less  than  the  cost  of  the 
fuel  and  labor  in  the  first.  The  central  station  and  gas  companies  to- 
gether charge  $11,000  for  lighting.  The  cost  of  the  ice  is  more  than 
$3,000  per  year.  These  items  constitute  a  needless  waste,  which  must  be 
charged  to  the  profits  of  the  business.  The  other  similar  cases — 3  and  4 
in  Table  1 — show  the  same  causes  and  effects.  In  neither  of  the  build- 
ings (Nos.  2  and  4)  having  isolated  plants  are  any  extra  book  keepers 
or  superintendents  engaged  ;  in  each  case  the  exhaust  steam,  after  pass- 
ing through  the  heating  system,  is  trapped  back  into  the  boiler  without 
any  ill  effects,  in  apparent  contradiction  to  the  assertion  made  by  Mr. 
R.  S.  Hale  in  The  Engineering  Magazine  for  February,  1897,. 
that  such  a  proceeding  is  "impracticable."  The  depreciation  on 
plants,  such  as  those  described,  amounts  to  less  than  ten  per  cent.,  for 
in  half  a  dozen  similar  buildings  plants  have  been  running  eight  or 
ten  years  and  are  apparently  in  good  condition. 

In  each  case  the  saving  effected  in  one  year  was  equal  to  the 
cost  of  installation,  including  in  the  cost  of  operation  the  interest  and 
depreciation,  and  excluding  the  saving  produced  by  the  choice  of 
fuel  Numbers  5  and  6  in  Table  1  represent  very  successful  hotels. 
Their  prices  are  moderate,  and  both  cater  to  a  transient  class,  although 
No.  6  has  also  a  large  residence  patronage.  No.  6  uses  fifty  per  cent, 
more  lights  than  No.  5  ;  it  has  three  elevators,  instead  of  two,  runs  a 
laundry  for  two  hotels, .  and  makes  its  own  ice.  The  plant  is  old- 
fashioned  and  much  cramped  ;  the  boilers  are  old,  as  are  also  the  ele- 
vators. Notwithstanding  these  conditions,  the  cost  of  running  the 
plant  of  No.  6  is  $16,000  a  year  less  than  the  cost  of  running  No.  5. 
One  eighth  of  this  difference,  $3,000,  is  accounted  for  by  the  use,  in 
No.  5,  of  broken  coal  at  $4.50  per  ton,  while  No.  6  burns  pea  coal  at 
$3.00.  No.  5,  having  no  lighting  and  refrigerating  plant,  uses  live 
steam  for  heating  and  for  laundry  appliances. 

The  labor  in  No.  5  costs  $100  a  month  less  than  that  of  No.  6.. 
By  not  having  a  plant  for  lighting  and  refrigeration,  hotel  No.  5  has, 
therefore,  saved  $1,200  a  year  on  labor.  Deducting  this  from  the  $2,000 
per  year  credited  in  hotel  No.  6  to  coal  account,  there  still  remains- 
more  than  $15,000  a  year,  which  can  be  due  only  to  the  difference  in 
the  cost  of  light  and  ice  from  the  central  supply  as  compared  with  the 
cost  of  manufacturing  these  products  on  the  premises. 
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In  No.  6  the  excess  chargeable  to  the  labor  account  was  $1,200  a 
year.  The  coal  chargeable  to  the  lighting  account  may  be  roughly 
assumed  to  be  the  difference  in  the  actual  number  of  tons  burned  in 
each  case.  The  coal  cost  is,  on  this  basis,  $4,400  per  year  for  the 
ice-making,  refrigerating,  and  electric-lighting  plant.  The  additional 
charges  for  water  tax,  oil,  waste,  and  sundries  for  No.  6  do  not  exceed 
£200  a  year  ;  so  that  we  can  positively  determine  the  cost  of  operating 
the  electric-lighting  and  refrigerating  portions  of  the  plant  to  be  less 
than  $7,000  per  year.  This  does  not  include  depreciation  charges, 
which  average  ten  per  cent,  annually.  No  emergency  supply  (gas  or 
electricity)  from  central  stations  is  provided. 

The  lighting  obtained  from  the  central  station  and  from  the  gas 
company  costs,  in  hotel  No.  5,  more  than  $17,000,  and  the  ice  from 
$3,500  to  $4,000  per  year,  making  the  total  cost  for  light  and 
refrigeration  about  $21,000  per  year  in  this  hotel,  in  contrast  with 
the  $7,000  per  year  for  the  isolated  plant  of  hotel  No.  6, — a  saving  of 
sixty-six  per  cent.  In  this  case  the  saving  that  would  be  produced  in 
hotel  No.  5  by  the  installation  of  a  plant  for  lighting  and  refrigerating 
would  pay  for  the  plant  in  eight  months ;  it  would  pay  for  the  com- 
plete installation,  including  wiring  and  fixtures,  in  less  than  fifteen 
months. 

Hotel  No.  8  is  nearly  double  the  size  of  No.  5.  It  has  a  lighting, 
heating,  and  refrigerating  plant,  and  six  elevators.  The  cost  of 
operating  and  maintaining  is  $14,000  less  per  year  than  that  of  hotel 
No.  5.  Hotel  No.  5  is  not  an  unusual  case,  and  other  hotels  of  like 
size  will  show  similar  results. 

Next  in  order  of  consideration  is  Group  II,  comprising  apartment- 
houses.  In  this  class  the  question  of  economy  of  operation  yields 
the  position  of  prime  importance  to  the  question  of  the  policy  of  in- 
cluding light  and  refrigeration  in  the  rental  charges.  If  the  light  is 
to  be  paid  for  by  the  tenants  directly,  the  isolated  plant  should  not 
be  installed,  irrespective  of  other  economical  conditions,  as  the  ten- 
ants will,  in  time,  demand  free  service.  If  the  contrary  is  the  case, 
it  is  invariably  advisable  to  generate  the  current  on  the  premises  in 
houses  containing  more  than  ten  apartments. 

The  usual  method  in  New  York  apartment-houses  is  to  give  light 
"  free  "  until  twelve  or  one  o'clock,  after  which  the  tenants  pay 
directly  for  what  they  use.  In  many  of  these  houses  gas  is  used 
as  fuel  in  the  kitchen,  and  the  slight  increase  in  the  gas  bills  for  light- 
ing is  unnoticed.  A  number  of  the  more  modern  apartments  include 
refrigeration  as  well  as  illumination,  heating,  and  elevator-service  in 
the  rent.  The  cost  of  operating  a  refrigerating  plant  is  not  large 
when  the  plant  is  used  in  connection  with  the  rest  of  the  service,  and 
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the  annoyance  incident  to  the  handling  of  ice  is  avoided ;  whether  the 
rental  returns  are  increased  thereby  is  still  a  moot  question.  A 
large  apartment-house  is  subject  to  the  same  problems  as  a  hotel,  ex- 
cept as  to  the  kitchen  requirements.  The  service  must  be  continuous, 
but,  tenants  being  fewer,  it  is  less  severe  and  costly.  The  departure 
in  summer  of  from  two-thirds  to  five-sixths  of  the  tenants  is  an  im- 
portant factor  in  the  yearly  coal-consumption. 

Table  No.  2  contains  statistics  of  ten  houses  selected  from  twenty 
as  most  fitted  for  purposes  of  comparison.  The  remainder  show 
similar  results. 

In  the  table,  the  "average  load"  column  shows  the  number  of 
lights  generally  burning  during  the  day  (D)  or  night  (N)  during  the 
winter  months.  The  fuel  includes  coal,  oil,  and  water.  In  the  column 
"Plant  Operation"  "P"  refers  to  operation  of  plant ;  "L"  to 
cost  of  central  light  and  power  service.  In  column  "Heating  Sys- 
tem "  direct  pressure  means  employment  of  live  steam  directly  in 
radiators.    Exhaust  is  self-explanatory,  as  are  the  other  columns. 

Starting  the  comparison  with  large  apartment-houses  about  one 
hundred  feet  square  and  seven  stories  in  height,  and  comparing  apart- 
ment No.  1  with  No.  2  £>r  No.  3)  we  find  that  the  coal  bills, 
averaged  for  the  year,  are  practically  the  same,  but  the  labor  is  in- 
creased by  one  man  at  $40  per  month  in  No.  2.  In  No.  1  the  heating 
is  done  directly  by  low-pressure  steam ;  in  No.  2  by  exhaust  steam 
(with  additional  live  steam  in  very  cold  weather,  perhaps  a  dozen 
times  during  the  season).  Nos.  1  and  2  have  two  hydraulic  elevators 
each.  No.  3  has  three.  No.  1  uses  broken  coal  at  $4.25  a  ton; 
Nos.  2  and  3  use  pea  coal  at  $3.00.  Deducting  the  actual  number 
of  tons  of  coal  burned  in  No.  1  from  the  amount  used  in  No.  2,  to 
roughly  determine  the  coal  required  for  the  operation  of  the  lighting 
plant  in  No.  2,  the  annual  difference  is  found  to  be  130  tons. 

At  $3  a  ton,  this  amounts  to  $390  a  year.  The  oil  cost  in  the 
two  plants  is  not  noticeably  different,  and  the  number  of  lamps  used 
is  the  same.  The  additional  water-tax  in  No.  2  is  $35  per  year. 
The  fuel  cost  is,  therefore,  $420  and  the  extra  labor  $480  per  year, 
being  an  operating  cost  of  $900  per  year  with  an  additional  charge  of 
$300  a  year  for  depreciation  and  repairs,  thus  making  a  total  of 
$1,200  a  year  as  the  cost  of  operating  and  maintaining  such  an  elec- 
tric plant  in  connection  with  the  steam  plant.  The  average  lighting 
current  in  Nos.  2  and  3  is  250  amperes  or  500  lights,  and  the  average 
time  of  burning  is  five  hours, — a  total  of  2,500  lamp-hours  per  day. 
The  cost  of  this  amount  of  current  from  the  central  station  at  one 
cent  (list)  per  lamp-hour,  and  fifty  per  cent,  discount,  would  be 
$12.50  per  day,  $380  a  month,  or  $4»56o  a  year.     The  saving  pro- 
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duced  by  the  operation  of  these  plants  in  Nos.  8  and  9  paid  for  them 
in  less  than  a  year  in  each  case. 

Apartment  houses  Nos.  4  and  5,  Table  II,  offer  a  good  basis  for 
comparison  of  two  smaller  buildings.  Each  contains  fourteen  apart- 
ments and  one  hydraulic  elevator,  and  maintains  a  continuous  service. 
No.  5  has  one  hundred  more  lights  than  No.  4,  and  burns  these  a 
longer  (average)  time  each  day.  Notwithstanding  the  use  of  a  pri- 
vate lighting  plant  and  the  increased  lighting  requirements,  the  coal 
cost  in  No.  5  is  less  than  the  coal  cost  in  No.  4.  This  difference— 
$7.50  a  month— about  pays  for  the  extra  oil,  water,  and  waste  used  in 
No.  5. 

The  lighting  of  the  halls  and  janitor's  rooms  of  No.  4  is  at  the  cost 
of  the  owner.  The  average  per  month  during  1896  was  more  than 
$40,  while  for  No.  5  (only  a  few  lights  during  the  day  when  the  plant 
is  not  run)  the  average  was  less  than  $10.  The  labor  costs  $60  a 
month  less  in  No.  4  than  in  No.  5.  The  repairs  are  all  made  by  the 
engine-room  staff  in  No.  5,  and  have  not  amounted  to  $25  in  cash  dur- 
ing the  four  years  the  plant  has  been  in  operation  ;  so  that  factor  is 
immaterial.  The  depreciation  of  the  machinery  averages  less  than  ten 
per  cent,  on  cost  of  plant,  or  $250  a  year.  This  makes  the  total  cost 
chargeable  to  the  isolated  plant  of  No.  5  :  labor,  $720 ;  fuel,  $250  ; 
and  depreciation,  $250, — a  total  of  $1,220  a  year,  from  which  must 
be  deducted  the  extra  hall-lighting  cost  of  No.  4, — viz.,  $360  a 
year,  showing  the  actual  extra  cost  imposed  by  the  operation  of  a  pri- 
vate electric  plant  in  this  case  to  be  $860  a  year.  The  cost  of  the 
lighting  in  this  building,  if  supplied  from  the  central  station,  would  be 
more  than  $3,000  with  the  rates  at  *4  cent  per  lamp-hour  during  nine 
months,  and  %  cent  during  the  three  months  in  which  half  as  many 
lamps  would  probably  be  lighted. 

The  difference  in  the  cost  of  supplying  light  to  buildings  similar  in 
size  to  Nos.  4  and  No.  5,  if  supplied  from  a  private  plant  instead  of 
from  a  central  station,  would  pay  for  the  plant  in  a  little  more  than 
one  year. 

A  system  combining  the  use  of  electric  elevators,  pumps,  and  lights 
operated  from  a  central  station,  and  low-pressure  boilers  for  heating, 
has  been  strongly  advocated.  No.  9  has  such  a  system,  and  No.  10, 
although  larger,  offers  a  good  basis  for  comparison. 

These  houses  are  built  in  the  best  possible  manner,  and  are  fitted 
with  all  modern  conveniences  j  the  rents  vary  from  $1,000  to  $2,000. 
Each  has  twenty-eight  suites,  and  maintains  continuous  service.  No. 
10  has,  in  addition,  a  refrigerating  plant  supplying  all  the  ice-boxes 
throughout  the  building.  The  lighting  requirements  are  also  greater. 
Beside  the  house-lighting,  (identical  with  that  of  No.  9)  four  large 
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stores  and  a  large  hall  are  lighted  half  the  night  and  part  of  the  day. 
No.  9  has  two  electric  elevators.  No.  10  has  one  hydraulic  elevator. 
No.  9  uses  low-pressure  steam  for  heating.  No.  io  heats  entirely  by 
exhaust,  and  all  returns  lead  to  the  boiler.  No.  9  employs  two  fire- 
men all  the  year.  No.  10  employs  three  engineers.  No.  9  purchases 
its  light  and  power  (for  two  elevators  and  one  pump)  from  an  apart- 
ment-house near  by.  No.  10  has  its  own  plant.  No.  9  uses  3-4  of  a 
ton  of  pea  coal  per  day.  No.  10  uses  3).:  tons  of  buckwheat  coal  per 
day.  The  wages  paid  in  No.  9  are  $70  a  month  less,  and  the  fuel 
cost  is  $6.38  per  day  less,  than  in  No.  10, — a  difference  of  $3,140  per 
year.  No.  9  pays,  in  addition,  more  than  $550  a  month  for  its  light 
and  power,  the  rates  being  the  same  as  those  of  the  Edison  Illumin- 
ating Co.  The  ice  is  bought  by  the  tenants.  No.  10,  therefore,  ob- 
tains its  heating,  light,  power,  and  refrigeration  for  $3,600  a  year  less 
than  No.  9.  This  difference  will  more  than  pay  for  the  plant  required 
in  one  year.    The  large  apartments  show  similar  results. 
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By  Thomas  Toiigf. 

THE  area  of  Arizona  ( 1 13,000  square  miles)  is  exceeded  in  size 
in  the  United  States  only  by  California,  Montana,  Texas, 
New  Mexico,  and  Alaska.  Its  area  is  larger  than  that  of 
Connecticut,  Delaware,  Massachusetts,  New  Hampshire,  New  Jersey, 
New  York,  Rhode  Island,  and  Vermont  combined.  The  United 
States  land  office  credits  the  territory  with  49,000,000  acres  (more 
than  76,000  square  miles)  of  rainless  region,  where  crops  cannot  be 
produced.  It  is  no  wonder,  therefore,  that  the  eleventh  United  States 
census  (1890)  gives  the  population  of  Arizona  at  59,620  (exclusive 
of  Indians),  which  subsequent  immigration,  however,  has  nearly 
doubled. 

By  artificial  irrigation  nearly  2,000,000  acres  have  already  been 
brought  under  cultivation  in  the  territory,  and  additional  irrigation 
enterprises  are  under  way.  Wherever  irrigation  is  possible,  the 
natural  climate,  giving  perpetual  sunshine  and  absence  of  snow  and 
frost,  affords  twelve  months  of  growing  season,  and  phenomenal  crops 
of  cereals,  forage  plants,  vegetables,  and  fruits.  A  man  can  spend 
one  day  at  his  mine,  and  the  next  day  "under  his  own  vine  and  fig 
tree." 

Arizona  is  rich  in  minerals, — gold,  silver,  copper,  lead,  iron,  man- 
ganese, coal,  etc., — not  less  than  40,000,000  acres  being  classified  as 
mineral-bearing.  The  total  value  of  the  output  of  gold,  silver,  and 
copper  during  the  last  twenty  years  was  about  $120,000,000. 

The  annual  reports  of  the  United  States  mint  at  Washington  for 
the  last  four  years  credit  Arizona  as  follows  : 


)•(■(/ r.                oiiik<'>,  ounces,  pounds,  |«>un(ls, 

go/ii.  sH-.rr.  <of>fwr.  lead. 

1893               58.9'i  2,544,131  44.251,283  3,285,992 

1594  9<>.3«3  '.539.453  31,102.400  2,625,000 

1595  93,580  1,170.193  29,930,046  i,79o.M9 
H96             134,344  9<>3,5«3  43.334,520  1.026,500 


The  chief  region  of  metalliferous  minerals  and  mines  commences 
on  the  north-west,  in  Mojave  county,  at  the  sharp  bend  of  the  Colorado 
river  at  Callville,  and  extends  south  eastward  diagonally  across  the 
territory  for  nearly  five  hundred  miles  in  a  broad  belt  of  high  and 
rugged  mountains,  including  the  Kradshaw,  the  Mazatzals,  the  White, 
the  Apache  and  Pinal,  the  Santa  Catalina,  the  Santa  Rita,  the 
Huachucha,  and  the  Chiracahua  mountains.     The  chief  towns,  min- 
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ing  camps,  and  mining  districts  are  found  along  or  upon  the  margin  of 
this  broad  central  belt.  Commencing  at  Callville  on  the  Colorado 
river,  we  have  in  south  easterly  succession  Mineral  Park,  Hillside, 
Congress,  Jerome,  Prescott,  Phoenix,  Florence,  Pinal,  Globe,  Mam- 
moth, Tucson,  Tombstone,  Bisbee,  Pearce,  Arivaca,  and  Oro  Blanco. 
The  I,ongfellow  copper  mines  and  others,  of  Clifton,  lie  upon  the 
north-eastern  border  of  the  belt,  while  upon  the  south  western  border 
we  find  the  celebrated  districts  of  Harquahala,  Weaver,  Vulture,  and 
many  other  districts.  Passing  further  westward,  we  come  upon  the 
lava  or  Piedmontese  region  of  broad  and  extensive  valleys  and  plains, 
broken  by  numerous  isolated  ridges  and  ranges,  all  trending  north-west 
and  south-east,  parallel  with  each  other  and  with  the  main  central  axis 
of  mountains.  These  mountain  ranges  and  valleys  fill  out  the  area  of 
the  territory  to  the  Colorado  river  on  the  west  and  Mexico  on  the 
south.    They  are  all  mineral-bearing. 

The  ancient  district  of  Castle  Dome,  celebrated  for  its  beautifully- 
formed  veins  of  argentiferous  lead  ores,  lies  al>out  twenty  miles  north 
of  Yuma,  in  the  extreme  south-west  of  Arizona.  Silver  districts  with 
very  large  veins  carrying  silver  ore  adjoin  Castle  Dome  at  the  north, 
and  there  is  a  continuous  series  of  mining  camps  and  locations  of 
gold,  silver,  and  copper  ores  northward  along  the  Colorado  river  to 
I  .a  Paz,  Khrenberg,  Bill  Williams  Pork,  Mojave,  and  beyond. 

The  territory  is  subdivided  into  twelve  counties, —  viz..  Apache, 
Cochise,  Coconino,  Gila,  Graham,  Maricopa,  Mojave,  Navajo,  Pima, 
Pinal,  Yavapai,  and  Yuma.  Apache  and  Navajo  have  not  as  yet  de- 
veloped mineral  resources  to  any  appreciable  extent. 

Cochise  county  (population,  6,500;  area,  6,792  square  miles)  is 
traversed  by  the  Southern  Pacific  railroad  and  the  New  Mexico  K:  Ari- 
zona railroad,  and  is  one  of  the  leading  mining  counties  of  the  territory. 

Bisbee  is  one  of  the  most  prosperous  districts  in  Arizona,  and  is 
purely  a  copper  producer,  the  largest  properties  being  owned  by  New 
York  capitalists  under  the  name  of  the  Copper  Queen  Mining  Com- 
pany. The  company  runs  four  blast  furnaces,  smelting  about  four 
hundred  tons  of  ore  per  twenty-four  hours,  the  product  being  matte, 
which  in  turn  is  "  bessemerized,"  or  treated  by  the  pneumatic  method 
in  two  stands  of  trough  converters  of  what  is  known  as  the  Copper 
Queen  or  Williams  type.  The  converters  give  a  product  assaying 
99.2  per  cent,  fine  copper,  which  is  shipped  as  fast  as  made.  For  the 
year  ending  June  30,  1896,  10,492  tons,  or  20,984,510  pounds,  of 
bessemer  pig  copper,  averaging  99.2  per  cent,  fine,  was  produced, 
which  amount  will  be  exceeded  in  the  year  ending  June  30,  1897. 
About  eight  hundred  men  are  employed  in  the  mines  and  at  the  smelt- 
ing works. 
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Tombstone,  on  the 
west  side  of  the  Dragoon 
mountains,  is  a  purely 
silver  and  gold  district 
— mostly  silver.  Once 
having  a  population  of 
12,000  people,  it  has 
now  little  more  than 
1,000  inhabitants,  in 
consequence  of  the  fall 
in  the  price  of  silver 
and  the  closing  down 
of  the  silver  mines.  The 
mines  are  still  there, 
however,  and,  if  silver 
ever  advances  to  any- 
thing like  former  prices, 
there  will  be  correspon- 
dingly renewed  activity 
in  the  locality.  At  pres- 
ent there  are  about  one 


hundred  men  "  chloriding," — /*.  e.,  taking  leases  of  mines  or  portions 
of  mines,  subject  to  royalties  varying  with  the  value  of  the  ore,  and  tak- 
ing out  such  of  the  silver  ore  as  is  rich  enough  to  ship  to  the  smelter, 
leaving  the  lower-grade  ore  either  in  the  mines  or  on  the  dumps. 
Probably  the  largest  local  company  is  the  Tombstone  Mining  and 
Milling  Company,  representing  New  Kngland  and  Philadelphia  capital. 
This  property  has  a  past  production  record  of  several  millions  of  dol- 
lars, but,  at  present,  operations  are  suspended,  and  only  about  a  do/en 
men  are  employed.    Other   local   comjKinies  are   the  Contention 
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Company,  representing  San  Francisco  capital  ;  the  Grand  Central 
Company,  representing  eastern  capital ;  and  the  Empire  Company, 
representing  New  England  capital. 

Pearce,  about  twenty-five  miles  east  of  Tombstone,  on  the  eastern 
slope  of  the  Dragoon  mountains,  has  in  about  two  years  developed 
into  a  promising  producer,  although  not  much  development  work  has 
yet  been  done.  Rich  ore  was  found  in  one  place  at  grass  roots.  The 
leading  property  is  the  Commonwealth  Mine,  belonging  to  the  Com- 
monwealth Mining  and  Milling  Company,  capitalized  at  $2,000,000, 
mostly  Philadelphia  capital.  On  this  property  there  is  a  300-foot 
shaft,  and  about  2,700  feet  of  levels.  This  mine  has  large  bodies  of 
rich  ore  which  has  to  be  hauled  fifteen  miles  to  the  nearest  railroad 
point,  Cochise,  on  the  Southern  Pacific  railroad,  and  is  thence  shipped 
at  the  rate  of  several  cars  per  day,  over  one  thousand  miles,  to  the 
smelters  at  Pueblo,  Colorado,  the  railroad  frieght  alone  being  $11.7^ 
per  ton.  The  veins  are  large,  and  the  croppings  extend  for  more 
than  half  a  mile.  Professor  R.  A.  F.  Penrose  (who  occupies  the  chair 
of  economic  geology  of  the  University  of  Chicago,  and  who,  with 
Dr.  Whitman  Cross,  prepared  The  Pike1 s  Peak  Folio  and  The  Geology 
and  Mining  Industries  of  the  Cripple  Creek  District  issued  by  the 
United  States  geological  survey)  is  president  of  this  company.  Pro- 
fessor William  P.  Blake,  director  of  the  Arizona  School  of  Mines,  says 
of  this  mine  :  "  It  is  another  example  of  the  great  amount  of  mineral 
wealth  lying  dormant,  awaiting  the  prospector  and  the  aid  of  capital. 
The  croppings  have  been  known  for  years,  but,  being  in  the  low  val- 
ley land  and  conveniently  under  foot  and  crossed  by  trails,  they  were 
disregarded  and  neglected  until  assays  revealed  the  importance  of  the 
ore." 

Coconino  county  (population  about  5,000)  is  traversed  by  the  At- 
lantic &  Pacific  railroad,  and  by  the  Grand  Cafion  of  the  Colorado. 
It  has  extensive  deposits  of  coal,  as  yet  only  partially  developed,  and 
quarries  of  superior  red  sandstone.  The  nine-story  Brown  Palace 
Hotel,  Denver,  was  built  of  this  stone,  hauled  nearly  one  thousand 
miles  by  railroad.  The  Grand  Cafion  of  the  Colorado  merits  special 
mention.  The  Colorado  river  is  formed  in  southern  Utah  by  the  con- 
fluence of  the  Green  river  and  the  Grand  river,  and  flows  southward 
until  it  reaches  the  Gulf  of  California,  two  thousand  miles  from  its 
principal  source.  It  drains  a  territory  of  300,000  square  miles.  For 
hundreds  of  miles  it  flows  through  an  appalling  fissure  at  the  foot  of 
stupendous  cliff  terraces,  down  which  descent  can  be  made  only  at  in- 
tervals of  many  miles,  and  then  usually  with  considerable  danger.  No 
photograph  will  ever  give  a  sense  of  the  immensity  of  this  wonderful 
phenomenon,  and  the  most  stupendous  portions  of  the  canon  afford  no 
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coign  of  vantage  for  the  effective  utilization  of  the  camera.  What  is 
known  to  geologists  as  the  Grand  Canon  district  is  mostly  in  Coconino 
county,  the  total  vertical  depth  of  the  chasm  being  more  than  a  mile. 
Recently  much  attention  has  been  attracted  by  the  mineral  discoveries 
along  the  Grand  Carton,  which  include  gypsum,  asbestos,  gold,  silver, 
lead,  and  extensive  and  remarkable  strikes  in  copper.  The  claims  al- 
ready located  are  said  to  show  unusually  wide  and  extensive  deposits 
in  limestone,  the  ores  being  chiefly  carbonates  and  oxids,  the  assays 
running  unusually  high.  The  deposits  were  first  encountered  on  the 
crest  of  the  cafion,  fifty  miles  north  of  Flagstaff,  where  the  Anita  C  op- 
per Consolidated  Company  has  made  the  most  extensive  developments 
in  the  district.  From  this  point,  it  is  said,  copper  can  be  traced  in 
the  development  work,  as  well  as  by  the  outcroppings  for  fifteen  miles 
to  the  cafion,  and  from  the  brink  to  a  depth  of  nearly  six  thousand 
feet  into  the  cafion  itself,  where  the  ore  deposits  are  permanent  in  all 
the  stratified  formations  of  limestone,  sandstone,  and  slate,  clear  into 
the  archaic  granite. 

Another  account  says  that  the  outcroppings  of  the  veins  are  plainly 
visible  on  the  faces  of  the  precipitous  cliffs.  Not  along  ago  a  pros- 
pector obtained  specimens  which  ran  from  twenty  to  thirty  per  cent, 
in  copper.  The  cliffs  are  very  steep,  and  the  operators  are  building 
trails  down  their  face  to  reach  the  veins  which  show  below.  In  one 
place  they  have  made  a  trail  three  feet  wide  at  a  point  where  the  preci- 
pice is  nearly  eight  hundred  feet  high,  and  are  building  a  station  on 
the  vein.  They  will  follow  the  vein  about  one  hundred  feet  in  from 
the  face  of  the  cliff,  and  then  upraise  to  the  surface,  as  they  believe 
the  vein  goes  much  nearer  the  surface  than  the  point  where  it  shows. 
They  will  store  the  ore  in  stations,  dumping  the  waste  into  the  carton, 
and,  when  they  reach  the  surface,  will  widen  the  trail,  and  build  a 
tramway  to  raise  the  ore.  At  some  points  in  the  carton  it  is  possible 
to  build  a  road  near  the  bottom,  having  an  outlet  six  or  eight  miles 
down  the  river.  Eventually  this  road  will  be  built,  and  then  all  the 
ore  will  be  lowered  from  the  mines  in  the  face  of  the  cliff  to  the  road 
at  the  bottom  of  the  carton.  It  is  said  that  the  ore  is  rich  enough  to 
warrant  these  expensive  methods. 

Gila  county  (population,  3,500)  lies  in  Fast  Central  Arizona,  and 
is  the  most  inaccessible  portion  of  the  territory,  as  it  is  the  only  county 
which  has  no  railroad  communications  ;  consequently  its  development 
has  been  retarded.  Vet  its  principal  and  most  important  industry  is 
mining,  the  Globe  mining  district  taking  the  lead.  One  single  mine — 
that  of  the  Old  Dominion  Copper  Company  (representing  Boston  and 
Baltimore  capital) — has  a  record  of  70,000,000  pounds  of  ingot  cop- 
per, direct  at  the  furnace,  98.5  fine,  valued  at  more  than  $j, 000,000. 
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The  United  Globe  Copper  Company,  representing  New  York  capital, 
is  now  a  heavy  producer.  The  northern  portion  of  the  county,  near 
Payson,  is  rich  in  gold,  there  being  several  stamp  mills  in  operation. 
The  most  noted  gold  producer  is  the  Kasser  Gold  Mining  Company 
at  Lost  Gulch,  eight  miles  from  Globe.  The  ore  is  partly  free  milling, 
the  concentrates  averaging  $16  per  ton.  The  production  has  been  at 
times  516,000  per  month. 

A  district  about  thirteen  miles  from  the  town  of  Globe  was  form- 
erly a  great  silver  producer,  the  silver  being  found  in  pockets  (usually 
small,  but  wonderfully  rich)  as  a  chlorid  mixed  with  huge  masses  of 
native  silver  and  invariably  free  from  gold.  These  local  mines  usually 
contained  from  three  to  seven  of  these  pockets,  but  in  one  case  only 
one  such  pocket  was  found,  which,  however,  netted  the  owners 
5168,000.  With  theadvent  of  railroad  communication,  which  cannot 
long  be  delayed,  this  county  has  an  undoubtedly  great  future,  as 
mineral  is  found  more  or  less  from  one  end  to  the  other. 

Graham  county  (population  9,000  ;  area,  7,000  square  miles)  is 
tapped  by  two  branches  from  the  Southern  Pacific  railroad.  The 
principal  mining  industry  is  carried  on  at  Clifton  and  Morenci.  The 
works  of  the  Arizona  Copper  Company,  Limited,  are  on  the  San 
Francisco  river  at  Clifton,  and  the  mines  are  from  four  to  nine  miles 
distant.  An  elaborate  system  of  tramways  and  gravity  inclines  con- 
nects the  mines  with  the  works,  several  locomotives  being  constantly 
employed  in  feeding  the  plant  with  ores  and  transporting  the  coke, 
merchandise,  and  copper  of  the  Company,  as  well  as  those  of  the 
Detroit  Copper  Company,  hereafter  mentioned.  One  of  these  copper 
mines — the  Longfellow — has  been  a  steady  producer  for  nearly  twenty 
years.  The  more  profitable  ores  occur  in  a  lime  and  porphyry  con- 
tact. The  Arizona  Copper  Company  em  pi  oys  about  750  men,  and  an- 
nually pays  more  than  $400,000  in  wages  and  $1 2.000  in  taxes — about 
one-fifth  of  the  entire  taxes  of  the  county.  The  Arizona  and  New 
Mexico  railroad  belongs  to  this  company,  and  runs  from  Clifton  to 
Lordsburg  on  the  Southern  Pacific  railroad, — a  distance  of  71  miles. 
It  is  a  narrow-gage  road,  used  exclusively  in  the  work  of  the  copper 
camp.  The  undoubted  richness  of  the  mines  has  justified  the  construc- 
tion of  the  railroad  by  the  mine  owners.  By  this  railroad  a  special 
grade  of  coal  is  obtained  from  Cerillos,  N.  M.,  from  which  gas  is  made 
in  a  special  apparatus  (manufactured  in  Glasgow)  at  a  much  less  cost 
than  that  of  any  other  fuel  obtainable  for  power  purposes.  This  com- 
pany, representing  Scotch  capital  only,  has  invested — with  satisfactory 
results — in  the  mines,  smelting  plant,  and  railroad,  $3,500,000. 

The  Detroit  Copper  Company,  whose  mines  have  been  steady 
producers  for  more  than  ten  years,  has  four  large  blast  furnaces  and  a 
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concentrating  mill  at  Morenci,  with  water-supply  pumped  from  the 
Gila  river,  seven  miles  away.  This  company  also  utilizes  the  Arizona 
&  New  Mexico  railroad  above  described.  It  represents  nearly  $3,- 
000,000  of  Michigan  and  Colorado  capital. 

The  mountains  of  Maricopa  county  (population,  3,100  ;area,  7,300 
square  miles)  show  surface  indications  of  gold,  silver,  and  copper. 
Until  recently  there  has  been  no  scientific  prospecting,  but  in  various 
localities  prospecting  and  development  work  are  now  going  on,  as  well 
as  placer  mining,  the  difficulties  in  the  way  being  want  of  transporta- 
tion and  scarcity  of  water.  A  number  of  stamp  mills  are  in  opera- 
tion. 

Mojave  county  (population,  2,200  ;  area,  12,000  square  miles)  is 
traversed  by  the  Atlantic  &  Pacific  railroad.  The  leading  mining 
district  is  White  Hills  (fifty  miles  from  the  railroad),  whose  silver- 
bearing  veins,  discovered  in  1892,  have  since  produced  1,250,000 
ounces  of  silver,  besides  gold.  Of  Knglish  capital  $1,000,000  has 
been  invested  in  this  particular  district  since  June,  1896.  There  is 
also  an  undeveloped  gold-bearing  region  between  White  Hills  and  the 
Colorado  river  whose  ores  are  not  rich  enough  to  justify  the  expense 
of  a  fifty-mile  wagon  haul  and  a  thousand-mile  rail  haul  to  the  Smelt- 
ers in  Colorado.  There  are,  also,  in  various  parts  of  this  county, 
companies  and  individuals  operating  gold  and  silver  properties  and 
placers,  a  number  of  such  silver  properties  being  leased  by  "  chlori- 
ders ' '  on  royalties. 

Pima  county  (population,  12,000),  traversed  by  three  branches 
of  the  Southern  Pacific  railroad,  has  in  operation  about  one  hun- 
dred and  fifty  mines,  large  and  small,  producing  gold,  silver,  copper, 
and  lead  ;  more  than  a  dozen  mills  (none,  however,  exceeding  twenty 
stamps)  ;  and  three  smelting  plants, — one  at  lucson,  for  copper,  one 
at  Rosemont,  for  copper,  and  one  at  Nogales,  for  lead.  The  Oro 
Blanco  district  ( 100  square  miles),  in  the  south  western  portion  of 
the  county,  owes  its  name  to  the  fact  that  most  of  the  placer  gold  is 
so  largely  alloyed  with  silver  that  the  yellow  color  of  the  metal  is 
lost,  the  gold  being  nearly  white.  This  district  has  been  less  devel- 
oped by  workings  below  the  surface  than  any  other  mining  section  in 
the  country. 

Pinal  county  (population,  5,000  ;  aiea,  5,368  square  miles),  trav- 
ersed by  the  Southern  Pacific  railroad,  has  silver  mines  of  too  low 
grade  to  admit  of  extensive  operations  at  the  present  low  price  of  silver. 
The  Silver  King  mine,  owned  by  California  capitalists,  is  an  excep- 
tion, and  is  said  to  have  paid  §2,000,000  in  dividends.  It  was  closed 
down  for  some  years  on  the  exhaustion  of  its  bonanza  deposits,  but 
was  reopened  last  year  on  the  discovery  of  further  deposits  of  more 
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moderate  value.  The  Revmert  is  another  large  silver  mine.  The 
Mohawk  mine  is  a  considerable  producer  of  free-milling  gold  ore,  the 
veins  averaging  twelve  feet  in  width.  In  the  county  there  are  nine 
stamp  mills,  aggregating  two  hundred  and  five  stamps. 
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Yavapai  county  (population  17,020),  area  29,23654.  m.,  traversed 
by  the  Atlantic  &  Pacific  railroad  and  the  Santa  Fe,  Prescott  &  Phoenix 
railroad  (the  latter  connecting  the  Atlantic  &  Pacific  railroad  and  the 
Southern  Pacific  railroad),  has  twenty-eight  stamp  mills  in  operation, 
ranging  from  five  to  forty  stamps  each,  with  a  total  of  three  hundred  and 
fifty  stamps.  This  county  was,  in  1895,  the  greatest  producer  in  the 
territory,  with  $1, 258, 831  in  gold  and  322,033  ounces  of  silver. 

The  United  Verde  Mine  Copper  Comj>any  is  a  New  York  corporation 
controlled  by  Mr.  W.  A.  Clark,  of  Butte  City,  Montana.  The  mine  at 
Jerome  furnishes  employment  to  several  hundred  men.  It  contains 
immense  bodies  of  copper  ore,  carrying  also  gold  and  silver.  The  veins 
occur  in  limestone  in  proximity  to  irruptive  rocks.  This  mine  is  believed 
to  net  its  owners  not  less  than  $  100,000  per  month.  The  Congress  mine 
and  its  reduction  works,  consisting  of  a  40  stamp  mill,  cyanid  plant,  &c, 
(owned  by  Arizona  and  Chicago  capitalists)  employs  three  hundred  and 
fifty  men.  Some  time  ago  this  mine  was  producing  at  the  rate  of  about 
3,600  ounces  of  gold  per  month,  all  from  one  vein,  and,  with  the 
opening  of  a  new  vein  and  an  increase  of  the  milling  capacity,  it  was 
expected  to  double  its  gold  production.  The  Hillside  mine  is  said 
to  have  produced  5200,000  in  gold  and  $180,000  in  silver.  In  the 
Hradshaw  mountains  the  Crowned  King  mine  is  the  leading  gold  pro- 
ducer, and  the  Del  Paco  in  the  same  district  is  said  to  have  produced 
$250,000  in  gold.  Of  the  silver  mines  the  Silver  Belt  has  produced 
5600,000  in  silver,  the  Dos  Oris  $600,000,  and  the  Peck  $3,000,000. 

Several  hundred  men  work  on  placers  in  this  county.  They  aver- 
age fully  two  dollars  per  day  when  at  work,  exclusive  of  the  men  who 
are  employed  by  large  companies,  of  which  there  are  several,  utilizing 
costly  hydraulic  plants.  It  is  said  that  $500,000  worth  of  placer  gold 
was  taken  from  one  acre  in  the  Rich  Hill  district  ;  that  a  solid  $600 
gold  nugget  was  picked  up  on  the  surface  of  the  ground,  and  is  now 
in  the  possession  of  the  Bank  of  Arizona;  and  that  $120,000  in 
placer  gold  was  taken  from  the  Walnut  drove  district. 

Yuma  county  (  population,  3,020  ;  area,  10,138  square  miles)  is 
larger  than  Connecticut,  Rhode  Island,  and  Delaware  combined.  It 
is  traversed  by  the  Southern  Pacific  railroad.  It  contains  an  exten- 
sive mineral -bearing  belt,  as  yet  comparatively  undeveloped  and  to  a 
large  extent  not  even  thoroughly  prospected.  The  most  important 
mine,  the  Fortuna,  owned  by  California  capitalists,  competes  with  the 
Congress  mine  in  Yavapai  county  and  the  Commonwealth  mine  in 
Cochise  county  for  the  distinction  of  being  the  leading  gold  pro- 
ducer in  Arizona,  though  only  a  year  old.  The  Fortuna  mine  and 
mill  are  situated  thirty  miles  south-east  of  Yuma  City  in  a  rainless 
region.    Water  is  pumped  twelve  miles  from  the  Gila  river,  through 
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a  four-inch  pipe,  overcoming  an  elevation  of  750  feet.  The  ledge  is 
twenty  feet  wide,  and,  so  far  as  opened,  continues  with  depth.  In  four 
months  6,300  tons  of  gold-bearing  ore  were  extracted,  producing  $220, 
500.  Within  less  than  2,000  feet  from  the  Fortuna  vein  are  four 
other  distinct,  well-defined  gold-bearing  ledges,  one  ten  inches  wide, 
one  two  feet  wide,  one  four  feet  wide,  and  one  averaging  twelve  feet 
wide.  The  ore  assays  $20,  $25,  $8  and  $12  per  ton.  Work  is  pro- 
ceeding on  these  ledges.  The  Haquahala  mine  (belonging  to  English 
capitalists)  is  utilizing  the  cyanid  process  for  the  treatment  of  its  tail- 
ings. 

Summing  up  the  mining  situation  in  Arizona,  it  can  be  said  that, 
owing  principally  to  its  supposed  remoteness,  the  great  mineral  re- 
sources of  this  territory  have  not  as  yet  received  that  attention  from 
outside  capital  which  they  fully  justify,  although  nearly  all  the  great 
mining  enterprises  so  far  have  been  developed  by  outside  capital.  The 
material  modification  in  March  last  of  the  anti-alien  law  affecting  the 
territories  will  inevitably  result  in  considerable  additional  investment 
of  European  capital.  In  a  number  of  cases,  at  least,  the  necessary 
water-supply  can  be  obtained  by  a  judicious  expenditure  of  a  moderate 
amount  of  capital,  which  expenditure  will  be  fully  justified  by  the  rich- 
ness of  the  mineral  deposits.  In  other  cases  the  mining  properties  are 
of  such  extent  and  value  as  to  justify  the  connection,  with  the  trunk 
lines,  of  private  branch  railroads,  thereby  reducing  the  cost  of  fuel, 
supplies,  ore  freights,  etc.,  as  has  been  already  done  by  the  Arizona 
Copper  Company.  All  the  conditions  of  latitude,  climate,  and 
weather  in  Arizona  are  favorable  to  continuous  mining  and  shipping 
the  year  round.  Practically  any  mine  in  Arizona  can  be  reached  in 
less  than  fourteen  days  from  London,  the  Atchison,  Topeka  &  Santa 
Fe  railroad,  and  its  continuation,  the  Atlantic  &  Pacific  railroad, 
being  the  favorite  route  from  Chicago  and  the  east  to  southern  and 
middle  California.  This  route  has  quick  through  trains,  with  the 
finest  Pullman  and  dining-car  service  and  the  best-managed  eating 
stations  in  the  United  States. 

The  one  great  need  of  Arizona  to-day  is  capital  in  the  hands  of 
practical  and  enterprising  men.  This  its  vast  mineral  wealth  and 
mining  possibilities  will  certainly  attract.  With  a  judicious  expendi- 
ture, the  annnal  output  in  gold,  silver,  copper,  and  lead  is  capable  of 
indefinite  expansion,  to  say  nothing  of  the  known  deposits  of  iron, 
manganese,  coal,  and  other  minerals,— onyx,  building  stone,  etc., — 
which  will  eventually  be  developed  and  utilized. 
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HERE  are  several  factors  which  determine  the  success  or  failure 


of  a  tall  building,  but  none  play  a  more  important  part  than 


the  elevators,  light,  heat,  and  ventilation.  Not  many  years 
ago  each  and  every  plant  installed  for  these  purposes  was  an  experi- 
ment, but  to-day  plants  are  installed  which  produce  predetermined 
results  with  surety.  The  four  requisites  specified  can  now  be  success- 
fully supplied  by  the  electric  plant. 

The  electric  equipment  of  a  building  is  a  plant,  the  finished  pro- 
duct of  which  is  light,  heat,  or  power,  made  from  the  raw  materials, 
coal  and  water.  The  plan  by  which  an  owner  can  get  the  best  pro- 
ducts cheapest  and  at  the  same  time  secure  safety  for  life  and  property 
is  the  one  to  be  adopted.  The  isolated  plant  is  a  factory  where  elec- 
tric current  is  produced  on  a  small  scale,  and  the  question  whether  it 
is  cheaper  for  an  owner  to  do  his  own  manufacturing,  or  purchase 
from  the  central  station,  is  one  to  be  solved  in  each  case,  as  like  con- 
ditions never  exist  in  any  two  cases. 

The  first  portion  of  the  plant  to  be  considered  is  the  boiler.  The 
water-tube  boiler  has  very  wisely  been  almost  universally  chosen  for 
installation  in  large  office-buildings.  This  boiler  gives  greatest  effi- 
ciency with  greatest  security.  The  shell  boiler  is  not  fit  for  such  ser- 
vice. The  choice  between  the  return  tubular  and  the  water  tube  is 
usually  prompted  by  the  fact  that  the  latter  will  give  greater  power 
in  a  given  space,  and  is  less  disastrous  in  case  of  an  explosion.  A 
poor  fireman  makes  boiler  efficiency  an  impossibility.  It  is  very  diffi- 
cult to  obtain  results  coinciding  with  theory  ;  it  is  sometimes  done  in 
single  or  test  runs,  but  it  is  a  very  rare  exception  to  find  a  boiler 
plant  running  regularly  with  the  best  possible  efficiency.  If  this  is  so 
in  large  installations,  how  much  more  is  it  true  of  the  boiler  plants  of 
the  size  usually  found  in  office-buildings  !  The  situation  of  the  boil- 
ers is  determined  by  municipal  and  other  regulations,  so  that  it  is 
necessary  to  group  the  steam-consuming  machinery  with  reference  to 
the  boilers.  The  boiler  pressure  used  to  be  limited  to  sixty  or  eighty 
pounds,  but  during  the  last  year  several  plants  have  been  installed  for 
one  hundred  and  twenty-five  to  one  hundred  and  fifty  pounds,  and 
have  made  an  excellent  showing.  Time  will  increase  rather  than 
diminish  this,  as  greater  economy  is  being  asked  for  with  each  new 
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installation.  It  is  always  best  to  use  the  steam  as  soon  as  possible 
after  it  leaves  the  boiler,  and  the  engines  should  be  placed  accordingly. 
This  has  been  too  often  neglected  in  the  past.  The  number  and  size 
of  boilers  are  too  often  determined  by  the  available  space ;  they 
should  be  determined  by  calculating  the  most  efficient  combination 
for  the  work  in  hand.  The  cost  of  property  has  compelled  vertical 
rather  than  lateral  extension,  so  that  in  future  installations  more  boiler 
capacity  must  be  designed  and  arranged  to  go  in  the  same  floor  space. 

The  foundations  for  boilers  and  all  machinery  require  very  careful 
study.  Piles  should  never  be  used,  unless  it  is  positively  known  that 
they  will  always  be  submerged.  In  some  soils  it  has  proved  neces- 
sary to  float  the  foundations  on  grillage  beams.  It  is  necessary  to 
take  especial  care  to  insulate  from  the  grillage,  pier,  and  column  work 
of  the  building.  This  is  often  effected  by  sand,  held  in  place  by  brick 
walls.  Heavy  felt  is  sometimes  employed.  The  most  satisfactory 
foundations  for  a  number  of  units  of  rapidly-moving  machinery  has 
been  found  to  be  a  single  large  mass  of  concrete  or  masonry.  This 
practice  has  been  followed  in  a  number  of  plants  in  Chicago,  Buffalo, 
Philadelphia,  and  New  York.  One  of  the  most  massive  constructions 
of  this  kind  is  found  in  the  American  Surety  Building  on  Broadway. 
It  is  sometimes  best  to  set  the  boilers  in  a  caisson  sunk  to  the  first  sub- 
stantial stratum.  There  should  be  no  vibration  ;  if  there  is  the  least, 
it  must  be  absolutely  contained  within  the  foundation,  and  not 
allowed  to  enter  the  structure.  For  this  reason  proper  supports  for 
steam  piping  should  rest  on  the  floor,  or  on  small  foundations,  rather 
than  on  the  steel  structure. 

The  steam  piping  for  engines  has  not  received  the  careftil  consider- 
ation it  should.  This  portion  of  the  installation  is  now  beginning  to 
develop.  The  greatest  care  should  be  taken  to  deliver  the  steam  to 
the  cylinders  perfectly  dry.  Expansion  and  contraction  of  pipes  are 
to  be  amply  allowed  for,  and  vibration  and  noise  must  be  prevented. 
This  should  be  done  by  removing  the  cause,  not  by  chasing  it  from 
one  place  to  another.  Noise  may  be  heard  in  the  upper  stories  and 
not  below,  and  will  increase  rather  than  diminish. 

Given  dry  steam  and  a  solid  foundation,  the  engine  and  dynamo 
in  combination  become  the  vital  factors  in  the  daily  operation  of  the 
building.  We  say  combination,  because  the  use  of  direct-connected 
machinery  has  become  universal  for  such  work  as  we  are  speaking  of. 
This  combination  is  the  source  of  the  electric  current  which  moves 
the  elevators,  lights  the  building,  propels  the  ventilating  apparatus, 
and  furnishes  the  exhaust  steam  whereby  the  heating  is  done.  Expe- 
rience has  shown  that  the  generating  plant  should  be  divided  into  three 
or,  at  most,  four  units.    Occasionally  special  circumstances  vary  this. 
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The  size  and  number  of  units  should  be  decided  upon  only  after 
careful  study  of  an  accurately-plotted  load  line.  A  reduction  of  the 
load  to  as  few  cylinders  as  possible  is  certainly  to  be  sought  for. 
Every  cylinder  in  use  should  be  working  with  its  most  efficient  load. 
Upon  the  result  of  these  calculations  also  depends  the  selection  of 
high-  or  low-speed  machinery.  It  has  been  general  practice  up  to 
date  to  have  simple  high-speed  engines.  Problems  and  conditions 
are  now  offering  themselves  that  may  in  the  near  future  change  this. 
Regardless  of  the  type  of  engine  used,  the  multipolar  dynamo  forms 
the  electrical  portion  of  this  transformer.  These  elements  should  be 
placed  on  solid  cast-iron  sub-bases  filled  with  concrete  or  sand.  These 
sub-bases  are  made  either  in  one  or  two  pieces.  Some  engineers  pre- 
fer to  have  all  units  above  fifty  kilowatts  have  a  sub-base  in  two  pieces, 
with  the  adjoining  faces  planed  and  securely  bolted.  This  method  of 
construction  has  been  thoroughly  tested,  and  found  trustworthy  as  to 
alignment.  It  is  often  difficult  to  get  a  large  casting  without  a 
warp  or  some  internal  stresses  that  may  be  detrimental.  The  dy- 
namo and  engine  must  run  without  noise  or  vibration,  and  it  should 
be  possible  to  run  them  without  any  holding-down  bolts,  although 
they  should  not  be  so  run,  except  for  a  test.  The  engine  is  usually 
made  with  an  extended  shaft,  the  extension  being  occupied  by  the 
dynamo  armature.  Many  advocate  a  divided  shaft  with  a  solid  or 
flexible  coupling,  but,  as  neither  engine  or  dynamo  is  of  use  alone, 
and  the  precautions  against  sudden  overload  are  so  refined,  it  seems 
unnecessary  to  take  this  step.  There  can  be  no  question  of  align- 
ment with  a  properly- constructed  foundation  and  sub  base.  The  self- 
oiling  of  all  bearings  is  desirable,  but  is  not  yet  universally  demanded. 
It  will  not  be  long  before  all  engineers  will  demand  this.  Indicator 
cards  taken  for  friction  load  with  and  without  self-oiling  arrangement 
make  a  very  interesting  study,  and  will,  in  the  end,  create  a  universal 
demand  on  the  part  of  engineers  for  self- oiling  machinery.  The  pos- 
sibilities of  given  pressure  of  steam  in  the  known  dimensions  of  the 
cylinder  should  be  delicately  weighed  against  the  output  of  the  dyna- 
mo to  which  it  is  to  be  attached,  in  order  to  have  the  two  pieces  of 
apparatus  form  a  proper  unit  of  power.  The  dynamo  should  be 
compound  wound,  unless  special  connection  with  other  apparatus 
prohibits.  It  is  now  considered  good  practice  to  use  a  broad  com- 
mutator and  a  number  of  carbon  brushes.  Up  to  the  present  year 
no- volt  dynamos  for  light,  and  no  or  220  volts  for  power,  have 
been  used,  but  the  advent  and  commercial  success  of  the  220-volt 
lamp  will  give  engineers  wider  scope  for  economy,  and  lead  to  the  use 
of  higher  pressure  without  sacrificing  the  advantage  of  interchange- 
ability  always  to  be  sought. 
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The  most  trying  work  the  generating  plant  has  to  perform  is  the 
supply  of  current  for  running  the  elevators.  The  load  will  vary  much, 
and  between  wide  limits.  This  prohibits  the  running  of  lights  and 
elevators  from  the  same  dynamo.  A  storage  battery  must  be  supplied 
to  take  the  current  not  wanted  by  the  elevators,  or  else  the  elevator 
generating  units  must  be  subdivided  and  placed  upon  the  same  shaft 
run  by  one  engine,  thus  allowing  the  several  elevators  to  equalize  the 
load.  The  former  plan  is  used  in  several  large  buildings  in  Chicago 
and  New  York.  The  latter  is  about  to  be  tried  in  the  New  York 
Athletic  Club,  and,  as  the  load  is  not  sufficient,  a  lighting  generator 
has  been  placed  on  the  same  shaft.  Of  course,  the  object  to  be  at- 
tained is  to  keep  the  load  line  as  straight  as  possible,  and  of  such 
height  as  to  insure  economy  in  the  cylinder  of  the  engine. 

The  switchboard  is  a  very  important  element  in  the  electric  plant 
of  the  modern  tall  building.  Every  wire  from  each  dynamo  should 
pass  to  its  work  through  the  switchboard.  This  must  be  equipped 
with  proper  instruments  for  showing  the  condition  and  work  of  each 
dynamo,  and  the  necessary  switches  for  the  necessary  sub  division  and 
control  of  the  various  parts.  This  should  be  absolutely  fire-proof  in 
every  part,  and  placed  where  there  is  proper  circulation  of  air  and 
*  careful  protection  from  meddling  and  accident.  It  is  too  often  tucked 
in  some  corner  and  given  too  little  attention. 

The  storage  battery  has  developed  into  an  important  part  of  the 
electric  equipment  of  a  building.  It  may  perform  one  or  several  of 
the  following  functions :  supply  current  to  take  care  of  the  peak  of  the 
load  ;  supply  current  for  light  duping  hours  of  light-burning ;  act  as  a 
balance  spring  between  the  power  motors  and  bus-bars.  Storage 
batteries  are  not  needed  in  all  large  buildings,  but  the  time  is  fast 
approaching  when  the  designer  of  large  isolated  plants  will  have  to 
give  very  careful  consideration  to  this  portion  of  the  equipment.  A 
great  deal  of  the  trouble  of  the  past  has  been  due  to  too  small  batteries, 
and  that  evil  has  not  entirely  disappeared.  The  line  showing  the 
duty  required  of  the  storage  battery  should  be  carefully  plotted  for 
each  case,  and  the  specification  so  drawn  as  to  clearly  show  what  work 
it  will  have  to  do.  Too  many  batteries  are  installed  without  a  very 
definite  idea  as  to  why  or  how  much  they  are  to  do,  or  how  long  a 
time  they  are  to  be  allowed  to  perform  their  work. 

A  storage  battery  should  be  installed  in  a  room  entirely  shut  off 
from  everything  else,  and  where  good  ventilation  can  be  obtained. 
The  cells  must  be  so  arranged  that  each  can  be  carefully  inspected  and 
tested.  If  the  cells  are  large,  they  should  not  be  placed  one  above 
the  other,  unless  absolutely  necessary.  The  floor  should  be  pitched 
slightly,  so  as  to  be  drained  at  one  or  several  points.    The  size  of  cells, 
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the  question  of  end-cell  or  counter-cell  regulation,  the  number  of  cells, 
and  the  method  of  charging,  must  be  decided  upon  for  each  installa- 
tion, as  no  general  rule  can  be  made.  The  switchboard  containing 
the  instruments  and  switches  for  regulation  should  be  placed  near  to, 
or  built  as  part  of,  the  generating  plant  switchboard.  Too  great  care 
cannot  be  taken  to  keep  the  fumes  from  the  battery  away  from  every- 
thing.   They  should  have  no  outlet,  except  to  the  outer  air. 

In  such  a  climate  as  that  of  New  York,  sufficient  exhaust  steam  can 
be  derived  from  the  electric- plant  engines  to  heat  the  building,  except 
in  extreme  weather.  The  steam,  after  it  has  passed  through  the  feed- 
water  heater,  is  reduced  in  pressure  and  passed  into  the  pipes  of  the 
heating  system.  The  back  pressure  on  the  engines  caused  by  using 
the  exhaust  for  heating  the  feed  water  and  the  building  should  never 
exceed  five  pounds.  As  a  matter  of  fact,  it  is  the  exception  when  it 
reaches  five  pounds. 

The  pumps  for  feeding  the  boilers,  for  raising  water  for  the  build- 
ing to  the  tanks  on  the  roof,  and  for  lifting  the  drip  water  to  the 
sewer  are  steam  pumps.  There  is  no  reason  why  this  work  could  not 
be  done  with  electric  pumps.  They  are  economical  and  very  easily 
controlled. 

The  tall-building  craze  has  spread  rapidly,  and  it  will  take  years  to 
work  out  the  requirements  in  the  various  departments.  The  electric 
elevator  for  skyscrapers  is  still  in  the  development  period,  although 
in  many  buildings  it  is  an  important  element  of  the  plant.  At  the 
present  time  it  is  not  possible  to  define  the  practice  of  the  day,  because 
each  new  plant  brings  out  new  methods  and  new  apparatus. 

One  subject  should  be  touched  upon  which  is  of  vital  importance 
to  all  connected  with  the  erection  of  a  modern  tall  building,  and 
especially  to  the  owner, — namely,  the  spaces  in  which  the  machinery 
is  placed,  commonly  called  the  engine  room.  This  should  be  light, 
thoroughly  ventilated,  and  constructed  of  such  materials  as  may  be 
easily  kept  clean.  Thousands  of  dollars  worth  of  machinery  is  often 
placed  in  little  more  than  a  hole,  where  it  cannot  possibly  get  proper 
attention,  and  where  the  heat  partially  disables  the  best  of  men.  This 
space,  of  course,  is  limited  by  circumstances,  but  there  is  no  reason 
why  the  walls  and  floors  should  not  be  of  easily-cleaned  material,  why 
light  should  not  be  abundant,  or  why  ventilation  should  not  be  perfect. 
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ACETYLENE. 

By  Henry  Harrison  SupUe. 

THE  interest  developed  in  the  past  few  years  in  the  use  of  acety- 
lene as  an  illuminating  agent  makes  an  account  of  the  various 
investigations  into  its  properties  and  use  appropriate  at  the 
present  time. 

While  the  development  of  the  commercial  side  of  the  subject  has 
been  most  active  in  the  United  States,  the  scientific  investigations  and 
researches  upon  which  our  more  exact  knowledge  is  based  are  mainly 
due  to  the  labors  of  the  French  chemists  and  physicists,  notably  to 
MM.  Berthelot,  Vieille,  Moissan,  Bullier,  and  others,  and  to  the 
Swiss  scientist,  M.  Raoul  Pictet. 

Acetylene  was  first  discovered  by  the  English  chemist,  Edmund 
Davy,  and  brought  by  him  to  the  notice  of  the  British  Association  in 
1836.*  By  heating  carbon  and  potassic  carbonate,  he  obtained  a 
black  substance  which,  when  treated  with  water,  gave  off  a  gas  of  the 
composition  Cg  H8,  and  which  he  called  a  "gaseous  bicarburet  of 
hydrogen."  Berzelius,  in  the  same  year,  found  the  black  substance 
from  which  Davy  had  prepared  his  acetylene  to  be  carbid  of  potas- 
sium. In  1839  Professor  Torrey  first  noticed,  in  some  copper  pipes 
used  in  New  York  tor  conveying  gas,  the  presence  of  a  brownish  de- 
posit, which  proved  to  be  an  acetylid  of  copper,  and  which  was  found 
to  be  violently  explosive  under  the  influence  of  shocks  or  of  slight 
elevation  of  temperature.  This  revealed  the  presence  of  acetylene  in 
ordinary  illuminating  gas  in  small  proportions,  varying  from  0.06  to 
1  per  cent.  Similar  observations  were  made  in  Europe  by  Crova  and 
by  Boettger,  the  latter  preparing  the  acetylid  of  copper  by  passing 
illuminating  gas  through  a  solution  of  protochlorid  of  copper.  Quet 
applied  the  same  test  to  the  gas  produced  by  the  decomposition  of 
alcohol  by  the  electric  spark,  or  by  heat,  and  also  found  that,  when 
the  copper  solution  was  replaced  by  one  of  silver,  a  fulminating  acety- 
fld  of  silver  was  formed. 

Calcium  carbid,  Ca  C9,  was  first  prepared  by  Wohler,  in  1862,  by 
raising  an  alloy  of  calcium  and  zinc,  mixed  with  carbon,  to  a  welding 
heat ;  and  he  observed  that  the  calcium  carbid  thus  produced  gave  a 
reaction  with  water  similar  to  that  produced  by  Davy  with  carbid  of 
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potassium,  acetylene  gas  being  given  off  at  ordinary  temperatures. 
W5hler  announced  his  intention  of  continuing  these  researches,  but 
his  death  brought  the  investigations  to  a  stop. 

Our  most  complete  knowledge  of  the  properties  of  acetylene  and 
its  compounds,  however,  is  due  to  the  eminent  French  chemist,  Ber- 
thelot,  whose  researches  may  be  found  in  the  transactions  of  the 
French  Academy  and  Chemical  Society  since  1855.  Following  out 
his  special  investigations  in  synthetic  chemistry,  he  passed  hydrogen 
through  a  globe  in  which  an  electric  arc  was  maintained  between  two 
carbon  points.  The  gas  thus  treated,  being  subsequently  passed 
through  an  ammoniacal  solution  of  copper,  formed  acetylid  of  copper, 
thus  proving  the  direct  synthetic  formation  of  acetylene.  This  ex- 
periment, performed  in  1866,  has  become  famous  as  the  first  example 
of  the  direct  synthesis  of  a  hydrocarbon.  Those  who  are  interested 
in  the  wide  range  of  possibilities  in  organic  synthesis  which  the  com- 
mercial production  of  acetylene  may  open  can  do  no  better  than  fol- 
low the  researches  of  M.  Berthelot ;  but,  as  we  are  here  discussing  the 
production  of  acetylene  as  an  illuminant,  we  must  leave  the  synthetic 
side  of  the  subject. 

For  commercial  purposes  acetylene  is  produced  by  the  reaction  of 
water  with  certain  metallic  carbids,  and  it  is  to  the  production  of 
these  carbids,  and  especially  calcium  carbid,  that  attention  is  now 
directed.  Davy,  as  we  have  already  seen,  produced  carbid  of  potas- 
sium, and  Wohler  carbid  of  calcium,  while,  in  the  course  of  his  re- 
searches, Berthelot  has  also  made  carbid  of  sodium  by  first  producing 
acetylid  of  sodium  and  then  converting  it  into  carbid  by  heat.  A 
carbid  of  barium  has  been  produced  by  Maquenne,  by  several  labora- 
tory methods,  but  the  cost  bars  all  these,  except  carbid  of  calcium, 
from  commercial  consideration  as  sources  of  acetylene. 

The  production  of  calcium  carbid  in  the  electric  furnace  is  one 
of  those  developments  that  naturally  comes  with  the  progress  of  the 
art;  and,  with  careful  experimenters  at  work  in  Europe  and  America,  it 
is  not  surprising  that  almost  simultaneous  accounts  of  its  discovery 
should  come  from  various  countries.  The  electric  furnace  had  been 
in  use  from  the  time  of  the  first  production  of  the  electric  arc  by  Sir 
Humphry  Davy  in  1802,  but  it  was  not  until  the  advent  of  the 
modern  dynamo  that  it  became  a  commercial  possibility.  In  1879 
Siemens  made  a  powerful  electric  furnace,  in  which  he  repeated  on  a 
large  scale  the  experiments  of  Davy,  and  in  1885  Cowles  applied  the 
furnace  to  the  production  of  the  alloys  of  aluminum  from  corundum. 
The  well  known  electro-chemist,  Dr.  Borchers,  conducted  experi- 
ments for  several  years,  in  Germany,  as  a  result  of  which  he  stated, 
in  his  treatise  on  electro-metallurgy,  published  in  1891,  that  "all 
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oxids  may  be  reduced  by  the  action  of  carbon  heated  electrically. ' ' 
In  France,  Moissan  made  many  experiments  with  the  electric  furnace, 
and  at  the  close  of  1892  he  presented  to  the  French  Academy  a 
memorandum  announcing  the  fusion  of  lime  and  its  partial  combina- 
tion with  the  carbon  electrodes  to  form  carbid  of  calcium,  followed 
early  in  1 894  by  the  presentation  of  specimens  of  pure  crystallized 
carbid  in  quantity. 

In  August,  1894,  Mr.  T.  L.  Willson,  of  New  York,  took  out  a 
patent  for  the  production  of  carbid  of  calcium  by  heating  a  mixture 
of  lime  and  carbon  in  the  electric  furnace,  as  a  result  of  experiments 
conducted  by  him  since  1888.  Mr.  Willson's  experiments  were 
originally  intended  by  him  to  reduce  refractory  metallic  oxids  in  the 
electric  furnace  in  a  manner  similar  to  that  of  Cowles  and  Heroult. 
The  attempt  to  produce  metallic  calcium  resulted  in  the  production 
of  a  slag  which,  by  its  effervescence  with  water,  was  recognized  as 
carbid  of  calcium,  and,  from  a  published  letter  from  Lord  Kelvin  to 
Mr.  Willson  in  October,  1892,  it  appears  that  the  latter  was  then  in 
possession  of  the  process. 

Subsequent  modifications  have  been  almost  entirely  in  the  details 
of  the  furnace  and  methods  of  handling,  and  at  the  present  time  car- 
bid  is  being  manufactured  commercially  at  Niagara ;  at  Froges,  in 
France  ;  at  Neuhausen,  in  Switzerland  ;  and  experimentally  in  many 
other  places. 

Calcium  carbid,  the  prime  agent  in  the  production  of  acetylene, 
is  a  hard,  dense  material  of  a  brownish-black  color,  usually  with  a 
crystalline  fracture,  and  a  specific  gravity  of  2.22  to  2.26.  Though 
quickly  decomposed  by  water,  it  is  otherwise  a  peculiarly  inert  sub- 
stance, and  in  a  dry  atmosphere  it  is  practically  without  odor.  The 
ordinary  moisture  of  the  air  decomposes  the  exterior  surface  slowly, 
evolving  acetylene  with  its  characteristic  odor,  and  converting  the 
exterior  of  the  lumps  with  a  coating  of  lime. 

The  rapidity  of  the  reaction  with  water  is  in  marked  contrast 
with  the  carbid's  indifference  to  other  substances.  A  lump  of  carbid 
thrown  into  a  vessel  of  water  will  at  once  cause  a  strong  ebullition, 
the  acetylene  bubbling  up  through  the  water  to  the  surface,  where  it 
may  be  ignited,  burning  with  a  luminous,  smoky  flame. 

When  this  gas  is  collected  in  a  suitable  holder,  and  delivered  to 
proper  burners,  it  forms  one  of  the  most  brilliant  illuminating  agents 
yet  discovered.  The  light  is  without  the  glare  of  the  arc  lamp,  or 
the  reddish  glow  of  the  incandescent  loop,  and  the  flame,  in  color  and 
temperature,  is  especially  grateful  to  the  eye. 

Photometric  tests  have  shown  that,  for  equal  volumes  consumed, 
acetylene  possesses  about  twelve  times  the  illuminating  power  of  the 
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best  coal  gas,  burned  in  the  ordinary  burners,  at  the  same  time  pro- 
ducing decidedly  less  heat. 

These  facts  being  known,  it  appeared  that  the  commercial  produc- 
tion of  calcium  carbid  at  a  reasonable  price  had  placed  a  most  valu- 
able illuminating  agent  within  immediate  grasp.  A  closed  vessel 
containing  carbid  and  provided  with  means  for  introducing  water  and 
drawing  off  the  gas  constituted  a  generator  of  unparalleled  simplicity 
and  convenience.  Soon  also  it  was  found  that  the  gas  could  be 
liquified,  either  by  pressure  or  cooling,  or  both,  thus  making  it 
available  for  portable  uses,  such  as  car-lighting  and  the  like  ;  in  fact, 
the  advantages  of  the  gas  seemed  almost  unlimited. 

However,  practical  difficulties  soon  appeared  in  connection  with 
the  generation  and  use  of  the  gas. 

Corrosion  in  the  metal  fittings  and  connections,  with  the  forma- 
tion of  metallic  acetylids,  became  apparent.  The  generator  often 
became  highly  heated,  and  the  temperature  did  not  always  diminish 
upon  the  stoppage  of  the  water,  nor  did  the  formation  of  gas  cease. 
The  burners  became  choked,  and  the  illuminating  power  of  the  gas 
varied,  and,  altogether,  the  results  of  experience  showed  that  much 
was  yet  to  be  learned  about  the  generation  and  use  of  acetylene. 
Added  to  this  came  the  fear  of  explosions  ;  particularly  with  the 
liquefied  gas,  several  dangerous  and  some  fatal  accidents  occurred, 
rendering  it  evident  that  the  new  illuminant  needed  thorough  investi- 
gation. 

The  very  extensive  experiments  of  MM.  Pictet,  Berthelot,  and 
others,  however,  have  resulted  in  so  large  an  addition  to  our  knowl- 
edge of  the  causes  and  remedies  for  these  objectionable  features  that 
we  may  feel  more  and  more  assured  that,  with  the  exercise  of  ordinary 
care  and  intelligence,  and  the  use  of  apparatus  constructed  in  accord- 
ance with  the  knowledge  thus  acquired,  acetylene  will  yet  become  a 
safe,  successful,  and  economical  illuminant. 

In  order  to  discover  the  conditions  existing  in  connection  with  the 
generation  of  acetylene  by  the  union  of  calcium  carbid  and  water  in 
a  closed  vessel,  Pictet  made  a  most  thorough  experimental  investiga- 
tion. Assuming  the  behavior  of  the  materials  to  be  altogether  un- 
known, he  prepared  an  apparatus  consisting  of  a  strong  steel  cylinder 
communicating  with  a  steel  coil  closed  at  the  end  and  submerged  in 
water.  In  the  cylinder  he  placed  five  kilograms  of  carbid,  and  bolted 
it  close,  having  placed  in  it  also  a  number  of  weighed  wires  of  various 
metals,  to  observe  the  chemical  action  upon  them.  A  powerful  force- 
pump  permitted  the  introduction  of  water  against  high  pressure,  and 
pressure  gages  and  thermometers  enabled  the  pressures  and  tempera- 
tures to  be  closely  observed.    The  entire  apparatus  was  tested  under  a 
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pressure  of  three  hundred  and  fifty  atmospheres,  after  which  all  the 
air  was  exhausted,  so  as  to  insure  the  presence  only  of  the  materials 
which  it  was  intended  to  investigate. 

A  small  quantity  of  water  was  first  introduced,  and  the  generation 
of  acetylene  commenced.  During  the  first  ten  minutes  the  pressure 
steadily  rose  in  exact  proportion  to  the  quantity  of  water  supplied, 
after  which  it  remained  stationary  at  a  value  corresponding  to  that  of 
liquefaction  at  the  temperature  of  the  water  surrounding  the  coil.  On 
the  introduction  of  more  water,  the  temperature  rose  rapidly,  and  in  a 
quarter  of  an  hour  it  had  reached  the  boiling  point.  The  pressure  of 
liquefaction  also  began  to  rise,  probably  due  to  the  generation  of  im- 
purities which  would  not  liquefy.  Suddenly  the  pressure  gages  gave 
a  jump  to  nearly  three  hundred  atmospheres,  and  a  violent  shock 
jarred  the  ground.  In  an  instant  the  entire  gaseous  contents  of  the 
generator  and  coil  had  become  dissociated  with  explosive  force.  The 
hydrogen  had  been  liberated,  and  the  carbon  deposited  in  the  solid 
form,  and  the  acetylene  was  no  longer  in  existence.  The  strength  of 
the  apparatus  had  prevented  any  accident,  but  the  force  of  the  ex- 
plosion was  such  as  to  give  unmistakable  demonstration  of  the  violence 
with  which,  under  certain  conditions,  acetylene  will  explode.  Upon 
opening  the  cylinder,  it  was  found  to  contain  a  coating  of  carbon,  in 
an  extremely  fine  state  of  subdivision,  while  the  metallic  wires  showed 
various  degrees  of  corrosion.  A  number  of  repetitions  of  this  experi- 
ment gave  substantially  the  same  result,  and  proved  that  the  genera- 
tion of  acetylene  in  closed  vessels  by  adding  water  to  calcium  carbid 
may  produce  pressures  and  temperatures  sufficiently  high  to  cause  dis- 
astrous explosions. 

Having  this  knowledge,  it  is  not  difficult  to  avoid  the  occurrence 
of  these  conditions,  and  various  arrangements  of  apparatus  have  been 
devised  by  Pictet  and  others  to  avoid  the  possibility  of  such  dangers. 
Excessive  pressure  can  be  avoided  by  providing  capacity  for  the  maxi- 
mum production,  or  by  suitable  safety-valve  or  relief  chambers. 
Dangerous  temperatures  can  be  checked  either,  as  suggested  by  Pictet, 
by  using  coils  of  pipe  containing  cold  circulating  brine  from  a  refriger- 
ating machine,  or,  more  simply,  by  plunging  the  carbid  into  an  excess 
of  water  to  absorb  the  heat.  Whatever  modified  details  be  adopted 
to  secure  these  ends,  it  must  be  admitted,  as  a  result  of  these  experi- 
ments, that  the  adding  of  small  quantities  of  water  to  comparatively 
large  masses  of  carbid  is  not  only  unadvisable,  but  positively  unsafe. 

Apart  from  the  results  obtained  by  Pictet,  the  researches  of 
Bullier,  Vieille,  Pintsch,  and  others  have  shown  that  even  the  moder- 
ate rise  in  temperature  of  the  exterior  of  lumps  of  carbid  is  undesirable 
from  the  point  of  view  of  economy.     The  principal  impurities  found 
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in  acetylene  are  ammonia,  sulphuretted  and  phosphuretted  hydrogen, 
nitrogen,  and  carbonic  oxid.  Of  these  the  ammonia  is  very  objec- 
tionable, because  its  presence  greatly  assists  in  the  formation  of  the 
fulminating  acetylids  of  copper,  wherever  the  gas  comes  in  contact 
with  copper  or  copper  alloys.  The  other  impurities  detract  from  the 
illuminating  power,  and  add  to  the  odor  and  to  the  toxicity,  and  these 
are  much  more  readily  formed  when  the  carbid  is  hot  than  when  it  is 
kept  at  a  moderate  temperature.  It  is  also  found  that  the  hydrated 
lime  which  is  formed  as  a  result  of  the  decomposition  of  the  carbid 
will  absorb  water  when  warm,  which  it  again  gives  out  on  cooling,  so 
that,  while  the  generation  of  gas  may  have  apparently  ceased  with  the 
stoppage  of  the  water-supply,  it  will  recommence  when  the  cooling 
lime  gives  up  a  portion  of  its  moisture  to  the  as  yet  undecomposed 
carbid.  For  these  reasons  those  who  have  had  much  experience  with  the 
generation  of  acetylene  prefer  to  plunge  the  carbid  entirely  beneath  a 
comparatively  large  volume  of  water,  generating  the  gas  in  a  cool  con- 
dition and  preventing  many  uncertain  and  undesirable  reactions. 
Pictet  insists  that  this  is  the  only  safe  method,  and  it  certainly  has 
much  to  recommend  it. 

When  the  gas  is  thus  generated  under  water,  the  temperature  will 
rise  only  a  few  degrees,  if  sufficient  water  be  present.  One  pound  of 
carbid  evolves  about  nine  hundred  British  thermal  units  while  generat- 
ing about  5  y2  cubic  feet  of  acetylene,  so  that  it  would  raise  the  tem- 
perature of  six  pounds  of  water  from  62°  F.  to  the  boiling  point ; 
dropped  into  100  pounds  of  water,  or  about  12  gallons,  it  would  raise 
its  temperature  only  9  degrees.  The  presence  of  the  water  also  serves 
to  absorb  nearly  all  of  the  ammonia,  and  much  of  the  sulphuretted 
hydrogen,  although,  when  saturated,  it  should,  of  course,  be  renewed. 
Acetylene  generated  in  this  manner  may  be  still  further  purified,  and 
the  entrained  moisture  removed,  by  desiccating  materials,  after  which 
it  will  no  longer  attack  copper,  or  foul  the  tubes  or  burners,  and  will 
give  uniformly  its  maximum  illuminating  effect. 

Against  such  acetylene  there  is  no  reasonable  objection  on  the 
score  of  danger.  It  is  probably  no  more  poisonous  than  ordinary 
illuminating  gas,  while  its  characteristic  odor  causes  leaks  to  be  readily 
detected.  A  number  of  experiments  by  Vieille  and  Berthelot  have 
demonstrated  that  at  atmospheric  pressures  a  decomposition  originated 
at  any  point  is  not  propagated  through  the  mass  of  the  gas.  Neither 
a  spark,  an  explosion  of  fulminate,  or  direct  contact  with  flame  causes 
any  action  beyond  the  immediate  vicinity  of  the  heat.  When,  how- 
ever, the  gas  is  subjected  to  a  pressure  greater  than  two  atmospheres, 
it  exhibits  all  the  properties  of  an  explosive  mixture ;  hence  the  danger 
ine  is  clearly  and  definitely  marked. 
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Mixtures  of  acetylene  are,  or  are  not,  explosive,  according  to  the 
proportions  of  the  two  components,  the  limits  being  between  three  of 
gas  to  one  of  air,  up  to  twenty  of  gas  to  one  of  air,  this  being  a  some- 
what wider  range  than  is  found  with  ordinary  illuminating  gas ;  with 
the  care  now  taken  against  approaching  leaks  with  lights,  there  is  no 
greater  danger. 

The  use  of  liquefied  acetylene  has  been  advocated  for  portable 
lighting,  especially  for  railway  carriages,  and  in  many  ways  it  is  emi- 
nently adapted  for  such  a  purpose.  In  this  form,  however,  even 
greater  care  is  necessary,  as  it  has  been  from  ignorance  of  the  prop- 
erties of  liquefied  acetylene  that  the  most  disastrous  casualties  have 
occurred. 

As  we  have  already  said,  acetylene  is  readily  liquefied  by  pressure 
and  cold.  The  critical  point,  above  which  it  cannot  be  liquefied  by 
pressure,  is  98. 6°  F.;  at  the  freezing-point  it  requires  21.5  atmo- 
spheres, and  at  67 0  F.  40  atmospheres,  to  reduce  it  to  the  liquid  state. 
At  a  temperature  of  62°F.  the  liquid  is  about  1 -400th  the  volume 
of  the  gas,  so  that  one  cubic  foot  of  the  liquid  acetylene  will  produce 
400  feet  of  gas ;  hence  the  advantages  for  car-lighting  appear  at  once. 
In  order  to  use  the  liquefied  gas,  it  is  necessary  only  to  provide  the 
cylinder  with  a  reducing  valve  to  maintain  a  uniform  pressure  of  two 
to  four  inches  of  water  on  the  main  leading  to  the  burners.  No  other 
apparatus  is  required. 

As  the  pressure  due  to  the  action  of  the  gas  is  not  excessive,  there 
appeared  no  good  reason  to  apprehend  danger  in  using  the  liquefied 
gas  in  this  manner,  but  the  occurrence  of  fatal  explosions  in  Berlin, 
Paris,  New  Haven,  and  elsewhere  showed  that  there  must  be  some 
reason,  not  as  yet  understood,  for  the  apparently  mysterious  rupture 
of  cylinders  tested  at  pressures  far  beyond  the  liquefying  pressures  of 
the  gas.  The  investigations  of  Pictet  have  revealed  what  is  doubtless 
the  cause  of  these  explosions, — namely,  the  extraordinary  expansion 
of  the  liquid  with  changes  of  temperature.  Liquid  acetylene  is,  with- 
out doubt,  the  most  expansible  liquid  known.  A  given  volume  of  the 
liquid  at  32°  F.  becomes  1.07  volumes  at  62°,  and  1.24  volumes  at 
960,  thus  expanding  fully  one-fourth  of  its  original  volume  at  the 
temperature  of  a  midsummer  day,  or  of  a  factory  engine-room.  When 
the  cylinders  containing  the  liquefied  gas  are  only  about  half  filled, 
the  room  for  expansion  is  sufficient  to  provide  for  the  increase  in  vol- 
ume at  any  temperature  at  all  likely  to  be  experienced,  and  M.  Pictet 
has  fearlessly  subjected  such  cylinders  to  the  temperature  of  boiling 
water  without  accident.  In  the  absence  of  this  precaution  the 
enormous  expansive  force  of  the  liquid  not  only  ruptures  the  vessel, 
but  releases  the  liquid  contained  therein  at  a  pressure  at  which  its  ex- 
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plosive  power  practically  equals  that  of  gun  cotton.  Since  the  quan- 
tity of  liquid  contained  in  a  cylinder  can  readily  be  determined  by 
weight,  it  is  perfectly  practicable  to  control  the  filling  so  as  to  pro- 
vide for  the  expansibility  of  the  liquid  ;  but,  until  this  point  is  thor- 
oughly understood  and  faithfully  observed,  the  liquid  acetylene  must 
be  regarded  with  caution.  In  no  case,  however,  should  explosions 
of  the  liquefied  gas  be  confounded  with  supposed  dangers  of  the  gas  at 
ordinary  pressures,  as  the  two  are  absolutely  distinct. 

Another  method  of  storing  acetylene  in  small  bulk  has  recently 
been  brought  to  notice  in  Paris  by  MM.  Claude  and  Hess.  This 
consists  in  dissolving  the  gas  in  acetone,  a  liquid  which  has  the  prop- 
erty of  absorbing  at  atmospheric  pressure  thirty-one  times  its  own  bulk 
of  acetylene  gas.  The  gas  may  be  dissolved  in  the  acetone  under 
pressure,  and  withdrawn  from  it  by  relief  of  pressure,  much  in  the 
same  manner  as  the  gas  in  the  siphons  of  carbonated  waters  is  dissolved 
and  withdrawn.  This  affords  a  convenient  and  safe  method  of  storing 
a  large  volume  of  the  gas  in  small  bulk,  and  appears  to  be  a  valuable 
solution  of  the  problem.  The  experiments  of  Berthelot  and  Vieille* 
have  shown  that,  if  the  pressure  under  which  the  gas  is  dissolved  in  the 
acetone  does  not  exceed  about  one  hundred  and  fifty  pounds  to  the 
square  inch,  there  is  no  danger  of  explosion,  but  that  at  higher 
pressures  the  solution  begins  to  partake  of  the  properties  of  liquefied 
acetylene,  and  becomes  subject  to  the  same  dangers. 

With  our  present  knowledge,  the  safe  and  satisfactory  use  of  ace- 
tylene is  within  the  limits  of  ordinary  temperatures  and  at  pressures 
below  two  atmospheres,  and  it  is  within  those  limits  that  the  widest 
range  of  usefulness  will  doubtless  be  found. 

The  commercial  side  of  the  problem  is  one  which,  at  the  present 
state  of  experience,  is  limited  by  one  controlling  factor, — the  cost  of 
calcium  carbid.  All  other  elements  are  similar  to  details  of  ordinary 
manufacture,  and  can  be  determined  with  a  reasonable  degree  of  ac- 
curacy. Until  a  wider  experience  can  be  had,  it  is  impracticable  to 
predict  just  what  may  be  expected  from  improvements  in  the  manufac- 
ture of  carbid.  When  the  subject  was  first  brought  before  the  public, 
only  small  quantities  had  been  made,  and  estimates  as  to  the  price  at 
which  it  could  be  made  by  the  ton  were  much  lower  than  any  price 
yet  realized.  The  chief  element  of  cost  in  electric  smelting  is  that  of 
power,  and  it  is  not  difficult  to  compute  the  power  required  to  effect 
the  chemical  and  thermal  reactions  involved  in  the  conversion  of  lime 
and  carbon  to  calcium  carbid.  As  one  example  of  such  a  computa- 
tion, the  figures  of  M.  Pictet  are  given,  and,  it  may  be  added,  these 
agree  very  closely  with  those  of  other  physicists. 


•Comptti  Rendu t.  May  10,  1897. 
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Taking  the  formula : 

Ca  O  +  3  C  =  Ca  C,  +  CO, 
and  substituting  the  equivalent  weights,  we  have  : 

Ca  O  +  3  C  =  Ca  C,  +  CO 
56  +  36  =  64      +  28 

1.  The  heat  necessary  to  raise  36  grams  of  carbon  to  3,000°  C. : 

0.036  X  3,000  x  0.46  =  49.68  calories 

2.  The  reduction  of  56  grams  of  lime  to  40  grams  of  calcium  and 
16  grams  of  oxygen  involves  a  work  of  dissociation  equal  to  132 
calories. 

3.  The  heat  necessary  to  raise  56  grams  of  lime  to  3000°  :  =33. 6 
calories. 

From  these  are  to  be  deducted : 

4.  Heat  produced  by  the  combustion  of  1 2  grams  of  carbon  to 
carbonic  OX1Q  :  20. 59 

calories. 

5.  Heat  of  formation  of  carbid  of  calcium,  endothermic  reaction  : 
=  0.65  calories. 

Taking  the  algebraic  sum  of  these  quantities  of  heat,  we  have,  for 
the  production  of  64  grams  of  carbid  of  calcium,  an  expenditure  of  184 
calories,  which  is  equivalent  to  2,856  calories  for  one  kilogram,  this 
being  the  theoretical  value,  assuming  an  efficiency  of  100  per  cent,  for 
the  apparatus.  This  is  equivalent  to  5,141  British  thermal  units  per 
pound  of  carbid,  and,  as  one  h.  p.  h.  is  equal  to  2,545  B.  T.  U.,  the 
minimum  theoretical  amount  of  power  required  to  generate  the  heat 
necessary  to  produce  one  pound  of  carbid  per  hour  is  2.02  h.  p. 

This  agrees  fairly  well  with  the  limited  information  available  as  to 
the  actual  amount  of  power  required  in  practice,  so  that,  with  an  allow- 
ance of,  say,  75  per  cent,  efficiency,  the  actual  power  required  can  be 
determined,  and  the  question  becomes  one  of  economical  power.  The 
existing  establishments  are  at  points  where  water  power  is  available, — 
at  Niagara,  at  Neuhausen,  below  the  Falls  of  the  Rhine,  and  at  the 
Heroult  aluminum  works  at  Froges, — and  the  influence  of  competition 
should  soon  determine  a  definite  market  price  based  upon  the  cost  of 
manufacture. 

From  the  foregoing  discussion,  while  it  may  be  too  soon  to  draw 
definite  conclusions  upon  all  the  points  at  issue,  we  may  infer  that  ace- 
tylene as  an  illuminant  has  a  positive  value  which  for  many  purposes 
is  immediately  available ;  that  it  can  be  produced  and  used  without 
greater  risk  or  danger  than  is  involved  in  the  use  of  ordinary  illu- 
minating gas ;  that,  in  the  compressed  or  liquefied  form,  it  should  be 
handled  only  by  experts  under  well -ascertained  conditions ;  but  that 
notable  advances  must  be  made  in  its  economical  production,  if  it  is  to 
compete  broadly  with  coal  and  water  gas  as  an  illuminating  agent. 
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The  Smoke  Nuisance. 

More  than  ever  the  abatement  of  the 
smoke  nuisance  is  demanded  under  the 
belief  that  its  abatement  is  possible,  and 
that  the  industrial  interests  which  create 
it  ought  not  to  have  any  right  to  profit  at 
the  inconvenience  and  expense  of  imme- 
diate neighbors.  The  board  of  health  of 
Philadelphia  having  requested  The  Frank- 
lin Institute  to  appoint  a  committee  to 
cooperate  with  the  board  in  the  effort  to 
abate  the  nuisance,  the  question  came  up 
for  discussion  before  that  body  in  April. 
The  discussion  was  opened  by  Mr.  A.  E. 
Outerbridge,  Jr.,  whose  very  able  treat- 
ment of  the  subject  (published  in  the 
Journal  of  the  Franklin  Institute  for  June) 
clearly  sets  forth  the  extent  of  the  griev- 
ance, not  alone  in  Philadelphia,  but  in 
other  cities.  He  gave  as  the  chief  cause 
of  the  nuisance  the  increase  in  the  use  of 
bituminous  coal  in  urban  industries,  and 
presented  a  risumi  of  the  scientific  inves- 
tigations directed  to  smoke  prevention, 
together  with  a  statement  of  the  principles 
underlying  the  problem.  In  the  course  of 
his  remarks  he  brought  out  the  fact  that 
the  "  development  of  modern  sky-scraper 
office-buildings  surrounding  industrial  es- 
tablishments and  far  overtopping  their 
chimneys  is  rapidly  changing  old  condi- 
tions," thus  making  the  question  of  smoke 
prevention  so  important  that  it  can  no 
longer  be  neglected.  The  failure  of  some 
of  the  smoke  ordinances  passed  in  a  num- 
ber of  western  cities  where  soft  coal  is 
used  is  attributed  to  the  ignorance  of  leg- 
islators. "An  ordinance  more  than  ten 
years  old,  making  it  a  penitentiary  offence 
for  an  individual  to  permit  black  smoke  to 
escape  from  his  chimney,"  is  cited.  M  The 
very  absurd  and  preposterous  nature  of  the 
penalty  made  the  ordinance  practically  a 
dead  letter  from  its  inception."  The  ex- 
tent of  the  nuisance  and  the  grievous 
damage  inflicted  are  shown  by  quotations 
from  a  report  that  Chief  Smoke  Inspector 
Adams,  of  Chicago,  made  to  the  board  of 


health  of  the  city.  Mr.  Adams  divides  the 
people  of  Chicago  into  two  classes  :  "  (i) 
those  who  create  a  smoke  nuisance ;  (2) 
those  who  are  compelled  to  tolerate  a 
smoke  nuisance.  One  class  has  radical 
champions,  who  maintain  that  smoke  is  an 
irrepressible  necessity— a  concomitant  of 
the  commercial  and  manufacturing  su- 
premacy of  Chicago  ;  that  smoke  not  only 
is  not  unhealthy,  but  that  it  is  an  actual 
disinfectant ;  that  the  advocates  of  smoke 
abatement  are  visionary  sentimentalists, 
and,  in  a  general  way,  they  are  emphatically 
opposed  to  any  agitation  of  the  subject." 
The  second  class  "  declare  that  the  smoke 
nuisance  is  a  positive  menace  to  the  health 
of  citizens;  that  it  has  resulted  in  an 
alarming  increase  in  throat,  lung,  and  eye 
diseases ;  they  point  to  ruined  carpets, 
paintings,  fabrics,  the  soot-besmeared 
facades  of  buildings,  and  to  a  smoke- be- 
clouded sky,  and  demand  that  the  smoke 
inspector  do  his  plain  duty  under  the  law." 
In  Chicago,  there  are  more  than  15,000 
steam  boilers,  12.000  of  which  consume 
soft  coal.  These  are  distributed  over  an 
area  of  186  square  miles.  Inspector 
Adams  says  :  "  I  know  of  an  instance  in 
which  a  restaurant  firm  so  consumed  $600 
worth  of  coal  as  to  cause  an  actual  damage 
to  adjacent  property  exceeding  $25,000." 
He  also  cites  "  an  apartment  building, 
under  the  management  of  a  receiver,  pro- 
tected by  the  court  against  the  enforce- 
ment of  the  smoke  ordinance,"  which,  he 
states,  "ruined  the  furniture  and  furnish- 
ings of  every  residence  for  two  blocks  in 
its  neighborhood,  and  depreciated  the 
value  of  adjacent  real  estate  more  than 
one-third  of  its  former  value."  Mr.  Out- 
erbridge then  reviews  the  different  solu- 
tions of  the  smoke  problem  hitherto  pro- 
posed. Theoretically,  the  best  solution  is 
the  use  of  smokeless  fuel.  Such  a  fuel  is 
petroleum.  But  for  various  reasons, 
among  which  is  an  inadequate  supply,  "we 
may  as  well  abandon  the  idea  of  the  prob- 
ability of  the  general  use  of  petroleum  as 
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a  fuel  in  this  country."  Secondly,  the  use 
of  anthracite  is  not  accompanied  with  the 
nuisance  of  smoke,  but  "  it  is  an  unfortu- 
nate fact  that  this  admirable  fuel  has  been 
proven  unable  to  compete  successfully 
with  bituminous  coal  in  the  race  for  in- 
dustrial supremacy."  The  anthracite  out- 
put in  1895  was  double  that  of  1880.  while 
the  production  of  bituminous  coal  was 
more  than  three  times  as  great.  Dr.  R.  H. 
Thurston,  following  Mr.  Outerbridge, 
confirmed  the  statement  that  the  smoke 
nuisance  is  preventable.  He  regards  the 
question  as  largely  a  matter  of  finance; 
that  is  to  say,  the  cost  of  smoke-abatement 
is  the  principal  obstacle  to  its  full  accom- 
plishment. Classifying  the  preventives 
which  are  more  or  less  effective,  he  named 
legislation,  operating  through  boards  of 
health,  as  being,  in  his  opinion,  most 
likely  to  be  effective.  He  does  not  credit 
the  statements  made  with  reference  to  its 
unhealthfulncss,  rather  regarding  the 
presence  of  some  free  carbon  in  the  air  as 
aseptic  in  its  effects.  A  system  of  fines 
that  would  make  the  production  of  smoke 
more  costly  than  its  prevention  ought  to 
be  imposed.  "  The  difference  in  the  costs 
of  bituminous  and  anthracite  coal  being 
taken  as,  we  will  say  for  illustration,  $2  per 
ton,  the  proprietor  can  bear  a  tax  of  that 
amount,  if  it  should  prove  necessary  on 
the  part  of  the  city  to  impose  it ;  and  this 
means  about  $4  per  annum  per  square  foot 
of  grate  surface.  A  fine  of  twenty-five  to 
fifty  cents  a  month  per  square  foot  of 
offending  grate  will  thus  presumably  abate 
the  nuisance  under  such  circumstances. 
Very  likely  a  much  smaller  sum  may  prove 
sufficient;  but  that  is  a  matter  for  trial, 
and  one  to  be  settled  by  experience."  Mr. 
William  R.  Roney,  Professor  L.  N.  Haupt, 
Col.  Thomas  P.  Roberts,  of  Pittsburg,  and 
others  contributed  to  this  interesting  dis- 
cussion. The  consensus  of  opinion  is  that 
abatement  of  the  smoke  nuisance  is  possi- 
ble. The  increased  cost  of  smokeless 
combustion  will  be  the  chief  incentive 
of  opposition  to  a  general  and  effective 
movement  in  this  direction.  It  has 
always  been  the  case  that  great  public 
reforms  have  been  resisted  by  private 
interests. 


Pot  Holes  in  the  Anthracite  Region. 

In  an  article  by  William  Griffith  in  En- 
gineering News  (June  24)  a  description  of 
these  freaks  of  the  glacial  period  is  pre- 
sented, and  the  action  of  water  flowing 
through  a  considerable  distance  in  streams 
(probably  through  crevices  in  the  ice), 
aided  by  the  stones  kept  rolling  and  rock- 
ing or  swept  about  by  the  force  of  the 
water-falls,  is  assigned  as  the  cause  of  these 
holes.  Pot  holes  are  often  found  in  the 
neighborhood  of  channels  gouged  out  by 
the  irrepressible  force  of  the  superincum- 
bent glacial  mass,  which  carried  along  with 
it  quantities  of  abrasive  materials  (such 
as  sand  and  gravel),  now  found  deposited 
in  the  channels  and  in  the  pot  holes,  the 
latter  being  generally  filled  with  glacial 
drift.  What  is  known  as  the  "  buried  val- 
ley "  of  Wyoming  is  one  of  these  glacial 
channels.  In  1884.  one  of  these  pot  holes 
was  discovered  in  the  anthracite  coal 
regions,  "  when  one  of  the  chambers  of 
the  Eton  Colliery  at  Archbald,  owned  by 
Jones,  Simpson  &  Co.,  and  located  on  the 
mountain-side  high  above  the  water-level, 
was  drifted  against  a  mass  of  round  stones 
of  all  sizes,  from  pebbles  to  boulders  a  foot 
in  diameter.  Subsequent  investigation 
revealed  the  existence  of  an  oval-shaped 
shaft,  from  twenty  to  forty  feet  in  diam- 
eter, worn  through  the  reck  from  the  sur- 
face. The  walls  of  the  pot  hole  were 
smoothly  worn  and  fluted,  and  corrugated 
spiral  curves  showed  the  unmistakable 
action  of  water  and  stones.  This  pot  hole 
had  cut  completely  through  the  coal  bed, 
and  among  the  boulders  in  the  bottom  of 
the  hole  were  quantities  of  of  round  lumps 
of  coal,  which  had  evidently  been  cut  from 
the  vein."  This  pot  hole  is  now  used  as 
an  air  shaft  for  the  mine.  A  wall  has  been 
built  around  the  top,  and  "  it  may  be  in- 
spected at  any  time.  A  second  pot  hole  was 
found  later  at  the  same  mine,  about  1,000 
feet  northward  of  the  first.  It  has,  however, 
never  been  cleared  of  its  contents  of 
glacial  drift."  About  twenty  years  pre- 
vious to  the  discovery  of  these  pot  holes, 
a  cave- in  occurred  at  the  Wyoming  col- 
liery, now  the  Lehigh  Valley  Coal  Co.,  at 
Port  Bowkly  Station,  on  the  Lehigh  Val- 
ley Railroad.    It  was  supposed  that  this 
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was  the  result  of  one  of  these  pot  holes, 
since  the  mines  were  filled  with  d/brisXike 
that  found  in  the  other  pot  hole.  The 
mine  has  since  been  recovered.  Two 
serious  mine  accidents  attributed  to  pot 
holes  have  occurred  in  the  "  buried  valley," 
of  Wyoming,  since  the  Archbald  pot 
holes  were  discovered.  The  latest  of  these 
occurred  on  March  i,  1897.  On  the  after- 
noon of  that  day  "  the  surface  under  the 
Wyoming  post  office  began  to  settle.  The 
mines  were  idle,  and  no  one  was  working 
at  this  point.  Inspection  by  the  mine  offi- 
cers revealed  the  fact  that  a  break  had 
occurred  near  the  face  of  the  most  ad- 
vanced workings  at  the  edge  of  the  solid 
coal,  resulting  in  a  flow  of  water  and  quick- 
sand, filling  a  large  area  of  the  workings, 
and  carrying  the  debris  to  the  foot  of  the 
shaft  three  thousand  feet  away."  The  vol- 
ume of  the  flood,  however,  gradually  dim- 
inished, and,  the  pumps  being  adequate 
for  the  emergency,  the  water  in  a  short 
time  began  to  subside,  the  flow  of  sand 
stopped,  and  the  break  checked  and  filled, 
not,  however,  until  about  seven  thousand 
cubic  yards  of  quicksand  had  been  washed 
into  the  mine,  causing  a  surface  depression 
or  cave  about  2,300  feet  in  diameter  and 
25  feet  in  depth,  which  engulfed  the  pot 
hole  completely  and  did  some  damage  to 
three  dwellings.  The  circumstances  of 
this  accident,  and  the  evidences  accom- 
panying it,  show  unquestionably  the  pres- 
ence at  this  point  of  a  glacial  pot  hole  of 
sufficient  depth— fifty  to  seventy-five  feet 
at  least— to  cut  the  vein  of  coal  in  which 
the  mines  were  operated.  The  first  rush 
of  sand  and  water  carried  with  it  a  quan- 
tity of  water  ground  lumps,  which  were 
deposited  near  the  shaft  and  in  the  gang- 
way leading  therefrom.  Quantities  of  coal, 
worn  round  and  smooth,  were  found  de- 
posited with  the  quicksand  at  points  close 
to  the  work,  showing  that  the  bottom  of 
the  hole  probably  cut  through  the  coal- 
vein.  Fortunately,  the  miners  had  left 
their  work  a  few  hours  before  the  break 
occurred.  A  stoppage  of  the  mine  for 
about  six  days  resulted,  but  it  is  now  in 
operation  again.  This  is  an  abstract  of 
a  paper  lead  at  the  meeting  of  the  Anthra- 
cite Coal  Operators'  Association  for  1897. 


A  Notable  Feat  in  Irrigation. 
Some  of  the  difficulties  which  have  to  be 
encountered  by  engineers  engaged  in 
erecting  irrigation  works  are  recounted  in 
an  interesting  popular  article  in  Harper's 
Weekly  (June  12).  The  cultivation  of 
arid  lands  depends,  not  upon  the  amount 
of  land  which  can  be  cultivated  in  the 
heated  region,  but  upon  the  water-supply 
which  can  be  obtained  by  engineering 
methods.  As  a  rule,  irrigated  lands  have 
proved  very  profitable  and  productive,  and 
the  problem  of  obtaining  water  for  irriga- 
tion is  one  of  the  most  interesting  that  can 
be  presented  to  the  civil  engineer.  In  the 
article  named  a  feat  in  irrigation  is  de- 
scribed which,  we  think,  is  not  generally 
known  to  the  American  public.  This  was 
simply  a  diverting  of  water  from  one  water- 
shed to  another  on  the  opposite  side  of 
the  ridge.  "This  plan  comprehends 
nothing  less  than  the  appropriating  from 
the  Pacific-slope  water  to  supply  a  de- 
ficiency on  the  Atlantic  slope,  or  of  draw- 
ing water  from  the  Grand  river  in  Col- 
orado to  supply  the  farmers  of  the  Cache 
la  Poudre  valley  with  water  for  their 
crops,  or  vice  versa."  This  plan  has  al- 
ready been  carried  out  in  the  diversion  of 
water  from  the  head  of  the  Big  Laramie 
river,  which,  rising  in  Laramie  county, 
Colorado,  flows  northward  into  the  North 
Platte  river,  the  head  of  the  Cache  le 
Poudre  river  rising  in  the  same  county 
and  flowing  in  an  easterly  direction  and 
emptying  into  the  South  Platte.  "  This 
feat  has  been  accomplished  by  a  company 
which  owns  a  large  system  of  irrigating 
ditches  and  reservoirs  in  the  Cache  la 
Poudre  valley.  Both  the  Big  Laramie 
and  Cache  la  Poudre  rivers  have  their 
source  in  the  Medicine  Bow  range  of  the 
Rocky  mountains,  in  the  neighborhood  of 
Clark's  and  Cameron's  peaks.  These  peaks 
rise  some  thirteen  thousand  feet  above 
sea-level,  and  are  never  entirely  devoid  of 
snow ;  and,  when  the  warm  rays  of  the 
spring-time  sun  begin  to  beat  upon  their 
rugged  sides,  the  snow  and  ice  melt  and 
fill  all  the  streams  with  rushing  torrents. 
The  Big  Laramie  flows  northward  into 
Wyoming,  where  irrigation  is  not  so  far 
developed  as  in  Colorado ;  consequently 
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its  waters  have  not  all  been  appropriated. 
The  engineers  found  that,  by  intercepting 
one  of  its  upper  tributaries  at  an  altitude 
of  9,500  feet  above  sea-level,  quite  a  gener- 
ous flow  of  this  unappropriated  water 
could  be  conducted,  by  the  construction 
of  a  ditch  around  the  steep  sides  of  Clark's 
peak,  and  turned  into  Chambers  lake,  a 
tributary  of  the  Cache  la  Poudre.  Many 
difficulties,  however,  were  encountered  in 
the  construction  of  this  alpine  canal.  In 
the  first  place,  the  seasons  are  short  in  that 
altitude,  and  the  work  of  construction 
could  not  be  continued  longer  than  the 
first  of  December,  on  account  of  cold 
weather,  the  snow  falling  at  frequent  in- 
tervals, and  the  ground  freezing  so  that 
excavation  could  not  be  prosecuted. 
Again,  the  ditch  must  needs  be  constructed 
in  many  places  along  the  steep  side  of  the 
mountain,  where  the  entire  work  was  liable 
to  slide  out.  or  the  ditch  be  filled  with 
dibris  from  a  landslide  from  above.  In 
other  places  it  must  be  built  through 
heavy  timber;  in  others  still  through  hard 
rock.  At  one  point  it  was  found  neces- 
sary to  tunnel  for  a  distance  of  one  hun- 
dred feet  through  solid  rock,  and  at  an- 
other point  a  flume  four  hundred  feet  in 
length  carried  the  ditch  across  a  deep  de- 
pression in  the  mountain-side.  For  a 
great  distance  it  was  found  necessary  to 
build  log  curbing  to  sustain  the  outer 
bank  of  the  ditch  and  to  prevent  its  sliding 
down  the  mountain  side."  A  ditch  five 
miles  in  length,  ten  feet  in  width  on  the 
bottom,  and  from  twelve  to  fifteen  feet  in 
width  on  top,  is  now  in  successful  opera- 
tion. At  its  upper  end,  its  capacity  is  242 
cubic  feet  of  water  per  second,  and  at  the 
lower  end  400  cubic  feet.  The  increase  in 
the  capacity  from  the  beginning  to  the  end 
of  the  ditch  is  to  accommodate  the  inflow 
of  various  small  mountain  streams.  "  The 
ditch  is  in  charge  of  a  superintendent  and 
a  crew  of  men  for  nine  months  in  the  year, 
— that  is,  from  March  until  December, — 
and  is  patrolled  daily  and  watched  with 
the  greatest  care ;  for  a  leak  might  cause 
a  break,  and  a  break  might  carry  out  hun- 
dreds of  cubic  yards  of  earth  work  and 
make  the  ditch  practically  useless  for 
days  and  days  in  the  most  critical  season. 


During  the  summer  months  heavy  showers 
of  rain  and  cloud-bursts  are  frequent  in 
these  high  altitudes,  when  water  comes 
pouring  down  the  mountain-side  in  tons. 
To  obviate  the  danger  of  a  break  on  ac- 
count of  a  flood  of  water  an  automatic 
wasteway  was  invented.  This  is  so  ar- 
ranged that  water  rising  beyond  a  certain 
depth  in  the  ditch  lifts  the  waste-gate  and 
relieves  the  strain  on  the  banks  of  the 
ditch."  There  are  connected  with  this 
ditch  six  storage  reservoirs  with  a  capacity 
of  more  than  600,000,000  cubic  feet.  This 
ditch  supplies  water  for  the  Laramie 
county  ditch,  71  miles  in  length,  20  feet 
wide  at  the  bottom,  and  30  feet  wide  at  the 
top,  which,  constructed  at  a  cost  of  $200,- 
000,  waters  30,000  acres  of  land.  This 
ditch  is  connected  with  six  storage  reser- 
voirs having  a  combined  capacity  of  more 
than  600,000,000  cubic  feet. 

Steamships  of  1862  Contrasted  with  Those 
of  1897. 

Under  the  title, "  The  Place  of  Our  Des- 
tination," the  first  part  of  a  serial  article 
by  Professor  John  E.  Sweet,  in  American 
Machinist  (June  17),  makes  a  comparison 
between  steamships  in  the  year  1862  and 
those  of  the  most  modern  type.  A  vein  of 
humor  pervades  Professor  Sweet's  articles, 
which  adds  much  to  the  interest  of  all 
that  he  writes.  He  is  well  known  as  a 
keen  observer  in  all  matters  mechanical. 
He  describes  a  voyage  made  by  him  in 
1862  from  Boston  to  Philadelphia  on  the 
Cunard  steamer  America,  and  another 
made  this  year  on  the  Lucania.  The 
America  will  be  well-remembered  by  many 
now  living,  but  Professor  Sweet  gives  some 
details  of  its  dimensions  which  it  is  inter- 
esting to  recall.  "  She  was  a  wooden  side- 
wheel  steamer  of,  perhaps,  280  feet  in 
length,  from  2,000  to  2,500  tons'  burden, 
with  what  were  called  side-beam  engines, 
—that  is,  a  vertical  cylinder  with  its 
piston-rod  connected  to  a  crosshead  above, 
connecting  rods  or  links  reaching  down 
each  side  of  the  cylinder  to  the  ends  of 
two  side  levers,  and  from  the  other  end  of 
the  beams  a  connecting  rod  reaching  up 
to  the  drag-link  cranks  on  the  shafts; 
each  shaft  extending  out  to  its  own 
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paddle-wheel."  The  paddle-wheel  ocean 
steamers  have  disappeared,  and  have  been 
so  long  out  of  use  that  even  those  who 
can  well  recall  them  have  almost  forgotten 
their  former  existence.  The  comparison 
made  between  the  old  America  and  the 
modern  Lucania  shows  enormous  prog- 
ress. The  Lucania  "is  a  double-screw 
iron  steamer,  620  feet  long,  62  feet  wide, 
about  13,000  tons'  burden,  with  two  pairs 
of  triple-expansion  engines  of  1 5,000  h.  p. 
each."  Not  only  the  difference  in  size, 
but  the  difference  in  construction  and 
sailing,  is  notable.  Professor  Sweet  says 
that  the  two  journeys  were  made  in  very 
similar  weather,  and  under  very  similar 
conditions  of  the  sea.  The  America 
pitched  badly;  the  Lucania  does  not  pitch 
at  all,  but  rolls  considerably.  Professor 
Sweet  says  she  rolls  most  in  a  smooth 
sea, — "a  condition  there  is  certainly  no 
excuse  for;  for  to  prevent  it  is  a  simple 
mechanical  problem,  much  less  intricate 
than  others  in  the  same  line."  Professor 
Sweet  humorously  tells  of  the  sea-sickness 
suffered  on  the  old  America,  which  has 
been  replaced  by  malde  mer  on  more  mod- 
ern ships.  "I  well  remember  when  my 
chum  suggested  a  pint  of  sea-water  as  a 
remedy.  I  said  I  thought  a  point  of  land 
would  suit  me  much  better.  He  seemed 
to  think  it  very  funny;  so  one  can  see 
there  has  been  a  change  in  wit  as  well  as 
in  ships,  for  what  was  laughable  then 
seems  now  as  flat  as  a  surface  plate."  An 
interesting  point  in  the  history  of  screw 
propulsion  is  noted  as  follows :  "  In  the 
early  days  of  screw  propulsion,  the  most 
difficult  thing  they  had  to  contend  against 
was  the  governing  of  the  engines,  and 
during  a  trip  in  March,  1865,  in  the  screw 
steamer  City  of  New  York,  No.  2,  no  at- 
tempt—or at  least  no  successful  attempt — 
was  made  to  govern  the  engine;  as  the 
ship  pitches  fearfully,  the  engines  went 
like  a  wind-mill  when  the  screws  came  out 
of  the  water,  and  slowed  down  to  a  quar- 
ter speed  when  wallowing  deep  in  the  sea. 
Suggestions  were  then  made  that  the 
proper  source  to  govern  from  was  wells  or 
chambers  in  the  stern  of  the  ship,  and 
this  means  is  now  adopted.  This  system 
has  been  worked  out  so  perfectly,  that  the 


Lucania  is  now  perfectly  governed  in  a 
rough  sea;  she  will  not  race  nor  lose  in 
such  a  sea  over  two  knots  out  of  twenty- 
two.  The  principle  of  the  governor  is 
simple.  When  the  stern  of  the  ship  comes 
out  of  the  water,  the  pressure  in  the  cham- 
bers is  reduced  and  the  throttle  closed; 
when  the  stern  goes  down,  the  pressure  is 
increased  and  the  throttle  opened.  The 
preventing  of  the  ship's  rolling  in  a  smooth 
sea  is  not  a  more  difficult,  though  a  dif- 
ferent, problem.  When  one  stops  to  think 
what  an  insignificant  thing  a  rudder  is, 
and  what  it  does  under  the  worst  of  con- 
ditions, why  should  he  question  the  effi- 
cacy of  a  rudder  in  the  keel  of  a  vessel  to 
keep  it  from  rolling?  As  the  steersman 
guides  his  rudder  by  the  compass,  so,  too. 
would  the  leveler  guide  his  rudder  (or  fins 
— as  would  have  to  be  used  in  a  ship  like 
the  Lucania,  which  has  no  keel)  by  a  level 
or  plumb.  It  might  not  prove  impossible 
to  work  the  device  automatically,  but  any 
attempt  to  hold  the  ship  on  an  even  keel 
would  not  do.  The  ship's  natural  position 
when  careened  by  load  or  wind  would 
have  to  be  found  ;  or,  in  other  words,  the 
thing  desired  would  be  to  hold  the  ship  as 
near  as  possible  at  a  mean  between  its 
natural  oscillations."  Mr.  Sweet's  voyage 
in  the  America  in  1862  was  made  in  a  little 
more  than  twelve  days.  The  trip  in  the 
Lucania  from  New  York  to  Liverpool  re- 
quired only  a  little  more  than  six  days. 
Neither  the  "pint  of  sea  water"  or  the 
"  point  of  land  "  was  required  in  the  latter 
voyage,  as  Professor  Sweet  declares  him- 
self to  have  been  able  to  do  duty  in  the 
dining-saloon  three  times  a  day. 

Tall  Office-Buildings. 

IN  a  series  of  popular  articles  in  Scrib- 
iters  ("  The  Conduct  of  Great  Businesses"), 
different  writers  have  been  endeavoring  to 
display  the  characteristic  features  of  some 
of  the  leading  commercial  occupations  and 
enterprises  of  modern  times.  The  fifth  of 
the  series  (May  number)  deals  with  the 
modern  high  building,  which,  "whether  it 
be  ugly  or  beautiful,  whether  it  express 
pleasant  or  disagreeable  traits  and  truths, 
is  distinctively  of  this  day  and  this  country, 
and,  containing  all  the  other  modes  of  en- 
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terprise,  is  comprehensively  typical."  It 
is  regarded  as  a  necessity  from  which  there 
is  no  escape.  Business  men,  finding  that 
their  business  had  outgrown  their  build- 
ings, and  unable  to  secure  additional  room 
on  adjoining  lots,  were  confronted  with 
the  alternatives  of  restricting  the  growth 
of  their  enterprises,  of  removal,  or  of  start- 
ing branch  establishments  at  more  or  less 
different  locations.  A  large  number  pre- 
ferred to  retain  the  existing  site  and  keep 
their  business  under  a  single  roof;  this 
could  be  done  only  by  going  skyward. 
The  passenger-elevator,  enabling  a  tenth 
or  twelfth  story  to  be  reached  as  easily  as 
the  second  or  third,  removed  all  physical 
difficulty,  while  architects  and  engineers, 
perceiving  the  situation  and  realizing  all 
its  demands,  found  themselves  in  posses- 
sion of  ample  resources  for  carrying  out 
the  construction  of  buildings  twenty  stories 
high  or  more,  if  required.  "  The  prices 
charged  for  a  given  space  in  one  of  the 
early  buildings  called  high  in  New  York 
will  show  how  speculative,  and  how  far 
astray,  were  the  first  reckonings  on  the 
effect  of  the  elevator.  The  building  was 
finished  in  1868,  and  the  manager  let  a 
suite  on  the  top  floor  for  $850  a  year.  He 
raised  the  rent  the  next  year  to  $1,250,  and, 
thinking  the  limit  reached  in  that  figure, 
signed  a  contract  for  a  five-year  lease. 
Bound  by  his  agreement,  he  had  to  refuse 
offers  rising  gradually  to  $4,500,  which  he 
got  readily  at  the  end  of  the  sixth  year. 
People  became  accustomed  to  the  elevator, 
as  their  fathers  did  to  the  steam  cars,  and 
now  the  top  stories  of  high  buildings  bring 
in  more  rent  than  the  middle  floors."  The 
financial  aspect  of  tall  buildings  has  in- 
vited capital,  and,  investments  in  this  class 
of  building  having  proved  profitable,  there 
is  at  present  no  abatement  in  the  favor 
with  which  it  is  regarded.  A  business 
phase  of  the  enormous  value  that  can  thus 
be  placed  on  a  comparatively  small  plot  of 
ground  is  beginning  to  develop  itself.  "  In 
most  of  our  greater  cities  a  man  can  borrow 
money  at  nearly  as  low  a  rate  on  real  estate 
in  the  financial  centers  as  he  can  on  high- 
class  bonds,  and  the  difference  is  disappear- 
ing. The  bonds  have  the  advantage  of 
their  divisibility  ;  the  holder  of  a  million 


dollars'  worth  can  hypothecate  them  in 
any  number  of  parcels  at  even  rates,  while 
the  owner  of  a  piece  of  real-estate  of  equal 
value  has  to  put  a  mortgage  on  the  whole 
to  secure  a  loan,  however  small,  and  the 
first  Hen  lowers  the  value  of  all  subsequent 
mortgages.  To  obviate  this  difficulty, 
companies  are  incorporating  to  fund  real 
estate,  so  that  its  value  can  be  handled  in 
the  form  of  stocks  and  bonds,  just  as  the 
securities  of  railroads  and  manufacturing 
companies  are  handled  in  the  financial 
market."  There  is  a  tendency  apparent 
to  make  tall  buildings  serve  as  residences 
for  bachelor  tenants,  as  well  as  for  offices  ; 
and  a  restaurant  has  long  been  a  feature  of 
some  great  office-buildings.  The  future 
may  see  great  hotels  in  which  business 
men  will  reside  as  well  as  conduct  their 
business,  and  which  will  supply  not  only 
food  and  lodging,  but  even  amusement. 

Excessive  Rainfalls. 

The  determination  of  the  maximum 
quantity  of  water  precipitated  in  any  given 
time  is  one  of  the  most  important  data 
sought  by  engineers  when  called  upon  to 
design  a  sewer  and  drainage  system  in  any 
locality.  If  excessive  demands  for  drain- 
age are  not  provided  for  in  advance,  there 
is  certain  to  be  trouble,  for  which  the  de- 
signer will  be  held  responsible.  Mr.  Al- 
fred J.  Henry,  in  the  Engineering  News, 
(June  24),  calls  attention  to  the  fact  that, 
in  some  of  the  heavy  storms  of  the  past 
year,  many  central  cities  have  found  their 
facilities  inadequate  for  the  discharge  of 
the  precipitated  water,  and  damage  to 
property  and  litigation  have  resulted  from 
these  failures.  In  view  of  the  importance 
of  the  subject,  Mr.  Henry  now  makes  what 
he  thinks  is  "a  first  attempt  to  draw  some 
useful  deductions  from  the  records  of  au- 
tomatic rain-gages  in  use  at  weather-bu- 
reau stations,"  and  has  prepared  a  "  table 
showing  the  accumulated  amounts  of  pre- 
cipitation for  each  five  minutes  during  all 
storms  in  1896  in  which  the  rates  equalled 
or  exceeded  one  inch  per  hour  at  all  sta- 
tions of  the  weather  bureau  furnished  with 
self- registering  rain-gages."  He  has  also 
tabulated  for  the  cities  of  Washington, 
Savannah,  and  Saint  Louis  the  percentage 
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of  cases  wherein  the  maximum  intensity 
of  rainfalls  occurred  within  from  five  to 
sixty  minutes  from  the  beginning  of  the 
storm.  The  author  suggests  that,  "  if  we 
select  from  the  whole  number  of  individ- 
ual storms  those  shorter  periods  during 
which  a  very  high  rate  was  maintained, 
and  plot  the  rates  per  hour  as  abscissae  in 
a  system  of  rectilinear  coordinates,  we  ob- 
tain, after  connecting  the  points  so  plotted, 
a  curve  of  probable  maximum  intensity." 
The  records  justify  the  division  of  exces- 
sive rains  into  two  broad  classes, — •*  (a) 
rains  of  great  intensity  and  short  duration 
and  (b)  of  light  intensity  and  long  duration. 
Of  these  two  classes,  those  of  the  first  are 
by  far  the  most  damaging  and  destructive. 
In  extreme  cases,  ninety-five  per  cent,  of 
the  downpour  may  quickly  find  its  way  in- 
to natural  or  artificial  drainage  channels. 
A  rainfall  of  one-half  inch  in  linear  depth 
represents  about  11,312  imperial  gallons 
per  acre.  Assuming  that  in  extreme  cases 
only  five  per  cent,  is  absorbed,  it  is  easily 
seen  how  great  a  quantity  of  water  must 
flow  into  the  drainage  channels."  Con- 
ditions for  sudden  condensation  and  pre- 
cipitation of  water  vapor  are  (1)  a  strong 
vertical  temperature  gradient;  (2)  high 
surface  temperature  and  humidity, — in 
fact,  the  general  conditions  of  humidity 
and  instability  of  the  atmosphere  neces- 
sary to  the  formation  of  thunder-storms 
and  tornadoes."  Of  the  first  class,  the 
cloud-bursts  of  the  mountainous  and  arid 
regions  of  the  west  are  the  most  violent. 
These  cloud-bursts  may  occur  in  any  of 
the  "mountainous  localities  throughout 
the  entire  territory  bounded  by  the  British 
possessions  on  the  north  and  the  Mexican 
border  on  the  south,  the  foot  hills  of  the 
Rockies  on  the  east  and  the  sierras  on  the 
west."  While  the  downpour  of  water  is 
extremely  violent  in  this  class  of  storms, 
it  usually  covers  only  a  small  area.  The 
amount  of  water  which  falls  in  a  short  time 
is  often  surprising.  An  instance  is  given 
of  a  rain-fall  of  8.8  inches  in  a  single  hour. 
Another  case  where  1 1.5  inches  fell  within 
an  hour  is  named.  It  is  evident  that  the 
records  of  the  weather  bureau  can  be  made 
available  for  the  supply  of  needed  engi- 
neering data. 


Electrolytic  Precipitation   of  Gold  from 
Cyanid  Solutions. 

The  Mining  and  Scientific  Press  credits 
to  the  Transactions  of  the  Chemical  and 
Metallurgical  Society  of  Johannesburg  the 
translation  of  a  paper  read  by  L.  Ehrmann, 
wherein  the  simplification  of  the  electro- 
lytic process  of  precipitating  coal  from 
cyanid  solutions  is  described.  Professor 
Ehrmann  states  that  the  extraction  of 
coal  from  cyanid  solutions  has  assumed  an 
importance  that  renders  it  nearly  a  capital 
subject  of  communications  to  the  society 
named.  "The  zinc  process  has  been  in 
great  favor  on  account  of  its  simplicity, 
and  very  successful  in  general  practice; 
but  there  are  cases  when  either  it  is  to  be 
considered  too  slow,  or  the  percentage  of 
gold  extracted  from  the  solution  too  low. 
This  is  the  reason  why,  principally  with 
poor  solutions,  the  electrolytic  processes 
are  used,  when  the  simpler  method  of 
zinc  boxes  seems  ineffective."  He  holds 
that  the  electrolytic  processes  are  the  best 
because  they  can  be  regulated,  but  they 
exact  more  care  and  technical  knowledge 
than  the  ordinary  zinc  process.  He  lays 
down  the  principle  that  electrolysis  of  the 
solution  produced  in  the  zinc  boxes  by  the 
contact  of  two  different  metals,  instead  of 
being  produced  by  an  external  source  of 
electricity,  simplifies  the  electric  process. 
He  calls  attention  to  the  fact  that  eleva- 
tion of  the  temperature,  which  facilitates 
the  chemical  reactions,  and  makes  them 
more  complete  and  rapid  is  a  neglected 
question.  His  paper  deals  principally 
with  the  results  of  experiments  which  he 
has  made  in  this  way.  In  some  cases  zinc 
shavings  were  used  in  the  ordinary  way ; 
in  other  cases  they  have  been  more  or  less 
coated  with  a  very  thin  film  of  copper. 
The  solution  generally  giving  the  best  re- 
sults was  an  ammonia  cupric.  cheaper  and 
more  effective  than  tartrate  or  other  or- 
ganic solutions.  In  reply  to  a  question, 
Mr.  Ehrman  stated  that  the  zinc  he  ex- 
perimented with  was  the  ordinary  zinc 
obtained  in  Johannesburg.  He  would 
not  make  the  experiments  with  pure  zinc 
because  he  wanted  to  experiment  from  a 
practical  point  of  view.  The  method  of 
experiment  is  dealt  with  at  length,  with 
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tabulated  statements  of  results.  The  re- 
sults of  all  the  experiments  are  favorable 
to  the  action  of  the  zinc-copper  couple 
and  hot  treatment,  showing  that  hot  treat- 
ment precipitates  as  much  gold  in  two 
hours  as  cold  treatment  does  in  twenty- 
four  hours.  The  difference  in  results  ob- 
tained with  hot  solutions  was  confirmed 
by  some  of  the  members  present,  although 
the  amount  of  difference  claimed  by  Pro- 
fessor Ehrmann  does  not  appear  to  have 
been  reached  by  the  other  experimenters. 

The  Present  Standing  of  the  Steel  Truck. 

The  gradual  substitution  of  metal  for 
wood  in  various  kinds  of  construction  is  a 
feature  of  the  age.  Although  wood  ties 
are  still  so  widely  used  in  American  per- 
manent way  that  their  possible  future  is 
scarcely  ever  considered  by  the  general 
public,  railway  men  have  long  been  weigh- 
ing their  merits  and  demerits  as  developed 
in  patented  inventions  and  such  designs 
as  have  been  put  to  practical  tests.  In  car- 
building  any  observer  might  have  seen  that 
metal  trucks  for  freight  cars  have  been 
supplanting  wood.  In  the  Railroad  Ga- 
sette  (June  4)  the  present  standing  of  the 
steel  truck  is  editorially  discussed,  while 
steel  underframing  for  freight  cars  is  the 
burden  of  an  editorial  in  The  Railway  and 
Engineering  Review,  noticed  below.  The 
fact  that  this  increase  in  the  substitution 
of  metal  for  wood  has  become  a  familiar 
topic  in  publications  devoted  to  railroad 
affairs  and  interests  is  a  plain  indication  of 
the  trend  of  progress.  The  Railroad 
Gauette  says  that,  "among  men  of  inven- 
tive mind  and  men  looking  about  for  new 
fields,  the  design  of  a  successful  steel 
truck  is  looked  on  as  one  of  the  big 
prizes  still  possible  in  railroad  engineer- 
ing." Since  the  completion  of  the  first 
Fox  truck  in  the  early  spring  of  1 891,  new 
designs  have  appeared  each  year,  and  our 
contemporary  notes  that  the  last  year  has 
been  probably  more  prolific  in  this  line  of 
advance  than  the  five  years  preceding  it. 
The  lay  reader  might  perhaps  infer  from 
the  remark  relating  to  the  completion  of 
the  Fox  truck  in  1891  that  metal  trucks 
are  a  more  recent  invention  than  they 


really  are.  But  a  continuous  frame  iron 
truck  has  been  in  use  "on  the  Boston  &  Al- 
bany Railroad  for  thirty  years.  The  Rail- 
road  Gatette  quotes  a  permanent  official  of 
that  road  in  high  praise  of  this  truck  as  a 
mechanical  structure.  A  metal  truck  costs 
more  than  the  old  style  of  truck,  but, 
when  well  designed,  is  "  practically  inde- 
structible except  by  wreck,"  and  the  cost  of 
current  repairs  is  very  much  less. 

Steel  Underframing. 

THE  Railway  and  Engineering  Review 
(June,  1890)  prints  under  this  heading  the 
report  of  a  committee,  submitted  at  the 
Master  Car  Builders'  Convention.  This 
committee  of  five,  appointed  to  prepare  in- 
dividual designs  for  steel  underframing, 
found,  after  considering  the  subject  in  two 
meetings,  that  some  degree  of  uniformity 
in  general  dimensions  is  advisable.  In 
order  to  secure  an  expression  of  opinion 
upon  the  most  desirable  inside  dimensions 
and  width  of  door  for  a  standard  60,000- 
pound  capacity  interchange  box  car,  a  cir- 
cular letter  of  inquiry  was  addressed  to  all 
the  leading  railways  requesting  informa- 
tion. Answers  were  received  from  most 
of  them.  Private  car  lines  were  not  con- 
sulted, because  their  cars  are  mostly 
special,  and  their  dimensions  might  not  be 
desirable  for  general  use  in  interchange 
service.  The  result  of  the  inquiry  was  the 
choice  of  the  following  dimensions,— to 
wit,  (a)  inside  length  for  standard  box  car, 
60,000  pounds'  capacity,  34  feet;  (£) 
width,  8  feet  4  inches;  (c)  height  from 
the  top  of  floor  to  the  top  of  the  plate,  7 
feet  6  inches;  (d)  width  of  side  door,  5 
feet  4  inches;  (e)  width  of  end  doors 
(when  end  doors  are  used),  24  inches  ;  (f) 
height  of  end  doors,  36  inches ;  (g )  height 
from  the  top  of  the  rail  to  the  top  of  the 
floor,  4  feet  two  inches.  The  report  says : 
"The  design  should  show  the  end  still 
flush,  and  not  projecting  beyond  the  sid- 
ing." A  very  careful  consideration  of 
practical  points,  both  mechanical  and  com- 
mercial, was  given  to  the  subject,  in 
working  out  the  designs.  These  designs 
are  printed,  with  descriptive  text,  as  part 
of  the  report. 
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Day  Loads  for  Central  Stations. 

Obviously  the  earning  of  maximum 
profit  by  a  power  plant  of  any  kind  de- 
pends upon  its  running  at  its  maximum 
rate  of  output  for  the  maximum  fraction 
of  a  solar  day.  The  maximum  fraction  of 
the  day  will  depend,  of  course,  upon  the 
conditions  of  working.  Electric-lighting 
stations  are  handicapped  by  the  fact  that 
they  can  run  at  the  maximum  output  for 
only  a  very  small  fraction  of  the  twenty- 
four  hours  of  a  solar  day.  At  a  conven- 
tion of  the  Canadian  Electrical  Associa- 
tion, the  proceedings  of  which  are  pub- 
lished in  the  Jane  number  of  the  Canadian 
Electrical  News,  Mr.  J.  A.  Kammerer  dis- 
cusses the  ruinous  effects  of  many  of  the 
old  business  methods  of  central-station 
managers,  and  notes  the  fact  that  the 
energies  of  these  managers  are  now  being 
directed  "  to  retrieve  what  has  been  lost  in 
the  past  in  this  respect."  Not  only  are 
they  completely  reconstructing  or  rearrang- 
ing their  plants,  but  they  are  giving  atten- 
tion to  the  study  of  efficiency  as  a  matter 
of  the  first  importance  to  successful  work- 
ing. They  are  also  seeking  other  means 
of  procuring  remunerative  returns,  and.  as 
increase  of  rates  cannot  be  looked  for,  they 
are  reaching  out  for  additional  income. 
"Such  additional  revenue  must  be  ob- 
tained from  increased  and  prolonged  use 
of  current,  to  obtain  which  means  of  hav- 
ing current  used  for  other  purposes  than 
illumination  must  be  found,  and  conse- 
quently use  in  the  day-time,  or  a  '  day 
load,'  as  it  is  called,  must  be  secured." 
Mr.  Kammerer  combats  the  claim  that,  be- 
cause the  business  of  electric-lighting 
companies  is  night  work,  they  should  not 
look  for  a  day  load,  although  he  admits 
that  this," at  the  first  blush,  looks  reason- 
able;" but  he  adds,  "  were  the  margins  on 
the  woolen  mills  or  other  commodities  as 
small  as  they  are  in  most  of  our  cities  and 
towns  on  electric  lighting,  the  woolen  mill 
would  either  have  to  close  up,  or  make  its 
plant  investment  work  day  and  night  to 
make  ends  meet."  A  central  station  used 
for  lighting  only  has  a  maximum  load  for 
scarcely  two  hours  out  of  the  twenty- four. 


"  Its  maximum  investment  is,  therefore, 
only  exerting  its  full  earning  power  for 
less  than  two  hours  instead  of  ten  or 
twelve  hours  daily."  Of  course,  fixed 
charges  run  for  the  entire  time,  as  much 
when  the  plant  is  working  at  a  minimum 
rate  as  when  it  is  producing  its  maximum 
amount.  Mr.  Kammerer  shows  that  the 
multiphase  alternating  system,  which  per- 
mits of  the  supply  of  power  as  well  as  light, 
meets  the  ordinary  situation  at  the  present 
time,  and  he  advises  the  cultivation  of  a 
day- lighting  service  among  merchants,etc, 
there  being  many  situations  wherein  an 
artificial  light  would  be  of  use  during  the 
day  as  well  as  at  night.  As  to  industries 
to  which  power  can  be  supplied  during 
the  day  by  the  multiphase  lighting  current 
system,  there  seems  to  be  no  lack.  There 
is  the  butcher  with  his  meat-chopping 
machine,  the  baker  with  his  dough  mixer, 
the  newspaper  with  its  printing  press,  the 
foundry  with  its  line  of  shafting  to  drive, 
and  the  planing  mill  with  its  machinery 
to  be  kept  going  throughout  the  day,  in 
every  town,  while  other  and  larger  indus- 
tries will  be  attracted  to  a  town  in  which  a 
day  power  service  may  be  obtained.  These 
different  industries,  all  using  power  during 
the  daytime,  tend  to  create  a  steady  load 
line,  which  is  especially  desirable,  as  it  in- 
creases the  number  of  hours  in  which  the 
investment  is  exercising  its  earning  power, 
and  helps  to  increase  and  secure  the  max- 
imum load  line  throughout  the  twenty- 
four  hours. 


Wood  Pavements  and  Sanitation. 

On  account  of  the  porous  and  absorp- 
tive character  of  the  material,  its  prone- 
ness  to  decay  when  exposed  to  atmos- 
pheric influences,  its  softness,  and  the 
failures  which  attended  the  earlier  ex- 
periments in  wood  paving,  this  class  of 
road  surfaces  fell  into  disrepute  in  Amer- 
ica. On  the  other  hand,  in  Paris,  where 
asphalt  paving  has  become  highly  popu- 
lar, the  failure  of  the  initial  experiments 
in  wood  paving  has  not  discouraged 
further  effort,  and  that  city  has  to-day 
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a  surface  of  540.000  square  meters  of 
wood  paving,  so  well  liked  that,  not  only 
in  the  French  capital,  but  in  provincial 
cities,  the  demand  for  it  is  constantly  in- 
creasing. The  Sanitary  Record  (June  11) 
discusses  this  subject  from  the  standpoint 
that  "  the  model  roadway  is  that  which 
commands  cleanliness  and  dryness.  A 
scavengered  street,  with  well- flushed  ken- 
nels, is  never  an  unhealthy  street."  If 
the  road  be  properly  bevelled,  the  surface 
water  is  thrown  off  on  either  side,  cools 
cannot  form,  and  breeding-places  and 
refuges  for  disease-spores  are  not  created. 
The  engineering  requirements  of  a  good 
roadway  are  that  it  must  not  be  too 
rough  or  too  smooth ;  horses  must  be 
secured  a  grip — a  surety  of  footing.  This 
will  explain  the  disadvantages  of  asphal- 
tum  when  in  a  "  buttery  "  or  greasy  con- 
dition, and  why  hardness  in  wcod  is  not 
in  itself  a  recommendation.  "A  good 
road  ought  to  produce  from  wear  and  tear 
but  little  detritus.  Judge  of  what  the  lat- 
ter can  be,  when  the  Seine,  in  1879,  annu- 
ally received  no  less  than  330.000  cubic 
yards  of  Paris  street  mud.  The  pave, 
ment  was  then  in  granite,  whinstone,  and 
porphyry,  in  addition  to  macadam  sur- 
faces. It  is  calculated  that  the  total 
space  between  the  joints  of  paving-stones 
equals  one-third  of  the  set-stone  area. 
In  some  of  the  leading  Paris  thorough- 
fares corresponding  with  the  main  sewers 
the  latter  are  provided  with  perforated 
iron  catch-baskets,  into  which  the  street 
water  with  its  charged  sediment  falls. 
The  latter  is  retained  and  duly  extracted. 
Wood  pavement  does  not  suit  all  kinds  of 
traffic,  or  roads  of  steep  grades.  How- 
ever, in  Paris,  immense  trucks,  drawn  by 
five  or  seven  horses,  and  transporting 
solid  ready-dressed  blocks  of  building- 
stone  of  seven  to  ten  tons  in  weight,  pass 
without  injuring  in  the  least  the  wood- 
paved  streets."  These  wooden  roads  are 
made  in  a  very  thorough  manner,  and  it 
is  upon  this  thorough  workmanship  that 
their  sanitary  excellence  almost  wholly 
depends.  An  indestructible  water-proof 
foundation  or  bed  of  best  Portland  ce- 
ment concrete,  covered  over  with  a  coat 
of  liquid  mortar,  is  provided,  and  allowed 


to  dry  sufficiently  before  the  wood  blocks 
(Swedish  pine)  are  laid  down.  This  wood 
is  naturally  very  resinous,  and  therefore 
resists  atmospheric  agents.  It  is  also  said 
to  be  very  elastic,  and  so  homogeneous 
that  it  wears  very  evenly.  Its  hardness  is 
sufficient  for  durability,  but  not  so  great 
as  to  make  the  roads  slippery.  "  The  bor- 
ders or  kennels  have  the  blocks  laid  longi- 
tudinally, but  the  joints  are  not  filled  in, 
in  order  to  allow  for  the  wood  swelling  or 
dilating.  But  the  interstices  of  the 
blocks  composing  the  road  proper  arc 
filled  in  with  a  liquid  mortar.  The  surface 
is  next  covered  with  a  special  gravel,  pre- 
pared from  broken  porphyry,  which  easily 
penetrates  into  the  tissue  of  the  wood, 
forming  a  kind  of  indurated  and  imper- 
vious topcoat."  This  topcoat  renders  the 
pavements  much  less  slip:ery  than  it 
would  be  without  it.  Such  a  pavement 
will  last  for  from  eight  to  ten  years,  and 
the  price  named  for  it  in  Paris  ranges 
from  twelve  to  fixteen  francs  per  square 
meter.  The  pitch  pine  of  Florida  is  said 
to  be  excellent,  but  is  dearer  than  the 
Swedish  pine.  The  blocks  are  not  laid 
down  in  their  natural  state,  but  are  first 
creosoted,  after  having  been  divided  into 
three  different  qualities.  The  creosoting 
is  done  by  the  municipality,  which  has  a 
factory  that  turns  out  13,000  blocks  daily. 
This  number  of  blocks  is  sufficient  to 
pave  300  square  meters.  The  cost  of  re- 
pairs for  such  a  road  is  named  as  two 
francs,  while  that  for  stone  is  only  one 
franc.  A  very  great  deal  of  attention  is 
paid  to  the  cleanliness  of  the  streets  in 
Paris,  and  from  this,  doubtless,  the  sani- 
tary repute  of  the  wood  roads  has  gained 
very  much.  While  the  wood  roads  are 
more  costly,  they  are  regarded  as  a  luxury. 

Transmission  of  Power. 

Transmission  of  power  should  not  be 
confused  with  transmission  of  energy,  yet 
such  confusion  is  often  manifested  by 
writers  upon  mechanical  subjects.  Such 
confusion  can  even  be  detected  in  an  arti- 
cle under  the  above  title  in  The  Engineer 
(London,  June  4).  A  trolley  wire  conveys 
energy,  not  power,  from  the  power  house 
to  the  motorof  an  electric  car.  The  energy 
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thus  conveyed  performs  no  work,  except 
in  overcoming  the  resistance  of  the  wire, 
till  it  reaches  the  motor,  wherein  it  is  con- 
verted into  power,  which  is  expended  in 
the  performance  of  work.  The  boiler  of 
a  locomotive  does  not  transmit  power  from 
the  furnace  to  the  water  in  the  boiler ;  it 
transmits  that  form  of  energy  known  as 
heat;  strictly  speaking,  the  boiler  does  no 
work.  By  a  figure  of  speech,  we  say  a 
boiler  "  works  well,  or  ill,"  as  the  case  may 
be  ;  but,  when  we  consult  our  mechanical 
and  thermodynamtcal  definitions,  we  find 
no  warrant  for  saying  that  a  boiler  works, 
or  that  it  transmits  power ;  what  it  trans- 
mits is  energy — a  very  different  thing  from 
either  power  or  work.  The  steam  pipe 
leading  from  the  boiler  to  the  steam  chest 
of  an  engine  cylinder  does  not  transmit 
power  ;  it  simply  transmits  the  heat  energy 
generated  in  the  boiler ;  only  when  the 
steam  reaches  the  cylinder  and  the  piston 
moves,  energy  is  converted  into  work, 
which.when  quantitively  expressed  in  units 
of  work  performed  in  a  specified  time,  is 
power.  On  the  other  hand,  rope  trans- 
mission, bell  transmission,  shaft  trans- 
mission, etc.,  are  examples  of  power  trans- 
mission. The  article  referred  to  in  The 
Engineer  criticises  the  lack  of  judicial 
spirit  with  which  the  members  of  the  In- 
stitution of  Civil  Engineers  recently  de- 
bated this  subject.  If  some  percentage  of 
energy  be  required  at  a  distance,  derived 
from  a  primary  source  of  energy,  and  if  to 
get  that  distant  energy  as  a  derivative 
from  the  primary,  mechanical  power  be 
transmitted  between  the  two  points,  there 
will  be  required  two  conversions;  first, 
energy  must  be  converted  into  mechanical 
power,  and,  second,  this  mechanical  power 
must  be,  in  its  turn,  converted  into  energy. 
If,  on  the  other  hand,  mechanical  power  be 
desired  to  be  produced  at  a  distance  from 
some  primary  source  of  power,  and  to  gain 
that  power  at  a  distance  energy  be  trans- 
mitted, there  will  again  be  two  conver- 
sions.—to  wit,  power  into  energy,  and 
energy  into  power.  If  we  are  to  agree  in 
thought,  we  must  agree  upon  the  symbols 
of  language  used  to  express  thought.  The 
most  rancorous  historical  debates  and 
disagreements  have  been  the  offspring  of 


mutual  misunderstanding.  In  the  debate 
reviewed  editorially  in  The  Engineer,  it  is 
true,  the  remarks  were  mostly  confined 
to  practical  topics,  but  in  this  age  it  is  so 
impossible  to  divorce  practice  from  theory 
that,  if  one  is  confused  in  his  theory,  he 
is  almost  certain  to  be  somewhat  wrong 
in  his  practice.  One  reason  for  disagree- 
ment at  the  meeting  referred  to  appears 
to  have  been  the  short  time  (ten  min- 
utes) to  which  each  member  was  limited 
in  his  remarks.  Such  a  limit  in  debating 
a  subject  so  large  in  every  way  might 
well  breed  an  impatience  not  provocative 
of  good  temper.  This  debate,  as  reported, 
is,  however,  full  of  interest  to  mechanical 
and  electrical  engineers. 

Precautions  Against,  and  Recovery  After, 
Explosions  in  Coal  Mines. 

An  attempt  to  codify  a  set  of  rules  to 
be  observed  by  owners  and  managers,  and 
by  men  working  in  coal  mines, — rules  cal- 
culated to  prevent  explosions  so  far  as 
precautionary  measures  can  avail  for  such 
a  purpose,  to  mitigate  the  dangers  to  which 
the  men  are  exposed  and  the  damage  to 
mines  and  machinery  resulting  from  ex- 
plosions, and  to  facilitate  the  recovery  of, 
first,  the  living,  and,  second,  those  killed 
in  explosions, — is  made  in  a  very  able  and 
comprehensive  paper  by  Mr.  Gar  forth,  read 
before  the  Confederated  Institution  of 
Mining  Engineers,  last  June.  Mr.  Gar- 
forth  expressed  surprise  that,  considering 
the  full  and  detailed  accounts  which  have 
been  written  during  the  last  century  by  ex- 
perienced and  scientific  men  to  explain 
the  cause  of  colliery  explosions,  and  to 
suggest  precautions  for  their  prevention, 
the  colliery  men  do  not  to-day  possess  a 
code  of  rules  for  practical  use  in  a  time  of 
great  excitement  and  confusion,  such  as 
usually  follows  a  colliery  explosion.  He 
thought  that,  "  if  the  manager  had  before 
him  a  form  of  rules  and  knowledge  of  the 
means  which  had  proved  successful  at  a 
neighboring  colliery  some  years  before, 
supplemented  by  information  as  to  the 
mistakes  committed  at  another  colliery  by 
which  a  second  explosion  and  loss  of  life 
occurred,  it  would  help  to  show  him,  at  a 
critical  moment,  what  to  do  and  what  to 
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guard  against.  It  might  also  tend  to  re- 
duce the  feeling  of  helplessness  more  or 
less  experienced  when  man  is  face  to  face 
with  a  calamity  brought  about  by  the  forces 
of  nature."  The  rules  presented  by  Mr. 
Garforth  are  forty-two  in  number,  and  fill 
nearly  three  columns  of  the  Colliery  Guard- 
ian (June  1 1).  Eighteen  of  these  rules  re- 
late to  precautionary  measures,  and  the 
remainder  to  measures  applicable  after  an 
explosion.  They  bear  the  unmistakable 
stamp  of  practical  experience  in  coal-min- 
ing, and.  as  presented,  they  met  with  the 
general  approval  of  the  members,  who, 
after  the  reading  of  the  paper,  engaged  in 
an  interesting  discussion.  Our  readers 
must  consult  the  article  itself  for  the  text 
of  the  rules.  No  attempt  at  an  abstract 
would  do  them  justice.  The  president  of 
the  association,  Mr.  Lindsay  Wood,  said 
that  the  suggestions  in  the  paper  would 
disseminate  knowledge,  the  great  safe- 
guard for  the  prevention  of  accidents.  He 
also  suggested  that  the  rules  ought  to  be 
classified,  the  duties  of  the  managers  and 
owners  being  placed  in  one  category,  and 
those  of  the  men  in  another.  A  member 
present  remarked  that  these  rules  would 
impress  upon  the  management  the  proper 
measures  before  the  conditions  arose,  and 
he  thought  this  a  very  important  consider- 
ation. Some  people  think  it  sufficient  to 
get  the  appliances  when  an  accident  has 
occurred,  but  this  delay  places  them  at 
great  disadvantage.  They  would  feel 
much  more  at  ease  if  they  had  such  possi- 
bilities constantly  in  mind,  and  had  pro- 
vided the  precautions  needed  to  meet 
them.  He  thought  the  rules  ought  to  be 
printed  and  constantly  exposed  on  the 
pit-heap  or  in  the  cabin  for  reference. 
Another  member  thought  the  rules  should 
be  embodied  in  questions  included  in  the 
examinations  for  managers'  certificates. 
These  remarks  sufficiently  indicate  the 
favor  with  which  Mr.  Garforth's  paper  was 
received,  as  well  as  its  practical  value. 

Steam  Pipes  as  a  Cause  of  Fires. 
Few  questions  relating  to  the  details  of 
modern  construction  have  elicited  more 
discussion  or  given  rise  to  more  dispute 
than  the  assumed  freedom  of  low-pressure 


steam  pipes  from  the  danger  of  igniting 
woodwork.  While  the  direct  ignition  of 
new  wood  by  the  heat  of  low-pressure 
steam  pipes  may  be  regarded  as  impos- 
sible, investigation  has  proved,  beyond  a 
doubt,  that  the  continuous  action  of  tem- 
peratures, ranging  from  212  to  225  de- 
grees F.,  will  produce  in  wood  constantly 
exposed  to  the  action  of  external  air  a 
condition  wherein  it  will  spontaneously 
ignite  by  absorption  of  oxygen.  A  num- 
ber of  fires  in  buildings  have  been  at- 
tributed to  this  cause.  The  fact  justifies 
the  enforcement  of  the  underwriters' 
rules  for  protecting  woodwork  near  which 
steam  pipes  are  placed,  by  covering  it 
with  metal  plates,  etc.  Not  only  in  build- 
ings have  fires  thus  been  originated,  but 
also  in  mines.  In  connection  with  the 
dangers  attending  the  use  of  steam  pipes 
in  mines,  the  effects  of  steam  upon  wood 
are  noted  by  Mr.  A.  L.  Steavenson,  in 
Iron  and  Coal  Trades'  Review  (June  11). 
Reference  is  made  by  Mr.  Steavenson  to 
the  experiments  of  M.  Violette  in  a  study 
of  thermometric  conditions  or  tempera- 
tures necessary  to  transform  wood  into 
charcoal.  When  wood  has  been  thus  car- 
bonized, it  becomes  subject  to  spontaneous 
combustion  due  to  the  rapid  absorption  of 
oxygen,  by  which  its  temperature  is  ele- 
vated to  the  point  of  ignition.  Indeed,  it 
may  be  suspected  that  the  absorption  of 
other  gases  might  also  raise  the  tempera- 
ture of  such  wood  to  the  ignition  point, 
which,  if  once  reached,  would  be  main- 
tained by  active  combustion  in  the  open 
air.  M.  Violette  determined  that,  accord- 
ing to  different  methods  of  carbonization, 
he  could  obtain  from  fifteen  to  forty  per 
cent,  of  charcoal,  with  marked  differences 
in  chemical  and  characteristic  properties. 
At  temperatures  as  high  as  392  degrees  F., 
he  could  not  get  good,  black  charcoal, 
but  at  570  degrees  the  product  was  uni- 
formly good.  Other  authorities  have,  how- 
ever, determined  that  exposure  of  wood 
to  a  much  lower  temperature  will  produce 
results  which  M.  Violette  failed  to  secure, 
if  sufficient  time  be  given  for  slow  action 
to  take  place.  Professor  Vivian  B.  Lewes 
says  that,  if  coal  be  kept  at  a  high  tem- 
perature, but  still  far  below  its  igniting 
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point,  its  ignition  is  simply  a  question  of 
time,  a  temperature  oi  120  degrees  being 
sufficient  to  create  a  dangerous  risk. 
There  seems  to  be  no  doubt  that  an  anal- 
ogous condition  may  be  produced  in 
wood,  if  kept  constantly  for  a  long  period 
at  a  temperature  considerably  above  the 
normal.  Such  wood  becomes  brown  in 
color  and  friable,  and  seems  to  possess 
the  power  of  absorbing  oxygen,  though  in 
a  less  degree  than  charcoal.  Of  course  at 
higher  temperatures  the  danger  is  much 
increased.  Examples  are  cited  wherein 
wood  has  been  discovered  in  a  state  of 
ignition  while  in  actual  contact  with  high- 
pressure  steam  pipes,  and  this  contact  was 
undoubtedly  the  cause  of  the  burning.  The 
practical  application  of  Mr.  Steavenson's 
paper  to  the  precautions  needed  to  guard 
against  fires  where  steam  heating  is  em- 
ployed is  obvious. 


German  Light  Railways. 
A  dispatch  to  the  British  foreign  office 
from  Mr.  W.  S.  Harris  Gastrell,  commer- 
cial attache1  to  the  British  embassy  in  Ber- 
lin, contains  a  memorandum  upon  a  move- 
ment for  furthering  a  proposed  extension 
of  light  railways  in  Germany,  in  which  the 
State  is  desired  to  participate.  An  ab- 
stract of  this  memorandum  printed  in  the 
Board  of  Trade  Journal  for  June  contains 
a  brief  history  of  light  railways  up  to  the 
present  time,  and  gives  the  outline  of  a  new 
bill  now  before  the  house  of  deputies  for 
the  extension  of  the  State  railway  system 
and  its  participation  in  building  store- 
houses for  grain.  This  "Auxiliary  Rail- 
way Proposal."  as  the  bill  is  named,  pro- 
vides for  (<i)  the  expenditure  of  a  sum  of 
£2.970,800  on  branch  railways;  {0)  the 
construction  of  light  railways  for  a  sum  of 
£400,000 ;  (*)  the  erection  of  agricultural 
store-houses  for  grain,  at  a  cost  of  £100,- 
000.  The  choice  of  the  new  branch  lines 
has  been  expressly  governed  by  the  con- 
sideration of  bringing  the  light  railways 
into  connection  with  the  main  lines,  in 
order  to  more  thoroughly  complete  the 
railway  system.  The  total  expenditure 
contemplated  is  £3.470,800.  Of  the 
,£2.970.800  which  it  is  proposed  to  expend 
on  branch  railways,  £299.400  are  budgeted 


for  working  requisites  and  appliances, 
rolling-stock,  etc.  Mr.  Gastrell  says  that 
"light  railways  ( "  Kleinbahnen  " )  in 
Prussia  are  regulated  by  a  law  of  July  28, 
1892.  which  kept  in  view  the  special  object 
of  attracting  private  capital  to  this  useful 
agricultural  undertaking.  The  reports  on 
these  lines  show  that  a  considerable  and 
rapid  development  has  taken  place  by  the 
aid  of  private  capital,  but.  of  course,  only 
on  those  portions  which  promised  fair  re- 
turns on  the  money  invested.  This  was 
not  the  case  with  those  lines  started 
merely  with  the  object  of  developing  ad- 
joining lands.  It  was  clear  from  the  very 
beginning  that  it  was  possible  to  build 
such  lines  only  with  certain  help.  Hence 
the  power  given  in  the  law  on  light  rail- 
ways to  the  provinces  to  allot  part  of 
their  revenues  for  their  furtherance.  Al- 
though some  provinces,  such  as  Hanover 
and  Westphalia,  at  once  made  extensive 
use  of  this  power,  it  was  not  much  em- 
ployed elsewhere  until  State  aid  was  given 
to  these  railways.  By  the  law  of  April  8. 
1895,  £250,000  was  granted  for  this  pur- 
pose, and  a  further  £400.000  was  added 
thereto  by  the  law  of  June  3,  1896.  These 
sums  were  applied  to  create  such  light  rail- 
ways as  were  deemed  necessary  in  the  in- 
terest of  the  public,  but  which  could  not 
be  built  otherwise  than  with  State  aid." 
Up  to  1897  the  sum  of  £250,000  has  been 
granted  or  promised  in  different  forms  of 
subsidy  to  railways  having  an  aggregate 
length  of  about  625  miles.  This  appropri- 
ation of  £650,000  will  be  fully  absorbed  by 
the  new  scheme,  if  it  is  carried  out  as  pro- 
posed. The  £100.000  allotted  in  the  bill 
for  subsidizing  grain  store-houses  is  addi- 
tional to  the  $150,000  allotted  by  the  law 
of  June  3.  1896.  The  roads  to  which  the 
allotments  are  to  be  distributed  are  speci- 
fied in  the  memorandum. 


A  Remedy  for  Urban  Overcrowding. 

The  ever- increasing  squalor  of  work- 
ingmen's  homes  in  cities  and  large  towns 
commands  the  pity  of  all  philanthropists. 
Scheme  after  scheme  for  the  amelioration 
of  the  conditions  under  which  the  major- 
ity of  the  earners  of  wages  are  compelled 
to  pass  their  days  has  been  brought  for- 
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-ward.  Some  of  these  have  been  tried 
with,  at  most,  only  partial  success;  the 
majority  of  those  submitted  to  actual  ex- 
periment have  lamentably  failed.  The 
result  is  not  encouraging  for  the  success 
of  new  schemes,  but,  all  the  same,  Mr. 
Stanley  Boulter,  in  the  Illustrated  Car- 
penter and  Builder  (June  11),  publishes  a 
plan  which,  carried  out,  he  thinks  would 
brighten  the  lives  of  the  British  working 
class,  and  enable  industrious  workers  to 
provide  a  real  home  for  themselves  and 
families.  Incidentally,  the  encouragement 
of  thrift  and  the  influence  of  an  effort  to 
reach  a  higher  plane  of  living,  by  saving, 
would,  it  is  thought,  do  much  toward 
elevating  the  moral  status  of  the  class 
which  it  is  proposed  to  benefit.  The  chief 
characteristic  of  the  scheme  is  the  exten- 
sion of  the  principle  of  the  "  Irish  Land 
Purchase  Act,"  passed  by  the  Unionist 
party  in  1885.  Under  this  act  a  tenant 
may  purchase  his  holding,  the  government 
providing  the  purchase  money,  to  be  re- 
paid by  the  tenant  in  forty-nine  yearly  in- 
stalments. It  is  said  that  these  yearly  in- 
stalments for  the  most  part  represent  an 
annual  sum  considerably  less  than  the 
rent.  An  example  is  given  of  holdings  at 
twelve  years'  purchase  on  the  estate  of 
Lord  Shannon,  where  the  rent  was  £10  a 
year  and  the  purchase  price  was  ^240. 
This  sum  advanced  by  the  government 
required  the  repayment  of  ^10  per  annum 
for  a  period  of  forty-nine  years,  at  the  ex- 
piration of  which  the  purchaser  would  be- 
come the  absolute  owner  of  the  property. 
Mr.  Boulter  has  consulted  with  eminent 
authorities  upon  the  values  of  real  estate 
in  the  suburban  districts  of  London,  and 
is  confirmed  by  these  in  his  estimate  that 
ten  years'  purchase  of  the  gross  rent  is  a 
reasonable  price  to  place  upon  freehold 
workmen's  dwellings.  For  a  period  of 
sixteen  years,  with  interest  at  three  per 
cent,  per  annum  and  what  is  considered  a 
fair  sum  for  parochial  and  water  rates  in 
addition,  the  weekly  saving  necessary  to 
meet  the  annual  payment  would  be,  for 
forty-seven  years,  4s.  7d.,  and,  for  sixteen 
years,  7s.  od.  These  are  extremes;  we 
omit  the  figures  for  terms  of  years  be- 
tween.    The   repairs   would,  however, 


come  upon  the  tenant,  but  most  working- 
men  in  mechanical  vocations  are  compe- 
tent to  do  for  themselves  the  more  ordi- 
nary repairs  required  for  such  cottages  as 
would  be  provided.  On  this  basis,  Mr. 
Boulton  proceeds  to  work  out  the  details  of 
the  scheme,  considering  the  topics  of  punc- 
tual payments,  the  character  of  the  build- 
ings to  be  erected,— for  which  he  gives 
plans  and  elevation,— the  removal  of  ten- 
ants, and  provision  for  migration. 

The  Victoria  Bridge  over  the  River  Dee. 

The  various  methods  of  constructing 
movable  centers  for  bridges  may  be  classi- 
fied in  three  categories,  according  as  the 
movable  part  swings  horizontally,  or  verti- 
cally, or  is  moved  longitudinally,  to  open 
a  space  for  the  passage  of  vessels.  A 
bridge  recently  erected  over  the  River 
Dee.  described  and  illustrated  in  Engineer- 
ing (June  11),  comprises  some  rather  un- 
usual features  in  the  construction  of  the 
movable  center  span.  The  bridge  consists 
of  three  spans  with  two  masonry  abut- 
ments and  two  intermediate  piers  made  of 
screw  piles.  There  are  teji  6-inch  solid 
steel  piles  in  each  of  the  intermediate 
piers,  fitted  with  Barber's  patent  mush- 
room screws,  and  driven  from  eighteen  to 
twenty  feet  into  the  river  bottom.  The 
total  length  between  the  abutments  is  397 
feet.  The  fixed  spans  are  each  140  feet 
long  by  25  feet  wide,  carrying  an  18- foot 
roadway  and  two  paths  each  3  feet  6  inches 
in  width.  They  are  constructed  of  steel 
lattice  girders,  attached  to  the  screw-pile 
by  riveted  cap  girders.  These  support  a 
trough  deck  platform,  with  a  roadway  of 
concrete  covered  with  asphalt  and  wood 
paving.  The  movable  center-span  made  is 
in  two  halves,  160  feet  long,  which  travel 
in  and  out  of  the  fixed  spans,  meeting  in 
the  center  of  the  river.  The  platform  of 
each  is  deflected  downwards  a  distance  of 
75  inches,  so  that  it  can  pass  under  the 
platform  of  its  correlated  fixed  span.  Hy- 
draulic rams  and  an  arrangement  of  steel 
wire  rope  are  employed  to  move  the  sepa- 
rate parts  of  the  movable  center,  each  be- 
ing carried  on  six  cast-iron  flanged  wheels 
placed  under  the  girders.  A  pressure  of 
750  pounds  per  square  inch  is  employed  in 
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the  rams,  which  are  each  8  inches  in  di- 
ameter by  1 1  feet  6  inches  in  stroke.  The 
rams  are  attached  to  the  cross  girders  of 
the  fixed  spans.  Vertical  duplex  steam 
pumps  are  employed  to  generate  the  press- 
ure in  the  accumulators.  The  hydraulic 
machinery  is  in  duplicate,  so  that  the 
bridge  cannot  be  crippled  by  the  breaking 
down  of  the  apparatus.  The  power  house 
is  situated  near  one  of  the  abutments,  and 
the  water  is  carried  across  the  stream  in  a 
pipe  to  the  machinery  of  the  opposite  sec- 
tion. On  account  of  a  tidal  phenomenon 
known  as  the  "  bore  "  in  the  River  Dee, 
great  difficulty  has  been  encounteied  in 
keeping  the  pipes  which  convey  this  press- 
ure in  good  working  condition.  At  the 
turn  of  the  tide  this  "bore"  or  wave  is 
seen  rushing  up  the  river  at  a  speed  of  four 
or  five  miles  an  hour,  and,  as  the  waters  of 
the  river  are  shallow,  and  the  height  of 
the  wave  varies  from  two  feet  to  four  feet, 
the  scouring  effect  upon  the  river  bottom 
is  so  great  as  to  completely  alter  the  char- 
acter of  the  bed.  This  action  has  resulted 
in  scouring  out  the  bottom  of  the  river 
under  the  transverse  pipes,  leaving  them 
to  a  considerable  extent  unsupported.  The 
pipes  are  thus  so  much  strained  as  to  cause 
them  to  leak.  Much  ingenuity  has  been 
expended  in  the  effort  to  avoid  this  diffi- 
culty. Copper  pipes  of  \)£  inches  in  di- 
ameter, with  screw  unions,  are  now  em- 
ployed. An  experiment  is  to  be  made 
with  solid  drawn  lead  pipes  bound  exter- 
nally with  copper  wire.  It  is  thought  that 
this  will  give  the  required  flexibility  to 
meet  the  change  in  the  condition  of  the 
river  bottom.  It  seems  to  us  that  the  elec- 
trical transmission  of  power  across  the 
stream  would  avoid  the  difficulty  described, 
and  would  not  cost  as  much  as  the  pipes ; 
but  there  may  be  reasons  why  this  is  im- 
practicable. 

Facts  Pertaining  to  Wrought  Iron  and 
Mild  Steel. 

Professor  A.  Humboldt  Sexton,  in  the 
Practical  Engineer  (June  18),  says  that 
these  materials  are  nearly  alike  in  chemi- 
cal composition,  both  being  very  pure 
forms  of  iron  containing  not  more  than 
0.5  per  cent,  of  carbon  ;  but  they  differ  very 


much  in  their  physical  properties,  as  a  re- 
sult of  different  processes  to  which  they 
are  subjected.  Wrought  iron  is  produced 
from  the  common  pig  by  the  well-known 
process  of  "  puddling,"  while  one  of  the 
first  steps  in  the  production  of  mild  steel 
is  the  melting  of  the  crude  material.  Mild 
steel  has  come  to  the  front,  and  has  for 
many  purposes  completely  superseded 
wrought  iron,  which  once  held  the  position 
of  the  only  reliable  metal  for  use  in  the 
constructive  arts.  The  day  of  wrought 
iron  is  not  over,  however,  for,  although 
mild  steel  has  taken  its  place  for  many 
purposes,  the  out-put  of  malleable  iron  in 
the  Scotch  works  for  1876  was  probably 
greater  than  that  for  any  year  since  the 
commencement  of  the  Scotch  malleable 
iron  industry.  Iron  or  malleable  steel 
may  be  made  directly  from  the  ore.  and 
both  of  them  have  been  so  made  in  the 
past ;  but  both  are  now  prepared  from  the 
pig  iron,  which  may  therefore  be  consid- 
ered as  the  crude  material  of  both.  The 
conversion  of  pig  iron  into  either  malleable 
iron  or  mild  steel  involves  the  removal  of 
impurities,  all  of  which,  except  sulphur 
and  phosphorus,  are  more  easily  oxidiz- 
able  than  iron.  Under  suitable  circum- 
stances these  may,  therefore,  be  burned 
out.  The  puddling  process  differs  very 
little  at  the  present  day  from  what  it  was 
when  introduced  by  Cort.  The  methods 
of  manufacture  and  the  physical  differences 
arising  from  differences  in  these  methods 
are  the  principal  topics  dealt  with  in  this 
article. 


Railroad  Bridges  and  Buildings. 

In  the  Railway  Magazine  for  April  is  a 
general  article  by  Mr.  Walter  G.  Berg, 
which,  under  the  above  title,  sets  forth  in 
an  authoritative  way  the  fact  that  this  class 
of  work  has  not  escaped  the  specializing 
tendencies  of  the  a«e.  "  The  department 
of  bridges  and  buildings  of  a  railroad  calls 
for  a  much  greater  special  technical  knowl- 
edge and  practical  training  than  is  usually 
assumed  by  the  general  public  and  even  by 
many  railroad  men,  and.  no  doubt,  far  ex- 
ceeding the  expectations  of  the  originators 
and  pioneers  of  railroad  construction." 
From  this  standpoint  he  summarizes  in  an 
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interesting  way  the  nature  of  the  work 
now  employed  in  the  department  of  bridges 
and  buildings. 


Secondary  Minerals  in  Ore  Bodies. 
The  purpose  of  an  article  by  E.  Moriarty 
Weston  in  The  Australian  Mining  Stand- 
ard (March  18)  is  the  stimulation  of  in- 
terest in  observation  and  collection  of  facts 
pertaining  to  secondary  minerals  in  ore 
bodies.  The  author,  as  far  as  possible, 
avoids  theorizing  upon  the  occurrence  of 
the  ore  bodies  themselves,  and  confines 
himself  to  the  study  of  the  secondary  min- 
erals as  one  of  the  most  fascinating  of 
subjects  to  mineralogists  and  geologists. 
Though  the  paper  is  necessarily  technical 
in  its  treatment  of  these  minerals,  it  also 
touches  upon  elements  of  popular  interest. 
All  the  natural  objects  around  us  are 
undergoing  chemical  changes,  although  it 
is  sometimes  difficult  to  school  ourselves 
into  a  full  and  constant  realization  of  this 
fact.  It  is  such  changes  that  have  pro- 
duced the  soils  overlying  the  disintegrated 
rocks,  and  it  is  such  changes  to  which  the 
secondary  minerals  in  ore  bodies  are  as- 
cribable.  There  is  a  striking  analogy  in 
the  formation  of  some  of  these  minerals  to 
the  formation  of  scale  in  steam  boilers,  the 
secondary  formations  in  such  cases  being 
deposited  from  solutions.  Such  deposits 
take  place  often  under  slight  changes  in 
physical  conditions,  as  is  seen  in  the  stal- 
actites and  stalagmites  in  caves.  Minerals 
are  often  held  in  solution  in  water  contain- 
ing carbonic  acid.  The  escape  of  this  acid 
resulting  from  changes  in  temperature  and 
pressure  is  often  the  cause  of  deposits  of 
the  material  previously  held  in  solution. 
Thus  also  gold  may  sometimes  exist  as  a 
secondary  mineral,  as  in  quartz  when  it  is 
seen  to  be  surrounded  by  a  greenish  or  red 
deposit  of  the  sulphate  or  hyd rated  oxid 
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of  iron.  The  description  of  the  chemical 
reactions  through  which  gold  thus  occurs 
is  too  technical  for  our  present  considera- 
tion, but  it,  and  the  entire  article,  will 
interest  students  of  mining  and  metal- 
lurgy. 


Irrigation  in  the  Northwest. 

In  a  very  interesting  and  instructive 
paper  read  by  Mr.  William  Pearce  before 
the  Association  of  Ontario  Land  Survey- 
ors {(Canadian  Engineer  for  June),  he 
states  that  few  persons,  if  any,  reared  in  a 
humid  climate  and  afterwards  residing  in 
an  arid  or  semi-arid  one,  where  irrigation 
is  needed,  have  not  been  impressed  "  with 
the  neglected  opportunities  in  irrigation  in 
the  humid  portion."  Even  in  the  humid 
regions,  irrigation  is  operated  to  a  much 
greater  extent  than  people  residing  in  such 
regions  are  apt  to  appreciate ;  witness  the 
almost  daily  watering  of  plants,  shrubs, 
and  trees  by  gardeners.  The  Dominion 
government  instituted  surveys  in  1894, 
gaging  streams  and  collecting  data  with 
reference  to  the  amount  of  water  available, 
such  portions  of  the  territories  as  are  best 
adapted  to  irrigation,  the  location  of  sites 
for  water  storage,  etc.  The  storage  of 
water  has  a  very  important  bearing  on  the 
conservation  of  forests.  It  is  important 
that  no  time  be  lost  in  making  the  neces- 
sary reservations  for  storage  in  the  settle- 
ment of  new  tracts,  because  the  construc- 
tion of  roads  and  railways  naturally  occu- 
pies points  most  vital  in  storage  of  water 
at  minimum  cost.  As  an  example,  Mr. 
Pearce  cites  a  report  of  the  United  States 
geological  survey  to  the  effect  that  at  one 
point  in  the  Rio  Grande  the  creation  of  a 
reservoir  at  the  best  point  would  necessi- 
tate the  reconstruction  of  a  railway  involv- 
ing an  outlay  of  hundreds  of  thousands  of 
dollars. 
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Recoil  Pistols. 

The  success  of  the  Maxim  automatic 
rapid-firing  gun,  in  which  the  mechanism 
is  operated  by  the  force  of  the  recoil,  is 
well  known.  The  same  principle  has  now 
been  applied  to  pistols,  a  very  successful 
recoil  pistol  having  been  produced  by  the 
famous  maker  of  small  arms  in  Germany, 
Herr  Mauser.  The  original  idea  of  utilizing 
the  force  of  the  recoil  is  due  to  Bessemer, 
who  suggested  it  as  long  ago  as  1854,  and 
the  applications  to  disappearing  gun  car- 
riages as  well  as  to  the  Maxim  gun  have 
been  long  enough  in  use  to  demonstrate  the 
value  of  the  principle.  The  Mauser  pistol, 
which  was  exhibited  before  the  society  of 
German  engineers  at  Wurtenberg,  is  de- 
scribed in  the  Zettschrift  des  Vereines 
deutscher  Ingenieure  for  May  1,  in  which 
full  details  of  its  construction  and  opera- 
tion are  given.  The  general  arrangement  of 
the  arm  is  that  of  the  modern  magazine 
guns,  on  a  smaller  scale.the  principle  differ- 
rence  being  in  the  sliding  breech  block  and 
firing  mechanism,  the  force  of  the  recoil 
throwing  the  block  back  and  at  the  same 
time  compressing  a  long  spiral  spring, 
which  returns  it  after  the  cartridge  has  been 
fed  upward.  So  long  as  the  trigger  is  drawn 
back,  the  firing  continues,  while,  if  the  trig- 
ger be  released,  the  weapon  remains  loaded 
and  cocked,  ready  for  action  upon  the  next 
pull  of  the  finger.  The  cartridges  are  fast- 
ened together  in  charges  of  ten,  which  can 
be  very  quickly  loaded  into  the  magazine. 
The  pistol  is  also  made  for  twenty  cart- 
ridges at  a  loading.  The  rapidity  of  fire 
is,  of  course,  the  great  point,  and,  it  is 
stated,  eighty  shots  a  minute  can  be  suc- 
cesfully  fired.  No  attempt  is  made  to  cool 
the  barrel,  as  is  done  in  the  Maxim  gun, 
but  no  ill  effects  appear  from  this  omission. 
A  ten-shot  pistol  of  this  type  was  fired 
2,200  times  as  rapid iy  as  possible,  without 
being  cooled  or  cleaned,  and  operated  per- 
fectly without  apparent  injury,  while  no 
appreciable  wear  upon  the  parts  was 
visible  after  10,000  shots.  The  extent 
to  which  such  a  weapon  will  be  found 
useful  in  actual  warfare  may  be  ques- 


tioned, since  the  waste  of  ammunition  in 
proportion  to  the  execution  is  likely  to 
be  large,  but,  considered  as  a  mechanical 
device,  it  is  certainly  a  most  ingenious 
production,  and  possibly  may  lead  to  an- 
other revision  of  the  small  arms  of  more 
than  one  nation,  should  the  recoil  princi- 
ple be  demonstrated  of  sufficient  practical 
value  to  demand  further  extension. 


Beton  Tanks. 

The  issue  of  the  Zeitschr.  des  Ver. 
deutscher  Ingenieure  iot  March  13  contains 
an  account  of  the  new  water  works  recently 
installed  in  the  little  town  of  Calbe.  on  the 
Saale.  The  plant  is  a  small  one,  the  supply 
being  about  900,000  gallons  per  day,  and 
the  only  point  of  especial  interest  is  the 
tank  in  the  water  tower.  This  tank, 
which  is  about  34  feet  in  diameter  by  20 
feet  deep,  is  of  the  Monier  type  of  beton 
construction,  the  necessary  tensile  strength 
being  obtained  by  imbedding  in  the  wall 
of  the  tank  a  system  of  round  iron  rods  10 
millimeters  in  diameter.  The  bottom  of 
the  tank  is  supported  upon  a  beton  dome 
resting  on  the  masonry  walls  of  the 
tower,  and  the  whole  construction  has  ap- 
parently proved  satisfactory.  The  thick- 
ness of  the  tank  walls  is  about  eight 
inches  at  the  bottom  and  four  inches  at 
the  top,  and,  as  the  iron  nowhere  comes 
in  contact  with  the  water,  injury  from 
rusting,  will  it  is  expected,  be  avoided. 


The  Crystallization  of  Carbon. 

The  experiments  of  Moissan,  and  bis 
success  in  producing  microscopic  crystals 
of  carbon  which,  technically  at  least,  were 
entitled  to  be  called  artificial  diamonds, 
are  well  known.  We  now  have  further 
contributions  to  the  subject  of  the  crystal- 
lization of  carbon  by  the  well  known 
electro-chemist,  Dr.  Borchers.  who  con- 
tributes an  article  to  the  Zeitschri/t fur 
Elektrockemie  reviewing  the  past  attempts 
in  this  direction  and  describing  his  own 
experiments.  Moissan  worked  upon  the 
line  of  crystallization  of  fused  carbon 
under  immense  pressure,  while  Borchers 
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attains  the  same  or  similar  results  by  main- 
taining a  carbon  rod  at  the  high  tempera- 
ture of  the  electric  furnace  for  considera- 
ble time,  the  surface  of  the  rod  showing 
distinct  evidences  of  crystallization. 

The  experiments  have  been  carried  out 
upon  a  small  scale  only,  and,  being  unable 
to  continue  the  researches.  Dr.  Borchers 
gives  a  full  account  of  his  methods  and 
apparatus,  trusting  that  further  investiga- 
tions may  be  carried  on  by  those  who 
have  powerful  currents  at  their  disposal, 
and  opportunity  to  carry  out  all  the  con- 
ditions which  success  demands. 


3930  feet 
374o  " 
3300 
3120  " 


Deep  Mine  Shafts. 
The  depth  to  which  mining  shafts  have 
been  sunk  in  various  parts  of  the  world  is 
testimony  to  the  industry  with  which  man 
has  constantly  sought  to  win  from  the 
earth  her  mineral  treasures,  and  the  list 
here  given,  compiled  from  various  sources, 
and  taken  from  a  recent  issue  of  Stakl 
und  Eisen,  will  be  of  interest. 

Belgium : 
Produits  mine.  Mons, 
Vivier  shaft,  Gilly, 
Viernoy  shaft,  Anderlues, 
Marchienne  mine 
St.  Andre  shaft,  Pokier  mine, 
Charlcroi.  3100 

Germany : 

Kaiser  Wilhelm  II,  Clausthal, 

Harz,  3020 

Einigkeit,  Lugau,  Saxony,  2620 

Samson,  St.  Andreasberg.  Harz,  2560 

Monopol  mine,  Camen,  West- 
phalia, 2535 

Frieden  mine,  Oelsnitz.  Saxony,  2510 

Concordia  mine.     "  "  2415 

Maria   mine,  Hongen,  Rhine 

Province,  2296 

Camphausen  mine,  Saarbrucken,  2299 

France : 
Montchanin  mine,  Le  Creuzot, 
Treuil  mine.  Saint  Etienne. 
Hottinguer  shaft,  Epinac, 

Great  Britain  : 
Pendleton,  Manchester, 
Ashton  Moss,  " 
Astley  Pit,  Dukinficld, 
Dolcoath  mine,  Cornwall, 


2296 
2033 
2000 


Rose  Bridge  shaft.  Wigan. 

Norway : 
Kongsberg  Silver  shaft, 

Austro-Hungary : 
Adalbert,  Przbram,  Bohemia, 
Maria, 

Anna,  " 
Franz  Josef  " 

South  Africa : 
Robinson  Deep,  S.  A.  R., 
Kimberley,  Cape  Colony, 
De  Beers'  mine, 

United  States : 
Red  Jacket,  Calumet  &  Hecla, 

Lake  Superior, 
Tamarack,  Lake  Superior, 
Yellow  Jacket,  Comstock,  Ne- 
vada, 

California  mine,  Colorado, 
Grass  Valley,  Idaho, 

Victoria : 
Lansell's,  Bendigo, 
Lazarus,        *'  u 
Magdala,  Stawell, 


2490  " 

1900  " 

357o  " 

3281  " 
3100 

2900  " 

'995  " 

1265  ■« 

1095  « 


4890 
4475 


3120 
2260 
2180 

330O 
3020 
2410 


347o 
3350 
3' 5o 
2580 


The  Henrichenburg  Canal  Lift. 
The  completion  of  the  mechanical  canal 
lift  at  Henrichenberg  calls  attention  to 
the  favor  which  this  substitute  for  the  old- 
fashioned  lock  system  is  gaining  on  the 
continent,  and  the  improvements  intro- 
duced into  this  latest  installation  may  lead 
to  its  consideration  for  future  use  at  avail- 
able locations  in  the  United  States.  At 
Henrichenburg,  on  the  canal  between 
Emden  and  Dortmund,  there  is  a  differ- 
ence of  level  of  more  than  fifty  feet  to  be 
overcome,  and  for  this  purpose  a  single  tank 
lift,  capable  of  handling  boats  of  six  hun- 
dred tons,  has  been  constructed.  The 
great  difference  between  this  lift  and  the 
well-known  hydraulic  double  lifts  at  Les 
Fontinettes  in  France  and  at  La  Louviere 
in  Belgium  lies  in  the  fact  that  the  weight 
of  the  boat  and  tank  in  the  Henrichen- 
burg lift  is  carried  by  a  system  of  floats, 
thus  avoiding  all  the  difficulties  and  ex- 
pense of  the  great  hydraulic  cylinders. 
Beneath  the  lower  slip  there  are  five  large 
wells,  each  containing  a  hollow  metal 
tank,  or  float,  and  on  these  floats,  by 
means  of  lattice  piers,  the  tank  is  sup- 
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ported.  The  depth  of  the  wells  is  such 
that,  when  the  tank  is  at  the  lower  posi- 
tion, the  floats  are  at  the  bottom,  while, 
when  the  tank  is  at  the  upper  level,  the 
piers  are  just  long  enough  still  to  keep  the 
floats  submerged.  The  displacement  of 
the  five  floats  being  just  equal  to  the 
weight  of  tank  and  its  contained  water,  it 
is  evident  that  the  lift  will  remain  balanced 
in  any  position,  and  the  only  additional 
power  required  is  that  to  overcome  fric- 
tion. The  rise  and  fall  are  produced  by 
four  screws  carried  on  a  suitable  trestle 
work  and  operated  by  electric  motors,  and 
the  details  of  the  plan  are  well  worked 
out.  The  tank  into  which  the  boats  are 
floated  and  by  which  they  are  carried  is  28 
feet  wide,  230  feet  long,  and  8  feet  deep, 
and  the  floats  by  which  it  is  supported  are 
cylinders  27  feet  in  diameter  and  34  feet 
long.  Since  a  boat  always  displaces  a 
volume  of  water  equal  to  its  own  weight, 
the  counterbalance  is  the  same  whether 
the  tank  contains  a  boat  or  is  filled  with 
water ;  after  the  balance  is  once  obtained, 
no  further  care  is  necessary  on  that  score. 
A  full  account  of  the  work  is  given  in 
Schweixerische  Bauzeitung  (May  l),  with 
illustrations.  A  comparison  of  this  plant 
with  the  hydraulic  cylinder  lifts  above  re- 
ferred to  shows  several  points  of  advant- 
age. The  hydraulic  system  involves  the 
use  of  double  tanks,  as  one  is  necessary  to 
counterbalance  the  other,  and  although 
double  service  is  gained  thereby  when  two 
boats  are  ready  at  the  same  time;  yet  in 
practice  one  tank  often  travels  empty, 
and,  where  the  traffic  does  not  warrant 
the  capacity,  yet  it  must  be  provided.  The 
heavy  strains  on  the  great  cylinders,  and 
the  careful  fitting  required,  add  much  to  the 
cost  of  construction,  so  that  the  floating 
lift  can  beconstructedatmuch  less  expense. 
In  point  of  service  there  is  little  or  no  differ- 
ence, the  time  being  about  three  minutes 
for  a  lift  of  fifty  feet  in  either  case. 

Watertight  Bulkheads. 

Modern  vessels  are  supposed  to  be 
provided  with  water-tight  bulkheads, 
dividing  the  entire  vessel  into  such  a  num- 
ber of  compartments  that  at  least  two  of 
them  may  be  filled  with  water  without 


causing  the  ship  to  sink.  If  this  end  is 
to  be  attained,  it  is  necessary  to  consider 
not  only  the  number  of  bulkheads,  but 
their  location,  and  this  question  is  not 
always  given  the  consideration  which  its 
importance  deserves.  In  the  issues  of 
the  Zeitschr.  d.  Ver.  deutscher  Ingenieure 
for  May  29  and  June  5.  Herr  Middendorf. 
director  of  the  German  Lloyds,  discusses 
the  whole  subject  in  a  most  thorough  man- 
ner, giving  numerous  diagrams  showing  the 
principles  upon  which  the  number  and 
arrangement  of  the  bulkheads  should  be 
based.  Ever  since  the  sinking  of  the 
Elbe,  the  importance  of  the  question  of 
the  disposition  of  the  compartments  in 
vessels  has  been  under  investigation  in 
Germany,  and  the  present  articles  are  the 
result  of  the  theoretical  and  practical  in- 
vestigations which  have  been  made.  It  is 
evident  that  the  filling  of  compartments 
near  either  end  of  the  vessel  will  disturb 
the  equilibrium  to  a  greater  extent  than  if 
the  leak  occurs  amidships,  as  in  the  for- 
mer case  the  level  position  of  the  ship 
will  be  disturbed  to  a  greater  degree,  and 
her  seaworthiness  proportionally  impaired. 
For  this  reason  it  is  desirable  that  the 
compartments  forward  and  aft  should  be 
smaller — i.  e.  the  bulkheads  closer  to- 
gether— than  they  need  to  be  in  the  middle 
of  the  vessel.  The  danger  line  is,  of 
course,  the  level  of  the  top  of  the  bulk- 
heads, as.  if  any  pitching  or  rolling  brings 
this  line  too  low,  adjoining  compartments 
will  fill,  and  further  submergence  result. 
By  a  combined  analytical  and  graphical 
investigation,  for  which  the  reader  must 
be  referred  to  the  original  articles,  Herr 
Middendorf  constructs  what  is  called  a 
"bulkhead  curve."  being  a  diagram  indi- 
cating for  any  given  vessel  the  spacing  of 
bulkheads  which  will  cause  only  a  known 
disturbance  of  the  danger  line  for  the  fill- 
ing of  two  adjoining  compartments. 
This  investigation  assumes,  in  the  first 
place,  that  all  the  compartments  are  empty 
of  cargo,  and  that  a  leak  will  fill  them  en- 
tirely with  water.  A  subsequent  discus- 
sion takes  into  account  the  influence 
which  the  contents  of  the  compartment 
may  have  upon  the  disturbance  of  equi- 
librium.  When  merchandise  contained  in 
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casks,  or  water-tight  packages,  is  to  be 
considered,  the  quantity  of  water  which 
the  compartment  can  contain  is  evidently 
limited  to  the  space  between  the  pack- 
ages, while  in  the  engine  room  the  volume 
of  the  machinery  may  be  deducted,  and 
for  other  classes  of  merchandise  propor- 
tional values  have  been  computed.  Upon 
these  conditions  the  German  Lloyds  has 
formulated  a  series  of  rules  for  the  placing 
of  bulkheads  which  must  be  applied  to 
vessels  seeking  its  register,  and  it  is 
believed  that  the  strict  observance  of 
these  conditions  will  conduce  to  the 
greatest  safety  with  the  least  possible  dis- 
turbance to  comfort  and  convenience. 
The  articles  of  Herr  Middendorf  should 
command  the  consideration  of  the  ship- 
ping interests  of  other  nations  by  reason 
of  the  importance  of  the  question,  while 
the  scientific  manner  in  which  the  com- 
plex problem  has  been  handled  cannot 
fail  to  interest  engineers  in  any  case. 

Car-Heating  in  Germany. 

The  use  of  steam  for  warming  passen- 
ger cars  has  been  under  trial  on  the  Prus- 
sian State  Railways  since  1887,  and,  with 
various  modifications  and  improvements, 
it  seems  to  have  attained  sufficient  suc- 
cess to  cause  it  to  be  considered  a  perma- 
nent method.  At  a  recent  meeting  of  the 
German  Society  of  Mechanical  Engineers, 
a  paper  describing  the  present  system  used 
in  Prussia  was  read  by  Herr  Wichert,  and 
published  in  Glaser's  Annalen  for  June  1, 
and  from  this  we  abstract  some  points  of 
general  interest.  In  the  earlier  installa- 
tions, the  steam  was  taken  from  the  loco- 
motive at  a  comparatively  high  pressure, 
— forty  to  fifty  pounds, — and  the  water  of 
condensation  was  returned  in  each  car 
through  the  steam  inlet  pipe.  This 
caused  much  trouble  from  the  interfer- 
ence of  the  water  with  the  steam,  and  in 
long  trains  there  was  also  the  objection 
that  the  forward  cars  were  overheated  in 
the  effort  to  obtain  sufficient  warmth  in 
the  rear  cars.  The  amount  of  warmth  in 
various  portions  of  the  train  was  difficult 
to  regulate,  and  there  were  various  minor 
obstacles  to  be  overcome.  The  improved 
system  possesses  two  especial  differences 


from  the  original  method ;  the  steam  is 
used  at  a  much  lower  pressure,  and  there 
are  in  each  compartment  several  radiators 
of  different  amounts  of  heating  surface,  so 
that  gradations  of  warmth  can  be  obtained. 
The  steam  is  delivered  by  one  main,  and 
the  water  of  condensation  discharged  by 
another,  and  the  steam  from  the  main  may 
be  delivered  to  all,  or  to  a  portion,  or  to 
none  of  the  radiating  surface  in  any  •  om- 
partment,  without  in  any  way  interfering 
with  the  circulation  in  the  rest  of  the 
train.  This  permits  the  use  of  a  regu- 
lating lever  in  each  compartment,  which 
may  be  operated  by  the  passenger  him- 
self, a  pointer  indicating  the  direction  of 
motion  required  to  increase  or  decrease 
the  temperature.  The  radiators  are  com- 
posed of  U  pipes  lying  flat  undertbe  seats, 
much  the  same  as  in  the  systems  used  in 
the  United  States,  and  the  details  possess 
no  especial  peculiarity.  A  special  attend- 
ant rides  on  the  train,  and  controls  the 
general  operation  of  the  whole  apparatus, 
it  being  his  duty  to  have  the  carriages 
properly  warmed  before  starting,  and  to 
inspect  compartments  which  may  have 
been  vacated,  to  see  if  they  have  been  left 
in  proper  condition  as  regards  warmth. 
While  many  of  the  details  of  the  Prussian 
system  are  only  adapted  for  the  European 
system  of  railway  carriages,  there  are 
some  points  worthy  of  consideration  in 
the  United  States,  especially  the  idea  of 
a  variable  quantity  of  heating  surface  in 
the  radiators.  A  slight  degree  of  warmth 
in  spring  and  fall  would  often  be  most  ac- 
ceptable on  our  trains,  when  the  full  radi- 
ating surface  would  furnish  an  intolerable 
degree  of  heat,  and  there  is  no  good  rea- 
son why  this  should  not  be  attainable  in 
some  such  manner  as  in  the  Prussian  sys- 
tem. 


The  Regulation  of  the  Lower  Danube. 

We  reviewed  in  the  March  issue  of  the 
magazine  the  important  and  difficult  work 
so  successfully  completed  on  the  lower 
Danube,  by  which  a  continuous  waterway 
has  been  made  available  for  commerce, 
and  we  can  now  only  call  attention  to  a 
valuable  illustrated  paper  upon  the  same 
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subject  by  the  Hungarian  councillor, 
Ernst  Wallandt,  presented  before  the  gen- 
eral meeting  of  the  Austrian  Society  of 
Architects  and  Engineers,  and  published 
in  the  Zeitschr.  d.  Oesterr.  Ing.  u.  Arch. 
Ver tines  for  May  14  and  21.  In  addition 
to  a  description  of  the  difficulties  over- 
come, the  paper  contains  topographical 
maps  and  profiles  which  enable  the  mag- 
nitude and  character  of  the  work  to  be 
very  clearly  understood.  Illustrations  are 
also  given  of  the  various  dredges,  sub- 
marine drills,  floating  cranes,  etc.,  by 
means  of  which  more  than  225,000  cubic 
meters  of  rock  were  removed  under  the 
difficult  rapids,  not  including  the  360,000 
cubic  meters  of  excavation  in  the  canal  of 
the  Iron  Gates.  Many  interesting  details  of 
the  submarine  work  are  given  in  the  arti- 
cle, which  can  be  only  very  briefly  noted 
here.  The  total  length  of  obstructed 
river  was  about  fifty-six  miles,  of  which 
only  brief  portions  were  uninterrupted, 
and  in  most  of  this  long  stretch  the  rapid- 
ity of  the  current  formed  a  serious  imped- 
iment to  the  operations.  The  boats  carry- 
ing the  rock  drills  were  each  provided  with 
four  massive  feet  extending  to  the  river 
bed,  and,  by  means  of  powerful  steam 
windlasses,  the  weight  of  the  boat  was 
thrown  upon  these  as  posts,  thus  relieving 
the  drills  from  the  motion  due  to  the  un- 
dulation of  the  water.  Various  forms  of 
drills  were  tried,  but  the  bulk  of  the  work 
was  done  with  the  Ingersoll  and  the  Lob- 
nitz  rock  drills,  the  total  number  of  holes 
up  to  the  end  of  1896  being  about  50,000. 
Much  of  the  work  upon  the  Iron  Gate 
Canal  was  done  either  in  shallow  water,  or 
within  cofferdams  drained  by  centrifugal 
pumps.  It  is  proposed  to  use  chain  tow- 
age, with  fixed  tow  chains  passing  over 
pocketed  chain  wheels  on  the  boats,  for 
much  of  the  traffic  through  the  canals, 
this  being  especially  adapted  to  contend 
with  the  rapid  current. 

Carbid  of  Iron. 

In  a  communication  presented  to  the 
French  Academy  {Comptes  Rendus,  April 
5)  M.  Henri  Moissan  gives  the  results  of 
his  recent  experiments  in  the  direct  pro- 
duction of  carbid  of  iron  in  the  electric 


furnace.  The  operation  forms  an  interest- 
ing sequel  to  the  production  of  artificial 
diamonds,  which,  as  is  well  known,  M. 
Moissan  produced,  on  a  microscopic  scale, 
several  years  ago.  The  principle  involved 
in  the  production  of  the  iron  carbid  is  that 
enunciated  by  MM.  Troost  and  Haute- 
feuille, — that  ozone  may  be  generated  at 
temperatures  of  1.3000  to  1.4000  C.,  not- 
withstanding the  fact  that,  when  produced 
at  ordinary  temperatures,  it  is  readily  de- 
stroyed by  the  least  accession  of  heat. 
After  describing  in  detail  the  method  of 
experiment  and  the  means  employed  for 
purification,  M.  Moissan  sums  up  as  fol- 
lows :  "  When  pure  iron  and  carbon  pro- 
duced from  sugar  are  raised  to  a  high  tem- 
perature in  the  electric  furnace  and  slowly 
cooled,  there  is  found  a  very  small  quan- 
tity of  combined  carbon  in  the  metal.  In 
this  manner  we  may  obtain  a  gray  iron, 
solidifying  at  about  1,150°  C.  If  the  metal, 
at  a  temperature  of  1.300°  to  1.400'  is 
poured  into  a  mould,  there  is  found,  after 
cooling,  graphite  and  a  large  proportion  of 
combined  carbon;  this  is  white  iron.  Fi- 
nally, if  we  cool  in  water  suddenly,  iron 
saturated  with  carbon  at  3.000*  C,  there  is 
produced  in  the  metal  an  abundant  crys- 
tallization, from  which  we  may  separate  a 
pure  and  definitely-crystallized  carbid  of 
iron,  corresponding  to  the  formula  C  Fe,. 
This  carbid  is  identical  with  that  found  in 
steel.  .  .  .  These  facts  may  all  be  ex- 
plained simply  by  admitting  that  the 
carbid  of  iron,  like  ozone  and  oxid  of 
silver,  may  be  formed  at  a  very  high  tem- 
perature, and  then  progressively  decom- 
posed by  a  diminution  of  temperature. 
Thus  we  find  a  considerable  quantity  in 
steel,  of  which  the  point  of  fusion  is  quite 
high;  much  less  in  white  iron;  and  still 
less  in  gray  iron." 

Petroleum  Motors. 
The  demand  for  an  economical  and  con- 
venient motor,  especially  of  moderate  ca- 
pacity, has  been  met  by  a  number  of  makers 
of  gas  and  petroleum  motors  in  different 
parts  of  Europe ;  and  in  the  notes  from 
the  expositions  at  Berlin  and  at  Geneva, 
published  in  various  journals,  there  are 
nnmerous  descriptions  of  the  latest  forms. 
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Petroleum  motors  were  especially  in  evi- 
dence, and  the  many  designs  of  simple  and 
convenient  engines  operated  by  the  in- 
ternal combustion  of  petroleum  should 
furnish  some  impetus  to  this  branch  of 
mechanical  engineering  in  the  United 
States.  A  series  of  articles  in  the  Zeits- 
chrift  des  Vereines  deutscher  Ingenieure, 
reviewing  the  exhibits  at  Berlin  and 
Geneva,  gives  especial  prominence  to  the 
variety  of  petroleum  motors  there  shown, 
and  the  simplicity  of  many  of  these  little 
engines  is  noteworthy.  The  general  prin- 
ciples of  construction  were  practically  the 
same  in  all,  the  petroleum  being  drawn  in 
with  the  air  in  such  a  manner  as  to  be  not 
only  sprayed,  but  vaporized  by  contact 
with  heated  surfaces  of  metal.  The  mix- 
ture of  vaporized  oil  and  air  is  then  com- 
pressed in  the  same  manner  as  the  charge 
in  a  gas  engine,  and  ignited  by  an  incan- 
descent tube.  In  one  form  of  engine  the 
oil  is  vaporized  in  a  separate  vessel,  or 
gasifier,  the  heat  being  supplied  by  the 
exhaust  gases  from  the  cylinder,  and  the 
engine  details  being  practically  the  same  as 
in  a  gas  engine ;  but  in  nearly  all  cases  the 
oil  is  supplied  and  vaporized  stroke  by 
stroke.  The  greatest  room  for  difference 
of  design  lies  in  the  construction  of  the 
governing  device,  and  the  difficulty  of  ob- 
taining close  regulation  is  probably  the 
principal  defect.  Although  the  principle 
in  all  the  regulators  is  that  of  the  omis- 
sion of  power  strokes  until  the  speed  be- 
gins to  fall,  the  means  by  which  this  is  ob- 
tained vary,  being  in  some  cases  a  pendu- 
lum, and  in  others  a  centrifugal  governor, 
sometimes  cutting  off  the  oil-supply,  some- 
times diverting  it  to  a  by-pass  to  be  re- 
turned for  use  again.  The  economy  of 
the  engines  differs  mainly  with  the  size, 
the  larger  engines  naturally  being  more 
economical,  and  the  consumption  of  pe- 
troleum varying  from  0.85  pint  per  h.  p. 
per  hour  for  a  16-h.  p.  motor  to  1.25  pint 
for  a4-h.  p.  motor.  The  efficiency  of  such 
engines  depends  upon  several  elements, 
■not  only  the  degree  of  compression  and 
the  temperature  being  involved,  but  also 
the  perfection  of  the  mixture  of  the  air 
and  combustible,  the  form  and  character 
of  the  compression  space,  and  the  position 


of  the  ignition  tube,  since,  if  these  details 
are  not  well  arranged,  much  of  the  com- 
bustible will  be  discharged  unburned.  The 
designs  exhibited  last  year  and  very  fully 
illustrated  not  only  in  the  journal  above 
noted,  but  also  in  the  Sckioeiuerische  Bau- 
xeitung  and  in  the  Revue  de  Mtcanique, 
give  the  latest  practice  of  the  best  conti- 
nental builders,  and  should  be  examined 
thoroughly  by  American  constructors. 


Alterations  in  Manuscripts. 

A  new  method  of  detecting  alterations 
in  documents  has  been  devised  by  M. 
Bruylanta,  professor  in  the  University  of 
Louvain,  and  is  described  in  a  recent  issue 
of  the  Revue  des  Sciences.  It  is  based  on 
the  following  principle  :  When  a  sheet  of 
paper  which  has  been  sized  and  finished  is 
moistened,  and  then  exposed,  after  thor- 
ough drying,  to  the  action  of  vapor  of 
iodine,  the  portion  which  has  been  moist- 
ened assumes  a  violet  tint,  while  the  re- 
maining portion  of  the  surface  appears  a 
brownish  yellow. 

This  principle  may  be  used  to  produce 
a  sympathetic  writing,  since  if  we  write 
with  water  upon  the  surface  of  paper 
treated  with  ordinary  size,  the  writing 
will  appear  in  a  violet  color  when  the  dry 
paper  is  exposed  to  the  vapor  of  iodine. 
The  pale  violet  upon  a  yellow  ground  be- 
comes a  deep  blue  on  a  pale  blue  surface, 
when  the  paper  is  again  moistened,  and 
the  characters  disappear  altogether  under 
the  action  of  sulphurous  acid.  When  a 
manuscript  is  suspected  of  having  been 
fraudulently  retouched  or  altered,  the  use 
of  the  vapor  of  iodine  will  often  serve  to 
reveal  the  nature  and  extent  of  the  altera- 
tions. Those  portions  which  have  been 
rubbed  will  become  brownish  in  tint,  and, 
when  a  rubbed  surface  is  moistened  after 
exposure  to  the  iodine,  it  takes  a  blue  color, 
varying  in  intensity  according  to  the  dura- 
tion of  the  exposure.  The  outline  of  the 
rubbed  portions  remains  perfectly  dis- 
tinct after  drying,  being  paler  in  tint  than 
the  rest  of  the  surface.  This  action  is  evi- 
dently due  to  the  removal  of  a  portion  of 
the  starch  contained  in  the  size. 

These  reactions  also  appear  upon  paper 
which  has  been  entirely  moistened  and 
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dried, — as  in  the  case  of  a  letter  copied  in 
a  press, — but  the  indications  are  somewhat 
less  distinct.  The  process  will  also  reveal 
the  existence  of  pencil  marks  erased  by 
rubbing.  Apart  from  any  traces  of  plum- 
bago which  may  have  remained,  the  path 
of  the  pencil-point  disturbs  the  surface  of 
the  paper,  as  would  any  blunt  instrument, 
and,  even  when  the  rubbing  has  been  so 
carefully  performed  that  it  has  not  re- 
moved any  portion  of  the  surface  of  the 
paper,  the  marks  are  made  entirely  legible 
when  exposed  to  the  iodine  vapor.  The 
clearness  of  all  these  reactions  depends 
upon  the  character  of  the  paper,  and  that 
which  contains  the  smallest  quantity  of 
sizing  material  will  naturally  give  the  least 
brilliant  effects;  but  in  every  case  the 
changes  above  described  will  appear  to  a 
greater  or  less  degree,  and  the  use  of  the 
reagent  in  skilful  hands  should  give  ma- 
terial aid  in  clearing  up  disputed  questions 
of  this  nature. 


The  Purification  of  Waste  Water. 

THEquestionof  the  pollution  of  streams 
by  the  discharge  of  waste  water  from  man- 
ufacturing establishments  is  often  an  im- 
portant one,  both  to  the  community  and 
to  the  mill-owner,  and  the  fairest  solution 
is  often  uncertain.  In  a  discussion  of  the 
subject  in  the  Oesterr.  Monatschr.f.d.oeff. 
Baudienst  for  May,  it  is  shown  that  in 
most  cases  a  simple  purification  installa- 
tion, varying  in  character  with  the  nature 
of  the  waste,  is  found  sufficient,  as  a  rule, 
to  meet  all  the  imperative  requirements. 
In  many  instances  sedimentation  is  all 
that  is  necessary,  and  a  settling  tank  or 
pool  of  size  proportioned  to  the  magnitude 
of  flow  will  remove  the  mechanical  impu- 
rities. Where  the  work  must  proceed  con- 
tinuously, a  pair  of  tanks  should  be  pro- 
vided, so  that  alternate  cleaning  may  be 
done.  In  some  cases  disinfection  or  chem- 
ical clarification  is  necessary,  and  occa- 
sionally a  filter  plant  is  required.  The 
author  of  the  article  referred  to,  Chief  En- 
gineer Skalda,  of  Brilnn,  in  Austria,  de- 
scribes a  simple  form  of  purification  plant 
used  with  success  in  connection  with  sev- 
eral breweries,  sugar  refineries,  and  other 
manufacturing  establishments.   The  plant 


consists  of  a  double  set  of  basins,  through 
each  section  of  which  the  flow  of  impure 
water  alternately  passes.  In  each  scries 
there  is  first  a  settling  basin  of  sufficient  size 
to  require  about  an  hour  for  the  passage  of 
the  flow,  the  current  being  guided  by  deflec- 
tors in  such  a  manner  as  to  disturb  the 
settlings  as  little  as  possible.  This  is  fol- 
lowed by  a  clearing  basin,  in  which,  by  a 
small  addition  of  milk  of  lime  (0.0017  to 
0.002  per  cent.)  mixed  by  passage  through 
deflecting  partitions,  the  turbidity  is  re- 
moved ;  and  by  a  filter  for  the  removal  of 
final  impurities. 

In  the  plans  shown,  a  space  70  feet 
long  by  30  feet  wide  and  1 1  feet  deep 
is  required  for  a  plant  capable  of  treat- 
ing 2.500  cubic  feet  of  water  per 
day,  cleaning  being  required  every  40 
days ;  the  water  containing  2  per  cent,  of 
sedimentary  matter.  This  is  a  double 
plant  with  sluices,  enabling  one-half  to  be 
thrown  out  of  use  at  a  time,  to  provide  for 
cleaning  without  interruption. 


Acetylene  Residues. 

When  acetylene  gas  isgenerated  by  the 
action  of  water  upon  calcium  carbid,  the 
residue  is  a  hydrated  lime  which  is  usually 
thrown  away,  although  it  has  been  sug- 
gested that  it  be  used  in  the  manufacture 
of  mortar.  A  note  in  the  Comptes  Rendus 
by  M.Cbuard.  however,  has  indicated  an- 
other use  for  this  by-product.  It  is  known 
that  in  the  production  of  acetylene  a  small 
proportion  of  ammonia  is  also  generated, 
and  it  is  found  that  the  production  of  am- 
monia continues  after  the  generation  of 
acetylene  has  ceased,  if  the  mass  is  kept  in 
a  moist  condition.  It  has  been  proposed, 
therefore,  to  use  this  mass  as  a  fertilizer ; 
M.  Chuard  finds  also  that,  when  applied  to 
vines,  it  acts  to  prevent  the  development  of 
the  dread  phylloxera.  This  he  attributes  to 
the  presence  of  phosphuretted  hydrogen, 
which,  it  is  known,  also  appears  in  the 
generation  of  acetylene.  M.  Chuard  even 
goes  so  far  as  to  propose  for  this  purpose 
the  preparation  of  a  carbid  from  lime  con- 
taining phosphate,  and  slaking  the  carbid 
especially  for  the  purpose  of  killing  the 
insects ;  but  this  is  yet  to  be  considered  as 
a  practicable  scheme. 
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Electric  Train  Lighting. 

In  the  issue  of  Glaser's  Annalen  for 
May  is.  there  is  an  interesting  paper  be- 
fore the  German  Railway  Association,  by 
Dr.  Max  BUttner,  reviewing  the  progress 
made  in  lighting  passenger  carriages  by 
electricity.  The  paper  is  to  a  certain  ex- 
tent a  statement  of  the  claims  of  electric 
lighting,  as  opposed  to  those  of  gas  and 
especially  of  acetylene,  these  latter 
methods  of  illumination  having  recently 
been  discussed  before  the  association  by 
Dr.  Pintsch.  Dr.  BUttner  makes  no  ex- 
travagant claims  for  electricity,  but  gives 
some  valuable  information  as  to  the  ex- 
perience of  a  number  of  railways  in  vari- 
ous countries,  from  the  earliest,  on  the 
JuraSimplon  road  in  Switzerland,  to  the 
present  time.  The  principal  batteries  in 
use  are  those  of  the  Electric  Power  Stor- 
age Company  of  London,  and  of  the 
Hagan  and  the  Tudor  systems  in  Germany. 
The  comparisons  are  made  principally 
with  gas  lighting;  with  storage  batteries 
the  question  of  weight  is  considered  as 
important.  In  this  respect  the  storage 
battery  shows  an  advantage,  the  gross 
weight  of  gas  tanks  of  equal  lighting  effi- 
ciency being  about  30  percent,  greater; 
it  is  needless  to  say  that  with  gas  a  light- 
ing efficiency  equal  to  that  of  electricity 
is  usually  not  furnished.  In  regard  to  the 
commercial  touchstone  of  cost,  Dr.  BUtt- 
ner gives  some  very  interesting  diagrams, 
showing  the  relative  cost  per  lamp-hour 
(8  candle  power)  of  electricity  and  gas. 
As  might  be  expected,  the  cost  varies  with 
the  number  of  hours  per  day  in  which 
light  is  used,  the  fixed  charges  pre- 
ponderating for  the  shorter  periods.  The 
difference  is  much  less  than  would  be 
imagined,  and  is  slightly  in  favor  of 
electric  lighting  for  the  longer  runs  and 
of  gas  for  the  shorter  hours.  At  an  aver- 
age period  of  four  hours  per  day,  the  cost 
is  about  the  same,  being  about  3^  pfen- 
nigs (0.84  cent)  per  lamp  hour,  assuming 
that  both  electricity  and  gas  furnish  8 
standard  candle  power.  A  diagram  show- 
ing a  comparison  between  electricity  and 
acetylene  is  also  given,  but.  as  the  com- 
parison is  not  for  pure  acetylene,  but  for  a 


mixture  of  illuminating  gas  and.' acetylene, 
it  is  not  of  general  interest.  Dr.  BUttner 
states  that  pure  acetylene  is  undoubtedly 
superior  in  illuminating  power  to  elec- 
tricity, but  at  present  he  considers  the  cost 
too  great.  The  paper  is  of  especial  inter- 
est in  view  of  the  extending  use  of  elec- 
tricity in  different  countries.  This  is 
especially  the  case  in  Switzerland,  Sweden, 
Russia,  and  Denmark ;  and,  in  geneial, 
there  seems  to  be  a  response  to  the  de- 
mand for  better  train-lighting. 

Liquefaction  of  Fluorine. 
The  success  which  has  attended  the 
more  recent  attempts  to  reduce  the  former 
so-called  "  fixed  "  gases  to  the  liquid  state 
is  progressing  steadily,  and  each  success 
is  utilized  to  assist  in  the  next.  MM. 
Moissan  and  Dewar  have  now  announced 
in  a  note  to  the  French  Academy  (Comptes 
Rendus.  May  31)  that  they  have  succeeded 
in  liquefying  fluorine,  this  element  having 
hitherto  resisted  all  attempts.  The  lique- 
faction was  effected  very  simply,  without 
the  use  of  pressure  above  the  atmosphere, 
the  agent  being  the  intense  cold  produced 
by  the  evaporation  of  liquid  oxygen.  The 
temperature  of  liquefied  oxygen  is  about 
— 1830  C,  which  is  in  itself  not  quite  low 
enough  to  cause  the  fluorine  to  become 
liquid  ;  but,  when  a  vacuum  was  formed 
above  the  liquid  oxygen,  the  rapid  evapo- 
ration lowered  the  temperature,  and  the 
drops  of  liquid  fluorine  began  to  collect, 
at  a  temperature  estimated  to  be  — 185*  C. 
The  product  was  a  clear  yellow  liquid  of 
great  mobility,  having  no  action  upon 
glass ;  as  soon  as  the  temperature  was  per- 
mitted to  rise,  a  rapid  ebullition  of  fluo- 
rine gas  given  off.  In  connection  with 
these  experiments  an  interesting  phenom- 
enon was  observed.  When  a  current  of 
fluorine  gas  was  passed  through  liquid 
oxygen,  a  flocculent  white  deposit  was 
formed,  which  settled  at  the  bottom  of 
the  vessel.  When  this  was  separated  by 
filtration,  it  was  found  to  possess  the 
curious  property  of  deflagrating  as  soon 
as  the  temperature  began  to  rise.  Until 
now  no  compound  of  fluorine  and  oxygen 
has  been  known  to  exist. 
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American  Journal  of  Science,  m.  96.  New  Haven. 
American  Journal  of  Sociology,  b-m.  92  Chicago. 
American  Machinist.  10.  93.  New  York. 
American  Magazine  of  Civics,  m.  93.  New  York. 
Am.  Manufacturer  and  Iron  World,  to.  94.  Pittsburg. 
American  Shipbuilder.  to.  92.  New  York. 
Am.  Soc.  of  Irrigation  Engineers,  or.  94.  Denver, 
▲m.  Soc.  of  Mechanical  Engineers,  m.  New  York. 
Annals  of  Am.  Academy  of  Political  and  Social 

Science,  b-m.  96.  Philadelphia. 
Annates  des  Pouts  et  Chaussees.   m.  31  francs. 

Paris. 

Architect,  The.  to.  26*.  London. 
Architectural  Record,  q.  %\.  New  York. 
Architectural  Review,  t-q.  95.  Boston. 
Architecture  and  Building,  to.  9.4  New  York. 
Arcbltektonlscbe  Rundschau,  m.  18  marks.  Stutt- 
gart. 

Arena,  The  m..  95.  Boston. 
Atlantic  Monthly,  m.  $4.   New  York. 
Australian  Mining  Standard.  u>.  30*.  Sydney. 
Bankers' Magazine,  m.  95.  New  York. 
Bankers' Magazine,  m.   1*...  London. 
Bankers'  Magazine  of  Australia,  m.  93.  Melbourne. 
Berg- und  Htlttenmannlsche  Zeltung.  w.  26  marks. 
Berlin. 

Board  of  Trade  Journal,   m.  6s. 
Boston  Journal  of  Commerce.  to.  93. 
Brad  street's,  w.  96.  New  York. 
Brick  Builder,  The  m.  92.SO.  Boston. 
British  Architect,  The.  to.  23s.  8d. 
Builder,  The.  to.  26*. 


Bulletin  Am.  Iron  and  Steel  Asm.  to.  94.  Phlla 
Bulletin  of  the  Univ.  of  Wisconsin,  Madison. 
California  Architect,  m.  98. 
Canadian  Architect,  m.  92. 
Canadian  Electrical  News.  m.  51. 
Canadian  Engineer,  m.  91-  Montreal. 
Canadian  Mining  Review,  m.  93.  Ottav 
Century  Magazine,  m.  94.  New  York. 
Cbautauquan,  The  m.    93.    Meadvllle,  Pa 
Colliery  Engineer,  m.  92.  Scran  ton,  Pa. 
Colliery  Guardian,  to.  2Ts.  6d,  London. 
Compressed  Air.  m.  91.  New  York. 
Comptes  Rendus  de  1'Academie  des  Sciences. 
Parts. 

Contemporary  Review,   m.  94.60.  London 
Deutsche  Bauzeltung.  b-to.  15  marks.  Berlin. 
Dlngler's  Polytechnlscbes  Journal,  tr. 
Stuttgart. 

Domestic  Engineering,  m.  93.  Chicago 
Electrical  Engineer,   to.  lta.  6d.  Londoc. 
Electrical  Engineer.   10.  93.  New  York 
Electrical  Engineering,  m.   91.  Chicago. 
Electrical  Review,  to.  Ms.  8d. 
Electrical  Review,  to.  93. 
Electrical  World,  to.    93.    New  York. 
Electrician,  to.  24*.  London. 
Electricity,  to.  92.50.  New  York. 
Electricity,  to.  7*.  6d.  London. 
Blektrocbemlacbe  Rundschau,  b-m.  9.60 
Frankfurt. 

Elektrochemische  Zeltschrlft.    m.    18.40  marks. 
Berlin. 

Elektrotechnlschea  Echo.  to.  II  marks.  Magdeburg. 
Elektrotechnlker.  b-m.  12  marks.  Vienna 
Elektrotecbnlscher  Anzelger.  »-«'.  10  marks.  Berlin. 
Elektrotecbnlsche  Zeltschrlft.  w.  2s  marks. ! 
Engineer,  The.  *-m.  92.  New  York. 
Engineer.  The.   tr.  36*. 


820 


Digitized  by  Google 


THE  ENGINEERING  INDEX. 


821 


Engineers'  Gazette,  m.  8«.  London. 


Engineering  Anns,  of  toe  South.  Nashville. 
Engineering  and  Mining  Journal,  tc.   $5.  N.  T. 
Engineering  Journal.  «-m.  cocti.  Stanford  Univ. 
Engineering  Magazine,  m.  fa.  New  York 
Engineering-Mechanic*,   m.  92.  Phlla. 
Engineering  News,  ic.  fo.  New  York. 
Engineering  Record,  tc.  96.  New  York. 
Eng.  Hoc.  of  the  School  of  Prac  Scl.  Toronto. 
I-  80c.  of  Western  Penn'a.  m.  f7.  Pittsburg, 
^ater.  tc.  fa.  New  York. 
Forester, The.  bi-m.  Wets.  May's  Landing,  N.J. 
Fortnightly  Review,  m.  $4.60.  London. 
Forum,  The.  m.  fs.  New  York. 
Foundry,  The.  m.  |l.  Detroit. 
Garden  and  Forest,   w.   f4.   New  York. 
Gas  Engineers'  Mag.  m.  St.  6d.  Blr 
Gas  World,  The.  to.   iat.  London. 
Gesundhelts-Ingenleur.  s-m.  16  marks. 
Glasers  Annalen  fUr  Gewerbe  und  Bauwesen. 

20  marks.  Berlin. 
Gunton's  Magazine,  m.  92.  New  York. 
Harper's  Weekly,  to.  94.  New  York . 
Heating  and  Ventilation,  m.  $1.  New  York. 
111.  Carpenter  and  Builder,  tc.   Ss.  Id. 
India  Rubber  World,  m.  93.  New  York. 
Indian  and  Eastern  Engineer,  w.  20  Rs. 
Indian  Engineering.  u>    18  Rs.  Calcutta. 
Industries  and  Iron.  to.  £1.  London. 
Inland  Architect,  m.  95.  Chicago. 
Iron  Age,  The.  to.  f4.50.  New  York. 
Iron  and  Coal  Trade  Review,  tc.  aos.  id.  London 
Iron  A  Steel  Trades'  Journal,  tc.  25*.  London 
Iron  Trade  Review,   tc.  ft.  Cleveland. 
Jour.  Am.  80c.  Naval  Engineers,  or.  f6  Wash. 
Journal  Assoc.  Eng.  Society,  m.  fa.  8t.  1 
Journal  Franklin  Institute,  m.  $5.  Phlla 
Journal  of  Gas  Lighting.  to.  London. 
Jour.  N.  B.  Waterw.  Assoc.  q.  ft.  New 
Journal  PollUcal  Economy,    q.  98. 
Journal  Royal  Inst,  of  Brit.  Arch.        «*.  London. 
Journal  of  the  Society  of  Arts.  tc.  London. 
Journal  of  the  Western  Society  of  Engineers,  b-m 
92.  Chicago. 
1  University  Quarterly,  qr.  $2. 


La  Nature.  tc.  24.50  francs.  Paris. 
La  Revue  Technique,  b-m.  » francs.  Parts. 
L'Eclairage  Electrique.  60  fr.  Paris. 
Le  Genie  Civil,  to   46  fr.  Paris. 
L'EIectriclen.  tc.  25  fr.  Paris. 
Le  Mooiteur  des  Arcbitectes.  m.  S3  francs.  Paris. 
Le  Montteur  Industrlel.  to.  40  francs.  Paris. 
Locomotive  Engineering,   m.   $2    New  York. 
Machinery    m.  $1.  New  York. 


Manufacturer  s  Record,  tc.  94. 
Marine  Engineer    m.  7s.  M.  London 
Marine  Engineering,  m.  $2.  New  York. 
Master  Hteani  Fitter,  m.  91.  Chicago. 
Mechanical  World,   v,  8«.  8d.  Lonnon 
McClure's  Magazine,  m    91.  New  York. 
Metal  Worker.  u>.  92.  New  York. 
Mining  and  Scl.  Press,  to.  93.  San  Francisco 
Mining  Industry  and  Review,    to.  92.  Denver. 
Mining  .1  ournal .  The.  to.   £1.  8s.   Lo nd ou . 
Mltthellungen  des  Verelncs  fUr  die  FOrderungdes 

l-ocal-  und  Straasenbahnwesens.  m.   fl.  12. 

Vienna. 

Monataschrtft  des  Wtlrtt.  Vereines  fUr  Baukunde. 

10  part*  yearly.  3  marks.  Stuttgart. 
Monlteur  Industrlel.  to.  40  francs.  Paris. 


Nature,  to.   97.  London. 
New  Science  Review,  The.  or.  92.  New  York. 
Nineteenth  Century,  m.  94.M.  London 
North  American  Review,  m.    15.   New  York 
Oesterrelcblscbe  Monatuschrift  fUr  den  Oeffent- 

llchen  Baudlenst.  m.  14  marks.  Vienna. 
Oesterr.  Zeitschrlft  fUr  Berg.  &  HUttenwesen.  to. 

24  marks.  Vienna. 
Physical  Review,  The.  b-m.  93.  New  York. 
Plumber  and  Decorator,  rn.tt.ed.  London 
Popular  Science  Monthly,  m.  95.  New  York. 
Power,    m.  91.    New  York. 
Practical  Engineer,  to.  10*.  London. 
Proceedings  Engineer's  Club.  q.  $2.  Phlla. 
Proceedings  of  Central  Railway  Club. 
Pro. of  Purdue Soe.  of  Civ.  Engs.  yr.  wets.  La 

Fayette,  Ind. 
Progressive  Age.  s-m.  93.  New  York. 
Railroad  Car  Journal,  m.  fl.  New  York. 
Railroad  Gazette.  10.  fl.20.  New  York. 
Railway  Age.  to.  f4.  Chicago. 
Railway  Magazine,  m.  $2.  New  York. 
Railway  Master  Mechanic  m.  f  l.  Chicago. 
Railway  Press,  The.  m.  ?a.  London. 
Railway  Review,  to.  94.  Chicago. 
Railway  World,  m.  5s.  London. 
Review  of  Reviews,  m.  fSjBO.  New  York. 
Safety  Valve,  m.  fl.  New  York. 
Sanitarian,  m.  f4.  Brooklyn. 
Sanitary  Plumber,  s-m.  92.  New  York 
Sanitary  Record,  m.  10s.  London. 
School  of  Mines  Quarterly.  f2.  New  York. 
Schweltzerisches  Bauwesen.  to.  20  marks.  Zurich. 
Science.  10.  SA.   Lancaster,  Pa. 
Scientific  American,  to.  fa.  New  York. 
Sclent  nic  Am.  Supplement,   to.  fs.  New  York 
Scientific  Machinist,  s-m.  fl.60.   Cleveland,  u 
Scrlbner's  Magazine,  m.  93.  New  York. 
Seaboard.  10.  f2.  New  York. 
Sibley  Journal  of  Eng.  m.  fa.  Ithaca,  N.  Y. 
Southern  Architect,  m.  $2.  Atlanta 
Stabl  und  Elsen.  s-m.   >0  marks.  Dusseldorf. 
State's  Duty,  The.  m.  91.  St.  Louis. 
Stationary  Engineer,   m.  $1.  Chicago. 
Steamship,  m.  Leltb,  Scotland. 
Stevens'  Indicator,  qr.  91.50.  Hoboken. 
Stone,  m.   fl.  Chicago 
Street  Railway  Journal,  m.  94.   New  York. 
Street  Railway  Review,  m.  9a  Chleaar 
Technic,  The.  yr.  50cts.  Univ.  of  Mich. 
Technology  Quarterly.  93.  Boston. 
Tradesman.  *-m.   92.  Chattanooga.  Tenr 
Trans.  Assn  Civil  Engs.  of  CornellUnlv.  Ithaca. 
Trans.  Am.  Ins.  Klwtrlcal  Eng.    m.  90.   N  a. 
Trans.  Am.  ins.  of  Mining  Km;     New  York. 
Trans.  Am.  Soc.  Civil  Engineers,  m.  910.  New  >  orK 
Transport,  to.  £1. 5*.  London. 
State's  Duty,  The.   m.   f  l.  8t.  Louis. 
Western  Klectrtclan    u>.   93.  Chtcaxi. 
Western  Railway  Club,   Pro.  Chicago. 
Wiener  Bauliidustrie   Zeitung.    to.    27  marks. 

Vienna. 

Wisconsin  Knglneer.  qr.  91  50.  Mndlsou,  Wis. 
Yal*  Self  ntirlc  Monthly. The.  to.  9a.00  New  Haven. 
Zeltscbnft  lllr   LokomotlvfUhrer.  m.  5  marks. 
Hannover. 

Zeitschrlft  fllr  Maschlnenbau  A  Schlosserel,  Berlin. 
Zeitschrlft  des  Oesterrelchlscben  Ingenleur  und 

Archltrkt»n  Vereines  tr.  48  marks.  Vienna. 
Zelt<chrift  des  Vereines  Deutscher  Ingenienre.  to. 

32  "  arks.  Berlin. 
Zeitschrlft  fllr  Klektrochemie.    a-m.    16  marks. 

Halle,  a.  S. 

Zeitschrlft  fllr  Elektrotechnlk.   s-m.    16  marks. 
Halle  a.  S. 

Zeitschrlft  fllr  Instrumeulenkunde.  m.  20  marks. 
Berlin. 
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CONSTRUCTION  AND  DESIGN. 

BHICK  HaHding. 

Largest  Brick  Building  in  the  World.  The 
Pension  Office  at  Washington.  Illustrated  de- 
scription of  a  building  said  to  be  the  best  ven- 
tilated and  most  sanitary  of  all  the  great  federal 
offices.  1300  w.  Brick— June.  1897.  No.  13- 
267. 

BRICKWORK. 

Mole  Antonelliana.  G.  W.  Percy.  Illustrat- 
ed detailed  description  of  an  example  of  light 
construction  in  brickwork,  in  the  city  of  Turin, 
Italy.  A  brief  history  of  the  origin,  progress 
and  changing  uses  of  the  building.  4200  w. 
Jour  Assn  of  Engng  Soc— May,  1897.  No. 
1 3(160  C. 

BUSINESS  Building. 

The  Modern  Business  Building.  J.  Lincoln 
Steffens.    The  fifth  paper  in  the  series  entitled 

The  Conduct  of  Great  Businesses."  Dis- 
cusses the  causes  that  produced  the  high  build- 
iug,  its  dependence  on  the  elevator,  its  con- 
struction, and  matters  relating.  III.  1 1 500  w. 
Scribner's  Mag— July,  1897.    No.  13653  C. 

CANTERBURY. 

Canterbury  and  Its  Cathedral.  An  interest- 
ing account  of  the  Cathedral,  chapter  house 
cloister,  Christchurch  gate,  and  West  gate, 
with  brief  report  of  the  reopening  of  the  re- 
stored chapter  house.  2200  w.  Ill  Car  & 
Build — June  4, 1897.    No.  13398  A. 

CHURCHES. 

The  Churches  of  Poitiers  and  Caen.  Mrs. 
Schuyler  Van  Rensselaer.  Interesting  illus- 
trated description  of  the  ancient  churches,  with 
history,  legends  and  study  of  styles,  and  other 
information.  10000  w.  Century  Mag— July, 
1897.  No.  13795  D. 
CORNICES. 

Terra  Cotta    Cornices  for  Steel  -  Skeleton 
Buildings.    W.  L.  B.  Jenney.    Examples,  with 
description  of  types  from  office  buildings.  1300 
w.    Br  Build— June.  1897.    No.  13704  C. 
DWELLINGS. 

Workingmen's  Dwellings.  (Zur  Frage  der  Ar- 
beiterwohnungen.)  Giving  an  account  of  the 
c  >lonies  of  workingmen's  houses  in  connec- 
tion with  Krupp's  steel  works,  with  illustrations 
of  typical  houses.  1  Plate.  2500  w.  GlUckauf— 
May  29.  1897.  No.  13581  B. 
FIREPROOF  Construction. 

An  Expert's  Opinion  of  Pittsburgh  Fire.  Re- 
port of  S.  Albert  Reed.  Describes  the  damage 
and  the  cause,  and  lessons  learned  from  this  fire* 
2500  w.    Eng  Rec— June  26,  1897.  No.  13736. 

Fireproof  Building  Construction  in  the  Pitts- 
burg (Pa.)  Fire.  The  story  of  the  fire,  with  il- 
lustrations and  extracts  from  an  article  published 
in  the  Engineering  News,  and  editorial.  5500 
w.    Arch  &  Build— June  12.  1897.    No.  I34'9 

Fireproof  Buildings.  Editorial  on  the  inves- 
tigations of  fireproof  construction  being  made 
in  the  United  States,  and  the  importance  of 
having  such  tests  made  in  England.  2000  w. 
Builder— May  29,  1897.  No.  1335 1  A. 

Fire  Protection  in  Europe,    Edwin  O.  Sachs. 
The  first  of  a  series  of  contributions  intending 


to  record  the  facts  and  issues,  and  furnish  an 
outline  of  fire  protection  as  it  exists  to-day. 
6500  w.  Engng — June  18,  1897.  Serial.  1st 
part.    No.  13709  A. 

The  Recent  Fire  at  Pittsburgh.  Peter  B. 
Wight.  Description,  with  illustrations,  and 
discussion  of  its  effect  on  the  fire-resisting  con- 
struction and  material.  6400  w.  Br  Build- 
June,  1897.  No.  13705  C. 
FLOORING. 

Tests  of  the  Wearing  Qualities  of  Flooring 
Materials.  A  valuable  series  of  tests  to  deter- 
mine the  relative  durability  of  various  flooring 
materials,  with  results,  and  valuable  diagram. 
600  w.    Sci  Am— July  3,  1897.    No.  13769. 

Tests  of  Expanded  Metal  Floor  Construction. 
Describes  test  and  gives  report  of  George  Hill. 
III.  900  w.  Eng  Rec— June  26,  1897.  No. 
13735- 

ITALIAN  Renaissance. 

A  Revised  View  of  Italian  Renaissance  Archi- 
tecture. Editorial  review  of  book  by  William  J. 
Anderson,  architect,  director  of  architecture  and 
lecturer  at  the  Glasgow  School  of  Art.  2700  w. 
Builder — June  12,  1897.  No.  13635  A. 
LEICESTER. 

The  Architecture  of  Our  Large  Provincial 
Towns.  Illustrated  description  of  the  structures 
in  Leicester,  with  some  historical  matters  of  in- 
terest. 7500  w.  Builder — June  5,  1897.  No. 
13399  A. 

LIBRARY. 

The  New  University  Library  at  Princeton. 
Andrew  F.  West.  Illustrated  description.  600  w. 
Harper's  Wk— June  12,  1897.    No  13339- 

Preliminary  Competition  for  the  New  York 
Library  Building.  Information  regarding  the 
proposed  building  and  the  committee's  manner 
of  obtaining  plans.  1600  w.  Arch  &  Build — 
June  5,  1897.  No.  13289. 
OBSERVATORY. 

The  Chamberlin  Observatory,  Denver.  Illus- 
trated description  of  building  and  equipment. 
2500  w.    Engng— May  28,  1897.    No.  13347  A. 

The  Mont  Blanc  Observatory.     From  La 
Nature.  Biief  illustrated  description  of  an  inter- 
esting construction.    1000  w.    Sci  Am  Sup— 
June  12,  1897.    No.  13373- 
KE  MODELING. 

The  Royal  Infirmary,  Glasgow.  A  corre- 
spondent of  the  Glasgow  Herald  presents  a 
scheme,  considering  the  question  in  relation  to 
its  surroundings.  1 600  w.  Arch,  Lond— June 
11,  1897.  No.  13638  A. 
SCHOOL-HOUSES. 

Site,  Construction  and  Furnishing  of  School- 
Houses.  Excellent  recommendations  and  regula- 
tions for  "  lighting,  heating,  ventilating  and 
other  sanitary  arrangements"  of  school -houses, 
issued  by  the  State  Board  of  Health  of  Vermont. 
1200  w.  San— June.  1897.  No.  13450  D. 
STEEL-SKELETON  Building. 

The  Architectural  Relations  of  the  Steel- 
Skeleton  Building.  F.  H.  Kimball.  The 
problems  confronted  in  the  creation  of  a  high 
building,  and  the  order  in  which  they  must  be 
studied.  111.  3300  w.  Eng  Mag— July,  1897. 
No.  13808  B. 


We  supply  copies  of  these  articles.  See  introductory. 
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STRASBURO. 

The  Romanesque  Style  in  Strasburg  Cathe- 
dral. (Das  Strasburger  Munster  Komanischen 
Stiles.)  An  account  of  the  Romanesque  details 
to  be  found  in  the  earlier  portions  of  Strasburg 
Cathedral,  with  plans  of  the  structure  at  various 
dates.  An  interesting  contribution  to  architec- 
tural history.  6000  w.  Oesterr  Monatschr  f  d 
Oeffent  Baudienst — June,  1897.    No.  13529  D. 

TEMPORARY  Structure*. 

The  Paris  Fire  and  the  Building  of  Temporary 
Structures,  H.  Heathcote  Statham.  Showing 
how  official  control  and  inspection  should  guard 
against  fire.  III.  3600  w.  Eng  Mag— July, 
1897.    No.  13804  B. 

THKATRR. 

The  "Westen"  Theatre  in  Berlin.  (Das 
Theater  des  Westens  in  Berlin.)  Illustrated  de- 
scription of  this  handsome  new  theatre  in  the 
fashionable  quarter  of  Berlin.  I  Plate,  2000  w. 
Oesterr  Monatschr  f  d  Oeffent  Baudienst — May, 
1897.    No.  13523  D. 

HEATING  AND  VENTILATION. 

AIR  Docts. 

The  Proper  Location  of  Air  Ducts.  David  B. 
Dick.  From  a  paper  on  Ventilation,  read  before 
the  Toronto  San.  Assn.  Gives  experiments 
made  to  test  the  temperature  at  various  heights 
in  rooms,  and  discusses  the  problem,  concluding 
that  the  warm  air  should  be  admitted  at  the 
floor,  and  the  outlet  be  at  the  ceiling.  1500  w. 
San  Plumb— June  1,  1897.    No.  13270. 

BLOWING  Fans. 

Tests  of  Blowing  Fans  Under  Different  Con- 
ditions and  of  Different  Makes.  R.  C.  Car- 
penter. Read  at  semi-annual  meeting  of  Am. 
Soc.  of  Heating  and  Ventilating  Engs.  A  talk  on 
investigations  made  at  Cornell  Univ.,  and  the 
results.  4200  w.  Heat  &  Ven — June  15,  1897. 
No.  13745. 
CAR  If  eating. 

See  Railroad  Affairs,  Maintenance  of  Equip- 
ment. 

EFFICIENCY. 

Efficiency  of  Heating  Systems  as  Affected  by 
the  Removal  of  Air  from  the  Radiators  and  Con- 
sequent Reduction  of  Pressure.  II .  A.  Joslin. 
Read  at  semi-annual  meeting  of  Am.  Soc.  of 
Heating  and  Ventilating  Engs.  Data  obtained 
from  tests  made  upon  plants.  Also  discussion. 
2800  w.  Heat  &  Ven— June  15,  1897.  No. 
13746. 

ELECTRICAL  Heating. 

Construction  of  Electrical  Heating  Apparatus. 
R.  Van  Rensselaer  Sill.  Read  at  semi  annual 
meeting  of  the  Am.  Soc.  of  Heating  and  Venti- 
lating Engs,  The  writer  points  out  what  he  be- 
lieves to  be  the  mistakes  in  the  construction  of 
the  electric  heater  and  shows  how  they  may  be 
remedied  Also  discussion.  1200  w.  Heat  & 
Ven— June  15,  1897.    No.  13744. 

FACTORY. 

Heating  and  Ventilating  a  Five-story  Factory. 
Illustrated  detailed  description  of  the  system 
used  in  the  White  Dental  Factory,  Philadelphia, 
Pa.  1300  w.  Eng  Rec — June  19,  1897.  No. 
13490. 


FURNACE  Heating. 

Furnace  Heating.     Advocates   the  hot-air 
furnace  for  healing  church  buildings.    1200  w. 
Dom  Engng — June,  1897.    No.  13442  C. 
HOUSE  Heating  Boilers. 

The  Relation  that  Should  Exist  Between  the 
Steam  and  Water  Ratings  of  House  Heating 
Boilers.  A.  C.  Mott.  Read  at  semi-annual 
meeting  of  the  Am.  Soc.  of  Heating  and  Ven- 
tilating Engs.  A  discussion  of  the  subject  with 
the  aim  of  drawing  out  valuable  discussion. 
2000  w.  Heat  &  Ven — June  15,  1897.  No. 
13743. 

SANITATION. 

See  Plumbing  and  Gas  Fitting. 
SHOP  Heating. 

Heating  of  the  Shops  of  the  Westinghouse 
Machine  Company.  The  exhaust  steam  from 
the  engines  is  used  to  heat  the  building  with  a 
blower  and  duct  system.  Illustrated  descrip- 
tion. 1400  w.  Eng  Rec— June  26, 1897.  No. 
13737. 

SIBGEL-COOPER  Co.'*  Store. 

Heating  and  Ventilation  of  the  Sicgel- Cooper 
Co.'s  "  Big  Store."  Illustrated  description. 
1100  w.  Heat  &  Ven — June  15,  1897.  No. 
13742. 

SOCIETY  Meeting. 

Semi-Annual  Meeting  of  the  American  So- 
ciety of  Heating  and  Ventilating  Engineers. 
An  account  of  the  first  semi-annual  meeting  with 
president's  address,  abstracts  of  papers  read, 
business  ,  etc.  9000  w.  Met  Work — June  26, 
1897.    No.  13687. 

STEAM  Heating. 

Circulation  of  Steam  for  Heating  Purposes  at 
or  below  the  Pressure  of  the  Atmosphere.  Regi- 
nald Pelham  Bolton.  A  study  of  the  internal 
conditions  of  steam  circulation  and  heating, with 
a  statement  of  the  requirements  for  effective 
steam  heating  systems.  4300  w.  Dom  Engng 
— June.  1897.    No.  13443  C. 

New  York  Steam  Company's  Plant.  Brief 
illustrated  description.  1200  w.  Heat  &  Ven — 
June  15,  1897.    No.  13741. 

On  Some  Dangers  Attending  the  Use  of 
Steam  Pipes.  A.  L.  Steavenson.  Considers 
thickness  of  steam  pipes,  the  fact  that  they  may 
be  the  cause  of  fire,  water  rams,  &c.  2000  w. 
Ir  &  Coal  Trds  Rev— June  ri,  1897.  No. 
13630  A. 

Pipe  Covering  as  an  Investment.  C.  H. 
Lietze.  Calculations  of  the  loss  from  bare  pipes, 
and  of  the  percentage  to  be  saved  by  covering. 
1500  w.  Heat  &  Ven— June  15,1897.  No. 
13747- 

WOOOBRIDGE  Building. 

Heating  and  Lighting  of  the  Woodbridge 
Building.  New  York  city.  Illustrated  detailed 
descrip  ion.  2000  w.  Eng  Rec— June  5,  1897. 
No.  13275. 

LANDSCAPE  GARDENING. 

GARDENING  Design. 

Doing  Too  Much.    Editorial  commenting  on 
the  mistakes  made  through  ignorance,  and  citing 
examples  illustrating  intelligent  treatment.  1700 
w.    Gar  &  For— June  16.  1897.    No.  13440. 
PARKS. 

The  Park  System  of  Greater  Boston.  Editorial 
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on  information  from  the  lately  issued  report  of 
the  Metropolitan  Park  Commission,  iioo  w. 
Gar  &  For — June  23,  1897.    No.  13645. 

Natural  Beauty  in  Urban  Parks.  Editorial 
on  the  restful  and  helpful  effect  upon  city  dwell- 
ers, of  natural  scenery;  the  duty  to  protect  such 
places  and  keep  them  for  the  good  of  the  people; 
and  a  protest  against  the  erection  of  buildings  in 
objectionable  places  in  Bronx  Park.  1300  w. 
Gar  &  For— June  30.  1897.    No.  13774. 

PLUMBING  AND  GASFITTING. 

DRAINAGE. 

Details  in  House  Drainage  and  Plumbers' 
Work.  J.  Kemtley.  Reports  cases  where  in- 
spection showed  that  lack  of  attention  to  details 
caused  serious  illness  and  much  trouble.  1800 
w.  San  Rec— May  28.  1897.  Serial,  istpart. 
No  13300  A. 
GRAVITY . 

The  Law  of  Gravity  in  Plumbing  Work. 
N.  Y.  P.  Remarks  on  the  effect  of  the  laws  of 
the  universe,  especially  of  gravity  as  related  to 
plumbing.  1700  w.  San  Plumb— June  1,  1897. 
No.  13269. 
MASTER  PI  ambers. 

The  National  Association  of  Master  Plumbers, 
U.  S.  A.  Part  first  consists  of  introductory  re- 
marks and  an  account  of  the  creation,  constitu- 
tion, progress,  &c.  of  the  association.  5500  w. 
San  Plumb — June  15,  1897.  No.  1 3441. 
SANITATION. 

Plumbing,  Heating  and  Ventilating  a  Modern 
Residence.  Illustrated  description  of  many  ex- 
cellent features  as  carried  out  in  a  residence  at 
Wilkes-Barre,  Penna.  2800  w.  Met  Work — 
June  5,  1897.    No.  13266. 

Plumbing  and  Sanitary  Work.  S.  S.  Hellyer. 
Read  before  the  Architectural  Assn.,  London, 
Part  first  discusses  improvements  in  valve- 
closets,  water  supply,  service  pipes.  &c.  4800 
w.    Brit  Arch— May  28.  1897.    No.  1 3301  A. 

MISCELLANY. 

ACOUSTICS. 

Photographing  the  Kocnig  Manometric  Flames. 
(Photographie  des  Flammes  de  Koenig.)  A  de- 
scription of  the  method  used  to  obtain  permanent 
records  of  acoustic  phenomena.  Acetylene  was 
used  in  the  manometric  burner  and  the  vibra- 
tions photographed.  1000  w.  Comptes  Rendus 
— April  12,  1897.  No.  13551  D. 
ARCHES. 

Strains  in  Arches.    Joseph  Marshall.  The 
first  of  three  articles  giving  the  writer's  theory 
regarding  "  Thrusts  and  Strains  in  Arches. 
1800  w.    Br  Build — June,  1897.    Serial.  1st 
part.    No.  13706  C. 
RENDING  Moment. 

Bending    Moment   Due    to  Concentrated 
Loads.    II.  Szlapka.   Mathematical  demonstra- 
tion of  method  used  by  the  author.     500  w. 
Eng  News— June  24,  1897.  N0.13686. 
BUILDING. 

Building  and  Building  Material  During  the 
Reign  of  Queen  Victoria.  A  review  of  the  trans- 
formations in  building  material  which  have 
marked  the  reign.  4300  w.  Ill  Car  &  Build- 
June  18,  1897.  No.  13688  A. 
CATHEDRAL. 

St.  Paul's  Cathedral.    Part  first  discusses  the 


relation  of  bishops  and  other  clerics  to  archi- 
tects and  the  preparation  of  the  site,  with  its 
difficulties.  111.  2500  w.  Arch,  Lond — June 
18,1897.    Serial,    istpart.    No.  1370S  A. 

CH1MNET. 

Straightening  a  Leaning  Chimney.  O.  L.  E. 
Weber.  Describes  a  case  where  the  straighten- 
ing was  effected  by  sawing  the  mortar  joints. 
1300  w.    Technic— 1897.    No.  13757  D. 

CHURCHES. 

The  Position  of  Choir  and  Organ  in  Churches. 
A  letter  from  the  Bishop  of  Chester  to  the  London 
Times,  with  editorial,  giving  many  opinions  of 
noted  architects  and  organists.  4200  w.  Arch. 
Lond— June  u,  1897.  No.  13637  A. 
COLLAPSE  of  Building. 

Fatal  Collapse  of  Part  of  a  Cast- Iron  Column 
Building  in  New  York  Description,  with  illus- 
trations, of  the  collapse  of  a  five-story  factory 
building,  corner  of  51st  street  and  12th  ave., 
with  editorial.  3900  w.  Eng  Rec — June  12. 
1897.    No.  13436. 

The  Failure  of  the  Brown  Soap  Factory 
Building  in  New  York  City.  Discusses  the  col- 
lapse of  a  portion  of  the  building  at  12th  Ave. 
and  51st  street.with  Illustrated  description  of  the 
structure,  and  the  possible  causes  of  the  failure. 
3500  w.  Eng  News— June  17.  1897.  No. 
13486. 

A  Compact  Derrick  for  Skeleton  Buildings. 
An  illustrated  description  of  a  derrick  used  for 
over  two  years  on  both  high  and  heavy  iron 
erection.  It  has  many  advantages,  is  very 
light  and  quickly  moved,  raised  and  refastened 
and  adjusted.  700  w.  Eng  Rec— June  5,  1897. 
No.  13274. 
FOUNTAIN. 

The  Hercules  Fountain  at  Augsburg.  (Der 
Hercules  Brunnen  in  Augsburg.)  Description 
and  illustration  of  the  handsome  fountain  de- 
signed by  Adrian  de  Vries  and  built  in  1(02. 
1  Plate,  1 500  w.  Oesterr  Monatschr  f  d  Oeffent 
Baudienst — May,  1897.    No.  13522  D. 

KKKK  Home*. 

Free  Homes  for  the  People.  Stanlev  Boulter. 
A  scheme  by  which  English  municipalities  shall 
be  empowered  to  advance  to  the  working  classes 
the  necessary  money  to  purchase  their  houses, 
and  that  the  advances  shall  be  repaid,  by  instal- 
ments, instead  of  rent.  6500  w.  Ill  Car  & 
Build— June  11.  1897.    No.  13642  A. 

LADDERS. 

See  Mining  and  Metallurgy.  Miscellany. 
ROCK  Catting-. 

Rock-Cut  Tombs,  Temples  and  Habitations. 
Cyrus  K.  Porter.    Interesting  description  of 
ancient  architecture.    5800  w.  Stone — June. 
1897.    No.  13475  C. 
SUBURBAN  Settlement. 

"  Homewood."  A  Model  Suburban  Settle- 
ment. E.  R.  L.  Gould.  Describes  a  scheme 
for  providing  pleasant  homes  for  the  working 
classes,  giving  many  plans  of  the  houses,  illus- 
trations of  the  architecture,  and  general  informa- 
tion. 3000  w.  Am  Rev  of  Revs— July.  1697. 
No.  13797  C. 

TERRACOTTA. 

Suggestions  for  the  Manufacture  of  Hollow 
Building  Blocks.    Robert  Kunstman.  Consid- 
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era  the  selection  of  taw  material,  preparing  the 
clay,  machinery  for  making  the  blocks,  drying 
and  burning,  and  general  arrangement  of  the  fac- 
tory. III.  aaoow.  Brick — June,  1897.  No.  13268. 


Tit  A  NS  ATLANTIC. 

Transatlantic  Notes.  Arthur  Lee.  Inter- 
esting notes  on  architectural  and  related  subjects. 
2400  w.   Stone— June,  1897.    No.  13474  C. 


CIVIL  ENGINEERING. 


BRIDGES. 

ALPINE  Roads. 

Concerning  Koads  in  the  Tyrolese  Alps,  Exe- 
cuted, Projected,  and  Desired.  (Ueber  aus- 
gefabrte,  projectirte,  und  wUnschenswerthe 
Tiroler  Alpenbahnen.)  A  detailed  account  of 
the  existing  roads,  dealing  mainly  with  costsand 
financial  results,  together  with  a  similar  discus* 
sion  of  proposed  constructions.  Two  articles. 
8000  w.  Zeitschr  d  Oesterr  Ing  u  Arch  Ver — 
May  28,  June  4,  1897.    No.  13516  E. 

ARCHES. 

See  same  title  under  Architecture  and  Build* 
ing,  Miscellany. 

BEAMS. 

The  Theory  of  Reinforced  Bcton  Beams. 
(Zur  Theorie  der  vcrstarkten  Be'ton  platte.)  An 
elaborate  mathematical  and  graphical  discussion 
of  the  principles  involved  in  the  Monier  system 
of  concrete  reinforced  by  metal.  Two  articles. 
8000  w.  Zeitcbr  d  Oesterr  Ing  u  Arch  Ver — 
May  28  &  June  4,  1897.  No.  13517  E. 
DEFLECTION. 

Apparatus  for  Maxima  and  Minima  Measure- 
ment of  Deflections.  (Mesure  des  Fleches, 
Appareil  a  Maxima  et  Minima.)  Illustrating 
the  standard  apparatus  for  measuring  and  re- 
cording girder  deflections  as  used  by  the  de- 
partment of  Fonts  tt  Chauss/es.  2500  w.  Le 
Genie  Moderne— May  15,  1897.  No.  13536  B. 
EUROPEAN  RrldKM. 

Esthetic  Design  in  European  Bridges.  Robert 
Grimshaw.    Illustrations  and  brief  descriptions 
of  some  artistic  work  in  this  line.    1500  w.  Eng 
News- June  17.  1897.    No.  13485. 
LATTICE  Girder*. 

Wooden  Lattice  Bridges  in  Galicia.  (Holz- 
erne  Gitterbrucken  in  Galizien.)  Mainly  de- 
scriptive, showing  some  recent  structures  with 
spans  from  80  to  145  feet.  1  Plate.  2500  w. 
Zeitschr  d  Oesterr  Ing  u  Arch  Ver— June  4.1897. 
No.  13519  B. 
RIVER  Rrldge. 

Construction  of  Little  Calumet  River  Bridge. 
Benjamin  Douglas.     Description  with  elevation 
of  abutments  and  pier.    3000  w.    Technic — 
1897.    No.  13758  D. 
TESTS. 

Tests  of  Bridge  Details.  D.  Y.  Dimon.  Ab- 
stracted from  a  thesis  prepared  for  the  degree  of 
C.  E.  in  1896.  The  details  tested  were  sleeve 
nuts,  loop  floor  beam  hangers  or  stirrups,  welded 
loop  eyes  such  as  are  used  on  light  counter  rods, 
bent  eyes  as  used  for  lateral  connections.  Re- 
sults are  given.  800  w.  Trans  of  Assn  of  Civ 
Engs  of  Cornell  Univ— June,  1897.  No. 
13672  D. 
VIADUCT. 

See  Street  and  Electric  Railways. 


VICTORIA  Drill** 

The  Victoria  Bridge  Over  the  River  Dee. 
Detailed  illustrations  and  views  of  this  bridge  at 
Queensferry,  with  description.  1700  w.  Engng 
— June  11,  1897.    No.  13609  A. 

CANALS,  RIVERS  AND  HARBORS. 

CANAL  Lift. 

The  Canal  Lift  at  Henrichenburg.  (Das 
Schiffshebewerk  bei  Henrichenburg.)  A  lift  of 
over  50  feet  for  canal  boats  of  600  tons  displace- 
ment, the  weight  being  counter  balanced  by 
floats  and  the  lifting  effected  by  screws.  2000 
w.  Schweizerische  Bauzeitung—  May  1,  1897. 
No.  13533  B. 
DANURK. 

Soundings  in  the  Danube.  (Sondierverfahren 
an  der  Donau.)  An  account  of  the  soundings 
made  near  Kriuendorf,  to  determine  the  volume 
of  discharge.  The  so-called  "  cross  "  method 
was  used,  with  diagonal  intersecting  lines,  the 
distances  being  determined  by  the  Reichenbach 
telemeter.  3000  w.  Oesterr  Monatschr  f  d 
OefTent  Baudienst—  May,  1897.    No.  13525  D. 

The  Regulation  of  the  Lower  Danube.  (Die 
Regulirungsarbeiten  an  der  unteren  Donau  und 
deren  Resultate.)  A  fully  illustrated  account  of 
the  canalization  of  the  Iron  Gates  and  the  other 
improvements  which  have  made  the  lower  Dan- 
ube navigable.  Two  articles.  10000  w.  Zeit- 
scher  d  Oesterr  Ing  u  Arch  Ver — May  14  &  21, 
1897.  No.  13514  E. 
FLOODS. 

Construction  of  the  Most  Recent  Klood-Pre- 
vention  Works  in  Eastbourne.  R.  M.  Gloyne. 
Abstract  of  paper  read  before  the  Incorporated 
Association  of  Municipal  and  County  Engi- 
neers, England.  Describes  works  being  execut- 
ed for  the  purpose  of  obviating  the  periodical 
Hooding  to  which  parts  of  the  town  have  been 
subject  in  times  of  heavy  rainfall.  Discussion. 
2500  w.  Builder — June  12,  1897.  No.  13636  A. 

The  Mississippi  Flood  of  1897.  William 
Starling.  Discusses  the  sources  of  the  flood, 
the  effect  of  the  new  levees  upon  the  flood 
height,  storms,  channel  erosion,  strengthen- 
ing the  levees,  breaking  of  the  levees.  &c  ,  &c. 
111.  12800  w.  Eng  News — July  1,  1897.  No. 
13818. 

HOOOHLT  River. 

The  River  Hooghly,  M.  B.  The  improve- 
ment ot  this  river,  on  which  stands  the  metro- 
polis of  India.  2500  w.  Ind  Engng — May 
22.  1897.    Serial.    1st  part.    No.  13644  D. 

RHINE. 

The  Regulation  of  the  Rhine.  (Die  Rheln- 
Regulierung.)  An  account  of  the  proposed 
regulation  of  the  Rhine  at  its  discharge  into  the 
Lake  of  Constance  in  order  to  avoid  the  fre- 
quent overflows.    The  cost  is  estimated  at  over 
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$3,000,000.  4500  w.  and  topographical  map. 
Oesterr  Monatschr  f  d  Oeffent  Baudienst— May, 
1897.    No.  13520  D. 

S  AULT  HT.  MARIE. 

The  Busiest  Canal  in  the  World.  William  V. 
Klbbee.  Describing  St.  Mary's  Falls  canal. 
111.  2900  w.  Eng  Mag — July,  1897.  No. 
13812  B. 

SEINE. 

Dangers  to  Navigation  at  the  Mouth  of  the 
Seine.  (Les  Dangers  de  la  Navigation  a  1' Em- 
bouchure dc  la  Seine.)  Describing  the  shifting 
oi  the  bar.  and  the  variations  in  the  channel, 
with  suggestions  as  to  the  remedy;  with  hydro- 
graphic  charts  1  plate  3000  w.  La  Revue 
Technique— May  10.  1897.    No.  13540  D. 

IRRIGATION. 

ARID  Regions 

Their  Currents  Turned  Awry.  H.  A.  Crafts. 
Describes  the  modes  of  storing  water  for  irriga- 
tion, and  gives  an  illustrated  account  of  the 
diversion  of  water  from  the  head  of  the  Big  La- 
ramie River  to  the  Cache  la  Poudre  River.  1600 
w.    Harper's  Wk— June  12.  1897.    No.  13338. 

NORTH-WEST  Territories. 

Irrigation  in  the  Northwest  Territories. 
William  Fearce.  A  general  talk  on  the  bene- 
fits of  irrigation  and  the  advantage  to  be  derived 
from  its  use  in  all  localities.  2000  w.  Can  Eng 
—June,  1S97.    No.  13280. 

.PRACTICAL.  Point*. 

Some  Practical  Points  in  Irrigation  Engineer- 
ing. R.  C.  Gemmell.  Hints  to  the  young  en- 
gineer regarding  irrigation  surveys  and  construc- 
tion   4500  w.    Technic— 1897.    No.  13762D. 

MISCELLANY. 

RENDING  Moment. 

Sec  Architecture  and  Building.  Miscellany. 
BLACK  WALL  Tunnel. 

The  Blackwall  Tunnel  Beneath  the  Thames. 
Illustrated  detailed  description  with  information 
regarding  cost,  machinery,  &c.  7000  w.  Sci 
Am  Sup — July  3.  1897.    No.  13770. 

The  Opening  of  the  Blackwall  Tunnel.  Re* 
views  the  history  of  the  project.     8000  w. 
Trans — May  28,  1897.    No.  13298  A. 
CEMENT. 

The  New  Normal  Cement  of  the  Hungarian 
Engineering  Society.  (Die  neuen  Cement — 
Normalien  des  Ungarischen  Ingenieur— und 
Architekten-Vereines  )  An  account  of  the 
standard  cement  adopted  by  the  society,  giving 
the  mesh  of  screens,  the  proportion  of  mixture, 
and  the  tests  which  must  be  sustained.  3000  w. 
Zeitschr  d  Oesterr  Ing  u  Arch  Ver— May  28, 
1897.    No.  13518  B. 

>ee  "Slag."  under  Mining  and  Metallurgy, 
Iron  and  Steel. 
CONFERENCE. 

The  Institution  of  Civil  Engineers.  Report 
of  the  London  conference,  with  abstracts  of 
papers  read,  and  discussions.    31500  w.  Eng, 
Lond — May  28,  1897.    No.  13318  A. 
ENGINEER. 

The  Engineer  and  the  National  Society.  Ben- 
jamin Morgan  Harrod.  Extracts  from  the  ad- 
dress at  the  annual  convention  at  Quebec,  vith 


editorial.  Calls  attention  to  some  of  the  rela- 
tions of  a  national  society  to  the  profession. 
3500  w.    R  R  Gaz— July  2,  1897.     No.  13S15. 

HYDRODYNAMICS. 

The  Gradual  Variations  in  the  Flow  of  Water 
in  Channels  of  Large  Section.  (Ecoule- 
ment  graduellment  Varic  des  liquides  dans  les 
lits  agrande  section.)  An  elaborate  mathemati- 
cal treatment  of  the  subject  by  M.  Boussinesq, 
giving  the  derivation  of  the  fundamental  equa- 
tions. 3000  w.  Comptes  Rendus— May  31, 
1897.    No.  13556  D. 

HYDKOGRAPH1C  Surveys. 

Some  Methods  of  Making  Hydrograpbic  Sur- 
veys. Charles  T.  Dixon.  Describes  methods 
used  on  the  Detroit  and  St.  Mary's  rivers  for 
determining  the  contour  of  the  bottom  of  a 
stream  or  channel,  enabling  the  amounts  of  ma- 
terial above  any  required  depth  to  be  computed. 
4000  w.    Technic— 1897.    No.  13756  D. 

MAGNETIC  Surveys. 

The  Engineering  Value  of  Magnetic  Surveys. 
William   S.  Aldrich.    Abstract  of  paper  pre- 


sented at  the  annual  mcelins 


Matters  of  inter- 


est and  importance  relating  to  the  bearing  of 
magnetic  observations  on  engineering  develop- 
ment. 1000  w.  Jour  Assn  of  Engng  Soc — 
May,  1S97.    No.  13661  C. 

PL  ANI  METER. 

See  Mechanical  Engineering. 

PUZZOLANA. 

Puzzolana  and  its  Practical  Use.  Josef 
Zervas.  Information  regarding  one  of  the  old- 
est materials  used  for  making  mortar,  especially 
hydraulic  mortars.  4200  w.  Sch  of  Mines 
Quar— April.  1897.    No.  13454  D. 

ROADS. 

Good  Roads.  Daniel  B.  Luten.  A  criticism 
of  American  methods  of  road  improvement,  with 
reference  to  the  system  in  France,  and  discus- 
sion of  cost.  1800  w.  Technic — 1897.  No. 
13764  D. 
SCHOOLS. 

Sec  same  title  under  Mechanical  Engineering. 

SURVEYING. 

The  Comparison  of  Measurements  by  Least 
Squares.  (Ueber  Ausgleichung  von  Linienver- 
bindungen  bei  Kleinmessungen.)  Giving  work* 
ing  examples  of  the  determination  of  the  proba- 
ble error  in  a  system  of  measurements  by  the 
method  of  least  squares,  without  the  necessity 
of  geometrical  construction.  7500  w.  Oesterr 
Monatschr  f  d  Oeffent  Baudienst— May,  1S97. 
No.  13524  D. 

TUNNEL. 

Tunnel  Roof  Shield  Used  in  the  Boston  Sub- 
way.   Illustrated  description  of  the  form  of 
shield  used.    1500  w.    Eng  News — June  24. 
1897.    No.  13682. 
TRANSCONTINENTAL.  Arc 

The  Transcontinental  Arc  from  Cape  May  to 
San  Francisco.  E.  D.  Preston.  Considers  the 
determination,  accuracy  and  usefulness.  5S00 
w.  Trans  of  Assn  of  Civ  Engs  of  Cornell 
Univ— June,  1897.    No.  13666  D. 

WINDMILLS. 

See  same  title  under  Mechanical  Engineering. 
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ECONOMICS  AND  INDUSTRY. 


COMMERCE  AND  TRADE. 
BRITISH  Guiana. 

Tariff  of  British  Guiana.  A  copy  of  the 
tariff  ordinance  for  the  year  1897-98  ;  also,  a 
statement  taken  from  the  Argosy,  showing  the 
increase  and  decrease  on  different  articles  as 
compared  with  last  year.  4500  w.  Cons  Repts 
—June,  1897.  No.  13652  D. 
BRITISH  Trade. 

Do  Foreign  Annexations  Injure  British 
Trade?  Henry  Birchenougb.  Examines  the 
British  trade  with  foreign  colonies,  showing  that 
Gt.  Britain  succeeds  in  carrying  on  a  valuable 
export  trade  with  the  colonies  of  foreign  powers, 
and  stating  the  advantages  of  the  country  over 
her  rivals.  4500  w.  Nineteenth  Cent— June, 
1897.  No.  13394  D. 
BUSINESS  Conditions. 

The  State  ot  Trade.  An  analysis  of  business 
conditions  based  on  interviews  with  manufac- 
turers and  wholesale  merchants  at  more  than 
fifty  cities,  showing  moderate  improvement  at 
western  centers,  with  less  evidence  of  gain  in  the 
east.  2500  w.  Bradstreet's— June  26,  1897. 
No.  13689. 

CHINA. 

Commercial  Trend  of  China.  Thomas  R. 
Jernigan.  Discusses  some  of  the  efforts  of 
European  nations  to  enlarge  their  trade  relations, 
and  gives  statistics  helpful  to  the  business  man 
in  forming  an  opinion  as  to  the  direction  in 
which  the  volume  of  China's  trade  is  moving. 
2200  w.  N  Am  Rev— July,  1897.  No.  13755  L>- 
FAILURES 

Husiness  Failures  Classified.  E  numeration 
of  the  total  number  of  concerns  engaged  in 
business  in  thirty-seven  lines  of  trade,  and 
the  number  of  failures  in  173  lines  of  business  in 
1894,  1895,  and  1896.  5000  w.  Bradstreet's— 
June  5,  1897.    No.  13281. 

Business  Failures  for  Six  Months.  Report 
and  tables  of  comparison.    The  past  six  months 
not  as  favorable  as  was  anticipated.    1400  w. 
Bradstreet's— July  3,  1897.    No.  13821. 
FOREIGN  Com  me  roe. 

New  York's  Decreasing  Share  in  Our  Foreign 
Commerce.  Showing  that  all  branches  of  ex- 
port business  of  New  York  are  threatened. 
1200  w.  Bradstreet's — June  19,  1897.  No. 
I 3601. 

OK  KM  ANY. 

Trade  and  Training  in  Germany.  Extracts 
from  and  comments  upon  a  recent  discussion  of 
this  subject  by  Sir  Philip  Magnus,  in  the  Lon- 
don National  Review.  5000  w.  Gunton's  Mag 
—July,  1897.  No.  13801  C. 
JAPAN. 

The  Encouragement  of  Industry  in  Japan. 
Discusses  three  bills  submitted  to  the  Diet  this 
session  which  have  special  interest  for  foreigners. 
1600  w.  Bd  of  Trd  Jour— June,  1897.  No. 
13695  A. 

Yokohama  Chamber  of  Commerce.  A  few 
remarks  on  some  of  the  points  mentioned  in  the 
annual  report  of  this  organization.  1600  w. 
Engng— June  4,  1897.    No.  13409  A. 


MANUFACTURED  Exports. 

British  versus  American  Manfactured  Produc- 
tions. Editorial  comment  on  the  increase  of 
American  productions,  the  advantages  possessed 
by  Americans,  and  the  effect  upon  British  me- 
chanical industries.  1800  w.  Ir  &  Coal  Trds 
Rev— June  11.  1897.    No.  13631  A. 

PRICES. 

Comparative  Prices  of  108  Staple  Articles, 
Raw  and  Manufactured  Products,  Produce, 
Cattle,  and  Meats,  at  Quarterly  and  Monthly 
Intervals,  Showing  Fluctuations  in  Quotations 
from  Jan.  1.  1893,  to  June  :,  1897,  Covering  the 
Period  of  Recent  Extreme  Depression.  Table. 
Bradstreet's— June  12.  1897.    No.  13395. 

PROTECTION. 

Philosophy  of  Protection.  Considers  the  two 
cardinal  elements  of  tariff  legislation  to  require 
an  intelligible  understanding  of  the  purpose  of 
protection  and  a  knowledge  of  the  incidence  of 
tariff  taxation,  and  discusses  these  points.  3000 
w.  Gunton's  Mag— July,  1897.  No.  13798  C. 
RUBBER  Good*. 

Meeting  of  Mechanical-Goods  Makers.  A 
conference  to  bring  about  general  good  feeling 
and  discuss  the  conditions  of  this  industry,  with 
the  view  of  regulating  prices.  Also  editorial. 
2000  w.  Ind  Rub  Wld— June  10,  1897.  No. 
13621  D. 

SOUTH  AMERICA. 

How  to  Get  South  American  Trade.  John  A. 
Johnson.  Presents  mainly  the  necessity  of  bet- 
ter means  of  communication.  Taken  from  a 
pamphlet  published  by  the  writer.  1800  w.  Ir 
Trd  Rev— June  24,  1897.  No.  13679. 
TARIFF. 

Customs  Tariff  of  Russia.  Consular  report  of 
duties  imposed  by  Russia  upon  some  of  the 
principal  articles  exported  by  the  United  Stales. 
2500  w.  Cons  Repts— June,  1897.  No.  13- 
648  D. 

New  Customs  Tariff  of  Canada  A  copy  of 
the  resolutions  proposed  in  the  Committee  of 
Ways  and  Means  of  the  Canadian  House  of 
Commons  relative  to  duties  of  customs,  excise, 
&c.  3700  w.  Bd  of  Trd  Jour— June,  1897. 
No.  13696  A. 

Tariff  Changes  and  Customs  Regulations. 
Netherlands — Curacoa,  France.  Tunis,  Portu- 
gal, Italy,  Roumania,  United  States  of  Colom- 
bia, British  India,  St.  Christopher— Nevis, 
Montserrat.  Queensland.  3300  w.  Bd  of  Trd 
Jour — June,  1897.    No.  13607  A. 

The  Tariff  Revolution  in  Canada.  Hartley 
Withers.  Discusses  the  recent  changes  in  the 
Canadian  tariff,  chiefly  from  the  commercial 
standpoint.  2500  w.  Bankers'  Mag,  Lond— 
June,  1897.    No.  13344  A. 

TRADE  Rotations. 

The  South  and  the  West.  John  A.  Smith. 
Extracts  from  an  address  at  Kansas  City  giving 
information  and  suggestions  of  practical  value 
in  the  development  of  closer  trade  relations. 
3000  w.  Tradesman— June  15,  1897.  No.  13- 
608. 
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CURRENCY  AND  FINANCE. 

COINAGE  BUI. 

Text  of  the  Japanese  Coinage  Bill.  A  copy 
of  the  bill  as  translated  and  published  by  the 
Japan  Herald.  1000  w.  Cons  Repts— June, 
1897.    No.  13651  D. 

GOLD  Standard. 

The  Gold  Standard  In  Japan.  A  copy  of  the 
formal  statement  made  by  Count  Matsukata, 
the  Premier,  before  the  Japanese  Diet,  as  to  the 
plan  suggested  by  the  cabinet  for  placing  the 
circulation  on  a  gold  basis.  4500  w.  Cons 
Repts— June,  1897.    No.  13650  D. 

The  Greenback  and  the  Gold  Standard. 
Marriott  Brosius.  Concludes  that  to  deprive 
the  government  of  the  means  of  maintaining 
gold  payments,  and  preserving  the  parity  of  all 
our  money,  and  to  relegate  these  functions  to 
private  banking  institutions  would  be  full  of 
peril.  3300  w.  N  Am  Rev— July,  1897. 
No.  13754  D. 
JAPAN. 

Japan's  Monetary  Somersault.  W.  R.  Law- 
son.  A  lengthy  discussion  of  monetary  affairs 
in  Japan,  especially  the  gold  standard  scheme 
which  has  recently  become  a  law.  5300  w. 
Bankers'  Mag.  Lond— June,  1897.  No.  13343 
A. 

SAVINGS  Bank. 

The  Savings  Bank  as  a  Public  School  of 
Primary  Economic  Instruction.  William  L. 
Trenholm.  Address  delivered  at  the  annual 
meeting  of  the  Savings  Banks'  Assn.  of  the 
State  of  New  York.  The  necessity  of  educating 
the  masses  in  elementary  economics.  3000  w. 
Bank's  Mag,  N  Y— June,  1897.    No.  13452  D. 

SILVER. 

Silver  and  Prices :  The  Economic  Drain 
from  Debtor  Nations.  Moreton  Frewen.  An 
interesting  discussion  of  the  problem  of  the 
'  future  exchange  value  of  money — or  "  how  the 
white  man  with  the  yellow  money  is  to  meet  the 
competition  of  the  yellow  man  with  the  white 
money."  Discussion  follows.  7500  w.  Jour 
Soc  of  Arts— May  28,  1897.    No.  13352  A. 

LABOR. 

AMERICAN  Shipping. 
See  Marine  Engineering. 

IMMIGRATION. 

The  Immigration  Question.  J.  H.  Senner. 
Recommends  the  placing  of  the  distribution  of 


settlers  and  laborers  under  the  responsible  man- 
agement of  a  National  Land  and  Labor  Clear- 
ing House;  to  exclude  all  undesirable  immigrants 
and  at  the  same  time  see  that  the  most  desirable 
are  properly  distributed  over  the  country.  5400 
w.  An  Am  Acad— July,  1897.  No.  13825  G. 
LABOR. 

Labor  Problems  of  To-day.  Part  first  con- 
sists of  introductory  remarks  aiming  to  present 
existing  conditions.  2500  w.  Ir  &  Coal  Trds 
Rev — June  4,  1897.  Serial.  1st  part.  No. 
13403  A. 

STRIKES. 

Strikes  in  Japan.  Fusataro  Takano.  A 
rather  pessimistic  view  of  the  present  labor  con- 
ditions in  Japan,  with  editorial  comment.  2200 
w.    Gunton's  Mag— July,  1897.    No.  13800  C. 

WORKMEN'S  Bill. 

The  Economic  Effects  of  the  Workmen's 
Compensation  Bill.  Emerson  Bainbridge.  Aims 
to  show  the  effect  of  the  bill  upon  those  who  are 
supposed  to  be  benefitted,  on  those  who  are 
asked  to  pay  the  costs,  and  upon  the  general 
trade.  1800  w.  Ir  &  Coal  Trds  Rev— May  28, 
1897.    No.  13354  A. 

MISCELLANY. 

CHEAPNESS. 

Is  Cheapness  an  Evil  ?  George  Allen  White. 
The  subject  is  discussed  from  one  standpoint  by 
the  writer,  and  replied  to  editorially  from  another 
point  of  view.  2200  w.  Gunton's  Mag — July, 
1897.  No.  13802  C. 
PATENT  System. 

The  Patent  System  as  a  Factor  in  National 
Development.  William  C.  Dodge.  Showing 
how  invention  and  production  have  increased 
under  the  United  States  patent  laws.  4200  w. 
Eng  Mag— July.  1897.  No.  13807  B. 
PRODUCTION. 

Governments  and  Co-operative  Production. 
Editorial  discussion  of  the  co-operative  principle 
and  its  difficulties,  based  upon  the  report  of  D. 
F.  Schloss  to  the  Labor  Department  of  the  Board 
of  Trade.  2500  w.  Engng— June  18,  1897. 
No.  13710  A. 
WEALTH  Distribution. 

Dangers  of  a  Wrong  Point  of  View.  Dis- 
cusses a  book  published  by  Dr.  Charles  B.  Spohr 
on  "  The  Present  Distribution  of  Wealth  in  the 
United  States."  criticising  it  as  a  violent  mis- 
representation arising  from  a  wrong  point  of 
view.  3500  w.  Gunton's  Mag — July.  1897. 
No.  13799  C. 


ELECTRICAL  ENGINEERING. 


ELECTRO  -  CHEMISTRY. 

CONSERVATION  of  Energy. 

The  Principle  of  the  Conservation  of  Energy 
in  Electrochemistry.  (Das  Prinzip  der  Erhal- 
tung  der  Energie  in  der  Elektrochemie.)  A 
scholarly  investigation  of  an  important  phase  of 
the  great  problem  of  the  conservation  of  the 
physical  forces.  4000  w.  Deutsche  Zeitschrf 
Elektrotechnik — April,  1897.  No.  13586  B. 
ELECTROLYSIS. 

Notes  on  the  Electrolysis  of  the  Alkaline 


Bromides  and  Fluorides.  (Beitrage  Zur  Elek- 
trolyse  der  Alkali- Bromide  und  Fluoride.)  Show- 
ing the  arrangement  of  apparatus  and  giving 
the  details  of  the  reactions.  4000  w.  Zeitschr 
f  Elektrochemie— May  5,  1897.     No.  13590  B. 

The  Electrolysis  of  Mixtures.  (Zur  Electro- 
lyse von  Gemischen.)  An  examination  of  the 
chemical  theory  and  practice  of  the  electrolysis 
of  mixtures  according  to  Hittorf's  theory.  7500 
w.  Zeitschr  f  Elektrochemie— May  ao,  1897. 
No.  13592  B. 
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The  Electrolytic  Reduction  of  Nitro- Benzole. 
(Elektrolytische  Reduktionen  desNitro  Beniols.) 
Giving  details  of  solutions  used  and  proper  cur- 
rents to  effect  the  desired  reduction.  2500  w. 
Zeitschr  f  Elektrochemie—  May  5,  1897.  No. 
13589  B. 

The  Influence  of  Time  upon  the  Cathode  Ac 
tion  in  Electrolysis  of  Copper  Solutions.  (Ueber 
den  Einfluss  der  Zeit-auf  den  Kathoden  Vor- 
gang  bei  Elektrolyse  der  Kupfersulfatlosung.) 
Giving  graphical  records  of  a  number  of  experi- 
mental investigations.  4000  w.  Zeitschr  f  Elek- 
trochemie— June  5,  1897.  No.  13593  B- 
SODIL  ftf  Peroxld. 

Making  Sodium  Peroxld  at  Niagara.  Orrin 
E.  Dunlap.  Describes  the  electrical  equipment 
of  the  Niagara  Electro-Chemical  Co.  111.  500 
w.    Elec  Eng— June  23. 1897.    No.  13714. 

LIGHTING. 

ACCUMULATORS. 

Accumulators — Their  Application  to  Central 
Station  Lighting  and  Power  W.  A.  Johnson. 
Read  before  the  Can.  Elec.  Assn.  Presents  the 
advantages  and  adaptability  of  accumulators, 
and  the  cost.  1800  w.  Can  Elec  News— June, 
1897.  No.  13484. 
ABC  Lamp. 

Progress  of  the  Enclosed  Arc  Lamp.  Louis 
B.  Marks.  The  development,  progress  and 
commercial  success.  900  w.  Elec  Wld— June 
5,  1S97.  No.  13326. 

The  Enclosed  Arc  Lamp.  E.  L.  Nichols. 
Read  before  the  Cornell  Electrical  Soc-  Con- 
sides  some  of  the  peculiarities  of  this  lamp,  its 
advantages,  tests,  &c.  1800  w.  Sib  Jour  of 
Engng— June,  1897.    No.  13424  C. 

ARC  Lighting. 

Recent  Progress  in  Arc  Lighting.  Elihu 
Thomson.  Abstract  of  a  paper  read  before  the 
Niagara  Falls  convention  of  the  National  Elec- 
tric Light  Assn.  The  writer  thinks  the  immedi- 
ate future  of  the  series  arc  lighting  system  ap- 
pears to  be  in  the  development  of  large  dynamos. 
Considers  pulsating  currents,  constant  potential 
arc  work,  inclosed  arcs,  results  of  tests,  &c. 
5500  w.  Elec  Wld— June  12,  1897.  No.  13447- 
BRIGHTON,  England. 

The  Electric  Lighting  of  Brighton,  England. 
Fred  Bathurst.  A  brief  illustrated  description 
of  the  electric  lighting  features  of  this  popular 
leaside  resort.  5700  w.  Am  Elect'n— June, 
1897.  No.  13384  C. 
CONVENTION. 

National  Electric  Light  Association.  Report 
of  the  proceedings  of  the  convention  held  at 
Niagara  Falls,  June  8,  9,  and  10,  1897.  6000 
w.    Elec  Wld— June  12.  1897.    No.  13448. 
DAY  Load. 

A  Profitable  Day  Load  for  a  Large  Central 
Station.  C.  H.  Wilmerding.  Examines  the 
subject  from  various  points  of  view,  and  sug- 
gests a  method  for  establishing  rates.  2000  w. 
Elec  Wld — June  5,  1897.    No.  13327. 

Day  Loads  for  Central  Stations,  and  How  to 
Increase  Them.  J.  A.  Kammerer.  Read  be- 
fore Can.  Elec.  Assn.  States  the  points  that 
commend  themselves  from  a  lighting  standpoint. 
1800  w.  Can  Elec  News— June,  1897.  No. 
13483- 


The  Daylight- Work  of  Central  Stations.  Ab- 
stract of  a  paper  read  before  the  convention  of 
the  National  Electric  Light  Assn.,  at  Niagara 
Falls,  by  Thomas  Commerford.  Traces  the 
development  of  the  industry,  and  the  improve- 
ment in  the  last  ten  years.  1400  w.  Elec 
Wld— June  12,  1897.  No.  13444. 
KLKCTRICAL  Equipment. 

Electrical  Equipment  of  a  Model  Commercial 
Building.  Illustrated  detailed  description  of  the 
electrical  equipment  of  the  Silversmiths'  build- 
ing in  Chicago.  2200  w.  W  Elec— June  12, 
1897.    No.  13416. 

HOTEL  Cecil 

The  Electric  Plant  at  the  Hotel  Cecil.  Illus- 
trated description  of  the  electric  lighting  arrange- 
ments, with  particulars  of  the  costs  of  produc- 
tion for  various  months.  2800  w.  Elec  Eng, 
Lond— June  4,  1897.  No.  13396  A. 
INCANDESCENT  Lamps. 

High  and  Low  Voltage  Incandescent  Lamp. 
John  W.  Howell.  Presents  the  advantages  of 
high  voltage  lamps,  and  the  difficulties  to  be 
overcome  in  the  manufacture  of  the  lamps. 
1500  w.    Elec  Wld— June  5, 1897.    No.  13323. 

Report  of  Committee  on  Standard  Candle- 
power  of  Incandescent  Lamps.  Presented  at 
the  National  Electric  Light  Assn.  convention  at 
Niagara  Falls.  Work  of  the  committee  with  re- 
commendations. 2200  w.  Elec  Eng — June  16, 
1897.  No.  13464* 
LAMPS. 

220- Volt  Lamps.    Alfred  H.  Gibbings.  Con- 
siders this  lamp  and  the  reasons  for  and  benefits 
accruing  from  its  adoption.     2000  w.  Am 
Elect'n— June,  1897.    No.  13392  C. 
LIGHTING. 

Artistic  Electric  Lighting.  A  criticism  of  the 
Inartistic  work  often  seen,  and  a  description  of  a 
place  recently  opened  in  Glasgow,  known  as 
"  Miss  Cranston's  New  Lunch  and  Tea  Rooms," 
which  is  highly  praised.  111.  2000  w.  Elec 
Eng,  Lond — June  18,  1897.    No.  13722  A. 

Municipal  Ownership.  M.  J.  Francisco. 
Criticisms  unfavorable  to  municipal  ownership, 
and  claiming  that  reports  made  are  not  reliable. 
3300  w.     Elec  Wld— June  5,  1897,  No.  13325. 

See  same  title  under  Railway  Affairs,  Mainte- 
nance of  Equipment. 

Why  Some  Lighting  Plants  Do  Not  Pay. 
F.  C.  Armstrong.  Discusses  principally  failure 
by  reason  of  mistakes  in  management  and  busi- 
ness methods.  2800  w.  Can  Elec  News — June, 
1897.    No.  13477. 

Municipal  Lighting.  W.  Worth  Bean.  Ab- 
stract of  a  paper  read  before  the  National  Elec- 
tric Light  Assn.  at  Niagara  Falls.  Opposed  to 
municipal  lighting.  2200  w.  Elec  Eng— June 
16,  1897.  No.  13459- 
ROUKN,  France. 

Central  Station  of  Rouen,  France.  Jules 
LafTargue.  An  illustrated  detailed  description 
of  one  of  the  most  interesting  stations  in  France, 
both  in  consequence  of  special  features,  and 
good  results.  3000  w.  Am  Elect'n — June, 
1897.  No.  1338s  C. 
SMALL  Towns. 

Electrical  Plants  for  Small  Towns.  Alexan- 
der Dow.  Read  before  the  Engineering  Soc.  of 
Univ.  of  Mich.   Calls  attention  to  points  to  be 
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considered  in  relation  of  design*  location,  &c, 
and  to  details  often  overlooked.     8000  w. 
Technic— 1897.    No.  13750  D. 
81'RINGFIELD,  Mm*. 

The  Indian  Orchard  Water  Power  Transmis- 
sion Plant  of  the  United  Electric  Light  Co., 
Springfield,  Mass.  An  illustrated  account  of 
the  water  power  station  which  has  brought  about 
the  shutting  down  of  the  company's  steam  plant 
and  practically  transferred  its  generating  plant 
beyond  the  city  limits.  2500  w.  Elec  Eng — 
June  a,  1897.  No.  13336. 
ST&TION. 

A  Modern  American  Central  Station.  F.  W. 
Roller.  Illustrated  description  of  the  plant  of 
the  Suburban  Electric  Co.,  Elizabeth,  N.  J. 
3000  w.  Am  Elect'n— June,  1897.  No. 
13383  c. 

The  Polyphase  Station  at  the  Budapcster  All- 
gemeine  Electricit&ls  Gesellschaft.  Francis 
Jehl.  Illustrated  description  with  information 
regarding  efficiency.  2500  w.  Elect'n — June 
18,  1897.  No.  13721  A. 
STEAM  Power. 

The  Steam  End  of  an  Electric  Plant.  A.  M. 
Wickens.  An  inquiry  into  the  working,  the 
efficiency  and  cost  of  operating  an  electrical 
plant  by  steam.  2500  w.  Can  Elec  News- 
Tune,  1897.    No.  13482. 

SWITCHBOARDS. 

Central  Station  Switchboard  Construction. 
Albert  B.  Herrick.  Discusses  designs  and  de- 
rices  used  in  switchboard  operation,  and  the 
working  of  the  various  systems.  III.  3000  w. 
Elec  Wld — June  26,  1897.  No.  13749. 
TACHOMETER. 

A  Simple  Electrical  Recording  Tachometer. 
L.  E.  Jones.  Describes  and  illustrates  a  tacho- 
meter constructed  and  used  by  the  writer  at  the 
electric  light  plant  of  the  West  Chicago  parks, 
that  proved  itself  useful  in  quickly  and  accurately 
indicating  the  number  of  revolutions,  as  well  as 
any  slipping  occurring  in  the  many  clutches,  the 
jack  drive,  the  rope  drive  and  pulleys.  1200  w. 
Elec  Rev — June  23,  1897.  No.  13646. 
WATER  Power. 

Water  Driven  Plants.  John  Murphy.  Read 
before  the  Can.  Elec.  Assn.  Deals  in  a  general 
manner  with  the  operation  of  water  driven 
lighting  and  power  plants,  tioow.  Can  Elec 
News— June.  1897.    No.  13481. 

WIRING. 

Report  of  the  National  Electric  Light  Assn. 
Committee  on  Safe  Wiring.  Presented  at  the 
Niagara  Falls  meeting.  Reports  the  obstacles 
overcome  and  work  done  by  the  committee.  2400 
w.    Elec  Eng — June  16,  1897.    No.  13462. 

Some  Things  About  Wiring  and  Wiremen. 
S.  II.  Sharpsteen.  Part  first  calls  attention  to 
the  fact  that  every  job  has  some  new  condition 
to  meet,  and  briefly  discusses  where  to  enter  with 
the  service  wires.  1500  w.  Elec  Eng— June 
30,  1897.    Serial.    1st  part.    No.  13814. 

POWER. 

ACCUMULATORS. 

Note  on  the  Theory  of  Lead  Surfaces.  (Ein 
Beitrag  zur  Theorie  des  Bleisammlers  )  Dis- 
cussing the  chemical  and  electrical  action  of 


leaden  plates  in  accumulators.  5000  w.  Zeitschr 
f  Elektrochemie — Junes,  1897.  No.  13594  B. 

The  Blot  Accumulator.  (Der  Blot  Akkumu- 
lator.)  This  new  storage  battery  cell  is  com- 
posed of  narrow  strips  of  corrugated  lead,  wound 
on  leaden  bobbins,  these  latter  being  built  up 
into  plates.  Tests  by  d' Arson val,  de  Nerville, 
and  Preece,  show  most  excellent  results.  1500 
w.  Zeitschr  d  Ver  deutscher  Ing— May  22, 
1897.    No.  13500  B. 

The  Dependence  of  Capacity  of  Accumulators 
upon  the  Strength  of  Charging  Current.  (Ueber 
die  Abbangigkeitder  Kapacitat  von  der  Entlade- 
stromstarke  bei  Bleiakkumulatoren  )  Giving  the 
results  of  numerous  tests  of  the  various  makes  of 
accumulators,  by  Prof.  Penkert.  1500  w.  Elek- 
trotechniscbe  Zeitschr — May  20,  1897.  No. 
13572  B. 

The  Use  of  Accumulators  in  Central  Station 
Practice.  Clayton  H.  Sharp.  Read  before  the 
Electrical  Soc.  of  Cornell  Univ.  Discusses  the 
advantages  accruing  from  the  use  of  an  auxiliary 
accumulator  plant  in  caring  for  irregular  loads. 
3000  w.  Sib  Jour  of  Engng— June,  1897.  No. 
13428  C. 

ALTERNATING  Current. 

The  Use  of  Alternating  Current.  Part  first 
considers  its  application  tostreet  railway  service, 
phase  relation,  impedance,  capacity,  self-induc- 
tion, wave  forms  and  tOTque.  111.  3000  w.  St. 
Ry  Rev— June  15,  1897.  Serial.  1st  part.  No. 
1349'  C- 
CIRCUITS. 

Economy  in  Circuits.  D.  H.  Keeley.  Dia- 
grams and  explanation  with  the  view  of  showing 
that  without  exceeding  the  weight  of  copper,  or 
the  drop  of  E.  M.  F.  in  curfent  transmission, 
found  in  a  single  parallel  system,  it  is  possible  to 
provide  for  distribution  with  an  equalized  press- 
ure at  all  points.  1200  w.  Can  Elec  News- 
June,  1897.    No.  13479. 

COMMUTATORS. 

See  same  title  under  Mechanical  Engineering. 
Shop  and  Foundry. 
CONTINUOUS  Current. 

Interaction  between  Armature  and  Field  in 
the  Continuous  Current  Dynamo.  H.  H.  Norris. 
Describes  the  commutator  and  its  use,  with  its 
action,  tsoo  w.  Sib  Jour  of  Engng — June, 
1897.  No.  13426  A. 
CONVERTER. 

The  Rotary  Converter.  C.  P.  Steinmetz. 
Discussion  of  the  subject,  applying  principally 
to  polyphase  rotary  converters.  3000  w.  Sib 
Jour  of  Engng— June.  1897.    No.  13423  C. 

DROP. 

Drop  in  Alternating-Current  Lines.  Ralph 
D.  Mershon.  Treats  this  subject  in  such  a 
manner  that  the  results  may  be  turned  to  prac- 
tical advantage.  3500  w.  Am  Elect'n— June. 
1897.  No.  13391  C. 
DYNAMO  Calculation. 

The  Induction  Factor,  a  New  Basis  of  Dy- 
namo Calculation  and  Classification.  Charles 
A.  Carus-  Wilson.  Read  before  the  N.  E.  L  A. 
Showing  the  use  of  the  induction  factor  in  dy- 
namo calculations,  giving  examples.  2500  w. 
Elec  Eng— June  16,  1897.  No.  13460. 
DYNAMOS. 

Interpretation  of  Dynamo  Characteristics.  H. 
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J.  Hotchkiss.  Read  before  the  Electrical  Soc 
of  Cornel)  Univ.  The  aim  of  the  paper  is  to 
call  attention  to  a  few  of  the  fundamental  ideas 
that  may  serve  as  a  general  basis  for  the  inter- 
relation of  characteristic  carves.  1200  w. 
ib  Jour  of  Engng — Jane,  1897.  No.  13429  C. 
See  Mechanical  Engineering,  Engines  and 
Motors. 

ELECTRIC  Power. 

See  same  tide  in  Marine  Engineering. 
ELECTRICAL.  TransmlMlon. 

See  same  title  under  Mining  and  Metallurgy, 
Coal  and  Coke. 

EXTENSIONS. 

Profitable  Extensions  of  Electricity  Supply 
Stations.  Abstract  of  paper  read  before  the  con- 
vention of  the  National  Electric  Light  Assn.,  by 
Arthur  Wright.  An  endeavor  to  show  the  most 
profitable  fields  for  extension  and  profit-earning. 
1800  w.  Elec  Wld— June  12,  1897.  No. 
13445. 

LEAKAGE. 

The  Best  Means  of  Effectually  Preventing  the 
Leakage  of  Current  to  "Earth"  in  Electrical 
Installations  from  Generating  Heat  and  Setting 
Buildings  on  Fire.  Sydney  F.  Walker.  Con- 
siders (1)  what  do  we  mean  by  earth  ?  (2)  how 
does  leakage  of  current  to  earth  occur  in  electri- 
cal installations?  (3)  how  does  this  leakage  cur- 
rent generate  heat  ?  (4)  what  are  the  best  means 
for  its  prevention  ?  3700  w.  Elec  Eng.  Lond 
— June  11.   1897.     Serial.     1st  part.  No. 

13632  A. 
LINK  EfTecU. 

The  Line  Effects  in  Alternating-Current 
Transmission.  H.  E.  Raymond.  A  recital  of 
some  "line"  incidents  resulting  from  some  of 
the  most  prominent  of  the  so-called  "effects." 
1800  w.  Am  Elect'n— June,  1897.  No.  13- 
390  C. 

MACHINERY. 

See  same  title  under  Mining  and  Metallurgy, 
Coal  aod  Coke. 
OO  DEN,  Utah. 

The  Power  Plant  of  the  Pioneer  Electric  Power 
Company  of  Ogden,  Utah.  Detailed  descrip 
tion  of  an  interesting  piece  of  engineering  work, 
as  given  in  a  paper  by  Henry  Goldmark,  pre- 
sented to  the  Quebec  convention  of  the  Amer- 
ican Soc.  of  Civ.  Engs.  1)1.  7500  w.  Eng 
Rec— June  19,  1897.  Serial.  1st  part.  No. 
13497- 

POTENTIOMETER. 

The  Direct  Reading  Potentiometer.  Descrip- 
tion of  instrument  made  by  Messrs.  Elliott  Bros., 
with  illustrations.  The  method  of  making  tests 
and  measurements  with  it  is  also  described.  3000 
w.    Elec  Rev,   Lond— June  11,    1897.  No. 

13633  A. 
POWER 

Multiple- Expansion  Engines  and  the  Cost 
Acconnt.  R.  H.  Thurston.  The  purpose  of 
the  article  is  to  state  briefly  the  facts  and  princi- 
ples mainly  Influential  in  determining  the 
best  engine  to  adopt  for  a  light  or  power  sta- 
tion. 5000  w.  Am  Elect'n— June.  No.  13388  C. 
POWER  Distribution. 

Electric  Power  Distribution  at  Sand) croft.  Il- 
lustrates and  describes  some  parts  of  the  system 
In  use  by  the  Sandycroft   Foundry  and  Engine 


Works  Co.     1000  w.    Elec  Rev,  Lond— June 
18.  1897.    No.  13739  A. 
POWER  Plant. 

The  Electric  Power  Plant  of  the  New  Reich- 
stags Building  in  Berlin.  (Elektromoterische*An- 
triebe  im  neuen  Reichstagshause  zu  Berlin.) 
Describing  the  elaborate  electric  driving  system 
for  ventilators,  and  pumps,  with  Illustrations. 
2500  w.  Zeitscbr  d  ver  deutscher  Ing — May  29, 
1897.  No.  13504  B. 
POWER  TransmlMlon. 

The    Economies   of    Power  Transmission. 
Louis  Bell.    Discusses  the   items  of  cost  and 
the  probable  sources  of  revenue.    3000  w.  Am 
Elect'n— June,  1897.    No.  13387  C. 
STATION. 

Electric  Station  Design.  I.  J.  Macomber. 
Read  before  the  Electrical  Soc.  of  Cornell  Univ. 
Considers  only  the  design  of  stations  that  use 
steam  as  a  motive  power.  III.  3000  w.  Sib 
Jour  of  Engng— June,  1897.  No.  13427  C. 

STEAM  TURBINE. 

The  Application  of  the  Steam-Turbine  to  the 
Working  of  Dynamos  and  Alternators.  Charles 
Algernon  Parsons.  Brief  description  of  the 
compound  steam-turbine  and  statement  of  its 
advantages  for  driving  dynamos  and  alternators, 
with  short  discussion.  Presented  at  Civil  En- 
gineers Conference.  1200  w.  Elec  Eng,  Lond 
—May  28,  1897.  No.  13292  A. 
TIDE  Power. 

The  Application  of  Electricity  to  the  Utili- 
zation of  Natural  Water  Power.  (Die  Auwen- 
dung  der  Elektrischen  Kraflubertragung  auf 
die  Nutzbarmachung  der  NatOrllchen  Wasser- 
krafte.)  A  discussion  by  Dr.  Voller,  of  the 
possibility  of  utilizing  tide  power  with  especial 
reference  to  the  proposed  application  at  Ham- 
burg. 3000  w.  Die  Elektrizitat — May  8,  1897. 
No.  13566  B. 
TRANSFORMATION. 

Frequency  Transformation.  F.  Jarvis  Patten. 
Considers  this  subject  and  describes  an  apparatus 
from  which  almost  any  desired  frequency  can  be 
derived  from  a  given  frequency.  111.  2700  w. 
Elec  Wld— June  12,  1897.  No.  13446. 
TRANSMISSION. 

See  Mechanical  Engineering,  Power  and 
Transmission 

The  Long  Distance  Electrical  Transmission 
Between  Folsom  and  Sacramento,  Cal.  Illus- 
trated detailed  description.  4500  w.  Eng, 
Lond — June  11,  1897.    No.  13618  A. 

The  Niagara  Power  Transmission  Line.  J.  G. 
White.  History  and  description.  3500  w.  Elec 
Eng — June  16,  1897.    No.  13463. 

The  Transmission  of  Power.  A  discussion  of 
the  subject  of  the  modes  of  transmitting  power 
concluding  with  three  facts  that  point  strongly  to 
the  ultimate  triumph  of  electrical  transmission 
for  a  large  portion  of  industrial  conditions. 
3000  w.  Eng.  Lond— June  4.  1897.  No. 
13410  A. 

TELEGRAPHY  AND  TELEPHONY. 

AUTOMATIC  Telegraphy. 

Automatic  Telegraphy.  Patrick  B.  Delany. 
Part  first  discusses  the  best  speed  obtainable 
with  the  Morse  and  with  the  Wheatstone  system. 
2200  w.  Elec  Eng— June  23,1897.  No.  13- 
716. 
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BERLINER  Patent. 

The  Berliner  Patent  and  the  Government  Suit. 
R.  S.  Taylor.  Address  of  the  chief  counsel  for 
the  government  in  the  Berliner  case,  at  the  Con- 
vention of  Independent  Telephone  Assn.  4000 
w.    Elec  Wld— June  26,  1897.    No.  13752. 

CABLES.  , 

The  Burke  Svstem  of  Cable  Telegraphy.  Mr. 
Charles  G.  Burke's  invention  is  an  adaptation  of 
Morse  work  to  long  submarine  cables  and  other 
telegraph  lines  where  large  static  capacity  is  an 
obstacle  to  the  use  of  ordinary  Morse  signals. 
111.  1200  w.  Elec  Eng— June  23,  1897.  No. 
13717- 

The  Electrostatic  Capacity  of  a  Two- Wire 
Cable.  George  W.  Patterson.  Briefly  derives 
the  expression  for  the  capacity  of  a  single  wire 
cable  and  from  that  passes  to  the  capacity  of  a 
two- wire  cable.  700  w.  Technic— 1897.  No. 
13766  D. 

The  Working  of  the  Telegraph  Cable  from 
Germany  to  Norway.  Albert  Petersen.  Ab- 
stract of  an  article  in  the  EUktrottchnistht  Znt- 
sekrift,  translated  from  the  Telegra/bladet.  A 
statement  of  difficulties  and  method  devised  to 
rem  edythem.  800  w.  Elecfn— June  11,  1897. 
No.  13626  A. 
CONNECTIONS. 

Trunk  Line  Connections  for  Independent 
Telephone  Exchanges.  Some  remarks  concern- 
ing  the  proper  methods  for  the  establishment 
and  maintenance  of  trunk  lines  between  various 
exchanges.  1700  w.  Elec  Wld— June  19, 
1897.  No.  13628. 
DUPLEX  Telegraphy. 

A  New  Duplex  Telegraph  System.  (Neuei 
Zweifach  telegraphensystem.)  A  simple  sys- 
tem which  has  worked  well  without  condensers 
over  a  line  230  miles  long,  for  over  three  years. 
2000  w.    Elektrotechnische  Zeitschr— May  13, 

1897.   No.  13571  B.  . 

Duplex  Telegraphy  in  Switzerland  witn  tne 
Hughes  Apparatus.  (Duplex  telegrapbie  mit 
dem  Hughes- Apparat  in  der  Scbweiz.)  De- 
scribing the  performance  of  the  first  Hughes 
duplex  line  in  Switzerland,  between  Bern  and 
Basle.  2000  w.  Elektrotechnische  Zeitschr — 
May  20,  1897.  No.  13573  »• 
INDEPENDENT  Telephone.. 

Independent  Telephone  Companies.— I  heir 
Legal  Status  and  Their  Prospects  for  the  Future. 
A.  B.  Guigon.  Discusses  the  effect  of  the  re- 
cent decision  in  the  Berliner  patent,  and  the 
union  now  forming,  with  matters  to  be  consid- 
ered at  the  coming  meeting  in  Detroit.  2000 
w     Elec  Wld— June  19,  1897.  No.  13629. 

Meeting  of  Independent  Anti-Bell  Telephone 
Interests  at  Detroit,  June  22  and  23.  1897.  Ac- 
count of  meeting,  presidential  address,  &c. 
16500  w.    Elec  Eng— June  23,  1897.    No.  13- 

71 8 

The    Independent    Telephone  Movement. 
James  M.  Thomas.    Presidential  address  dis- 
cussing the  attitude  of  this  organization  to  the 
Bell  Telephone  Co.    2400  w 
26,  1897.    No.  13751- 
MILITARY  Telegraph  Line*. 

Pole  Climber  and  Pole  Sinking  Tool  on  the 
U.  S.  Military  Telegraph  Lines.  W.  A.  Glass- 
ford.    Description  of  tool  and  its  working. 


1200  w.  Elec  Eng— June  23.  1897.  No. 
13715- 

RKSONANCE. 

Electrical  Resonance.    Remarks  on  this  sub- 
ject, with  reference  to  a  paper  read  before  the 
Chicago  Electrical  Assn.,  by  Kempster  B.  Miller. 
III.    1800  w.    Elec  Rev,  Lond— June  4.  1897 
No.  13397  A. 
TELEPHONES. 

Telephone  Lines.  Considers  the  troubles 
arising  from  earth's  magnetic  disturbances, 
leakage  currents,  and  inductive  effects  of  neigh- 
boring conductors.     1300  w.     Am  Elect  n — 

June.  1897.    No.  13393  c- 

The  Stromberg-Carlson  Telephone  Apparatus. 
Illustrated  detailed  description.    1500  w.  Elec 
Rev— June  30,  1897.    No.  13753- 
TELEGRAPHY  Without  Wlree. 

Ethereal  Telegraphy.  Editorial  on  the  in- 
vestigations in  this  field.  1800  w.  Eng,  Lond 
—May  28.  1897.    No.  13319  A. 

Signalling  Through  Space  Without  Wires. 
W.  H.  Preece.  Delivered  before  the  Royal 
Institution,  June  4.  1897.  Explains  the  system 
of  telegraphy  invented  by  Signor  Guglielroo 
Marconi,  and  describes  his  own  experiments. 
Also  editorial.  III.  4800  w.  Elec  Rev,  Lond 
—June  11,1897.    No.  13634  A. 

MISCELLANY. 

COST. 

The  Cost  of  Electric  Energy  in  1896.  A.  P. 
Haslam.  Graphical  representation,  with  ex- 
planation, showing  that  progress  has  been  the 
rule,  and  the  prosperous  condition  of  the  electri- 
city supply  business.  1700  w.  Elec.  I-ond— 
June  18,  1897.  Serial.  1st  part.  No.  13725  A. 
CURRENT  Price. 

The  Establishment  of  a  Base  Price  for  Cur- 
rent. J.  B.  Cahoon.  Abstract  of  paper  read 
before  the  N.  E.  L.  A.  Outlines  a  plan  for 
determining  the  base  price  which  should  be 
charged  per  kilowatt  hour.  1400  w.  Elec 
Eng— June  16,  1897.  No.  13461. 
ELECTRICAL  Machinery. 

Repairs  of  Electrical  Machinery.  False 
Alarms.  A.  R-  Harris.  Shows  that  when  a 
machine  behaves  abnormally,  there  is  often 
simply  some  part  slightly  out  of  adjustment,  or 
an  accumulation  of  dirt  at  some  point  where 
it  can  interfere  with  the  proper  action.  HI. 
2000  w.  Am  Mach— June  10,  1897.  No. 
13371. 

ELECTRICAL  Wave*. 

Electrical  Waves  and  Oscillation.  Ernest 
Merritt.  Read  before  the  Electrical  Soc.  of  Cor- 
nell Univ.  Explains  experiments  illustrating 
electrical  oscillations  and  waves,  and  gives  Mich 
information  as  has  thus  far  been  gained  in  regard 
to  them.  5200  w.  Sib  Jour  of  Engng — June. 
1897.  No.  13430  C. 
FURNACE. 

A  New  Electric  Furnace,  (Nouveau  Focr 
Electriqne.)  The  Lelicvre  furnace  is  of  the 
anizauon  10  ine  cupola  type  with  carbons  at  bottom,  and  the 
Elec  Wld— June  escaping  gases  are  used  to  heat  the  incoming 
material.  1 000  w.  La  Revue  Technqiue— 
May  10,  1897.  No.  13541  D. 
FUTURE  PoMlbllittea. 

The  Future  Possibilities  of  Electricity.    F  A. 
C.  Perrine.    An  attempt  to  show  how  it>i!l  be 
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possible  for  this  new  means  of  power  transmis- 
sion and  utilization  to  change  certain  industries, 
and  to  prove  that  these  changes  will  materially 
influence  localities.  3800  w.  Elec  Engng — 
July  1,  1897.    No.  1377a. 

GALVANOMETER. 

On  the  Measurement  of  Alternate  Currents  by 
Means  of  an  Obliquely  Situated  Galvanometer 
Needle,  with  a  Method  of  determining  the 
Angle  of  Lag.  Lord  Rayleigh.  From  the 
Phil.  Mag.  Describes  a  form  of  galvanometer 
suitable  for  the  measurement  of  alternate  cur- 
rents, and  how  the  instrument  can  be  used  to 
measure  the  power  factor  of  a  circuit.  2200  w. 
Elect'n — June  4,  1897.    No.  13420  A. 

MAGNETISM. 

See  Mining  and  Metallurgy,  Iron  and  Steel. 

XI  AG  ABA  FALLS. 

Electricity  at  Niagara  Falls.  A  brief  and 
concise  review  of  the  present  situation  with  re- 
spect to  electrical  development,  with  particular 
reference  to  the  newest  applications  and  to  de- 
tails of  operation.  III.  5700  w.  Am  Elect'n 
— June,  1897.    No.  13389  C. 

Niagara  Falls  as  an  Electrical  Center.  Orrin 
E.  Dunlap.  Describes  the  changes  wrought 
and  calls  attention  to  the  installations  of  special 
interest  to  electricians.  III.  2400  w.  W  Elec 
— June  12,  1897.    No.  13415. 

The  Electrical  Features  of  Niagara.  Illus- 
trated description  of  the  Niagara  Falls  Power 
Co.,  the  Power  Transmission  Line,  the  Rail- 
way, Hydraulic  Power  &  Manufacturing  Co  , 
the  Carborundum  Co.,  and  other  industries. 
7000  w.    Elec  Wld— June  5.  1897.    No.  13328. 

PHYSIOLOGICAL  Electricity. 

Physico-Chemical  Principles  and  the  Applica- 


tion of  Cataphoris  in  Medicine.  (Physikalisch 
Chemische  Grundlage  und  Anwendung  der 
Kataphorese  in  der  Medizin.)  A  fundamental 
discussion  of  the  application  of  the  electrical 
transfer  of  particles  to  medicine.  6000  w. 
Elektrochemische  Zeitscbr— June.  1897.  No. 
13588  B. 

ROENTGEN  Rays. 

A  Speculation  Regarding  the  Cause  of  Roent- 
gen Rays.  Elihu  Thomson.  Speculations  pre- 
sented in  the  hope  that  they  may  aid  in  investi- 
gation. 2000  w.  Elec  Wld — June  26,  1897. 
No.  13748. 

SAFES. 

Burglarizing  Safes  by  Electricity.  L.  L. 
Summers.  An  account  of  experiments  made, 
with  charts  giving  some  of  the  results,  showing 
that  any  arguments  based  upon  the  assumption 
that  a  metal  wall  cannot  be  penetrated  by  cur- 
rents obtained  from  electric  light  plant,  or 
storage  battery,  are  fallacious.  1000  w.  Elec 
Engng — June  15,  1897.  No.  13303. 
SAFETY  Poae. 

A  New  System  of  Electric  Protection.  (Ein- 
neues  System  Elektrischer  Sicherungen.)  The 
improved  Hundhausen  safety  cut-out  which 
throws  in  a  suitable  resistance  when  melted  is 
now  used  by  Siemens  &  Halake  in  the  latest  in- 
stallations. Two  articles.  5000  w.  Die 
Elektrizitat— May  22,  June  5,  1897.  No. 
13568  D. 

VOLTAMETER. 

The  Copper  Voltameter.  (Ueber  das  Kupfer- 
Voltameter.)  Describing  the  practical  use  of 
the  volumeter  for  electrical  measurements  by 
the  decomposition  of  copper  solutions.  Two 
articles.  6000  w.  Zeitschr  f  Elektrochemie — 
May  5,  20,  1897.    No.  13591  E. 


MARINE  ENGINEERING. 


AMERICAN  Shipping. 

What  American  Shipping  Means  to  American 
Labor.  From  the  American  Economist.  Show- 
ing how  the  United  States  can  benefit  by  a 
proper  maritime  policy.  1800  w.  Sea— June  24, 
1897.    No.  13675. 

BATTLESHIPS. 

Naval  Review  at  Spithead.  Illustrated  ac- 
count, with  description  of  the  various  battleships 
belonging  to  Great  Britain.  Also  editorial. 
2000  w.  Eng.  Lond — June  t8,  1897.  No.  13- 
732  A. 

BULKHEADS. 

Marine  Registry  Rules  for  Watertight  Bulk- 
heads in  Mail  and  Passenger  Steamers.  (Vor- 
schriften  der  Seeberufsgenossenschaft  liber  Was- 
serdichte  Schotte  fur  Post-  und  Passagier- 
dampfer.).  A  paper  by  Heir  Middendorf, 
discussing  the  method  of  determining  the  num- 
ber and  location  of  watertight  bulkheads,  with 
many  illustrations  and  working  diagrams.  The 
official  method  of  the  German  Lloyds.  Two 
articles.  1  plate.  12000  w.  Zeitschr  d  Ver 
Deutscber  Ing — May  29,  June  5,  1897.  No. 
13503  E. 

CA  KR  YING-TRADE. 

The  Upbuilding  of  a  Marine  Carrying-Trade. 


John  Ctximan.  An  argument  for  free  ships,  in 
answer  to  Lewis  Nixon.  3200  w.  Eng  Mag — 
July.  1897.    No.  13803  B. 


American  Built  Cruisers  for  Japan.  Illus- 
trated description  of  a  vessel  to  be  built  by  the 
Union  Iron  Works  of  San  Francisco.   900  w. 
Sci  Am— July  3,  1897.    No.  13768. 
ELECTRIC  Power. 

Electricity  00  Shipboard.  W.  F.  Durand. 
Read  before  the  Electrical  Soc.  of  Cornell  Univ. 
Describes  in  detail  the  various  applications. 
4000  w.  Sib  Jour  of  Engng— June,  1897.  No. 
13425  c. 

LAKE  Shipping-. 

Wonders  of  Lake  Shipping.  Remarks  on  the 
enormous  traffic  of  the  Sault  canal,  the  big  ves- 
sels and  despatch  in  loading.  1200  w.  Bos 
Jour  of  Com — June  19,  1897.    No.  13623. 

NEW  NAVY. 

Three  Samples  from  the  New  Navy.  Illus- 
trated description  of  the  armored  cruiser,  New 
York,  the  battleship,  Iowa,  and  the  double-tur- 
reted  monitor,  Puritan.  1500  w.  Am  Mach — 
June  17.  1897.  No.  13467. 
OCEAN  Travel. 

The  Place  of  Our  Destination.    John  E. 
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Sweet.    A  comparison  between  a  journey  just 
completed,  and  one  made  thirty- five  years  ago  is 
given  in  part  first.    1600  w.    Am  Mach— 
June  17.  1897.    No.  13470. 
PADDLE  Steamships. 

Largest  Paddle  Steamship  Afloat,  British  or 
American  ?  Descriptions,  with  illustrations  of 
the  British  steamship  Empress  Queen,  being 
constructed  for  service  in  the  Irish  Sea,  and  the 
Prisciila  of  the  Fall  River  Line,  running  from 
New  York.  1200  w.  Marine  Engng— June, 
1897.  No.  13357  C. 
PROPELLERS. 

The  Construction  of  Propellers.  (Konstruk- 
tion  von  Schiffschrauben.)  Giving  a  graphical 
solution  by  the  projection  of  points  from  a 
hyperbola.  1200  w.  Zeitschr  d  Ver  Deutscher 
Ing— May  22.  1897.  No.  13501  B. 
QUARANTINE. 

Quarantine  and  Port  Sanitation.  A.  N.  Bell. 
A  forty  years'  review  of  the  port  of  New  York. 
111.  9S00  w.  San— June,  1897.  No.  13- 
449  D- 

REVENUE  Cotter. 

U.  S.  Revenue  Cutter  McCulloch  for  Service 
in  Behring  Sea.  Illustrated  description  with 
trial  trips  and  data.  1700  w.  Marine  Engng — 
June.  1897.    No.  13356  D. 

STEAMSHIPS. 

The  New  Twin  Screw  Express  Steamships  of 
the  North  German  Lloyd  Company.  Illustrated 
description  of  the  Kaiser  Wilhelm  der  Grosse 
and  the  Kaiser  Friedrich.  1200  w.  Sci  Am— 
June  19,  1897.    No.  13466. 

The  "  William  the  Great  "  (  'Kaiser  Wilhelm 
der  Grosse.1')  A  description  of  the  launch  of 
this  large  vessel,  with  illustrations.  The  ship  is 
2,500  tons  displacement,  648  feet  long,  66  feet 
beam,  43  feet  deep.  1500  w.  Stahlund  Eisen 
—June  1.  1897.  No.  13562  D. 
TIME. 

International  Unification  of  Time.  (L'Unifi- 


cation  Internationale  des  Heures.)  A  discussion 
of  the  subject  of  standard  time  for  Europe, 
based  upon  the  same  system  as  that  used  in  the 
United  States.  But  three  meridians  would  be 
necessary  for  all  Europe.  3500  w.  Le  Genie 
Moderne — June  I.  1897.  No.  13537  B. 
TORPEDO  Vessels. 

The  Battleship  and  the  Torpedo  Vessel.  Edi- 
torial on  the  discussion  at  the  Royal  United  Ser- 
vice Institution  on  the  relative  military  virtues  of 
the  battleship  and  torpedo  vessel,  especially  di« 
cussing  Admiral  Colomb's  paper  entitled  "  The 
Future  of  the  Torpedo."  2200  w.  Engng — 
June  it,  1897.  No.  13610  A. 
U.  S.  NAVY. 

The  American  Fleet.     J.  D.  Jerrold  Kelley. 
Illustrative  descriptive  review  of  the  ships  of 
the  United  States  navy.    7000  w.    Harpers  Wk 
—June  19,  1897.   No.  13439- 
VIBRATIONS. 

Steamship  Vibrations,  with  Records  of  Re- 
cent Observations.  W.  F.  Durand.  Part  first 
discusses  unbalanced  reciprocating  parts,  unbal- 
anced cranks,  and  unbalanced  pressure  on  the 
guides.  3000  w.  Marine  Engng— June,  1697. 
No.  13358  C. 
WATER  TUBE  Boiler. 

Test  of  the  Engel  Marine  Water  Tube  Boiler. 
Herbert  G.  Geer.     Illustrates  the  general  ar- 
rangement and  gives  account  of  test.     900  w. 
Power— July,  1897.     No.  13783. 
YACHTS. 

A  Modern  Steam  Yacht.  Interesting  descrip- 
tion of  the  beautiful  yacht  built  for  Mr.  Ogden 
Goelet,  by  the  Clydebank  Engineering  and  Ship- 
building Co.  3500  w.  Engng — June  18.  1897. 
No.  13711  A. 

Ancient  Roman  Yachts.  From  the  N.  V. 
Sun.  An  account  of  the  finding  of  the  two  ships 
of  the  Emperor  Caligula,  which  have  been  buried 
for  centuries  at  the  bottom  of  Lake  Nemi.  toco 
w.  Eng — June  5,  1897.    No.  13368. 
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BOILERS,  FURNACES  AND  FIRING. 

BOILER  Feeder. 

A  New  Way  to  Feed  Boilers.  Illustrates  an 
apparatus  for  supplying  boilers  with  feed  water 
with  a  much  smaller  expenditure  of  steam  than 
is  necessary  with  pumps.  The  Q.  &  C.  Scott 
Boiler  Feeder.  1200  w.  Am  Mach— June  17, 
1897.  No.  13468 
BOILER-SETTING. 

Boiler-Setting  and  Furnace-Construction. 
Edgar  Kidwell.  Showing  the  requirements  of 
boiler- setting  and  how  to  obtain  them.  III. 
5200  w.  Eng  Mag  July,  1897.  No.  138H  B. 
HIGH-SPEED  Engines. 

Some  Facts  and  Fancies  Concerning  High- 
Speed  Engines.  W.  F.  Cleveland.  A  letter  to 
the  editor  objecting  to  the  use  of  heavy  recipro- 
cating parts.  1000  w.  Loc  Engng— June 
1897.  No.  13330  C. 
HYDRAULIC  Pressure. 

Experiments  in  Bursting  a  Boiler  bv  Hydraulic 
Pressure.    The  boiler  tested  was  built  by  the 


John  O'Hrien  Boiler  Wotks  Co.  of  St.  Ixrnis,  the 
object  being  to  determine  the  strength  of  two 
different  styles  of  rtvetted  joints.    III.    350  w. 
Eng  News— July  1,  1897.  No.  13820. 
INSPECTION. 

Boilers  as  the  Inspector  Finds  Them.  George 
B.  Hartley.  Discusses  the  causes  of  explosions, 
the  demand  for  high-pressure  boilers,  with  con- 
sideration of  various  types  of  boilers.  Jfcc.  Dis- 
cussion follows.  III.  5800  w.  Pro  Engs' Club 
of  Phila— April,  1897.  *No.  13334  R- 
SMOKE. 

The  Smoke  Nuisance  and  Its  Regulation  with 
Special  Reference  to  the  Condition  Prevailing  in 
Philadelphia.  Discussion  at  meeting  of  the 
Franklin  Institute.  8500  w.  Jour  Fr  Inst— 
June.  1897.  No.  13284  D. 
WATER  TUBE  Boiler. 

See  same  title  under  Marine  Engineering. 

COMPRESSED  AIR, 

AIR  Compressor. 

High-Pressure  Air  Compressor  and  Receirer 
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for  the  Hardie  Locomotive.  Views  and  descrip- 
tion of  the  air- compressor  and  the  receiver  or 
storage  reservoir  which  provide  and  maintain  the 
supply  of  compressed  air.  800  w.  Am  Mach 
— June  10,  1897.    No.  13370. 

Hydraulic  Air-Compressing  Plant.  C.  H. 
Taylor.  Extract  from  a  paper  read  at  meeting 
of  Mining  Engineers  in  Montreal.  The  com- 
pression was  effected  by  the  flow  of  water  down 
a  vertical  pipe,  the  air  being  collected  in  a  re- 
ceiver. II).  2400  w.  Eng.  I.ond — Jnne  11, 
1897.    No.  13617  A. 

Notes  on  Air  Compressors.  Robert  Peek.  An 
article  intended  particularly  for  the  use  of  stu- 
dents in  mining  engineering.  Part  first  treats  of 
the  general  structure  of  compressors,  the  com- 
pression of  air,  wet  compressors,  dry  compress- 
ors, piston  clearance  in  air  cylinders,  and  com- 
pound or  stage  compression.  III.  8500  w.  Sen 
of  Mines  Quar— April,  1897.  Serial.  1st  part. 
No.  13453  t>. 

The  Philadelphia  Compound  Air  Compressor. 
Illustrated  description  of  the  principal  features 
of  the  new  compound  air  compressor  built  by  the 
Philadelphia  Engineering  Works.  1800  w.  Ir 
Age — June  17.  1897.  No.  13456. 
COMPRESSED  AIK  LoeomotlTe. 

See  same  title  under  Street  and  Electric  Rail- 
ways. 

HIGH  ALTITUDES. 

The  Use  of  Compressed  Air  at  High  Alti- 
tudes. W.  \V.  F.  Pullen.  A  few  notes  on  the 
results  of  the  application  of  the  air  compressor 
at  high  altitudes.  1200  w.  Prac  Eng — May  28, 
1897.  No.  13360  A. 
LIQUEFIED  Air. 

Compressed  and  Liquefied  Air.  Leland  L. 
Summers.  A  consideration  of  the  application  of 
elementary  principles  of  physics  to  this  subject, 
and  the  prospect  of  increasing  the  economy  of 
compression.  1800  w.  Elec  Engng — July  1, 
1897.  No.  13773. 
MINING. 

The  Use  of  Compressed  Air  for  Mining  Pur- 
poses. Edward  A  Rix.  A  lecture  delivered  to 
the  engineering  students  of  the  Leland  Stanford, 
Junior,  University.  Considers  the  proper  con- 
ditions under  which  to  compress  and  use  air,  and 
the  requirements  of  a  modern  air  compressor, 
and  the  compressed  air  motor.  Thinks  this 
the  only  system  which  is  alone  sufficient  to  supply 
all  the  power  needs  of  an  average  mine.  8500  w. 
Elec  Engng — June  15.  1897.    No.  13302. 

ENGINES  AND  MOTORS. 

DYNAMOS. 

Modern  Ideas  in  Dynamo  Construction.  (Neu- 
■ere  Antchauungen  in  Dynamobau  )  Discussing 
the  influences  of  material,  winding  and  general 
proportions  in  the  light  of  recent  experience. 
5000  w.  Zeitschr  d  Ver  deutscher  Ing — May 
22,  1897.    No.  13502  B. 

On  Dynamos.  W.  M.  Mordey.  Read  be- 
fore the  Institution  of  Elec.  Engs.  The  develop- 
ment of  the  dynamo  and  a  discussion  of  its  value 
and  means  of  improving  dynamos.  III.  5300  w. 
Elect'n— May  28,  1897.  Serial.  1st  part.  No. 
13346  A. 

The  Problem  of  the  Small  Air-Space  Dynamo. 
H.  B.  Atkinson.    Discussing  a  paper  by  W.  M. 


Mordey  on  Dynamos.    1800  w.  Elect'n — June 
11, 1897.    No.  13625  A. 
ELEVATOR  Engines. 

A  Comparison  between  Vertical  and  Horizon- 
tal Cylinder  Hydraulic  Elevator  Engines  W. 
S.  Huyette.  Part  first  notes  the  things  to  be 
considered  in  selecting  the  type  of  engine  best 
adapted  for  a  specified  purpose,  with  account  of 
test  and  description  of  a  vertical  cylinder  engine. 
Diagram.  2200  w.  Power — July,  1897.  Serial, 
tst  part.  No.  13782. 
OAS  Engine*. 

Gas  Engines.  W.  F.  Kelly.  Read  before 
the  Engineers  Club,  Columbus,  O.  Brief  refer- 
ence to  the  earlier  types  showing  the  develop- 
ments to  the  present  successful  type,  with  con- 
sideration of  the  theory  upon  which  the  gas  en- 
gine operates.  4400  w.  St  Ry  Rev — June  15, 
1897.  No.  13489  C. 
MOTORS. 

Shunt  Motors  for  Car  Propelling.  (Znr 
Frage  der  Nebenschlussmotoren  fllr  Bahn- 
betrieb.)  Claiming  a  higher  efficiency  and 
steadier  motion,  together  with  better  commercial 
results  for  the  shunt  motor.  1500  w.  Elektro- 
teebmsche  Zeitschr — May  27,  1897.  No.  13574 
B. 

Single-Phase  Motors.    Ernst  J.  Berg.  Dis- 
cusses the  different  types  and  their  disadvan- 
tages.   1500  w.    Am  Elect'n— June,  1897.  No. 
13386  C. 
PELTON  Motor. 

An  Efficiency  Surface  for  Pelton  Motor.  W. 
Kendrick  Hatt.  Paper  presented  to  Indiana 
Academy  of  Sciences.  A  mathematical  study. 
700  w.  Jour  Fr  Inst — June,  1897.  No. 
13287  D. 

PUMPING  Engine. 

A  Curious  Pumping  Engine  at  the  Ridge  wood 
Pumping  Station  of  the  Brooklyn.  N.  Y.,  Water 
Works.    Illustrated  detailed  description.  1500 
w.    Power— July.  1897.    No.  137S1. 
QUADRUPLE  Expansion. 

The  Economy  of  Quadruple  Expansion  En- 
gines. Arthur  O.  Druhsler.  Describes  the  anti- 
vibration  system  and  investigates  the  economy 
of  this  class  and  their  ability  for  practical  work- 
ing Diagrams.  1300  w.  Ind  Engng — May 
i.  i8g7.  No.  13282  D. 
STEAM  TURBINE. 

See  Electrical  Engineering,  Power. 

The  de  Laval  Steam  Turbine.  (Die  de  Laval- 
'sche  Dampf turbine.)  Illustrated  description  of 
the  de  Laval  steam  turbine,  especially  as  applied 
to  dynamo  driving.  3500  w.  Die  Elektrizitat 
—Junes,  '897-    No.  13569  B. 

POWER  AND  TRANSMISSION. 

RELTING 

Rules  Governing  the  Width  of  Leather  Belt- 
ing. J.  J.  Flather.  Considers  the  problems  of 
belting,  the  things  to  be  considered  in  determin- 
ing the  size  of  belt,  tests  of  strength,  durability, 
cost,  and  related  matters.  3500  w.  W  Elec — 
June  12.  1897.  No.  13417. 
CABLE  WAY. 

Cableway  for  Transportation  of  Millstone. 
(Chemin  de  Fer  Ae'rien  pour  le  Transport  de 
Pierres  Meulieres.)  An  account  of  the  over- 
head cableway  at  Barry.  The  distance  is  3450 
feet,  with  a  difference  in  level  of  456  feet ;  300 
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tons  of  stone  are  transported  in  10  hours.  3500 
w.    La  Revue  Technique— May  25,  1897.  No. 
13543  D. 

GENERATING  Plant. 

Should  Generating  Plant  be  Mounted  on 
Springs?  James  Swinburne.  Remarks  and 
brief  discussion  at  Civil  Engineers'  Conference. 
1600  w.  Elec  Eng.  Lond— May  28,  1897.  No. 
13291  A. 

MILLS. 

Loss  of  Power  in  Mills.  M.  W.  Danielsen. 
Calls  attention  to  conditions  that  affect  belts  and 
so  cause  loss  of  power,  and  suggests  remedies. 
111.  1400  w.  Age  of  St — June  5,  1897.  No. 
13299. 

PULLEYS. 

Step  or  Cone  Pulleys.  Samuel  Webber.  Ex- 
plains  how  to  determine  the  diameter  of  a  set  of 
step  or  cone  pulleys  when  a  number  of  different 
speeds  are  constantly  required  1000  w.  Clay 
Rec— June  14.  1897.    No.  13643. 

TRANSMISSION. 

See  Electrical  Engineering,  Power. 

The  Transmission  of  Power.  William  Henry 
Preece  considers  its  transmission  by  electricity, 
Edward  Bayzand  Ellington,  by  water,  and  John 
Hopkinson  all  other  methods,  in  papers  read  be- 
fore the  Civil  Engineers' Conference,  and  these 
are  discussed  by  the  members.  5500  w.  Elec 
Eng.  Lond— May  28,  1897.    No.  13290  A. 

WATER  Power. 

The  Control  of  Unused  Water  Rights.  (Ueber 
die  Frage  des  Heimfalles  von  Verlieh  enen  Wass- 
errechten.)  An  official  investigation  into  the 
value  and  ownership  of  numerous  water  rights 
in  Austria,  with  an  interesting  technical  discus- 
sion as  to  the  value  and  availability  of  water 
power  in  general.  8000  w.  Zeitschr  d  Oesterr 
Ing  u  Arch  Ver— May  21.  1897.    No.  13515  B. 

The  Limitations  of  Government  in  Water- 
Power  Plants.  Mark  A.  Replogle.  Names 
and  briefly  discusses  the  factors  which  deter- 
mine the  speed  of  a  water-wheel.  1000  w.  Min 
&  Sci  Pr— June  5,  1897.    No.  13372. 

WATER  WHEELS. 

A  Study  in  the  Replacement  of  Water-Wheels. 
(Studie  Qber  Auswechslungen  von  Wasserradem 
bei  Bestetienden  Wasserwerken  )  A  discussion 
of  the  data  to  be  taken  into  consideration  when 
replacing  the  wheels  in  an  existing  plant  by 
those  of  another  construction  ;  with  a  practical 
example.  1500  w.  Oesterr  Monatschr  f  d 
Oeffent  Baodienst— June,  1807.    No.  13531  D. 

Hurdy  Gurdy  or  Tangential  Water-Wheels. 
Philip  R.  Bjorling.  Illustrated  description  of 
these  wheels  and  the  manner  in  which  they  are 
regulated.  2000  w.  Col  Guard — June  4,  1897. 
No.  13414  A. 

Impulse  Water-Wheel  Experiments.  E.  A. 
Hitchcock.  Explains  the  theoretical  action  of 
the  wheel,  and  reports  experiments  carried  on 
in  the  Ohio  State  University  laboratory.  1000 
w.  Elec  Wld— June  5,  1897.  No.  13324- 
WINDMILLS. 

Results  of  Windmill  Tests.  E.  C.  Murphy. 
Tests  made  during  the  summer  of  1896,  on  large 
steel  mills  working  large  pumps  and  raising 
water  for  irrigating  purposes.  1400  w.  Kan 
Univ  Quar— April,  1897.    No.  13473  D. 


SHOP  AND  FOUNDRY. 

ARMATURES. 

The  Construction  of  Armature  Coils.  Wil- 
liam Baxter,  Jr.  Explains  methods  of  construc- 
tion and  forms,  with  illustrations.  1700  w. 
Am  Mach— July  1,  1897.    No.  13779- 

HEARINGS. 

Machinery  Bearings  of  Aluminum.  F.  A. 
Farnsworth.  Experiments  showing  that  alum- 
inum bronie  need  not  be  a  failure  as  a  bearing 
metal.  III.  700  w.  Am  Mach— Jone  24, 
1897.  No.  13657. 
RRAS8. 

Aluminum,  Manganese  and  Silicon  in  the 
Brass  Foundry.  F.  J.  Davis.  Read  at  the 
convention  of  the  American  Foundrymen's 
Assn.,  at  Detroit.  Discusses  the  advantages  of 
each  metal.  1400  w.  Ir  Trd  Rev — June  24, 
1897.    No.  13678. 

Gating  Small  Patterns  for  Brass.  C.  Vickers. 
An  endeavor  to  point  out  the  best  way  to  gate 
patterns  from  which  brass  castings  are  to  be 
made,  so  as  to  produce  the  greatest  percentage 
of  good  castings  with  the  least  expenditure  of 
time  on  the  part  of  the  moulder.  111.  1300  w. 
Am  Mach— June  24,  1897.  No.  13655- 
CAST  Iron. 

Malleable  Cast  Iron.  George  Parker  Roy- 
ston.  An  account  of  the  investigation  carried 
out  by  the  author  on  the  manufacture  of  malle- 
able cast-iron.  3400  w.  Prac  Eng— May  28, 
1897.    No.  13361  A. 

COMMUTATORS. 

Making  and  Repairing  Commutators.    L.  C. 
Sbarpe.    Drawing  and  explanation  of  bow  to 
put  up  a  repair-shop  commutator.   1800  w.  Am 
Mach — June  24,  1897.    No.  13656. 
im:s. 

Bending  Dies  for  Press  Work.  I.  L.  Lucas. 
Illustrated  description  of  three  dies  for  this 
class  of  work.  500  vr.  Am  Mach— June  24, 
1897.    No.  13654. 

ELECTRICAL  Machinery. 

Electrical  Machine  Shop  Practice.  James  F. 
Hobart.  The  first  of  a  series  of  articles  giving 
a  description  of  shop  practice  as  exemplified  in 
the  construction  of  electrical  machinery,  loco 
w.  Elec  Eng— June  23,  1897.  Serial.  1st 
part.  No.  13713. 
ELECTRICITY. 

Electricity  in  the  Modern  Machine  Shop. 
Louis  Bell.  Cost- reduction  and  labor-saving  by 
electric  applications.  III.  3200  w.  Eng  Mag 
—July.  1897.  Serial.  2d  part.  No.  13810  B. 
FACINGS. 

Foundry  Facings.  H.  F.  Frohman.  Read 
at  Chicago  meeting  of  Western  Foundrymen's 
Assn.  Ditcusses  different  kinds  of  facings  for 
different  kinds  of  work.  2000  w.  Age  of  St — 
June  19,  1897.  No.  13622. 
FLANGING 

Hydraulic  Flanging  Machine.  Illustrated 
description  of  machine  and  method  of  operation. 
1000  w.  Am  Mach— June  10,  1897.  No.  13- 
369. 

MACHINE  TOOLS. 

Grinding  Machines  and  Milling  Machines  for 
Locomotive  Frames.  (Scbleifmaschine  ond 
Lokomotivrahmen  Frasmaschine.)  Giving  illus- 
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trations  of  the  tools  made  by  Collet  &  Eogle- 
hard,  of  Offenbach  a/M,  and  notable  chiefly  by 
the  closeness  with  which  they  have  followed 
American  models.  5000  w.  Zeitschr  d  Ver 
Deutschrr  Ing— June  5,  1897.  No.  13506  B. 
MANl  K  ACTCRING. 

Manufacturing  Methods  as  applied  to  the 
Production  of  Machinery.  F.  A.  Halsey. 
Points  out  some  of  the  means  of  maintaining 
dimensions  and  expediting  work.  The  methods 
described  relate  specially  to  manufacture  by  aid 
of  special  fixtures,  and  refer  to  pure  machine 
shop  operations  only.  3300  w.  Sib  Jour  of 
Engng — June,  1897.  No.  13421  C. 
MILLING. 

A  Small  Bench  Milling  Machine.  A.  H. 
Cleaves.  Illustrated  description  of  a  bench 
milling  machine  that  has  been  used  to  good  ad- 
vantage for  many  years  in  different  shops.  1200 
w.    Am  Mach — July  1,  1897.    No.  13777. 

Cast-Iron  Milling  Cutters.  E.  A.  Gay.  De- 
scription of  milling  cutters  used  by  the  Enter- 
prise Foundry  Co.  of  Rochester,  N.  Y.,  in  the 
manufacture  of  butts  and  hinges,  with  illustra- 
tions of  samples  made  with  these  tools.  1500 
w.  Am  Mach— July  1,  1897.  No.  13778. 
MOLDING. 

Molding  Chemical   Pans.    George  O.  Vair. 
Drawings  with  description  of  a  casting  made  by 
a  process  termed  "  skin-drying."    700  w.  Am 
Mach— July  1,  1897.    No.  13780. 
PLANER. 

How  the  Planer  Was  Driven.  John  Randol. 
Describes  the  drive  of  a  planer  in  the  Builders' 
Iron  Foundry  Machine  Shop,  Providence,  R.  I. 
1200  w.  Am  Mach— June  17,1897.  No.  13- 
469. 

STEEL  Puller. 

An  All-Wrought  Steel  Pulley.  Edward  G. 
Budd.  Describes  an  ordinary  belt-wheel  made 
entirely  of  steel  and  representing  the  highest 
development  of  the  sheet  metal  workers  art.  III. 
1500  w.  Jour  Fr  Inst — June,  1897.  No.  13- 
286  D. 

MISCELLANY. 

BICYCLES. 

Some  Comments  on  the  Essentials  of  Bicycle 
Design.  E.  H.  Erhman.  Discusses  points  in 
design  and  new  features,  giving  special  attention 
to  bearings,  driving  gear  and  frame.  III.  6000 
w.  Technic— 1897.  No.  13765  D. 
COLLEGE. 

A  German  Technical  College  from  an  English 
Point  of  View.  Edwin  O.  Sachs.  Deals  prin- 
cipally with  the  architectural  section  and  the 
courses  available  for  students,  with  some  histori- 
cal and  descriptive  notes.  3000  w.  Brit  Arch 
—June  18,  1897.    No.  13738  A. 

DREDGING. 

Pioneers  of  Centrifugal  Pump  Dredging.  Let- 
ter to  the  editor  from  Frank  E.  Lesourd,  criti- 
cizing the  claims  to  inventions  made  by  A.  W. 
Von  Schmidt  and  A.  B.  Bowers,  with  replies 
from  the  parties  criticized.  5500  w.  Eng 
News— June  17,  1897.  No.  13488. 
GEAR  Teeth. 

The  Strength  of  Gear  Teeth.  John  H.  Barr. 
A  study  of  the  subject  by  the  writer  with  re- 
sults. 1000  w.  Sib  Jour  of  Engng— June,  1897. 
No.  13422C. 


GRAPIIOSTATICS 

The  Internal  Forces  in  a  Framed  Ring, 
Graphically  Determined.  (Die  Innern  Stabkrafte 
eines  Belasteten  Fackwerkringes,  Graphisch 
Ermittelt.)  An  excellent  graphostatic  investiga- 
tion of  a  framed  ring  using  the  cord-  and  force- 
polygon  method.  3500  w.  Schweizerische 
Bauzeitung— May  15,  1897.    No.  13535  B- 

HEAT  Equivalent. 

The  Bakerian  Lecture. — On  the  Mechanical 
Equivalent  of  Heat.  Osborne  Reynolds.  Ab- 
stract of  lecture  before  the  Royal  Society.  Re- 
search to  determine  the  mechanical  equivalent  of 
the  total  heat  necessary  to  raise  the  temperature 
of  water  over  the  standard  interval  of  tempera- 
ture, and  thus  to  obtain  directly  the  equivalent 
of  the  mean  specific  heat  between  the  freezing 
and  boiling  points.  1500  w.  Nature— June  3, 
1897  No.  13431  A. 
MEASUREMENT. 

The  Drcimal  System  in  Engineering  Measure, 
ment.  Henry  Riall  Sankey.  Read  at  Civil 
Engineers'  Conference.  Considers  the  advan- 
tage of  the  metric  system  and  reports  the  results 
of  its  introduction  into  the  works  of  Messrs. 
Willans  and  Robinson.  Short  discussion.  2000 
w.  Elec  Eng.  Lond— May  28,  1897.  No.  13293 
A. 

MICROTOMES. 

On  Two  Forms  of  Automatic  Microtomes. 
Charles  Sedgwick  Minot.  Describes  the  auto- 
matic wheel  microtome,  and  the  precision  mi- 
crotome ;  also  a  new  form  of  microtome  knife. 
111.  4500  w.  Science -June  4,  1897.  No. 
13288. 

MOTOR  Cam. 

Motor  Cars  at  the  Crystal  Palace.  An  account 
of  the  entries  and  trial,  in  response  to  the  prizes 
offered  by  this  journal,  with  editotial  comment. 
III.  6soo  w.  Eng,  Lond— June  4, 1897.  No. 
13412  A. 

The  Present  Status  of  Motor-Driven  Vehicle* 
for  Common  Roads.  Editorial  comment  on  tbe 
competitive  trial  planned  by  the  London  En' 
gineer.  2300  w.  Eng  News— July  1,  1897.  No. 
13819. 

NICKEL  Plating- 
Nickel  Plating.      Information    relating  to 
cleaning  metals  and  nickel  plating  taken  from  a 
treatise  published  by  tbe  Zucker  &  Levett  & 
LoebCo.   4300  w.  IrAge— July  1,  1897.  No. 

I3796- 

PLANI  METER. 

A  New  Moment  Planimeter.  (Ein  Neues 
Momentenplanimeter.)  A  new  form  of  plani- 
meter by  means  of  which  the  statical  moment  or 
the  moment  of  inertia  may  be  determined  by 
mechanical  integration.  3500  w.  Schweizer- 
ische Bauzeitung — May  8,  1897.  No.  13534  B. 
SCHOOLS. 

Preparatory  Schools  for  Engineering  Educa- 
tion. (Die  Vorschulen  far  das  Studium  der 
Ingenieurwissenschaften.)  A  plea  for  better 
technical  preparatory  course  than  is  at  present 
given  by  the  existing  gymnasium,  by  Rector 
Schumann  of  the  Realschule  at  Stuttgart.  5000 
w.  Zeitschr  d  Ver  Deutscher  Ing — June  5, 
1897.    No  13507  B. 

The  Relation  of  the  Technical  and  Classical 
Schools  in  Karlsruhe.  (Das  Gutachten  der  Tech. 
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nischen  Hochschule  in  Karlsruhe  Qber  die 
Oberrealschulcn.)  A  contribution  to  the  sub- 
ject of  education,  which  though  local  in  its  im- 
mediate allusions,  shows  very  clearly  the  active 
-discussion  now  going  on  throughout  Germany 
for  more  practical  education.  6000  w.  Zeitscbr 
d  Ver  deutscher  Ing— June  12,  1897.  No. 
13508  B. 

SKATING  Rink. 

Artificial  Skating  Rinks.  (KUnstliche  Eis- 
laufbahncn.)  Illustrated  description,  with  practi- 
cal data,  of  artificial  ice  surfaces  for  skating, 
with  especial  reference  to  the  rink  at  Nurem- 
berg, 150x80  feet.  2500  w.  Zeitschr  d  Ver 
deutscher  Ing— June  12.  1897.     No.  13509  B. 

SPEED  Indicators. 

Speed  Indicators  and    Recorders.  (Tacho- 


meter nnd  Tachographen.)  Illustrating  and  de- 
scribing Dr.  Horn's  improved  apparatus.  Two 
articles.  5C00  w.  Die  Elektrizitat — April  to. 
May  8,  1897.    No.  13565  D. 

TEXTILE  Machinery. 

The  Textile  Machinery  in  the  exposition  of 
1896.  (Die  Mascbincn  der  Texiilindustrie  auf 
den  Ausstellungen  des  Jahres  1896.)  Giving 
an  illustrated  account  of  the  textile  machinery 
shown  at  the  Berlin  exposition.  Serial.  1st 
part.  5000  w.  Zeitschr  d  Ver  deutscher  Ing— 
June  5.  1897.    No.  13505  B. 

WEDGE 

The  Mechanical  Advantage  of  the  Wedge. 
W.  W.  F.  Pullen.  Showing  the  small  mechan- 
ical advantage  of  the  wedge.  900  w.  Prac 
Eng— June  4,  1897.    No.  13435.    30  cts. 
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COAL  AND  COKE. 

ALABAMA. 

Coal  and  Iron  in  Alabama.  William  M. 
Brewer.  A  brief  history  of  these  industries  is 
given  as  an  introduction  to  a  series  of  articles  10 
be  published  in  the  same  paper.  1400  w.  Am 
Mfr  &  Ir  Wld— June  25,  1897.  Serial.  1st 
part.  No.  13724. 
KITOMINOl  S  Cowl. 

The  Pennsylvania  Coal  Investigation.  Edi- 
torial on  the  report  of  the  committee  appointed 
to  investigate  the  condition  of  the  coal  trade  in 
the  bituminous  districts  of  Pennsylvania.  1200 
w.  Eng  &  Min  Jour — June  12,  1897.  No.  13- 
404. 
COAL. 

The  Treatment  of  Coal.  Continuation  of  the 
discussion  of  the  papers  read  before  the  Inst,  of 
Civ.  Engs.  by  Mr.  James  Rigg.  on  "Tipping 
and  Screening  Coal,"  and  Mr.  Thomas  Gillott, 
on  **  The  Surface  Plant  at  Kirkby  Colliery." 
A  summary  of  the  discussion  by  correspondence. 
9300  w.  Col  Guard— May  28,  1897.  No.  13- 
313  A. 

COAL- WASHING. 

Coal-Washing  Installation  at  the  Baltavara 
Mines  (Asturias),  Spain.  Emilio  Jimenez.  De- 
scription with  longitudinal  and  transverse  sec- 
tions. 1800  w.  Col  Guard— May  28,  1897. 
No.  13314  A. 

Coal  Washing.  R.  M.  Hosea.  A  descrip- 
tion of  the  Colorado  Fuel  and  Iron  Co.'s  Wash- 
ing at  Sopris,  Colo.  The  character  of  the  coal, 
the  advantages  accruing  from  washing  it,  and 
the  experiments  which  led  up  to  the  adoption  of 
the  present  plant.  4000  w.  Col  Eng— June. 
i8<>7.  Serial.  1st  part.  No.  13604  A. 
EI.KCTRICAL  TranainlMlon. 

On  Electrical  Transmission  of  Power  In  a 
Col  I. cry.  L.  Gorchot.  Translated  from 
"  Mcmoires  de  la  Socictc  des  Ingenieurs  Civils 
de  K  ranee."  A  general  account  of  a  large  elec- 
trical plant  at  a  colliery  in  France,  now  in 
process  of  completion.  2800  w.  Eng,  Lond — 
June  11,  1897.  No.  13619  A. 
ex  PLOSIONS. 

Contributions  to  the   Fire-damp  Question. 


(Beiuage  zur  Schalagwetterfrage.)  With  es- 
pecial reference  to  the  relation  of  atmospheric 
conditions  and  the  production  of  explosive  gases 
in  mines  10000  w.  Gluckauf—  May  8,  1897. 
No.  13578  B. 

Remarkable  Firedamp  Explosion  and  Its 
Lesson.  From  a  communication  to  Gluckauf, 
by  Berg  ingenieur  Lamprecht.  Anina-Steierdorf, 
South  Hungary.  An  account  of  the  disaster 
and  a  study  of  the  cause.  2200  w.  Col  Guard 
— June  18,  1897.    No.  13727  A. 

The  Recovery  of  Coal  Mines  after  Explosions. 
Mr.  Garforth.  Read  before  the  Federated  Insti- 
tution of  Mining  Engineers.  Submits  a 
number  of  rules  suggesting  precautiors 
to  be  taken  by  the  manager  before  an  acci- 
dent, and  rules  for  guidance  after  an  explo- 
sion. 3200  w.  Col  Guard — June  11.  1897. 
No.  13612  A. 
KXPLO8IVK8. 

The  Use  of  Explosives  in  Coal  mines.  An 
order  modifying  the  restrictions  imposed  by  a 
previous  order,  with  reference  to  the  use  of  ex- 
plosives in  coal  mines.  3000  w.  Col  Guard- 
June  18,  1897.  No.  13726  A. 
FUEL. 

Methods  of  Fuel  Analysis.  A  review  of  a 
work  by  G.  Arth,  with  extracts  showing  its  prac- 
tical nature.  2000  w.  Col  Guard — June  4. 
1897.    No.  13413  A. 

The  Heating  of  Boilers  with  Pulverized  Coal 
(Le  Chauffage  des  Chaudieres  au  Charbon  Pul- 
verise.) Describing  and  illustrating  the  Ruhl 
system  applied  to  a  double  flue  boiler,  toco  w. 
La  Revue  Technique— May  25,  1897.  No.  13- 
546  D. 

HEATING  Powrr. 

Determination  of  the  Heating  Power  and 
Steam- Producing  Value  of  Coals  from  a  Prelimi- 
nary Examination.  William  Thompson.  Read 
before  the  Can .  Elec.  Assn.  Discusses  a  method 
whereby  the  heating  power,  and  consequently 
the  value  of  any  fuel,  can  readily  be  determined. 
2500  w.  Can  Elec  News— June,  1897.  No. 
13478. 

INUNDATION. 

The  River  Level  Colliery  Inundation.  Offi- 
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cial  reports  of  J.  T.  Robson  and  Robert  Wood- 
fall  on  the  circumstances  attending  the  inun- 
dation which  took  place  at  Abernant,  Decem- 
ber 9,  1896.  2400  w.  Col  Guard— June  11, 
1897.  No.  13615  A. 
MACHINERY. 

Electric  Mining  Machinery.  Fred  J.  Piatt. 
Read  before  the  Anthracite  Coal  Operators' 
Assn.  Some  facts  in  regard  to  its  successful 
use,  efficiency,  superiority  over  old  methods,  its 
adaptability  to  various  portions  of  the  workings, 
and  the  comparative  cost  ol  operation.  4C00 
w.  Col  Eng— June.  1897.  No.  13606  C. 
MACHINE  Mining. 

Machine  Coal  Mining  in  Iowa,  U.  S.  A. 
Foster  Bain.  Head  before  the  Federated  In- 
stitution of  Mining  Engineers.  Describes 
methods  of  mining  and  machines  used.  3300 
w.  Col  Guard— June  11,1897.  No.  13614  A. 
POT*  HOLES. 

Pot-Moles  and  the  Mt.  Lookout  Cave.  Wil- 
liam (Griffith.  Read  at  the  annual  meeting  of 
the  Anthracite  Coal  Operators'  Assn.  Describes 
the  formation,  and  the  mine  accidents  caused  by 
these  phenomena.  1700  w.  Eng  News— June 
24,  1697.  No.  13685 
PRODUCTION. 

United  States  Coal  Production  in  1896. 
Tables  giving  statistics  of  the  total  production 
of  cca!  and  coke  in  the  United  States  for  1896. 
as  collected  fi>r  The  Mintral  Industry,  with 
comments.  1800  w.  Eng  &  Min  Jour — June 
19.  1897.  No.  13492. 
SPONTANEOUS  Combustion. 

Spontaneous  Combustion  of  Coal  Cargoes. 
Conclusion  of  the  Koyal  Commission  appointed 
by  the  Government  of  New  South  Wales  to  in- 
quire into  the  causes  of  the  firing  of  coal  car- 
goes, as  given  in  their  report.  1300  w.  Aust 
Min  Standard— May  13,  1 897.  No.  13720  A. 
TRANSVAAL. 

Notes  on  the  Coal  Seams  of  the  Transvaal, 
and  Description  of  a  Modern  Pit  Head  Plant. 
W.  T.  Ilallimond.  Describes  the  conditions 
under  which  the  seams  are  found,  and  the  plant 
erected  at  the  Rand  Collieries  \too  w.  Ir  & 
Coal  Trds  Rev — June  18,  1897.  No.  13728  A. 
UNDERGROUND  Fir*. 

Underground  Fire  at  Bridgewater  Colliery. 
A.  Dury  Mitton.  Read  before  the  Federated 
Instituiion  of  Mining  Engineers.  Describes  the 
conditions  and  the  mode  of  conquering  the  tire, 
with  the  difficulties.  2800  w.  Col  Guard- 
June  11.  1897.    No.  13613A. 

COPPER. 

ARSENIC. 

Notes  on  the  Estimation  of  Arsenic  In  Cop- 
per. George  L.  Heath.  Suggestions  concern- 
ing a  method,  from  the  writer's  experience 
found  suited  to  high-grade  refined  metal.  1000 
w.  Eng  &  Min  Jour — June  26,  1897.  No. 
13692. 
COPPER. 

Tools  and  Weapons  of  the  Age  of  Pure  Copper 
in  Egypt  (Outils  et  Armesdc  1' Age  du  Cuivre  Pur 
en  Egypt*.)  An  interesting  communication  by 
M.  Berthelot  concerning  the  chemical  analysis  of 
some  very  ancient  tools,  with  surmises  as  to  the 
method  of  their  production.    2500  w.  Comp- 


tes  Rendus— May  24,  1897.    No.  13554  D. 
METAL  Mine*. 

Characteristic  American  Metal  Mines.  Titus 
Ulke.    Describing  the  Anaconda  copper  mine 
and  works.     111.     4600  w.    Eng  Mag — July, 
1897.    Serial.    1st  part.    No.  13805  B. 
NICKEL. 

Mjd-Tn  American  Nickel  Refining.  Titus 
Ulke.  in  the  Zeitschrift  fur  EUtho  chemie.  Con- 
sideration of  the  methods  in  use,  which  are 
claimed  to  be  superior  to  the  European  methods. 
Abstract  with  diagrammatic  scheme  of  the  Or- 
ford  method  of  treating  nickel -copper  matte. 
1800  w.  Eng  &  Min  Jour— July  3.  1897.  No. 
13823. 

GOLD  AND  SILVER. 

ARIZONA. 

The  Fortuna  Gold  Mine,  Arizona.  William 
P.  Blake.  Description  of  mine  and  manner  of 
working  1200  w.  Eng  &  Min  Jour— June  26. 
1897.    No.  13693. 

The  Mines  of  Yavapai  County,  Arizona. 
John  P.  Blandy.  Descriptive  account  of  the 
mineral  wealth  of  this  district.  Map.  2600 
w.  Eng  &  Min  Joui— June  19,  1897.  No. 
I3495- 

The  Pearce  Mining  District.  Arizona.    F.  M. 
Endlich.    Describes  this  rich  mine,  and  the  in- 
teresting conditions  surrounding  it.    Iioo  w. 
Eng  &  Min  Jour-June  5,  1897     No.  13276. 
ULACK  Hill.. 

The  Metallurgy  of  the  Refractory  Gold  Ores 
of  the  Black  Hills  of  South  Dakota.  Frank 
Clewes  Smith.  Brief  review  of  the  source  of 
these  ores,  their  discovery  and  procos  of  treat- 
ment. 3400  w.  Technic— 1897.  No.  13767  D. 
lOLUMKIA. 

Explorations  in  the  Gold  Fields  of  Western 
Colombia.  F  C.  Nicholas.  Read  before  the 
N.  Y.  Academy  of  Sciences.  Investigations  of 
the  country  leading  the  writer  to  believe  that 
the  general  deposits  of  gold  are  not  one-tenth 
part  of  what  might  be  expected  from  the  reports 
of  certain  findings,  but  due  to  the  gold  becom- 
ing concentrated  in  depressions  and  along  zones 
of  drainage.  3300  w.  Sch  of  Mines  Quar — 
April,  1897.  No.  13455  D. 
COLORADO 

>ome  Mineral  Veins  of  Gunnison  County, 
Colorado.  E.  R.  WatTen.  Dc>cribes  veins 
that  may  become  of  considerable  economic  value. 
The  ores  are  usually  a  mixture  of  galena  blende 
and  pyritc,  with  some  silver  and  gold.  1500  w. 
Eng  &  Min  Jour — June  12,  1897.  No.  13405. 
CYANIDINO. 

Cyaniding  Gold  Ores.  H.  Rosalcs.  Explains 
the  nature  of  cyanogen  and  of  cyanide  of  po- 
tassium, their  value  and  adaptability  as  solvents 
of  gold  from  auriferous  ores,  and  describes  in 
detail  the  method  and  treatment.  8400  w.  Aust 
Mm  Stand — April  22.  1897.    No.  13340  A. 

Precipitation  of  Gold  from  Cyanide  Solutions. 
L.  Ehrmann.  From  Trans.  Chem.  and  Met. 
Soc  ,  Johannesburg.  Describes  experiments 
made  giving  results.  Discussion  follows.  2500 
w.  Min  Sc  Sci  Pr — June  19,  1897.  No.  13707. 
EXTRACTION. 

The  Extraction  of  Gold  from  Kalgoorlie  Ores 
Walter  J.  Stndds    A  comparison  of  percentage 


He  supply  cof-f!  vf  these  articles.   See  introductory. 


Digitized  by  Google 


840 


THE  ENGINEERING  INDEX. 


extraction  an  1  cost  by  smelting  with  that  by  bat- 
tery amalgamation,  concentration,  and  cyanida- 
tion.  2000  w.  Anst  Min  Stand— April  29, 
1807.    No.  1 334 1  A. 

FISSURE  V.iu.. 

Filling  and  Replacement  in  Gold-Bearing  Fis- 
sure Veins.  Waldcmar  Lindgren.  Considers 
the  alterations  of  the  country  rock  in  and  near 
the  fissure  veins,  the  silicification,  and  the  struc- 
ture of  the  veins.  1600  w.  Eng  oc  Min  Jour- 
June  5.  1897.    No.  13*77- 

GEORGIA. 

The  Cartersville  Mining  District,  Georgia. 
William  M.  Brewer.  A  brief  account  of  this 
district  and  the  diversity  of  the  mineral  re- 
sources. 1000  w.  Eng  &  Min  Jour— June  5. 
1897.    No.  13278. 

GOLD  Field. 

The  Disputed  Gold  District  of  Brazilian 
Guiana.  (Dcr  Strittige  Golddistrict  von  Brasil- 
ianisch  Guyana.)  A  geographical  and  geologi- 
cal description,  by  Dr.  Katzer,  of  Para.  6000 
w.  Oesterr  Zeitschr  f  Berg  u  Huttenwesen — 
May  2Q,  1897.    No.  13577  B. 

The  Lake  of  the  Woods  Gold  Field.  T.  A. 
Rickard.  Discovery,  prospecting,  history, 
geology,  gold-bearing  veins,  &c,  are  described. 
III.  3300  w.  Eng  &  Min  Jour— July  3,  1897. 
No.  13822 

OBEShooti. 

Ore  Shoots  of  Cripple  Creek.  Arthur  Lakes. 
Treats  of  their  appearance,  nature  and  shape, 
and  how  they  differ  from  veins.  Describes  the 
peculiarities  in  some  of  the  mines  of  Raven 
Hill.  Gold  Hill,  Bull  Hill.  Battle  Mountain  and 
Beacon  Hill.  III.  2300  w.  Col  Eng— June, 
1897.  No.  13605  C. 
PLACER  DopoalU. 

Placer  Prospecting.    Arthur  Lakes.  Notes 
and  suggestions  for  those  starting  to  prospect 
for  placer  deposits.   III.    5000  w.    Col  Eng— 
June.  1897.    No.  13603  C. 
RECEPTACLES. 

Receptacles  for  Valuable  Mineral  Deposits. 
A  study  of  receptacles  and  the  importance  to 
the  miner  in  understanding  how  to  work  any 
deposit.  6ouo  w.  Aust  Min  Stand— April  29, 
&1897.    Serial.    1st  part.    No.  13342  A. 

IBERIA. 

Working  Frozen  Alluvial  Deposits  in  Sibe- 
ria. E.  D.  Levat.  Describes  the  special 
methods  of  working  where  the  ground  is 
always  frozen.  III.  900  w.  Eng  &  Min  Jour 
— June  12,  1897.    No.  13406. 

SILVER-LEAD. 

Heat  Requirements  of  the  Silver- Lead  Blast 
Furnace.     L.   S.    Austin.     Investigation  of 
this  subject.    1000  w.    Eng  &  Min  Jour — June 
19,  1897.    No.  13496. 
THE  CAROLINA*. 

The  Genesis  of  the  Gold  Ores  in  the  Central 
Slate  Belt  of  the  Carolinas.  H.  B.  C.  Nitre. 
Considers  the  structure  of  the  deposits,  the 
causes  of  the  formation  of  the  spaces  occupied 
by  the  deposits,  and  the  manner  of  filling 
these  spaces.  2200  w.  Eng  &  Min  Jour- 
June  19,  1897.  No.  13493. 
VICTORIA. 

The  Steiglitz  Goldfield,  Victoria.  William 


Bradford.     Illustrated  detailed  description. 
2000  w.    Aust   Min  Stand— May   13.  1897. 
Serial.  1st  part.    No.  1 37 19  A. 
WIT  WATERS  RAND. 

The  Witwatersrand  Gold -Field  and  its  Work- 
ing. L.  de  Launay.  Part  first  deals  with  the 
geology  of  the  gold* field,  giving  maps  and  sec- 
tions. 1300  w.  Eng  &  Min  Jour — June  19, 
1897.    Serial.    1st  part.    No.  13494- 

IRON  AND  STEEL. 

ALABAMA. 

See  same  title  under  Coal  and  Coke. 
ANALYSIS. 

The  Gas  Volumetric  Determination  of  Carbon 
in  Iron  and  Steel.  (Zur  Gasvolumetrischen 
Bestimmung  des  Kohlenstoffes  in  Eisen  und 
Stahl.)  Describing  an  improved  apparatus  used 
in  the  laboratory  of  the  technical  High  School 
at  Briinn.  1  Plate.  2500  w.  Oesterr  Zeitschr 
f  Berg  u  Huttenwesen—  May  22,  1897.  No. 
13576  B. 
CARBIDE. 

Preparation  of  Carbide  of  Iron  by  the  Direct 
Union  of  the  Metal  and  Carbon.  (Preparation 
du  Carbure  de  Fer  par  Union  Directe  du  Metal 
et  du  Carbonc.)  A  communication  by  M. 
Moissan  showing  the  conditions  under  which 
carbide  of  iron  is  produced  in  the  electric  fur- 
nace. 3000  w.  Comptes  Rendus — April  5, 
1897.  No.  13549  D- 
CARBON. 

Forms  of  Carbon,  and  the  Hardening  of  Steel. 
(Kohlenstoff  formen  und  Stahlhtrtung.)  Dis- 
cussing the  formation  of  Carbide  of  iron  in 
connection  with  the  hardening  of  steel.  2000  w. 
Stahl  und  Eisen— June  1,  1897.  No.  13563  D. 
CAST  Iron. 

See  Mechanical  Engineering,  Shop  and  Foun- 
dry. 

CHINA. 

Iron  Mines  in  China.  Reprint  of  an  article 
from  the  North  China  Da'ly  News,  giving  a 
description  of  the  iron  and  coal  mines  near 
Hankow,  in  Hupeh,  of  interest  to  those  con- 
cerned in  the  railroad  development  of  China. 
iSoow.  Cons  Repts— June,  1897.  No.  13649  D 

CONVENTIONS. 

Convention  of  the  Eisenhuttenleute,  and  of 
the  Iron  &  Steel  Institute.  (Die  Haupt  Ver- 
tammlung  des  Vereins  Deutscher  Eisenhfltten- 
leate  und  die  Versammlung  des  Iron  &  Steel 
Institut.)  A  general  report,  from  the  German 
standpoint,  of  these  two  great  conventions,  with 
valuable  tables  and  data.  Two  articles.  12000  w. 
Gllickauf— June  5  &  12,  1897.  No.  13583  E. 
ELASTICITY. 

The  Elasticity  of  Steel.  H.  K.  Landis.  The 
main  purpose  of  the  paper  is  to  point  out  an  im- 
portant error  in  the  methods  of  determination  of 
quality.  1800  w.  Am  Mfr  &  Ir  Wld— June  18, 
1897.  No.  13647. 
GRADING. 

The  Grading  of  Southern  Coke  and  Charcoal 
Iron.  The  purpose  of  the  paper  is  to  point  out 
the  fallacies  and  show  wherein  the  present  sys- 
tem of  grading,  as  practiced,  lacks  the  uni- 
formity and  exactness  which  should  be  expected, 
and  to  urge  the  necessity  of  a  standard  based  on 
chemical  inspection.  1800  w.  Tradesman — June 
15.1897.    Serial.    1st  part.    No.  13607. 
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HI  OH 

Relation  of  Carbon  to  Iron  at  High  Tempera- 
tures. Results  from  experiments  made  in  the 
metallurgical  department  of  Mason  College, 
Birmingham,  as  given  in  a  paper  by  G.  P. 
Roy st on.  read  before  the  British  Iron  and  Steel 
Inst.  700  w.  Am  Mfr  &  Ir  Wld— June  25, 
1897.  No.  13723. 
IRON-ORE. 

Notes  on  the  Iron-ore  Resources  of  Different 
Countries.  Part  first  gives  an  illustrated  ac- 
count of  the  resources  of  the  United  States. 
t6oo  w.  Ir  &  Coal  Trds  Rev— May  28,  1897. 
No.  13355  A. 

ORDNANCE. 

Iron  and  Steel  for  Ordnance.  Facts  taken 
from  a  paper  read  some  years  ago  by  Capt. 
Scott,  before  the  Royal  United  Service  Institu- 
tion. III.  3600  w.  SciAmSup — June  26,  1897. 
No.  13673. 
MAGNETISM. 

The  Magnetic  Properties  of  Modern  Irons. 
(Ueber  die  Magnetischen  Eigenschaften  der 
Neueren  Eisensorten.)  Discussing  the  applica- 
bility of  the  Steinmeu  coefficient  to  various  com- 
mercial brands  of  iron.  3500  w.  Stahl  und 
Eisen— June  i,  1897.    No.  13564  D. 

The  Steinraetz  Coefficients  of  Magnetic  Hys- 
t  crisis.  (Ueber  den  Stein  met  I'scben  Koeffici- 
enten  der  Magnetischen  Hysteresis.)  Applying 
the  Steinmetx  coefficients  to  a  variety  of  modern 
irons.  3500  w.  Elektrotechnische  Zeitschr — 
May  13,  1897.  No.  13570  B. 
MICROSCOPICAL  Examination. 

Microscopical  Examination  of  Iron  and  Steel. 
Albert  Sauveur.  Part  first  reviews  the  use  of 
the  microscope  as  an  instrument  of  research  in 
metallurgy,  and  the  problems  to  be  solved  by 
chemical  and  microscopic  examination.  2500  w. 
Eng  &  Min  Jour— June  26,  1897.  No.  13691. 
NEW  Works. 

The  New  Works  of  the  Apollo  Iron  &  Steel 
Company.  Illustrated  detailed  description  of  a 
model  plant,  possessing  many  features  of  nov- 
elty. 3000  w.  Ir  Age— June  17,  1897.  No. 
13458. 

NICKEL  Steel. 

Investigations  upon  Nickel  Steel.  (Rccher- 
ches  sur  les  Aciers  au  Nickel.)  Giving  an  ac- 
count of  the  properties  of  an  alloy  of  nickel  and 
steel  which  has  a  very  low  coefficient  of  expan- 
sion besides  other  properties  which  make  it  es- 
pecially adapted  for  standards  of  length.  1200  w. 
Comptes  Rendus — April  5,  1897.  No.  13550  D. 
OPEN  HEARTH  Steel. 

Combined  Open  Hearth  Steel  Manufacture. 
Benjamin  Talbot.  Description  of  process  with 
results  and  impressions  gained  by  practical  ex- 
perience in  its  use.  1800  w.  Ir  Age — June  17, 
1897.    No.  13457- 

The  Siemens  and  Siemens- Martin  Processes. 
History  of  the  development  and  the  difficulties 
encountered,  the  changes  and  improvements  in 
the  methods  of  manufacture,  changes  in  cost, 
Arc.  3800  w.  Ir  &  Coal  Trds  Rev— June  18, 
1897.  No.  13729  A. 
ORE  Supplier. 

On  the  Iron  Ore  Supplies  Available  for  the 
British  Iron  Trade.  Josiah  T.  Smith.  Paper 
read  before  the  recent  conference  of  the  British 


Iron  Trade  Assn.  Discusses  the  extent  to  which 
home  supplies  may  be  further  utilized,  and  the 
sources  of  cheap  and  suitable  ores  from  various 
countries.  3000  w.  Ir  &  Coal  Trds  Rev — June 
18,  1897.  No.  13730  A. 
SCANDINAVIA. 

The  Scandinavian  Iron  Ore  Beds.  (Ueber 
die  Bildung  der  Skandinavischen  Eisenerzlager.) 
A  review,  by  Prof.  Vogt  of  Christiania,  of  the 
geological  and  mineralogical  conditions  of  the 
iron  ore  beds  of  the  Scandinavian  Peninsula. 
5000  w.  Gluckauf — June  5,  1S97.  No.  13582  B. 
SLAO. 

Nitrosylized  Blast  Furnace  Slag  as  an  Addi- 
tion to  Hydraulic  Cement.  A.  D.  Elbers.  In- 
formation regarding  the  efficiency  and  the  treat- 
ment. 1300  w.  Eng  &  Min  Jour — June  36, 
1897.  No.  13690. 
STEEL 

Steel  as  Viewed  by  the  Engineer.  P.  Kreuz- 
pointner.  Discusses  quality  of  structural  steel, 
and  methods  of  testing  and  inspection.  Also 
discussion.    8800  w.    Pro  Engs'  Club  of  Pbila 


—April,  1897.    No.  13335  D. 

The  Bertrand-Thiel  Process.  ( Der  Bertrand- 
Thiel  Process.)  A  paper  by  Herr  Thiel  before 
the  Dtlsseldorf  Convention  with  an  active  dis- 
cussion by  various  members.  8000  w.  Stahl 
und  Eisen— May  15,  1897.    No.  13561  D. 

The  Bessemer  Process.  (Der  Bessemer  Pro- 
cess.) A  review  of  the  present  status  of  the  Bes- 
semer process,  presented  at  the  Diisseldorf  Con- 
vention by  Herr  Malz.  2500  w.  Stahl  und 
Eisen— May  15,  1897.    No.  13559  D. 

The  Martin  Process.  (Der  Martin  Process). 
With  details  of  gas  producers,  and  a  general 
account  of  present  open  hearth  steel  methods. 
By  Herr  Springorum,  at  the  Dusseldsrf  Conven- 
tion. 3500  w.  Stahl  und  Eisen — May  15,  1897. 
No.  13^60  D. 

The  Thomas  Process.  (Thomas  Process.)  A 
paper  giving  a  general  resume  of  the  Thomas 
Steel  process,  read  by  Herr  Kintzlc  at  the 
Dtlsseldorf  meeting  of  the  Eisenhllttenleute. 
6000  w.  Stahl  und  Eisen— May  15,  1897. 
No.  13558  D. 
STEEL  Plate*. 

Witkowitz  Steel  Plates.    A  report  of  trial  of 
these  plates  and  the  verdict,  with  observations 
and  criticism.    2200  w.    Eng,  Lond— June  18, 
1897.    No.  13731  A. 
STEEL  Works. 

Pittsburg  Works  of  the  Fox  Pressed  Steel 
Equipment  Co.  Illustrated  detailed  description 
of  new  works  which  are  said  to  be  the  finest  and 
most  complete  of  their  kind  in  this  country. 
1500  w.  Ry  Rev — June  5,  1897.  No.  13296. 
TIN  PLATE. 

The  Tin  Plate  Industry  in  the  United  States. 
Ira  Ayer.  An  account  of  the  rapid  growth  of 
this  industry  since  1890,  and  much  interesting 
information  concerning  the  difficulties  met  and 
conquered.  A Iso  a  tabu  ated  statement  of  pro- 
duction in  the  United  States,  for  each  year 
since  1892.  6500  w.  Jour  Fr  Inst— June, 
1897.  No.  13285  D. 
VANADIUM. 

The  Alloys  of  Vanadium.  (Les  Alliages  de 
Vanadium.)  An  account  of  the  process  of  M. 
HelouYs  for  the  production  of  an  alloy  vana. 
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diutn.  aluminium  and  sodium,  for  use  in  the 
metallurgy  of  iron  and  steel.  1000  w.  La 
Kevue  Technique— May  25.  1897.  No.  13548  D. 
WROUGHT  Iron. 

Wrought  Iron  and  Mild  Steel.  A.  Hun*- 
boldt  Sexton.  Discusses  what  is  malleable  iron, 
and  what  is  mild  steel,  their  points  of  resem- 
blance and  difference,  why  mild  steel  has  so 
largely  displaced  iron,  and  why  iron  is  still  pre- 
ferred for  some  purposes.  5500  w.  Prac  Eng — 
June  18,  1697     No.  13740  A. 

MINING. 

ADDRESS. 

Presidential  Address  cf  Mr.  Lindsay  Wood. 
Address  before  the  Federated  Institute  of  Min- 
ing Engineers,  London.  Discusses  the  influ- 
ence of  mining  and  engineering  institutes,  the 
adv4iicement  made  in  the  science  of  mining,  etc. 
4300  w.  Ir  &  Coal  Trds  Rev— June  4.  1897. 
No.  13402  A. 
COMPRESSED  AIR. 

See  "Mining"  under  Mechanical  Engineer- 
ing, Compressed  Air. 
DEEP  8hj»fU. 

The  Deepest  Shafts  in  the  Earth.  (Die  Tiefsten 
Schachte  der  Erde.)  Giving  a  table  of  the 
notably  deep  shafts  in  various  parts  of  the 
world.  600  w.  Glllckauf — May  22,  1897. 
No.  13580  B. 
MINING. 

Papers  Read  at  the  Engineering  Conference 
in  London.  "  Dealing  with  Water  in  Pits  dur- 
ing Sinking  and  in  Permanent  Work."  by  John 
Bell  Simpson  ;  "  Water  in  Deep  Shafts."  by 
ilenry  Davey  ;  "On  Deep  Levels  in  Mining 
Practice  in  the  United  Kingdom."  by  Bennett 
H.  Brough;  and  "The  Kent  Coal-field."  by 
Robert  Ethridge.  5500  w.  Col  Guard— May  28, 
1897.    No.  1 33 1 5  A. 

MISCELLANY. 

ASPHALTITES. 

The  Uinta  and  the  Uncompahgre  Asphaltiles 
of  Utah.  Extracts  from  monograph  on  these 
deposits  by  George  Homans  Eldridge,  in  the  re- 


port of  the  Geological  Survey  are  given,  with  re- 
marks.   2500  *.    Eng  &  Mio  Jour— July  3, 
1897.    No.  13824. 
LADDERS. 

The  Strength  of  Ladders.  Robert  Gilman 
Brown.  Describes  tests  made  of  ladders  of  the 
common  "  Bull "  pine  of  the  Sierra  region.  800 
w.  Eng  &  Mm  Jour — June  12,  1897.  No. 
13408. 
MAPPING. 

Mining  Maps  for  Working  Use.  (Gruben- 
karten  fUr  Erzbergbane.)  A  discussion  of  the 
proper  surface  and  underground  maps,  with 
especial  reference  to  the  conditions  of  the  Hun- 
garian mines.  Two  articles.  8000  w.  Oesterr 
Zeitschr  f  Berg  u  Huttenwesen — May  1  4  8. 
1897.  No.  13575  E. 
PETROLEUM. 

The  Petroleum  Fields  cf  Roumania.  (Les 
Pei roles  de  Roumania.)  A  description  of  the 
petroleum  fields  as  yet  very  imperfectly  worked 
or  developed,  with  some  account  of  the  geologi- 
cal formation  in  which  they  occur.  1500  w. 
La  Revue  Technique— May  10,  1897.  No. 
13539  D- 
RUHY  MINES. 

The  Ruby  Mines  of  Burma.  T.  Trafford 
Wynne.  Extract  from  a  paper  recently  read  be- 
fore the  Institution  of  Mining  and  Metallurgy 
in  London,  giving  account  of  climate,  labor, 
formation,  exploitation,  and  methods  of  mining. 
2000  w.  Eng  &  Min  Jour— June  12 .1897.  No. 
13407. 
TIN. 

The  Tin  Deposits  at  Temescal.  Southern 
California.  Harold  W.  Fairbanks.  Describes 
the  geology  of  the  district,  the  vein  system  and 
tin  deposits.  1700  w.  Am  Jour  of  Sci — July, 
1897-    No.  13771  D. 

Tin  Mining  in  Tasmania.  H.  W.  Ford  Key- 
scr  Abstract  of  a  paper  presented  to  the  gen- 
eral meeting  of  the  Federated  Institution  of 
Mining  Engineers.  Part  first  gives  the  early 
history  of  tin  mining  in  Tasmania.  3300  w. 
Ind  &  Ir— June  11,1897.  Serial.  1st  part.  No. 
13620  A. 
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GAS  SUPPLY. 

ADDRESS. 

Inaugural  Address  of  C.  Stafford  Eliery,  be- 
fore the  Incorporated  Gas  Institute  at  Bath, 
Eng.  The  address  deals  largely  with  local  mat- 
ters, presents  the  value  of  chemistry  in  the  gas 
industry,  discusses  carburetted  water  gas,  and 
the  amount  of  light  that  can  be  obtained  from  a 
ton  of  coal  by  different  methods,  &c.  7500  w. 
Gas  W Id— June  19.  1897.  No.  13784  A. 
ATMOSPHERIC  Burner. 

The  Theory  of  the  Atmospheric  Burner,  and 
Its  Influence  upon  Incandescent  Gas  Lighting. 
Vivian  B.  Lewes.  Experiments  with  results  of 
researches  into  the  phenomena  of  the  Bunsen 
burner.  Read  before  the  Incorporated  Gas  Inst, 
at  Bath.  7500  w.  Gas  Wld— June  19,  1897. 
No.  13788  A. 


BENZOL. 

Benzol  and  Its  Value  as  an  Illuminating 
Agent.  (Das  Benzol  und  Seine  Bedentung  aW 
Leuchtstoff.)  Discussing  especially  the  value  of 
benzol  as  an  enriching  material  for  poor  gases. 
6000  w.  Glllckauf — May  15,  1897.  No.  13579  B. 

The  Importance  of  Benzol  as  an  Uluminant. 
Dr.  Kramer.  Abstract  of  a  communication  to 
the  Verein  fur  Gewerbefleiss.  Discusses  the  re- 
covery and  purifying  of  benzol,  and  its  value  as 
an  illuminant.  2400  w.  Jour  of  Gas  Lgt — 
June  22,  1897.    No.  13775  A. 

CALORIMETER. 

The  Junker  Calorimeter.  (Calorimetre  In- 
dustrie! Junkers.)  An  illustrated  description  of 
the  Junker  Calorimeter,  by  means  of  which  the 
calorific  power  of  a  gas  to  be  used  for  heating, 
or  in  a  gas  engine,  may  be  readily  and  accurately 
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determined.    1200  w.     Le  Genie  Moderne — 

June  1.  1897.   No.  13538  B. 

CARBVR1NB. 

On  Three  Years'  Use  of  Carburine  as  an  En- 
richer.  Joseph  Davis.  Read  before  the  Incor- 
porated Gas  Inst,  at  Bath,  Eng.  Results  of  ex- 
perience daring  the  last  three  years  in  working 
the  Maxim-Clark  process.  Describes  apparatus 
and  method  of  working  it.  Also  discussion.  8000 
w.  Gas  WId— June  19,  1897.  No.  13790  A. 
DISTRIBUTION. 

Gas  Distribution  in  Relation  to  Modern  Mu- 
nicipal Development.  Thomas  Canning.  Read 
before  the  Incorporated  Gas  Inst,  at  Bath,  Eng. 
Discusses  the  size  of  mains,  the  precautions 
necessary  in  view  of  the  newer  condition  of 
street  paving,  electrolysis  of  gas  pipes,  &c.  4800 
w.  Gas  WId— June  19,  1897.  No.  13794  A. 
FLAMES. 

Explosion  Flames.  Harold  B.  Dixon.  Ab- 
stract of  a  lecture  at  the  Royal  Institution.  Re- 
views the  work  of  others  and  gives  an  account  of 
his  own  experiments.  3000  w.  Jour  Gas  Lgt — 
May  25,  1897.    No.  13283  A. 

The  Cause  of  Luminosity  of  Hydrocarbon 
Flames.  Wilfrid  Irwin.  Read  at  meeting  of 
the  Manchester  Section  of  the  Society  of  Chemi- 
cal Industry.  Combats  Prof.  Lewes'  ideas,  and 
gives  experiment  illustrating  his  own.  1600  w. 
Jour  of  Gas  Lgt— June  15,  1897.  No.  13677  A. 
FUEL  OAS. 

Fuel  Gas.  Arthur  Kitson.  Discusses  the 
methods  of  converting  solid  and  liquid  into  gase- 
ous fuel,  cost,  &c.  5000  w.  Trans  of  Assn  of 
Civ  Engs  of  Cornell  Univ— June,  1897.  No. 
13665  D. 

On  Cooking  by  the  Aid  of  Gas,  and  the  Ven- 
tilation of  Kitchens.  William  Sugg.  Read  at 
meeting  of  Incorporated  Gas  Inst,  at  Bath,  Eng. 
Historical  retrospect,  with  the  advantages  of  use 
of  gas  in  cooking.  Discussion.  6000  w.  Gas 
WId— June  19,  1897.    No.  13786  A. 

The  Failure  of  the  Commercial  Attempts  to 
Supply  Fuel  Gas  in  the  United  States.  F.  H. 
Shetton.  Read  before  the  Western  Gas  Assn. 
A  paper  proposing  to  show  that  fuel  gas  as  a 
who'e  in  every  case  where  tried  has  been  a  flat 
and  total  failure.  Gives  a  brief  account  of  all 
instances  where  it  has  actually  been  made  and 
distributed  in  this  country.  Discussion.  21000 
w.  Am  Gas  Lgt  Jour— June  7,  1897.  No. 
13345. 

gasholder. 

Notes  on  the  Construction,  and  Experience  in 
the  Working,  of  the  Gadd  and  Mason  Spiral- 
Guided  Holder  at  the  Chester  Gas  Works. 
Robert  Hunter.  Read  before  the  Incorporated 
Gas  Inst  ,  at  Bath,  Eng.  A  statement  of  rea- 
sons for  adopting  this  holder,  and  experiences  in 
its  working  during  the  past  four  years.  2700  w. 
Gas  WId — June  19.  1897.    No.  13787  A. 

The  Inversion  of  an  Un trussed  Gasholder 
Crown.  An  account  of  an  interesting  operation 
in  gasholder  construction  now  in  progress  at  the 
South  Metropolitan  Gas  Company's  Old  Kent 
Road  Station.  1700  w.  Jour  of  Gas  Lgt— 
June  15.  1897.    No.  13676  A. 

The  Large  Treble  Lift  Gasholder  at  the 
Bradford  Road  Gas  Works.  Manchester,  Eng. 
Illustrated  description.  800  w.  Jour  Gas  Lgt 
—June  8,  1897.    No.  13465  A. 


INCANDESCENT  G»«  Llghtlu*. 

The  Theory  of  Incandescent  Gas  Lighting. 
Abstract  translation  of  an  article  by  Dr.  Mos- 
cheles,  published  in  the  "Zeitschrift  fur  Beleucht- 
ungwesen,"  on  the  cause  of  the  intense  devel- 
opment of  light  by  Welsbach  mantles  in  a  gas 
flame.  1000  w.  Jour  Gas  Lgt — June  1,  1897. 
No.  13350  A. 

INCLINED  Retort*. 

An  Additional  Chapter  on  Inclined  Retorts. 
Frederick  Egner.  Information  concerning  re- 
sults with  the  sloping  retorts.  2400  w.  Am 
Gas  Lgt  Jour— June  2t,  1897.    No.  13627. 

LEAKAGE. 

Leakage.    E.  II.  Jenkins.    Read  before  the- 
Western  Gas  As<o.    Careful  consideration  of 
the  subject,  followed  by  discussion.    1 1000  w. 
Am  Gas  Lgt  Jour— June  14,  1897.    No.  13433- 

MEASUREMENTS. 

Calibration  of  a  l'itot  Tube  in  Gas  Measure- 
ments. Forrest  M.  fowl.  Illustrated  descrip- 
tion of  tests  and  manner  of  using  the  tube,  with 
tables.  1600  w.  Trans  of  Assn  of  Civ  Engs- 
of  Cornell  Univ— June,  1897.    No.  13668  D. 

MUNICIPALIZATION. 

Is  the  Municipalization  of  Gas  Undertakings- 
Advantageous?  Herbert  Lees.  Read  before 
the  Incorporated  Gas  Inst.,  at  Bath,  Eng.  Con- 
cludes that  under  present  circumstances  it  is  not 
to  the  advantage  of  the  consumer.  Discussion. 
q5oo  w.  Gas  Wld— June  19,  1897.  No.  13- 
793  A. 

NAPHTHALENE. 

Naph.halene  in  Modern  Gas  Manufacture, 
and  the  Car  buret  ting  of  Illuminating  Gas, 
William  Young  and  Thomas  Glover.  Read  be- 
fore the  Incorporated  Gas  Inst,  at  Bath,  Eng. 
An  account  of  the  methods  hitherto  employed  in 
reference  to  naphthalene,  and  an  account  of  the 
new  methods  devised  by  the  authors.  4500  w. 
Gas  Wld— June  19,  1897.    Vo.  13789  A. 

PRESSURE  Regulation. 

The  Automatic  Regulation  of  Pressure  in  the 
Distributing  Mains.  William  Reginald  Chester. 
Read  before  the  Incorporated  Gas  Inst.,  at  Bath, 
Eng.  Describes  the  apparatus  invented  by  Wil- 
liam Cowan  and  the  satisfactory  working.  Dis- 
cussion. 6500  w.  Gas  Wld — June  19,  1897. 
No.  1 3791  A. 
PURIFICATION. 

On  Experiments  with  the  Claus  Svstem  of 
Purification  at  Belfast.  James  Stelfox.  Read 
before  the  Incorporated  Gas  Inst.,  at  Bath, 
Eng.  Reports  the  trial  of  the  system  on  a  large 
scale  and  the  failure.  Discussion.  8800  w. 
Gas  Wld— June  19,  1897.  No.  13785  A. 
8TRRET  Lighting. 

The  Welsbach  Incandescent  Gas  Light  for 
Utility  and  Economy  in  Street  Lighting.  H. 
Wilkiemeyer.  Read  before  the  Western  Gas 
Assn.  Report  of  the  success  attained,  with  dis- 
cussion and  correspondence.  7000  w.  Am 
Gas  Lgt  Jour— June  14,  1897.  No.  13434. 
TAXATION. 

The  Taxation  of  Gas  by  Local  Authorities. 
Isaac  Carr.  Read  before  the  Incorporated  Gas 
Inst.,  at  Bath,  Eng.  On  the  system  of  applying 
profits  to  the  relief  of  lecal  rates.  3300  w. 
Wld— June  19,  1897.    No.;i379a  A. 
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SEWERAGE. 

INFILTRATION. 

Infiltration  of  Ground  Water  into  Pipe  Sewer 
Systems.  Prepared  from  a  Thesis  by  F.  S. 
Senior.  An  attempt  to  throw  some  light  in  an 
experimental  way,  upon  the  question  of  what  is 
a  fair  amount  of  infiltration  to  be  expected  from 
the  joints  of  sewer  pipe  laid  in  water,  before  the 
cement  has  well  set.  3500  w.  Trans  of  Assn 
-of  Civ  Engs  of  Cornell  Oniv — June,  1897.  No. 
13671  D. 

PRECIPITATION. 

Excessive  Precipitation  in  the  United  States. 
Alfred  J.  Henry.  Extract  from  the  44  Monthly 
Weather  Review,"  Jan.  1897.  Valuable  table 
of  facts  concerning  excessive  rain  during  1896 
with  other  information.  1500  w.  Eng  News — 
June  24.  1897.  No.  13681. 
PURIFICATION. 

The  Purification  of  Waste  Water.  (Mittheil- 
ctng  uber  die  Reinigung  der  Fabriks-Abwasser.) 
Describes  simple  form  of  sedimentation,  purifi- 
cation and  filtration  plant,  by  means  of  which 
the  discharge  water  from  manufacturing  estab- 
lishments may  be  purified  before  discharge  into 
streams.  1  plate.  2500  w.  Oesterr  Monatschr 
f  doeffent  Baudienst— May,  1897  No.  13526  D. 

.SEWERAGE. 

The  Best  Method  of  Sewage  Disposal  on 
Farms  and  in  Small  Communities.  B.  C.  Brett, 
in  the  Medical  Age.  Suggestions  easily  carried 
out  at  small  cost,  and,  with  proper  attention,  in- 
suring health  and  cleanliness.  2200  w.  Sci  Am 
Sup— June  26,  1897.    No.  13674. 

The  Paris  Sewage  System.  (Die  Entwas- 
serung  von  Paris.)  A  discussion  of  the  Paris 
sewers  in  comparison  with  those  of  Berlin,  es- 
pecially with  regard  to  the  sewage  farms. 
Two  plates.  8000  w.  Oesterr  Monatschr  f  d 
Oeffent  Baudienst— May,  1897.    No.  13521  D. 

The  Sewers  of  Paris,  and  the  Purification  and 
Utilization  of  the  Sewage.  (Die  Kanalisirung 
von  Paris,  soure  die  Reinigung  und  Benutzung 
des  Kanalwassers.)  Especially  describing  the 
recent  work  in  connection  with  the  sewage  utili- 
zation at  Gennevilliers,  Clichy  and  Acheres. 
4500  w.  Glaser's  Anna  en— May  15,  1897.  No. 
13512  D. 
SEWER  Joint*. 

The  Effect  of  Imperfect  Joints  upon  the  Flow 
in  Pipe  Sewers.  Prepared  from  a  Thesis  by  G. 
D.  Holmes.  Experiments  made  with  six-inch 
vitrified  tile  pipe,  showing  generally  an  increase 
of  velocity  with  the  smooth  interior.  2500  w. 
Trans  of  Assn  of  Civ  Engs  of  Cornell  Univ — 
June,  1897.  No.  13670  D. 
SEWER  Pipe. 

Notes  on  the  Construction  of  Pipe  Sewers. 
H.  E.  Riggs.  On  methods  of  construction, 
mode  of  handling  certain  perplexing  problems 
and  pipe  laying.  4300  w.  Technic— 1897.  No. 
13763  D. 

Sewer  Pipe  Tests.  Charles  E.  Greene  De- 
scribes tests  made  and  gives  results  and  conclu- 
sions. 1600  w.   Technic— 1897.   No.  13761  D. 

STREETS  AND  PAVEMENTS. 

SIDEWALKS. 

Specifications  for  Cement  Sidewalk  Construc- 


tion. A.  J.  McPherson.  in  Journal  of  the 
Engineering  Society  of  the  School  of  Practical 
Science  of  Toronto.  Abstract  of  specification. 
800  w.  Eng  News — June  24,  1897.  No.  13680. 
WOODEN  Pavement. 

Wooden  Pavement  and  Public  Health  in 
Paris.  Describes  the  construction  and  com- 
ments on  the  sanitary  excellence.  1400  w.  San 
Rec — June  11.  1897.    No.  13624  A. 

WATER  SUPPLY. 

ARTESIAN  Well*. 

Artesian  Tube  Wells.  J.  E.  Discusses  the 
work  of  tube  lining  and  subsequent  discharge. 
111.  1800  w.  Ind  Engng— May  15,  1897.  No. 
13476  D. 

BIRMINGHAM,  Eng. 

The  New  Birmingham  Water-works.  From 
the  Birmingham  Daily  Post.  Describes  a  visit 
of  inspection  made  by  the  City  Council  to  these 
extensive  works,  now  in  process  of  construction. 
2700  w.  Arch,  Lond— June  11,  1897.  No. 
13639  A. 

CONSUMPTION. 

Notes  on  Water  Consumption.  G.  S.  Will- 
iams. A  study  of  the  consumption  in  an  Ameri- 
can city  considering  the  statistics  mainly  with 
reference  to  the  quantity  of  water  that  must  be 
provided  at  various  times.  4000  w.  Technic— 
1897.  No.  13760  D. 
DRILLED  Well. 

An  Experience  with  a  Drilled  Well  Adjoining 
Salt  Water.  James  S.  Haring.  An  account  of 
an  effort  to  obtain  a  new  water  supply,  near 
Nyack,  N.  Y.  The  tests  are  given  and  the 
failure  explained.  2000  w.  Fire  &  Water— 
June  19,  1897.  No.  13600. 
FILTER  Cleaning. 

The  Cleaning  of  the  Open  Filters  at  Hamburg 
in  Time  of  Frost.  (Die  Reinigung  der  Ham- 
burger Offenen  Sandfilter  in  der  Frostzeit.)  An 
illustrated  description  of  the  Mager  Scoop,  by 
means  of  which  the  Hamburg  filter  beds  are 
effectively  cleaned  when  covered  with  ice.  6000 
w.  Gesundbeits  Ingenieur — May  31,  1897.  No. 
13532  B. 

FILTRATION. 

Increased  Revenue,  Free  Service  Pipes  and 
Filtration.  Dow  R.  Gwinn.  Read  before  the 
convention  of  the  American  Water  Works 
Assn.  Describes  the  inducements  offered  to 
obtain  customers,  the  manner  and  cost  of  laying 
service  pipes,  and  the  advantages  of  filtration. 
1800  w.  Fire  &  Water— June  12,  1897.  No. 
13432. 

LONDON. 

The  London  Water  Supply  Percy  F.  Frank- 
land.  Extracts  from  a  paper  read  before  the 
Society  of  Arts.  The  value  of  bacteriology  to 
the  water  engineer,  an  account  of  recent  inves- 
tigations in  this  field  and  the  information  col- 
lected, with  special  reference  to  the  London 
supply.  4800  w.  Jour  of  Gas  Lgt— June  32. 
1897.  No.  13776  A. 
METERS. 

Value  of  Meters  in  Restricting  Waste.  L. 
N.  Case.  Extracts  from  address  before  the 
senate  committee  of  the  Michigan  legislature  to 
oppose  the  passage  of  the  "  free  water  bill." 
1500  w.  Fire  &  Water — June  26.  1897.  No. 
13733- 
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PUMPING  Eaflno. 

See  Mechanical  Engineering— Engines  [and 
Motors. 

PURIFICATION. 

Purification  of  Water  by  Metallic  Iron.  C. 
W.  Chancellor.  A  report  of  the  iron  process 
from  the  consul  at  Havre.  2400  w.  Am  Arch 
—June  5,  1897.    No.  13359. 

RESERVOIR. 

The  New  Highland  Reservoir,  No.  2,  Pitts- 
burg, Pa.  Plans  and  description  of  new  reser- 
voir built  to  save  the  expense  of  pumping  the 
whole  supply  to  unnecessary  height,  and  to  de- 
crease the  wear  and  tear  on  the  mains.  1200 
w.    Eng  Rec — June  19,  1897.    No.  13,498. 

8  ANITA  RY  Source*. 

Some  of  the  Important  Water  Supplies  of  Eu- 
rope Considered  Mainly  from  a  Sanitary  Stand- 
point. Tames  H.  Fuertes.  Interesting^  statistics 
concerning  the  water  supplies  of  many  European 
cities.  5700  w.  Trans  of  Assn  of  Civ  Engs 
of  Cornell  Univ — June,  1897.  No.  13664  D. 
TOWN8. 

Towns  Water  Supply  and  Its  Distribution. 
W.  M.  Watson.  The  duty  of  supplying  an 
abundance  of  good  water,  and  many  sug- 
gestions relating  to  the  construction  and  care  of 
the  water  supply.  4300  w.  Can  Eng— June, 
1897.    No.  13279. 

TUNNEL. 

Description  of  the  Construction  of  the  New 
Chicago  Waterworks  Tunnel.  William  G.  At- 
wood.  The  building  of  a  ten-foot  tunnel,  four 
miles  into  the  lake.  2200  w.  Trans  of  Assn  of 
Civ  Engs  of  Cornell  Univ — June,  1897.  No. 
13669  D. 

TYPHOID  Few. 

The  Water  Supplies  of  Eight  Cities  in  Rela- 


tion  to  Typhoid  Fever"Rates.'  John  W.  Hill. 
An  address  before  the  Soc.  of  Municipal  Im- 
provements, Chicaco,  Ills.,  Oct.  9,  1896.  Facts 
concerning  four  well-known  cities  of  Europe  and 
four  well-known  cities  of  the  United  States. 
4400  w.  San— June,  1897.  No.  13451  D. 
WATER  Fermentation. 

The  Causes  and  Prevention  of  Water  Fer- 
mentation. Samuel  McElroy.  Discussing  the 
problem  in  the  light  of  Brooklyn's  experience 
with  her  water  supply.  3300  w.  Eng  Mag — 
July,  1897.    No.  13806  B. 

MISCELLANY. 

ABATTOIR. 

The  New  Paris  Abattoir.  (Das  Neue  Schlacht- 
haus  der  Stadt  Paris.)  A  bird's-eye  view  and 
description  of  the  new  abattoir  on  the  left  bank 
of  the  Seine.  About  25  acres  of  ground  are  in- 
cluded, and  the  abattoir  has  a  capacity  for  about 
one-third  the  entire  demand  of  the  city.  1 
plate.  1000  w.  Oesterr  Monatschr  f.  d  Oeffent 
Baudienst — June,  1897.  No.  13527  D. 
LIGHTING. 

Artificial  Lighting.  George  D.  Shepardson. 
An  outline  oi  the  history  of  lighting  with  a 
study  of  illumination.  6500  w.  Jour  Assn  of 
Engng  Soc— May,  1897.    No.  13663  C. 

Municipal  Lighting  in  the  United  States. 
F.  W.  Cappelen.  Read  at  the  meeting  of 
Engineers'  Club  of  Minneapolis.  Information 
obtained  from  replies  to  a  set  of  sixty-six  ques- 
tions sent  out  by  a  committee,  with  a  few  sug- 
gestions as  to  the  best  method  of  street  light- 
ing. 3500  w.  Jour  Assn  of  Engng  Soc— May, 
1607,  No.  13662  C 
STRKKT  Railways. 

See  "  Municipal ,  Ownership",  under  Street 
and  Electric  Railways. 
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NEW  CONSTRUCTION. 

ASSA  M.BENGAL. 

Construction  Work  on  the  Assam- Bengal 
Railway.  Francis  Robert  Johnson.  Remarks 
referring  to  the  section  from  Cbittagong  to 
Badarpur.  the  difficulties  of  construction  being 
mentioned,  but  principally  descriptive  of  the 
bridge  work.  2000  w.  Eng,  Lond— June  11, 
1897.  Serial,  tst  part.  No.  13616  A. 
HEHR  System. 

The  Behr  Monorail  System.  Brief  history  of 
the  monorail  systems,  with  description  of  the 
permanent  way  of  the  Behr  system  at  Tervuren. 
111.  1800  w.  Engng — June  11,  1897.  Seriil. 
1st  part.  No.  13611  A. 
CHINA. 

Siberian  Railway  Extension  in  China.  In- 
formation regarding  the  construction  and  work- 
ing of  the  new  line,  which  will  give  nearly  950 
miles  in  Chinese  territory.  2000  w.  Eng,  Ix>nd 
—June  4,  1897.  No.  13411  A. 
ETNA. 

The  Circum-Etna  Railway.  Illustrated  de. 
script  ion  of  the  railway  round  Mount  Etna- 
500  w.  Eng,  Lend — May  28,  1897.  No. 
I33I7  A. 


INCLINE. 

The  Madison  Hill  Incline  ;  P..  C,  C.  &  St.  L. 
Ry.  Edward  Grafstrom.  Historical  sketch  on 
the  origin  and  development  of  engineering  on 
the  Madison  Hill  at  Madison,  Ind.  111.  3600  w. 
Eng  News — June  10,  1897.  No.  13374. 
LIGHT  Railways. 

Proposed  Construction  of  Light  Railways  in 
Germany.  Brief  history  of  light  railways  to  the 
present  time  with  abstract  of  the  new  bill  for 
the  extension  of  the  system.  900  w.  Bd  of  Trd 
Jour— June,  1897.  No.  13694  A. 
VENEZUELA.'^TI^' 

The  Great  Venezuela  Railway.  (Die  Grosse 
Venezuela  Eisenbahn.)  The  road,  112  miles 
long,  between  Caracas  and  Valencia,  was  con- 
structed with  great  difficulty,  mainly  by  German 
engineers  and  capital,  at  a  cost  of  about  $15,- 
000,000.  A  full  account  of  the  engineering 
work  is  given.  7500  w.  G laser's  Annalen — 
May  15,  1897.    No.  I3510  D. 

MAINTENANCE  OF  EQUIPMENT. 

BOX  Car. 

The  Framing  of  a  Box  Car.  George  L. 
Fowler.    An  analysis  of  the  stresses  and  their 
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distribution  through  the  framing  of  a  box  car. 
2200  w.  R  R  Car  Jour— June,  1897.  No. 
13362. 

BKAKK 

The  Westioghouse  High-Speed  Brake.  Illus- 
trated description,  aooo  w.  R  R  Gaz — June  25. 
1897.    No.  13700. 

CAR 

The  Schoen  Steel  Car.  Brief  description 

with  illustrations.  800  w.  R  R  Gaz— June  25. 
1897.    No.  13702. 

CAB  Heating. 

Improvements  in  Steam  Heating  of  Passenger 
Carriages  on  the  Prussian  Railways.  (Neuere 
Anordnungen  fur  die  Damptlieizung  der  Per- 
sonenwagen  bei  den  Preussischen  Staats-Eisen- 
bahnen.)  The  improved  system  permits  of 
moderate  heating  in  mild  weather  or  full  heating 
in  cold  weather,  with  control  of  each  compart- 
ment by  the  passengers.  6000  w.  1  plate. 
Glaser's  Annalen— June  1,  1897.  No.  13513  D. 

CAB  Lighting;. 

Electric  Car  Lie h tin  e  from  the  Axle.  Illus- 
trated description  of  the  construction  and  appli- 
<ation  of  the  system  of  direct  cog  wheel  gearing 
from  the  axle  to  the  dynamo.  900  w.  Ry  Rev 
—June  5.  1897.    No.  13297. 

The  Electric  Lighting  of  Railway  Carriages. 
<Ueber  Elektrische  Beleuchtung  von  Eisenbahn 
Fersonenwagen.)  A  very  thorough  paper  by 
Dr.  Buettner,  giving  comparative  results  as  to 
the  cost  of  electricity  as  opposed  to  gas.  8000  w. 
Glaser's  Annalen— May  15,  1897.  No.  13511  D. 

•COAL  Car. 

Double  Hopper  ioo,ooo-lb.  Coal  Car — Michi- 
gan Peninsular  Car  Co.  Illustrated  detailed 
description.  1200  w.  Ry  Rev — June  5.  1897. 
No.  13295. 

-COMBINATION  Car. 

Combination  Passenger  and  Baggage  Cars — 
Baltimore  &  Ohio.  General  dimensions  and 
cuts  showing  in  detail  the  framing  and  sections 
of  first-class  combination  passenger  and  baggage 
cars.  1000  w.  R  R  Gaz— June  4.  1897.  No. 
13307. 

COUPLERS. 

Uncoupling  Arrangements  for  M.  C.  B.  Auto- 
matic Couplers.  Report  from  the  committee, 
submitted  at  the  Master  Car  Builders'  Conven- 
tion at  Old  Point  Comfort.  III.  1000  w.  Ry 
Rev— June  19,  1897.  No.  13658. 
KRI K'S  Train 

The  Erie's  New  Through  Train.  Brief  illus- 
trated description  of  a  fine  train  recently  put  in 
-service  on  this  road.  600  w.  Loc  Engng — 
June,  1897.    No.  13331  C. 

J  IRE-BOX. 

Locomotive  Firebox  Design.  R.  P.  C. 
Sanderson.  Personal  experiences  which  have 
brought  the  subject  before  the  writer's  notice, 
with  search  for  causes  and  knowledge  gained. 
3000  w.  R  R  Gaz— June  11,  1897.  No.  1338 1. 
OONDOLA  Car. 

An  Improvement  in  Gondola  Car  Construc- 
tion. Diagrams  showing  a  new  method  for  the 
construction  of  gondola,  coal,  coke  and  other 
cars,  where  the  sides  are  supported  by  stakes, 
now  placed  outside  the  sills.  600  w.  Ry  Mas 
Mech— June,  1897.    No.  13272. 


LOCOMOTIVES. 

Experiments  on  a  Compound  Locomotive. 
Summarized  translation  by  Bryan  Donkin,  from 
Revut  G/nSrale  des  Ckemins  de  fer.  Dy- 
namometric  experiments  on  a  four-cylinder  ex- 
press compound  locomotive  on  the  Paris,  Lyons, 
and  Mediterranean  Railway,  made  by  M. 
Privat  in  1895.  1800  w.  Engng— June  18, 
1897.    No.  1 37 1 2  A. 

Locomotive  Improvement.  Leonard  J.  Todd. 
Presents  the  advantages  of  the  "  dual  exhaust  " 
cylinder  and  claims  a  saving  of  10  per  cent, 
could  be  gained.  3000  w.  Eng.  Lond— 
May  28,  1897.    No.  13320  A. 

New  Ten-wheel  Passenger  Locomotive — 
Louisville  Division,  Illinois  Central.  Illustrated 
description  with  dimensions  800  w.  R  R 
Gaz— July  2.  1897.    No.  13817. 

Some  Michigan  Central  Locomotives.  De- 
scribes engines  designed  by  Robert  Miller,  one 
being  built  by  the  Schenectady  Locomotive 
Works,  and  three  at  the  Jackson  shops  of  the 
Michigan  Central.  1700  w.  R  R  Gax — June 
11,  1897.    No.  13380. 

Ten-wheel  Passenger  and  Fast  Freight  Loco- 
motives— Chicago,  Rock  Island  &  Pacific  Rail- 
road. Data  and  illustrations  in  connection  with 
these  engines,  which  represent  advanced  locomo- 
tive design.  2000  w.  Ry  Rev— June  12, 1S97. 
No.  13438. 

The  Use  of  High  Steam  Pressures  in  Non- 
Compound  Locomotives.  Dugald  Drummond. 
From  selected  papers  of  the  Institution  of  Civil 
Engineers.  Describes  tests  made  on  the  Cale- 
donian Railway,  to  ascertain  what  increase  of 
efficiency  or  economy  is  derived  from  raising  the 
boiler  pressure  in  non-compound  locomotives. 
3400  w.  Eng  News— June  10,  1897.  No.  13377. 

PBIVATE  Car.. 

Another  Royal  Train.  Brief  description  of 
train  prepared  to  convey  the  Queen  from  Wind- 
sor to  Paddington  on  occasion  of  the  long  reign 
commemoration.  700  w.  Ill  Car  &  Build- 
June  11,  1897.    No.  13641  A. 

Private  Cars.  Duane  Doty.  Illustrated  de- 
scription of  the  De  Beers  private  car  and  the 
car  "  Marion."  2000  w.  R  R  Car  Jour— June, 
1897.    No.  13363. 

The  Presidential  Car.  A.  Richards.  Sugges- 
tion for  the  decoration  of  the  dining  portion  of 
the  special  car  for  the  President.    III.    500  w. 
R  R  Car  Jour— June.  1897.    No.  13367. 
TRUCKS. 

Metal  Trucks  for  Cars  of  100  000- Pounds 
Capacity.  Description  and  drawings  of  trucks 
to  be  used  under  the  metal  cars  being  built  for 
the  Pittsburg,  Bessemer  &  Lake  Erie  Railroad. 
Describes  the  Schoen,  Fox,  Kindl.  Cloud,  Vogt, 
and  American  Steel  Foundry  Company's  trucks. 
Also  editorial.  2500  w.  Ry  Mas  Mech — 
June,  1897.    No.  13271. 

Standard  Steel  Truck— Mexican  Central  Rail- 
road. Illustrated  description  of  the  peculiar 
features  of  the  construction  of  a  metal,  diamond- 
frame  truck  designed  by  A.  A.  Robinson.  500 
w.    R  R  Gaz — June  4,  1897.    No.  13305. 

Steel  Underframing  for  Freight  Cars.  Report 
of  the  committee  submitted  at  the  Master  Car 
Builders'  Convention.  III.  3300  w.  Ry  Rev- 
June  28,  1897.    No.  13734. 
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The  Cloud  Truck.  Illustrated  description  of 
a  new  design  consisting  of  a  combination  of 
plate  steel  side  frames  and  malleable  iron  pedes- 
tals which  are  riveted  thereto.  1400  w.  Ry 
Rev— June  12,  1897.    No.  13437. 

The  Present  Standing  of  the  Steel  Truck. 
Editorial  comment  on  design  and  cost.    1600  w. 
R  R  Gat— June  4,  1897.    No.  13311. 
VESTIBUXEB  Train. 

The  New  Vestibuled  Train  of  the  Chicago, 
Burlington  &  Quincy.  Illustrated  description  of 
train.  The  arrangement,  finish  and  decoration 
of  the  interior  is  especially  interesting.  1000  w. 
R  R  Gar— June  4,  1897.    No.  13308. 

WHEELS. 

Specifications  and  Guarantee  for  Cast-Iron 
Car  Wheels.  Report  of  a  committee  of  the 
Master  Car  Builders'  Assn.  presented  at  the  an- 
nual convention  held  at  Old  Point  Comfort,  Va. 
2000  w.  Eng  News — June  10,  1897.  No. 
13379. 

The  Anticipation  of  Failure.  George  S. 
Hodgins.  Considers  the  symptoms  of  a  wheel 
malady  which  indicate  a  near  approach  to  danger. 
1500  w.  R  R  Car  Jour — June,  1897.  No. 
13364. 

MAINTENANCE  OF  WAY. 

CHOS9  Ties. 

Note  00  the  Preservation  of  Wooden  Cross 
Ties.  (Note  sur  la  Conservation  des  Traverses 
en  Bois.)  An  investigation  of  the  economy  to 
be  realized  by  the  use  of  various  preservatives, 
based  upon  actual  results  obtained  upon  the 
French  railways.  3000  w.  La  Revue  Tech- 
nique— May  10,  1897.  No.  13542  D. 
RAILWAY  Works. 

The  London  Works  of  the  Great  Central 
Railway.  Illustrated  description  of  the  London 
structures  of  this  road  now  in  process  of  con- 
struction. 2000  w.  Ry  Wld — June,  1897.  No. 
13400  A. 
STATION. 

New  Union  Station  at  Montgomery,  Ala. 
Brief  illustrated  description  of  the  improved  fa- 
cilities for  passengers  and  freight  provided  by 
the  Louisville  and  Nashville  Railroad.  500  w. 
Ry  Age— June  4,  1897.  No.  13321. 
steel  Rail. 

The  Development  of  the  Steel  Rail  in  the 
United  States.  H.  G.  Prout.  Reviewing  the 
history  of  the  steel  rail  up  to  1887.  III.  4700 
w.  Eng  Mag— July,  1897.  Serial.  1st  part. 
No.  13809  B. 

SIGNALING. 

SIGNALING. 

Progress  in  Signal  Engineering.  Charles 
Hansel.  Briefly  reviews  the  early  history  of 
railways  and  the  requirements  to  protect  traffic, 
and  the  growth  of  the  system,  showing  improve- 
ments to  the  present,  and  the  effect  upon  the 
volume  of  traffic.  III.  11300  w.  Trans  of 
Assn  of  Civ  Engsof  Cornell  Univ — June,  1897. 
No.  13667  D. 

Quadruple  Block  Signal  System.  (Einrichtung 
von  BlockJioen  mit  Viertheiligen  Streckenblock- 
werken. )  A  system  for  obtaining  greater  se- 
curity against  rear  end  collisions  by  doubling  the 
number  of  blocks  between  trains.  2  plates.  6000 
w.  Oesterr  Monatschr  f  d  Orient  Baudienst — 
June,  1897.    No.  13530  D. 


TERMINALS  AND  YARDS, 

CAB  Handling. 

Handling  of  Foreign  Cars  at  Large  Terminals. 
Interesting  remarks  in  regard  to  errors  and 
abuses  in  connection  with  the  handHng  of  inter- 
changed cars  at  terminals.  Taken  from  report 
by  W.  E.  Beecham,  chairman  of  a  committee  of 
the  Central  Western  Assn.  of  Car  Service  Offi- 
cers, appointed  to  investigate  this  subject. 
3000  w.  Ry  Age— June  18,  1897.  Serial.  1st 
part.    No.  13640. 

TKANSFER  Table. 

Transfer  Table  at  Huntington  shops— Chesa- 
peake and  Ohio  Railway.  Illustrated  descrip- 
tion of  a  transfer  table  in  which  compressed  air 
is  the  motive  power.  600  w.  Loc  Engng — 
June,  1897.    No.  13329  C. 

TRANSPORTATION. 

CAPE  COLONY. 

The  Railways  of  Cape  Colony.     A  very 
favorable  report  of  earnings,  with  account  of 
improvements  to  be  carried  out.    1800  w. 
Trans— June  4.  1897.    No.  13418  A. 
CHEAP  Transportation. 

Lessons  from  American  Railroads  as  to  Cheap- 
Transportation.  W.  R.  Stirling.  A  paper  aim- 
ing to  show  to  what  extent  and  how  American 
railways  have  lowered  their  rates  for  transporta- 
tion, and  thereby  cheapened  the  cost  of  raw- 
material  and  manufactured  commodities.  Read 
at  the  annual  conference  of  the  British  Trade 
Assn  5300  w.  Ir  &  Coal  Trds  Rev— May  28. 
1897.  No.  13353  A. 
KLKCTRICtTV  va.8team. 

The  Application  of  Electricity  to  Steam  Rail- 
roads. Paul  H.  Brangs.  Abstract  of  Paper 
read  at  convention  of  the  Master  Mechanics- 
Assn.  Advocates  the  electrical  equipment  of 
branch  lines  and  the  use  of  electricity  in  many 
special  cases.  1200  w.  Elec  Wld— June  26,. 
1897.  No.  13750. 
ENGINE  Performance. 

The  Adjusted  Car-mile  as  a  Basis  for  Engine- 
Performance.  An  account  of  tests  made  by 
the  Pennsylvania  lines  west  of  Pittsburg,  to  de- 
termine the  resistance  of  cars  in  freight  trains, 
and  investigating  the  practicability  of  applying; 
an  adjustment  to  the  ear-miU  measurement  of 
engine  performance.  1400  w.  RR  Gaz — June 
4,  1897.  No.  13304. 
EXPRESS  Trains. 

Our  Express  Trains  and  Locomotives.  Edi- 
torial on  the  progress  made  by  our  express 
trains,  and  the  excellence  of  locomotives  in  the 
United  States.  1200  w.  Loc  Engng— June. 
1897.  No.  13332  C. 
FAST  Rons. 

The  Chicago-Nashville  Fast  Run.  A  record 
of  an  excellent  performance.  600  w.  RR  Gaz 
— June  4.  1897.    No.  13306. 

A  Table  of  Fast  and  Unusual  Runs.  Inter- 
esting table  from  the  work  "  Modern  Locomo- 
tives "  soon  to  be  published.  2000  w.  RR 
Gaz— June  11,  1897.    No.  13382. 

MISCELLANY. 

APPLIANCES. 

Primitive  Railway  Appliances.  C. .  B.  Fair- 
child.    Historical  account  of  some  of  the  early 
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appliances,  some  of  which  have  been  success- 
ful and  others  failures,  but  showing  the 
evolutionary  process  of  development.  III. 
aooo  w.  St  Ry  Rev— June  15,  1897.  Serial. 
1st  part.    No.  13490  C. 

CHIN  a. 

See  same  title  underlining  and  Metallurgy, 
Iron  and  Steel. 

CONVENTION. 

Annual  Convention  of  the  American  Railway 
Master  Mechanics'  Association.  An  account  of 
the  meeting;  at  Old  Point  Comfort,  Va.,  with 
abstracts  of  most  of  the  committee  reports. 
10000  w.   RR  Gaz — June  18.  1897.  No.  13471. 

Needed  Reforms  in  the  Railway  Mechanical 
Conventions.  Editorial  comment  on  the  reforms 
needed  in  the  Master  Mechanics'  Assn.  and 
Master  Car  Builders  Assn.  1600  w.  Eng 
News — June  24.  1897.    No.  13684. 

The  Master  Car  Builders'  Association.  Report 
of  the  meeting  at  Fort  Monroe,  with  abstracts 
of  addresses,  discussions,  &c.  2000  w.  R  R 
Gax— June  18,  1897.    No.  13472. 

COUPLERS. 

Automatic  ~ar  Couplers  for  English  Railways. 
Editorial  on  the  slowness  of  Great  Britain  in 
adopting;  automatic  car  couplers,  with  criticism 
of  an  editorial  on  the  subject  which  appeared  in 
a  recent  number  of  the  London  "  Engineer." 
133:  w.  Eng  News— June  10,  1897.  No.  13376. 

DISPATCHER. 

The  Duties  and  Discretionary  Power*  of  a 
Train  '  ispatcher.  H.  A.  Dalby.  Extracts 
from  a  paper  read  before  the  annual  meeting  of 
the  Train  Dispatchers'  Assn.  The  things  n  ces- 
sa  y  to  make  the  best  dispatcher.  1400  w.  R 
R  Gaz— June  35,  1897.    No.  13703. 

EMPLOYEES. 

Railroads  and  Employees.  F.  II.  Stark.  Con- 
siders the  relation  of  employees  on  ra'lroads  to 
the  employer.  1200  w.  R  R  Car  Jcur— June, 
1897.    No.  I3365- 

FREIGHT  Station. 

How  to  Manage  a  Freight  Station.  J.  F. 
Yousc.  Read  before  the  Assn.  of  Officers  & 
Junction  Agents  of  the  Columbus,  Hocking 
Valley  &  Toledo  R.  R.  Suggestions.  1100  w. 
R  R  Gaz— June  4,  1897.    No.  13310. 


FREIGHT  Train*. 

Causes  and  Remedies  for  the  Parting  of  Rail* 
w  y  Freight  Trains.  Reoort  of  a  Committee  of 
the  Master  Car  Builders'  Assn.  presented  at  the 
annual  convention  at  Old  Point  Comfort,  Va. 
2200  w.  Eng  News— June  10, 1897.  No.  13375. 
GERMANY. 

German  Railway  Work'ng,  1895-96.  Statistics 
taken  from  report  issued  by  the  Imperial  Rail- 
w  y  Department.    1200  w.    Eng,  Lond — May 
28,  1897.    No.  13316  A. 
ILLINOIS. 

The  Railways  of  Illinois.  Dwigbt  C.  Mor- 
gan .  Diagrams  showing  in  a  graphical  manner 
the  railroad  conditions  of  Illinois  for  the  past  25 
years,  with  explanatory  remarks.  2000  w.  Ry 
Age — June  4,  1897.  No.  13321. 
JAPAN. 

Opportunities  for  the  Car  Builder  in  Japan 
and  China.  R.  Van  Bergen.  Discusses  the 
probability  of  demand  for  American  rolling 
stock  in  China  and  Japan,  and  how  to  enter  into 
business  relations  with  safety.  2000  w.  R  R 
Car  Jour— June,  1897.    No.  13366. 

LEGISLATION. 

Railroad  Legislation  in  Massachusetts.  A 
review  of  t  e  large  amount  of  railroad  legisla- 
tion presented  at  the  last  session.  3000  w.  R 
R  Gaz — June  25,  1897.    No.  13699. 

Railroad  Legislation  in  New  York.  Reviews 
the  15  bills  affecting  railroads,  which  have  been 
passed  during  the  past  year.  1 500  w.  RR 
Gaz— June  25,  1897.    No.  13701. 

See  same  title  under  Street  and  Electric  Rail- 
ways. 

SCANDINAVIA. 

Notes  on  a  Journey  in  Scandinavia.  W.  J. 
McCarroll.  Gives  information  of  the  railroads 
of  the  country.  2400  w.  Loc  Engng— June, 
1897.    No.  13333  C. 

TIME. 

See  same  title  in  Marine  Engineering. 
TRANSCONTINENTAL  Railways. 

Profiles  of  Transcontinental  Railways. 
Double-page  engraving  showing  the  compar- 
ative features  of  the  several  lines  reaching  the 
Pacific  coast,  with  tables  and  description. 
2200  w.  Eng  News— June  10,  1897.  No. 
13378. 


STREET  AND  ELECTRIC  RAILWAYS. 


AIR-BRAKE. 

The  Howe  Air-Brake  for  Electric  Cars.  De- 
scribes an  air  brake  designed  especially  to  meet 
the  needs  of  electric  street  car  service,  but  is 
equally  applicable  to  cable  service,  and  to  other 
services  running  single  cars  or  short  trains. 
III.  1000  w.  R  R  Gaz— June  4,  1897.  No. 
13309. 

ALTERNATING  Current. 

See  same  title  under  Electrical  Engineering, 
Power. 

BOSTON  Elevated. 

The  Boston  Elevated  Railroad.  The  im- 
portant features  of  the  new  franchise  which  has 
recently  been  passed  and  approved  by  the  gov- 
ernor, with  comments  by  editor.  Map.  2200  w. 
R  R  Gaz— Jnly  2,  1897.    No.  13816. 


CAIRO.  Ervpt. 

To  the  Pyramids  by  Electricity.    Account  of 
a  projected  tramway,  and  information  of  the 
popularity  of  the  tramways  of  Cairo.    III.  1000 
w.    St  Ry  Rev— May  15,  1897.    No.  12956  C. 
COMPRESSED  AIR  Locomotive. 

The  Hardie  Compressed  Air  Locomotive  for 
the  Manhattan  Elevated  Ry.    Illustrated  de- 
tailed description.     1000  w.     Eng   News — 
June  24.  1897.    No.  13683. 
COXDUIT  System. 

The  "Mapple"  Hinged  Conduit  System. 
Illustrated  description  of  a  system  for  electric 
traction,  in  which  the  distinctive  feature  is 
found  in  the  means  provided  for  reaching  the 
interior  of  the  conduit  without  removal  of  the 
slot  rails  or  disturbance  of  the  paving  of  the 
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w.     Ry  Wld — June,   1897.     circuit  with  a  view  to  overcoming  electrolytic 


roadway.      11 00 
No.  13401  A. 
COUNTERWEIGHT  System. 

The  Morgan  Park  Counterweight  System. 
Illustrated  description  ot  various  applications  ot 
this  system.  2700  w.  Ry  Rev— May  32,  1897. 
No.  13111. 

CURRENTS. 

Stray  Currents  in  Electric  Tramways.  (Zur 
Frage  der  Vagabunderen  den  Strome  bei  Elektris- 
cbenBahnen.)  A  discussion  of  various  means  of 
reducing  the  losses  due  to  the  return  current 
through  the  rails  2500  w.  Die  Elektrizitat — 
April  io,  1897.    No.  12773  B. 

DOVER. 

The  Dover  Corporation  Electric  Tramways. 
Henry  E.  Stilgoe.  Read  before  the  Incorpo- 
rated Assn.  of  Municipal  and  County  Engs.,  at 
Dover.  Illustrated  detailed  description.  2000  w. 
Elec  Eng.  Lond — May  7,  1897.    No.  12941  A. 

EARNINGS. 

The  Commercial  Aspect  of  Electric  Rail- 
ways. C.  E.  A.  Carr.  Discusses  modes  of 
advertising,  improvements,  and  ways  of  in- 
creasing the  revenue.  1700  w.  Can  Elec  News 
— June,  1897.  No.  13480. 
ELECTRICAL  Equipment. 

The  Cost  and  Advantage  of  Electrical  Equip- 
ment for  Railways.  John  C.  Henry.  Gives 
the  results  of  investigations  for  the  electrical 
equipment  of  the  Florence  and  Cripple  Creek 
Railway.  The  equipment  proposed  is  quite  a 
departure  from  the  ordinary  street  railway  prac- 
tice. 2000  w.  Elec  Eng— June  2,  1897. 
No  13341. 

The  Electrical  Equipment  of  Steam  Roads  in 
Chicago.  Illustrated  detailed  description  of 
construction  and  equipment,  with  editorial. 
3500  w.  Ry  Rev— June  19,  1897.  No.  13659. 
ELECTRICITY  vs.  Steam. 

See  same  title  under  Railroad  Affairs,  Trans- 
portation. 

ELECTRIC  Railways. 

Advice  to  Builders  of  Electric  Railways.  G. 
Whitefield  Cbanre.  Calls  attention  to  Important 
matters  in  the  construction  and  operation  of 
interurban  roads.  1400  w.  W  Elec — June  5, 
1897.  No.  13349. 
ELECTRIC  Traction. 

Electric  Railroading  on  the  New  York,  New 
Haven  &  Hartford  System.  N.  H.  Heft.  An 
outline  of  what  this  company  has  been  doing  in 
its  electrical  department  during  the  last  three 
years.  III.  4800  w.  St  Ry  Jour — June, 
1897.    No.  13191  C. 

Some  Recent  Developments  in  Electric  Trac- 
tion Appliances.  A.  K.  Baylor.  Read  before 
the  Inst,  of  Elec.  Engs.  Part  first  discusses  the 
modern  plant,  considering  generators,  overhead 
line,  ground  returns,  and  the  three-wire  system. 
111.  5000  w.  Ry  Wld— May,  1897.  Serial. 
1st  part.    No.  12940  A. 

The  "  Walker  System  "  of  Electric  Traction. 
Justus  Eck.  Read  before  the  Tramways  Insti- 
tute. Pointing  out  the  various  specialties  and 
advantages  of  this  system  III.  3500  w.  Elec 
Rev,  Lond— April  23,  1897.  No.  12596  A. 
ELECTROLYSIS. 

Electrolysis  from  Electric  Railway  Service. 
Arthur  J.  Rowland.     A  study  of  the  return 


troubles,  or  to  so  planning  a  road  that  they  will 
never  begin.  3800  w.  Am  Elect'n— May,  1897. 
No.  12867. 

EQUILIBRIUM  System. 

The  Equilibrium  System  of  Feeding  Electric 
Railways.  Charles  Ernest  Paolo  Diana  Spag- 
noletti.  Describes  a  method  of  working  long 
lines  of  railways  by  electricity.  Read  before 
the  Civil  Engineers'  Conference.  800  w.  Elec 
EDg,  Lond— May  28,  1897.  No.  13294  A. 
7  ARE. 

The  Indianapolis  3-Cent  Fare  Law.  Presi- 
dent Mason's  report  reviewing  the  situation  is 
given  in  full.  3500  w.  St  Ry  Rev— May  15, 
1897.    No.  12953  C. 

FRONTIER  Railway. 

The  Lewiston  and  Youngstown  Frontier  Rail- 
way. Brief  illustrated  description  of  railway  in 
Niagara  Co..  N.  Y.    900  w.    St  Ry  Rev— May 

15,  1897.    No.  12954  C. 

INTERRUPTIONS. 

How  Can  Interruptions  in  New  Power  Install- 
ations be  Prevented?  (Wodurch  Konnen 
Betriebsunfalle  bei  Strassen  bahnen  Moglichst 
Vermie  den  werden  ?)  Discussing  the  interrup- 
tions and  breakdowns  which  usually  accompany 
the  early  woiking  of  electric  trolley  lints,  with 
means  for  their  avoidance.  2000  w.  Deutsche 
Zeitscbr  f  Elektrotechoik— April.  1897.  No. 
13584  B. 
LEGISLATION. 

Steam  and  Trolley  in  the  Connecticut  Legis- 
lature. Clarence  Deming.  A  review  of  the 
legislative  campaign,  with  summary  of  results. 
2000  w.   RR  Gaz— June  25,  1897.   No.  13698. 

Street  Railroad  Legislation  in  Indiana.  State- 
meat  of  the  situation  regarding  state  legislation 
affecting  railroad  rates.  The  three-cent  fare. 
1400  w.  Bradstreet's— June  19,  1897.  No. 
13602. 

MOTORS. 

See  same  title  under  Mechanical  Engineering. 
Engines  and  Motors. 
MUNICIPAL  Ownership. 

Municipal  Ownership  of  Street  Railroads  in 
W.  M.  Ac  worth.  Gives  experience 
in  England,  stating  the  general  tramway  con- 
ditions, proportion  of  public  ownership,  power 
of  purchase,  public  working,  etc.  3000  w.  R 
R  Gaz— June  4,  1897.  No.  13312. 
PARIS. 

The  Proposed  Paris  Electric  Tramway  Sys- 
tem. (Die  Stadtbahn  von  Paris  mit  Elektri- 
schen  Betriebe).  A  detailed  account  of  the 
official  plan  for  providing  Paris  with  a  complete 
system  of  electrical  transportation.  2  plates, 
4000  w.  Oesterr  Monarscbr  f  d  Oeffent  Baud- 
ienst — June,  1897.  No.  13528  D. 
PUW Kit  Plants. 

How  Shall  we  Arrange  Electric  Trolley  Plants 
with  View  to  Further  Extension  ?  (Wie  Sollen 
wir  Unsere  Elektriciatswerke  Bauen  ? )  A  com- 
prehensive discussion  of  the  arrangement  of 
street  railway  power  plants,  taking  into  account 
the  extension  to  additional  lines.  Two  articles. 
10000  w.  Deutsche  Zeitschr  f  Elektrotechnik — 
April,  May,  1897.  No.  13585  E. 
STKKKT  PAVING. 

Street  Paving  an  Improper  Basis  of  Compen- 


England 


H  V  snp/iv  copies  0/  these  article,.   See  introdvctor>  . 


Digitized  by  Google 


850 


THE  ENGINEERING  INDEX. 


sation  for  Street  Railway  Franchises.  Editorial 
discussing  the  objections  to  street  paving  as  a 
compensation  for  street  railway  franchises. 
2500  w.  Eng  News— June  17,  1897.  No. 
13487. 

THIRD-RAIL. 

Insulation  and  Bonding  of  the  Third  Rail 
Electric  Conductor.  H.  K.  Landis.  Describes 
the  construction  of  the  new  electric  branch  of 
the  N.  Y.,  N.  H.  &  H.  R.  R.  III.  1600  w. 
Elec  Eng — June  9,  1897.    .<Jo.  13337. 

The  Third  Rail  System  on  the  New  Haven 
Railroad.  Illustrated  description,  with  editorial. 
2800  w.  Sci  Am — June  12,  1897.  No.  13348. 
TRAMWAYS. 

Statistics  of  the  Electric  Tramways  in  Eu- 
rope. (Statistik  der  Elektriscben  Bahnen  in 
Europa.)  Giving  comparative  figures  by  coun- 
tries for  1896  and  1897.  The  mileage  has  in- 
creased from  560  in  1896  to  905  in  1887.  and  in 
other  respects  in  the  same  proportion.  2000  w. 
Die  Elektrizitat— May  22,  1897.    No.  13567  B. 


I'NDEROROIIND  Railway. 

Electricity  on  the  London  Central  Under- 
ground. Describes  the  system  of  electrical 
equipment  which  is  entirely  American.  Map. 
1800  w.  Elec  Eng— June  30,  1897.  No. 
13813, 

VIADUCT. 

An  Electric  Street  Car  Viaduct.  Illustrated 
description  of  the  viaduct  that  carries  the  Con- 
solidated Traction  Co.'s  electric  car  line  on  the 
turnpike  between  Jersey  City  and  Newark  over 
the  D.  L  4  W.  R.  R.  Co.'s  tracks.  1200  w. 
Eng  Rec— June  5,  1897.    No.  13273- 

WAGONS. 

Electric  Repair  Wagons.  (Montage  und  Re- 
visions Wagen  fur  Elektrische  Strassenbabnen.) 
Giving  illustrations  both  of  the  American  and 
German  styles  of  wagons  for  making  repairs  to 
overhead  trolley  lines.  1000  w.  Deutsche 
Zeltschr  f  Elektrotechnik— May,  1897.  No. 
13SS7  B. 
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New  Appliances. 


The  matter  published  in  this  department  is  not  paid  for,  nor  can  it  be  classed  as  advertising. 
But  at  the  information  is  necessarily  obtained  from  those  who  offer  the  appliances 
for  sale,  it  is  proper  to  say  that  the  manufacturers,  rather  than  ourselves, 
are  responsible  for  the  statements  made. 


High  Duty  Compound  Steam  Driven  Two- 
Stage  Air  Compressor. 

This  picture  is  made  Irom  a  photograph  of  a 
high  duty  compound  steam  driven  two  stage  air 
compressor  for  compressing  air  to  raise  and  aerate 
water  from  deep  wells  for  city  water  supplies, 
etc.,  economically.  Its  advantages  are  that  (a) 
it  economizes  in  the  use  of  steam  by  using  balanced 
steam  supply  valves ;  (/>)  high  pressure  steam  is 
used  in  all  of  the  cylinders  for  starting  j  then  the 
steam  is  shut  off  from  the  large  cylinders,  and  used 
expansively  in  the  compound  cylinder  for  continual 
operation  ;  (< )  high  pressure  steam  is  used  around 
the  compound  steam  cylinder  to  maintain  a  uni- 
form heat  and  to  save  the  loss  of  power  caused  by 


valves  saves  the  loss  generally  experienced  from 
expansion  of  air  by  heat  «  f  frictional  contact  in 
passing  through  a  small  opening;  ijr)  the  outlet 
valves  have  the  least  possible  loss  in  opening  and 
closing  on  account  of  the  largeness  of  the  valve 
openings,  their  <|uiclc  action,  and  small  clearance  ; 
(h)  air  can  be  taken  from  the  coolest  and  cleanest 
place,  and  conducted  in  a  pipe  to  the  compressor. 

It  is  claimed  that  this  method  of  raising  water 
saves  from  fifteen  to  fifty  per  cent,  over  the  best 
deep  well  pumping  engines  in  use,  compressi'  g  air 
from  twenty  five  to  seventy-five  per  cent,  cheaper 
than  can  be  done  in  the  one  stage  compressor. 

This  engine  should  not  be  classed  with  the  ordi- 
nary compressors  used  in  mining  and  for  operating 


condensation  (as  used  in  marine  engines) ;  (d>  it  is 
arrang<.-<  1  for  adding  the  condenser  for  further 
economizing  in  operating  expenses  where  fuel  is 
expensive ;  (c)  it  economizes  in  the  compression  of 
air  by  first  compressing  it  to  a  part  of  the  pressure 
required,  then  taking  out  the  accumulated  heat  by 
cooling  thoroughly  before  compres>ing  it  to  a 
higher  stage ;  recompressing  and  cooling  may  be 
continued  from  stage  to  stage  until  the  desired 
pressure  is  reached  ;  (/>  the  largeness  of  its  inlet 


quarry  drills  where  high  duty  is  not  essential,  but 
should  be  ranked  with  high  duty  pumping  ma- 
chinery, as  the  engine  is  finished  and  fitted  for  a 
well  appointed  engine  room  ;  the  balance  wheels 
are  turned  true  and  balanced,  and  the  material 
and  workmanship  is  of  the  best. 

By  the  Chapman  air- water  lifting  process,  air  i> 
forced  down  the  central  pipe  to  a  sufficient  depth 
in  the  water,  then  up  through  the  ejector  on  the 
lower  end  of  the  central  pipe,  lifting  the  water  by 
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its  force.  The  air  expands  as  it  nears  the  top, 
and  is  finally  forced  out  with  great  velocity.  It  is 
claimed  that  it  will  lift  from  the  same  sized  well, 
two  to  five  times  more  water  than  can  be  gotten 
by  any  deep  well  pump,  with  a  loss  for  friction  of 
the  air  lifting  the  water  guaranteed  in  no  case  to 
exceed  more  than  fifteen  per  cent. ,  and  with  much 
less  expense  for  fuel  and  labor.  Others  use  the 
expansion  of  air  only  ,  the  Chapman  process  uses 
first,  the  force,  then  the  expansion,  thereby 
enabling  water  to  be  lifted  to  greater  heights. 

When  it  is  required  to  bring  water  a  long  dis- 
tance from  a  river,  etc.,  the  duplex  in  takt  is 
placed  on  the  bank  of  the  river,  either  above  or 
below  water,  and  pipe  connections  are  made  be- 
tween the  compressor  and  the  in  take.  The  latter 
is  not  only  duplex,  but  automatic.  It  is  filled  by 
suction,  and  the  water  is  discharged  by  force  to 
any  distance  or  elevation. 

This  pump  is  manufactured  by  the  American 
Well  Works,  Aurora,  III.,  Chicago,  111.,  or 
Dallas,  Tex. 

New  Process  Raw  Hide  Gears. 

The  accompanying  engraving  illustrates  a  pair 
of  gears  recently  made  by  the  New  Process 
Raw  Hide  Company,  248  West  Railroad  Street, 
Syracuse,  N.  Y.,  U.  S.  A.,  for  the  United  States 
government.  One  of  this  pair  of  gears  is  of  cast 
iron,  the  other  of  raw  hide  prepared  by  a  process 
peculiar  to  the  company  above  named.  Under 
this  process  the  raw  hide  is  made  hard  and  dense, 
somewhat  resembling  horn  in  external  appearance, 


and  nearly,  or  quite,  as  strong  and  durable  as  cast 
iron.  A  peculiarity  of  this  material  which  gives  it 
great  value  in  the  industrial  arts  is  its  insonomus 
quality.  When  struck  by,  or  struck  against,  an- 
other hard  Injdy,  scarcely  any  sound  is  produced. 
This  property,  together  with  its  hardness  and  dur- 
ability, lias  given  the  material  a  large  and  increas- 
ing use  in  high  speed  gearing,  which,  if  made 
wholly  of  metal,  is  apt  to  make  a  very  annoying 
and  unwelcome  kind  of  music.     In  the  use  of 


electric  motors  of  small  size,  running  at  higb 
speed,  it  is  necessary  at  times,  when  positive 
motion  is  required,  to  speed  down  with  spur  or 
bevel  gearing.  In  such  cases,  if  one  in  each  pair 
of  wheels  be  made  of  "New  Process"  raw  hide, 
the  train  of  gearing  may  be  made  to  run  almost 
inaudibly.  In  any  case  of  a  noisy  gear  and 
pinion,  the  substitution  of  a  raw  hide  pinion  will 
render  the  operation  practically  noiseless.  The 
"  New  Process"  raw  hide  is  also  usea  for  other 
purposes,  such  as  bushings,  washers,  reinforcing 
or  binding  mallets,  chisel  handles,  etc.  The  pair 
of  wheels  illustrated  are  18. 143  inches  in  di- 
ameter, 3-inch  face,  1  ft  inch  pitch,  and  have  38 
teeth.  Pinions  of  very  small  size,  say  from 
inch  to  I  ^"-inch  pitch  line  diameter,  may  be  made, 
and  they  work  very  nicely.  We  have  seen  very 
high  speed  electric  motors  thus  speeded  down 
with  good  results. 

An  Important  Contract. 

The  St.  I-awrence  Construction  Company,  of 
New  York,  has  recently  awarded  to  the  Westing- 
house  Electric  and  Manufacturing  Company  a  con- 
tract for  fifteen  5000-h.  p.  generators,  to  be  erected 
at  their  plant  at  Massena,  northern  New  York, 
This  is  the  largest  single  order  ever  given  for 
electrical  apparatus,  and  the  amount  directly  in- 
volved  is  about  three-quarters  of  a  million  dollars. 
This  contract,  together  with  that  recently  given  by 
the  Cataract  Construction  Co.  of  New  York,  for 
five  5000-h.  p.  generators,  for  installation  at  Ni- 
agara Falls,  N.  Y.,  makes  a  total  of  twenty  5000- 
h.  p.  generators,  having  a  total  capacity  of  100,000 
h.  p.,  which  have  been  ordered  from  the  Westing- 
bouse  Electric  &  Mfg.  Co.,  this  year.  The  five 
generators  for  Niagara  Falls  are  well  under  con- 
struction, and  the  other  fifteen,  required  by  the 
St.  Lawrence  Co.,  will  be  immediately  pro- 
ceeded with.  Their  construction  will  give  em- 
ployment to  a  large  number  of  men.  The  placing 
of  these  important  contracts  has  undoubtedly  re- 
sulted from  the  great  success  of  the  three  5000- 
h.  p.  generators  already  installed  at  Niagara  Falls 
by  the  Westinghouse  Electric  &  Mfg.  Co. 


The  Strange  Forged  Twist  Drill. 

THESE  drills  are  made  by  forging.  The  twist 
and  groove  are  simultaneously  hammered  into 
them  at  a  proper  red  heat,  and  it  is  claimed  that 
they  will  do  one-third  more  work  than  the  old 
style  twist  drills.  It  is  asserted  that  these  drills 
will  hold  their  edge  as  persistently  as  any  forged 
lathe  or  planer  tool,  and  that  they  possess  the  maxi- 
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mum  strength  of  the  material.  A  demonstration, 
free  of  charge,  is  offered  to  anyone  who  will,  by 
mail  or  otherwise,  request  it  of  the  manufacturers, 
the  Strange  Forged  Twist  Drill  Company,  New 
Bedford,  Mass. 

Stamped  and  Embossed  Sheet  Metal 
Double  Ender  Rowboats. 

The  engraving  illustrates  one  of  a  line  of  boats 
made  by  an  entirely  unique  process.  They  arc 
formed  by  stamping  metal  plates  in  large  and  ex- 


ent  he  has  ready  for  the  market  two  styles  of  these 
metal  l>oats,  the  one  which  he  calls  the  "  Double 
Ender"  row-boat,  15  feet  long  42  inches  beam, 
25  '2  inches  at  ends  and  14  inches  amidship, 
shown  in  the  cut,  and  the  "  (let  There  "  safety 
ducking  boat,  36  inches  wide,  1 1  inches  high  to 
top  of  deck,  14  inches  high  to  top  combing.  The 
materials  used  are  galvanized  steel,  manganese 
bronze,  and  aluminum.  Many  testimonials  to  the 
merits  claimed  for  these  boats  have  been  received 
by  Mr.  Mull  ins. 


THE  STRANGE  FORGED  TWIST  DRILL. 


pensive  dies,  immense  and  very  accurate  drop 
presses  being  used  for  this  purpose.  These  plates, 
of  which  there  are  only  8  to  the  largest  boat,  are 
then  riveted  and  doubled  seamed  together,  making 
the  strongest,  lightest  and  most  durable  boat  ever 


devised  ;  one  that  will  not  crack  open  or  liecome 
leaky  when  exposed  to  the  weather,  or  water- 
logged and  heavy  when  in  use.  This  method  of 
manufacture  is  the  invention  of  Mr.  W,  H.  Mullins. 
a  manufacturer  of  architectural  sheet  metal  work 
and  statuary  at  Salem,  Ohio,  U.  S.  A.     At  pres- 


Transmission  of  Power  Eighty  Miles. 

A  contraiT  for  the  transmission  of  power  of 
the  river  running  through  the  Santa  Ana  I  "anon 
to  I  os  Angeles  and  Pasadena,  has  been  concluded 
between  the  Southern  California  Power  Co.  and 


the  General  Klectric  Co.  The  amount  of  power 
to  be  transmitted  at  first  is  four  thousand  horse- 
power. The  staion  will  be  located  in  the  Santa 
Ana  Canon,  twelve  miles  from  Kedlands  and 
about  eighty  miles  from  the  towns  in  which  the 
electric  power  will  be  utilized.     The  water  will 
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be  taken  fro.u  the  river  through  canal,  flume,  and 
tunnel  along  the  >ide  of  the  canon.  Here  it  will 
be  led  into  a  pipe  line  2,200  feet  long,  giving 
what  will  be  equivalent  to  a  vertical  fall  in  the 
water  of  750  feet.  The  wheels  will  be  of  the  im- 
pact type,  directly  connected  to  the  generators. 
There  will  be  four  of  these  wheels,  each  of  750- 
kilowatt  ( 1,000  h.  p.)  capacity.  The  maximum 
line  potenti  .1  will  be  33,000  volts,  to  which  poten- 
tial the  initial  voltage  will  be  raised  by  twelve  250- 
K.  W.  step  up  transformers.  This  transmission  will 
be  the  longest  commercial  electrical  power  trans- 
mission yet  undertaken,  as  well  as  that  using  the 
highest  voltage.  At  present  the  longest  is  that 
transmitting  the  power  of  the  waters  of  the  Ogden 
Canon  in  Utah  to  Salt  Lake  City,  a  distance  of 
36  miles.  The  Los  Angeles  transmission  will  be 
more  than  twice  that  distance,  and  three  times  the 
longest  distance  yet  tried  with  the  power  of 
Niagara,  which  to  date  has  been  transmitted  only 
to  Buffalo,  a  distance  of  twenty-six  miles. 


Fire-Proofing. 

The  New  York  &  Staten  Island  Electric  Com- 
pany are  erecting  at  Uvingston,  Staten  Island,  a 
new  power  house  of  modern  construction.  The 
walls  of  the  building  are  brick,  and  (he  roofs  have 
steel  trusses  covered  with  corrugated  iron.  The 
roofs  are  arranged  with  suitable  monitors,  with  sky- 
lights for  light  and  ventilation.  On  the  building 
is  a  large  wire  tower  of  steel  construction.  The 
engine  room  is  arranged  for  a  travelling  crane  of 
thirteen  tons,  capacity.  The  building  has  been  con- 
structed with  the  idea  of  having  it  absolutely  fire- 
proof, and  arranged  in  an  up- to  date  manner. 
The  roof  of  the  engine  and  dynamo  portions  of  the 
building  is  lined  -underneath  the  corrugated  iron 
with  the  Merlin  Iron  Bridge  Company's  "Anti- 
Condensation  "  tire-proof  roof  lining.  'I  he  Her 
lin  Company,  East  Berlin,  Conn.,  have  the  con- 
tract also  for  furnishing  ami  erecting  all  the  steel 
framework  and  the  covering  for  the  plant. 


TllE  Detroit  Graphite  Mfg.  Co.,  of  Detroit, 
Mich.,  has  recently  acquired  the  title  to  the 
graphite  mines  in  Northern  Michigan  from  which 
they  have  been  making  their  Superior  Graphite 
Paint.  The  ore  from  this  mine  produces  the  best 
pigment  for  paint  so  far  found.  This  pigment  is 
reduced  to  a  fineness  never  bo  fore  obtained  from 
graphite,  and  none  of  the  graphitic  carlxm  is  taken 
from  it  to  be  u.->ed  for  other  purposes,  It  is  un- 
assailable by  acids,  or  chemicals  of  any  kind,  and  is 
of  an  absolutely  uniform  ipudity.    The  Superior 


Graphite  Paint  made  by  this  Company  has  ob 
tained  an  enviable  popularity. 


NEW  CATALOGUES. 


Cahall  Sales  Department,  Pittsburgh,  Pa.,  I'. 
S.  A.  =  Illustrated  pamphlet  entitled  "  Big  Boil- 
ers," in  which  the  merits  of  the  Cahall  sysiem  of 
boilers,  where  headroom  enough  is  available,  and 
of  the  Babcox  &  \N  ilcox  type  (as  manufactured  by 
The  Aultman  and  Taylor  Machinery  Co.  j,  where 
there  is  too  little  headroom  for  vertical  tubes,  are 
set  forth  in  a  forcible  and  convincing  manner,  and 
in  which  facilities  for  manufacturing  in  the  most 
approved  style  of  the  art,  and  in  almost  unlimited 
quantity,  are  stated. 

Baldwin  Locomotive  Works,  Philadelphia,  Pa., 
U.  S.  A.  (Bumham,  Williams  and  Co.  )= Cir- 
cular illustrating  and  describing  the  exhibit  of  the 
Baldwin  Locomotive  Works  at  the  Tennessee 
Centennial  and  International  Exposition. 

Pneumatic  Engineering  Company  (Incorpo- 
rated), New  York = A  beautiful  pamphlet  (half- 
tone illustrations).  A  manual  setting  forth  the 
features  of  the  business  of  this  company,  which 
consists  in  the  supply  of  machinery  for  air-lift 
pumping. 

Variety  Machine  Company,  Warsaw,  N.  Y., 
U.  S.  A  =  Catalogue  of  the  "Rochester"  hay 
carriers  and  slings. 

Builders'  Iron  Foundry,  Providence,  R.  I  , 
U.  S.  K.—(a)  Part  II  of  essay  entitled  "Our 
Share  in  Coast  Defence,"  giving  extracts  from 
government  specifications  and  reports  relating  to 
the  12  inch  breech-loading  rifled  mortars  made  at 
these  works,  (6)  Part  III  of  same  essay,  giving  a 
full  illustrated  account  of  the  spring  return  mortar 
carriages  used  for  mounting  the  above  named  12- 
inch  rifled  mortars. 

W.  S.  Rockwell  &  Co.,  New  York.— Pamph- 
let describing  features  of  their  business  as  furnace 
engineers,  designing  and  erecting  furnaces,  for  oil, 
gas,  coal,  or  wood  fuel,  adapted  to  different 
manufacturing  purposes. 

Fred  H.  Nichols,  Lynn,  Mass.,  U.  S.  A.— 
Leaflet  illustrating  and  describing  Nichols  *'  Per- 
fect "  safety  gate  for  grade  crossings. 

New  York  University,  New  York.  =  (.n  An- 
nouncements for  the  "University  College"  for 
1S07-98.  (/>)  Annual  circular  of  the  New  York 
University  School  of  Engineering. 

Purdue  University,  La  Eayette,  Ind.,  U.  S.  A  = 
•Annual  catalogue  for  1896-97,  with  announce- 
ments for  1897-98. 

I  .amsori  Consolidated  Store  Service  Company, 
Lowell,  Mass.,  U.  S.  A.  =  Pamphlet  containing 
illustrated  description  of  pneumatic  tube  apparatus 
for  transmitting  packages  and  cash  to  and  from 
sales  counters  and  cash -rooms. 

The  llayden  &  Derby  Manufacturing  Company. 
New  York. = Illustrated  catalogue  and  price  list 
of  "Metropolitan"  injectors  and  "UD"  in- 
jectors. 
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LESSONS  OF  THE   GREAT  ENGINEERING 
STRIKE  IN  ENGLAND. 

By  J.  Stephen  Jeans. 

THE  struggle  that  is  now  going  on  in  Great  Britain  for  the  estab- 
lishment of  an  eight  hour  day  in  the  engineering  industries 
of  that  country  has  a  more  than  merely  local  interest.  It 
points  a  valuable  moral,  and  inculcates  a  number  of  useful  lessons,  to 
those  engaged  in  the  same  and  kindred  industries  in  other  countries, 
and  not  least  so  in  the  United  States.  I  have  thought,  therefore,, 
that  an  account  of  the  movement  for  an  eight- hour  day,  and  what  it 
involves,  from  the  point  of  view  of  both  parties  to  the  controversy, 
may  be  of  special  value  to  the  great  engineering  industries  of  America, 
where  the  eight-hour  day  has  already,  in  some  cases,  passed  from  the 
merely  academic  platform  to  the  region  of  actual  practice,  and  where 
the  British  experience  of  to-day  may  easily  be  reflected  to-morrow. 

Although  the  eight-hour-day  movement  has  an  interesting  histori- 
cal side,  I  do  not  purpose  to  touch  upon  it,  beyond  stating  that  this 
limit  of  work  has  been  a  desideratum  and  aim  of  certain  unions  for 
many  years.  One  of  the  oldest  shibboleths  of  modern  labor  is  ex- 
pressed in  the  doggerel  lines  : 

Eight  hoars'  work  and  eight  hours'  play, 
Eight  hours'  sleep  and  eight  bob  a  day; 

but  the  cases  in  which  this  goal  of  the  worker  has  been  reached  have 
been  very  few.  In  Great  Britain,  the  demand  has  been  formulated 
with  unusual  force  and  persistency  on  behalf  of  two  leading  industries 
widely  apart  in  their  conditions  and  characteristics.  The  miners,  or 
at  least  a  majority  of  them,— for  the  movement  has  not  their  univer- 
sal endorsement, — have  agitated  for  years  past  for  an  eight-hour  day 
from  bank  to  bank,  which  would,  in  a  large  number  of  cases,  mean 
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six  hours  of  actual  work ;  while  in  the  engineering  industries,  which 
secured  a  reduction  of  the  hours  of  labor  from  ten  to  nine  as  far  back 
as  1870,  a  considerable  pressure  has  been  brought  to  bear  on  employ- 
ers during  recent  years  to  concede  a  further  reduction  from  nine  to 
eight  hours,  without  any  corresponding  reduction  in  wages.  The 
nine-hour  day  was  won  at  "the  point  of  the  bayonet,"  having  been 
preceded  by  a  long  and  disastrous  strike.  Until  now,  however,  there 
has  been  no  actual  strife  between  employers  and  employed  with  a  view 
to  the  establishment  of  an  eight-hour  day,  although  the  matter  has 
been  more  or  less  agitated  ever  since  the  nine-hour  movement  was 
inaugurated  more  than  a  quarter  of  a  century  ago. 

The  workmen,  in  making  the  present  demand,  claim  that  a  reduc- 
tion in  the  hours  of  labor  is  required,  in  order  to  give  the  workmen 
more  time  for  study  and  recreation ;  that  the  proposed  system  would 
enable  the  workman  to  start  work  in  the  morning  with  his  breakfast, 
and  consequently  in  a  fitter  condition  for  actual  labor ;  and  that  the 
effect  of  reducing  the  hours  would  be  to  provide  more  employment, 
and  consequently  to  reduce  the  number  of  artisans  out  of  work. 
Another  claim  has  been  made,  strangely  inconsistent  with  the  one 
last  named, — namely,  that,  under  the  improved  social  conditions 
assumed,  the  average  workman  can  do  as  much  work  in  eight  hours 
as  in  nine,  chiefly  because  he  will  be  more  fit,  but  also  because  there 
will  be  less  lost  time  in  getting  to  work,  and  only  one  break  in  the 
day,  instead  of  two. 

On  the  other  hand,  the  employers  refuse  to  admit  that  the  claims 
of  the  workmen  are  reasonable,  or  their  reasoning  accurate.  They  ar- 
gue that  the  reduction  in  the  hours  of  labor  would  mean  an  increase 
of  five  to  ten  per  cent,  in  the  cost  of  production,  which  would  be 
disastrous  in  face  of  the  severe  foreign  competition  now  prevailing  ; 
that  already  they  have  the  utmost  difficulty  in  securing  orders  against 
continental  countries  and  the  United  States ;  that,  as  all  machinery 
in  well-regulated  shops  is  already  worked  to  its  utmost  capacity,  it 
would  be  impossible  to  make  up  for  lost  time  ;  that,  apart  from  this 
controlling  aspect  of  machinery,  their  experience  of  the  nine-hour- 
day  change  did  not  show  that  workmen  were  ready  or  competent,  as  a 
general  thing,  to  do  as  much  work  in  a  shorter  as  in  a  longer  period  ; 
that  establishment  charges  could  not  be  reduced  in  proportion  to  the 
reduction  in  hours ;  that  the  change  would  increase,  pro  rata,  the 
maintenance  of  machinery ;  and  that,  if  the  eight-hour  day  is  to  be 
adopted,  it  should  be  accompanied  either  by  a  reduced  rate  of  wages, 
or  by  the  removal  of  the  restrictions  at  present  imposed  by  the  work- 
men's unions,  in  reference  to  piece-work,  apprentices,  over-time,  the 
working  of  machine-tools,  and  other  matters. 
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The  attitude  which  the  employers  have  taken  has  been  to  a  large 
extent  affected,  if  it  has  not  been  actually  determined,  by  the  ascer- 
tained facts  as  to  the  conditions  prevailing  in  competitive  countries. 
Already  the  hours  of  labor  in  Great  Britain — at  any  rate  in  the  en- 
gineering industries — are  less  than  those  in  any  competing  country, 
and  are  materially  less  than  in  Germany,  which  is  England's  chief 
competitor.  Till  now,  however,  British  manufacturing  engineers  do 
not  appear  to  have  been  much  hurt.  It  is  true  that  they  have  had  ex- 
perience from  time  to  time  of  serious  and  prolonged  depression  ;  but 
the  last  two  years  have  been  the  most  active  and  satisfactory  that  they 
have  ever  had.  The  value  of  the  British  exports  of  mining,  agricul- 
tural, textile,  and  other  machinery  has  increased  considerably,  and 
most  of  this  business  has,  of  course,  to  be  carried  on  in  the  face  of  the 
keenest  competition.  Home  industries  provide,  moreover,  for  a  very 
large  volume  of  work  that  is  little,  or  not  at  all,  affected  by  foreign 
competition,  such  as  that  done  for  the  navy,— on  which  about  eight 
millions  sterling  is  being  expended  this  year, — and  the  building  of 
engines  and  other  equipment  for  the  enormous  ship-building  trade. 

The  present  strike,  however,  is  not  merely  a  function  of  the  de- 
mand for  an  eight-hour  day.  In  a  larger  and  wider  sense,  it  is  a  prac- 
tical protest  of  capital  against  the  repeated  and  persistent  attempts  of 
the  workmen  to  control  the  business  of  their  employers. 

The  present  dispute  afreets  about  ten  leading  trade  unions  in 
the  country.  Some  of  these  are  among  the  strongest  unions  in 
Europe.  Foremost  in  this  category  stands  the  Amalgamated  Society 
of  Engineers,  which  was  founded  about  half  a  century  ago,  and  has  at 
present  a  membership  of  nearly  a  hundred  thousand.  The  other 
unions  include  the  Steam  Engine  Makers'  Society,  the  Amalgamated 
Society  of  Tool-makers,  and  the  United  Machine  Workers'  Association. 

It  is  not,  however,  to  be  supposed  that  all  the  skilled  artisans  in 
the  country  connected  with  the  engineering  trades  are  members  of 
these  and  kindred  societies.  The  number  of  such  workmen  is  not  ac- 
curately known,  but  it  is  believed  to  be  near  half  a  million  ;  the  trade 
unions  have  not  more  than  one-fourth  of  this  number  in  membership. 

The  employers  in  the  engineering  industries  of  Great  Britain  have 
long  felt  that  they  were  greatly  handicapped  in  their  competition  with 
foreign  countries,  and  more  especially  with  the  United  States,  by 
reason  of  the  tyranny  of  the  trade  unions.  In  no  other  country  is  the 
system  so  powerful,  so  dictatorial,  so  exacting  in  its  demands,  so  un- 
scrupulous in  its  methods.  The  employer  who  stands  the  slightest 
chance  of  making  reasonable  progress  in  his  business  must  always 
reckon  with  the  trade-union  programme,  and  must  be  ready  to  make 
concessions  when  the  councils  of  these  organizations  require  them. 
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Usually  all  questions  of  dispute  are  settled  by  makeshift  compromise. 
It  might  be  supposed  that  the  State  would,  to  some  extent,  come 
to  the  aid  of  the  employers  on  the  ground  that  the  action  of  the 
unions  was  generally  calculated  to  be  in  restraint  of  trade.  This, 
however,  is  hardly  an  attitude  which  any  government  of  late  years  has 
cared  to  take  up.  The  individual  member  of  parliament  dare  not  take 
up  an  antagonistic  attitude,  or  he  would  incur  a  serious  risk  of  losing 
his  constituency  at  the  next  election.  The  catching  of  votes  is  the 
chief  end  of  the  modern  legislator.  To  "go  one  better  "  is  the  chief 
end  of  the  government  that  would  remain  in  power,  or  snatch  that 
most  coveted  of  all  possessions  from  its  rival.  No  government  could 
hope  to  succeed  that  was  pronounced  against  labor  movements.  In  a 
large  number  of  cases  both  the  government  of  the  day  and  the  individ- 
ual legislator  are  afraid  to  act,  lest  the  hostility  of  the  electorate  should 
be  roused.  Sitting  astride  the  fence  has,  therefore,  become  a  favorite 
attitude  on  the  part  of  both.  Responsibility  is  declined  wherever  it 
is  likely  to  make  against  the  voters.  Back-bone  on  labor  questions  is 
almost  an  unknown  quality  of  British  legislation,  unless  it  should  be 
exercised  in  laying  some  new  burden  on  the  employer.  Each  party 
competes  with  the  other  in  the  endeavor  to  prove  that  "  Codlin's  the 
friend  ;  not  Short."  Rarely  does  a  British  statesman  venture  to  say 
all  that  he  desires  to  express.  The  stock-in-trade  of  the  average  poli- 
tician, and  especially  of  the  so-called  responsible  minister,  is  usually 
vague  generalities,  which  tickle  the  ears  of  the  groundlings,  but  mean 
nothing  in  actual  practice. 

All  this  flabbiness  induces  the  labor  leaders  to  put  on  a  bold  front. 
They  have  long  learned  that,  if  they  are  to  have  their  demands  com- 
plied with,  "they  themselves  must  strike  the  blow."  They  know 
that  they  will  not  suffer  much  opposition  from  the  government.  They 
know  that  they  can  count  on  a  large  amount  of  outside  sympathy  and 
support  from  irresponsible  philanthropists.  The  labor  leader  of  to-day 
is  a  tactician,  a  disciplinarian,  a  wrestler,  a  soldier,  a  policeman,  and 
a  lawyer,  all  in  one.  He  knows  exactly  how  far  he  can  go  without 
being  caught  in  the  meshes  of  law,  and  the  statute-book  enables  him 
to  go  a  long  way.  He  has  many  weapons  at  his  command.  Bluff, 
cajolery,  persuasion,  sympathy,  fear,  and  force  are  each  used  in  turn, 
according  to  the  requirements  of  the  case. 

The  chief  complaint  of  the  employers  against  trade  unionism  is, 
not  that  it  attempts  to  secure  higher  rates  of  wages  for  the  workman, 
or  even  shorter  hours  of  labor,  but  that  it  is  with  their  demands  as 
with  the  Hollanders  of  the  days  of  Hudibras : 

In  nutters  of  commerce  the  fault  of  the  Dutch 
Is  giving  too  little  and  asking  too  much. 
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The  employers  would  give  a  great  deal  to  get  rid  of  the  trade-unionist 
tyranny  in  reference  to  piece- work,  the  apprentice  system,  and  the  con- 
ditions under  which  machine  tools  shall  be  worked.  But  at  the  same 
time  that  the  trade  unions  insist  on  shorter  hours  or  higher  wages,  they 
demand  that  piece-work  shall,  as  far  as  possible,  begot  rid  of ;  that  the 
number  of  apprentices  relatively  to  journeymen  shall  be  strictly  and  most 
unreasonably  limited,  and  that  the  individual  workman  shall  be  per- 
mitted to  do  perhaps  not  more  than  one-half  of  what  he  easily  might  do. 

The  rank  and  file  of  the  employers  in  the  engineering  trades  of 
Great  Britain  refuse  to  believe  that  as  much  work  can  be  produced  by 
the  average  workers  in  eight  hours  as  in  nine,  or,  as  it  is  generally  and 
more  specifically  put,  in  the  proposed  week  of  forty-eight  hours  as  in 
the  existing  week  of  fifty-three  hours.  Such  a  reduction  is  equiva- 
lent to  9.4  per  cent,  in  time,  or  to  an  increase  of  10.4  per  cent,  in 
wages,  taking  the  average  wages  of  the  skilled  artisan  at  33J.  \d.  per 
week,  which  is  the  rate  accepted  by  the  trade-union  officials.  Assum- 
ing the  wages  paid  in  the  engineering  industries  to  be  about  one  third 
of  the  total  cost  of  production,  the  eight-hour  day  would  involve,  in 
wages  alone,  an  increased  cost  of  3.47  per  cent.  It  has,  moreover, 
been  computed  that,  on  the  basis  of  fifty-three  hours,  a  man's  time, 
in  itself,  is  equivalent  to  the  working  charges  of  the  concern,  which 
would  give  a  further  increase  of  3.47  per  cent.,  or  a  total  extra  cost 
of  6.94  per  cent.,  not  including  the  inevitable  increase  of  fixed 
charges  due  to  the  shorter  day.  On  the  other  hand,  employers  in 
the  engineering  industries  generally  do  admit  that  men  working  at 
their  best  on  piece-work  turn  out  much  more  work — say,  from  25  to 
30  per  cent. — than  men  working  on  time  usually  do.  But  the  work- 
men's union  will  not  allow  the  men  to  work  piece  work  where  the 
system  is  not  already  established.  Their  rules  provide  that  a  member 
of  the  society  who  takes  piece-work  where  it  is  not  already  declared 
to  be  established  shall  be  fined  20J.  for  a  first  offence  and  40J.  for  a 
second  offence,  and  shall  be  expelled  for  a  third.  Wherever  the 
Amalgamated  Society  is  strong  enough  to  carry  its  own  way,  piece- 
work is  disallowed  and  forbidden.  Cases  occur  where  members  of 
their  own  societies  in  certain  branches  are  allowed  to  work  on  piece, 
while  those  in  other  branches  are  not.  Such  a  condition  of  things 
has  led  a  well-known  British  ship-builder  to  caustically  criticise  "  the 
incongruity  in  legislation  which  forbids  the  workman  to  contract 
with  his  free  will,  with  his  employer,  for  pecuniary  aid  in  case  of  dis- 
ablement by  accident,  and  at  the  same  time  permits  him  to  be  com- 
pelled, against  his  will,  to  contract  with  a  trade  union  for  the  arrange- 
ment of  the  terms  of  his  employment."*    The  rules  of  the  Amalga- 

•  Paper  read  by  John  Injclis  before  Ihc  Philosophical  Society  of  Glasgow,  March  rj.  1804. 
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mated  Society  are  tyrannical  not  only  as  against  employers,  but  as 
against  their  own  members,  whom  they  coerce  into  practices  and 
regulations  of  which  a  large  proportion  do  not  in  their  hearts  approve. 
That,  however,  is  another  matter,  and  by  the  way.  We  are  now  con- 
cerned only  with  the  question  of  how  far  the  attitude  taken  by  the 
unions  affects  the  status  of  the  employers  and  the  cost  of  production. 

There  appears  to  be  sufficient  evidence  of  the  fact  that,  the  hours 
of  labor  being  reduced  in  cases  where  the  piece-work  system  is  in  force, 
the  cost  of  production  has  not  been  materially  affected.  Some  years 
ago  the  hours  of  women's  labor  in  Germany  were  fixed  by  law  at 
eleven  as  a  maximum,  with  one  hour's  rest  during  the  day,  and  an 
extra  half-hour  for  workers  who  have  households,  when  required.  In 
nearly  every  case  where  piece-work  is  the  rule,  it  was  proved  that  the 
production  had  increased  with  the  reduction  in  the  hours  of  labor.* 
In  some  cases,  when  the  hours  were  reduced,  the  speed  of  the  machin- 
ery was  increased,  but  the  speeding  of  the  machinery  can  be  increased 
only  in  limited  measure,  and  in  well-organized  factories  the  machinery 
is  already  being  worked  for  all  it  is  worth ;  otherwise  there  must  be 
an  avoidable  leakage,  which  should  not  exist. 

It  is  not  necessary  that  we  should  here  discuss  the  comparative 
merits  and  economies  of  piece-work  and  day  wages.  Every  employer 
is  cognizant  of  the  greater  facilities  which  piece-work,  properly  organ- 
ized and  directed,  offers  for  economical  production.  No  doubt  the 
use  of  piece-work  calls  for  greater  supervision  than  the  fixed-wage  sys- 
tem. It  has  been  found  in  engineering  workshops,  where  repairs  are 
carried  on,  that  with  piece-work  there  is  a  great  tendency  on  the  part 
of  workmen  to  renew  more  parts  than  are  actually  necessary,  and 
there  is  also  a  danger  of  material  being  wasted  by  unscrupulous  work- 
men, especially  if  parts  can  be  removed  more  quickly  and  easily  by 
destroying  them.f  Nevertheless  the  general  effect  of  the  system  is  to 
benefit  both  employers  and  employed  by  increasing  wages  and  reduc- 
ing the  cost  of  output. 

The  British  trade  unions  describe  piece-work,  in  the  language  of 
the  rules  of  the  Amalgamated  Society  of  Engineers,  as  "  one  of  the 
greatest  evils  ' '  of  our  industrial  system.  The  unions  hold,  or  encour- 
age the  assumption,  that  under  such  a  system  the  employer  profits  at 
the  expense  of  the  workman ;  that  it  often  involves  loss  to  the  men, 
who  do  not  always  earn  full  wages  and  have  to  make  up  the  deficiency ; 
and  that  it  has  a  tendency  to  reduce  actual  earnings  to  the  lowest  possi- 
ble amount.  The  system  is,  moreover,  described  as  an  encouragement 
to  "sweating,"  which  is  declared  to  be  prejudicial  to  the  workmen. 

*  Reports  of  German  factory  inspectors. 

t  Paper  read  on  "  Piece-Work  in  Car  Shops,"  before  the  Western  (U.  S.)  Railway  Club. 
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From  these  ideas  and  prejudices  against  the  piece-work  system  not 
a  few  strikes  have  taken  place  in  England.  One  of  the  most  notable 
occurred  a  few  years  ago  at  the  works  of  Easton  &  Anderson,  on  the 
Thames.  Returns  were  collected  from  the  leading  engineering  firms 
throughout  the  country  at  the  instance  of  one  of  the  most  influential 
associations  of  employers,  which  showed  that  the  wages  paid  to  indi- 
vidual workmen,  engaged  on  piece-work,  on  an  average  of  all  the  chief 
districts,  was  about  40  per  cent,  more  than  the  weekly  time-rating,  and 
that  weekly  ratings  were  higher  in  districts  where  piece  work  is  usual 
than  where  it  is  never  resorted  to.  It  was  proved,  also,  that  the 
percentage  addition  of  piece-work  balances  was  higher  in  those  shops 
where  the  weekly  ratings  of  the  men  were  on  the  highest  scale,  show- 
ing that  the  best  men  are  attracted  to  districts  where  piece-work  is 
general.  I  may  here  add  that  the  late  Mr.  Mundella,  at  one  time 
president  of  the  Board  of  Trade  in  Great  Britain,  computed  that,  of 
the  two  hundred  and  forty  millions'  annual  value  of  British  exports, 
fully  90  per  cent,  were  made  by  piece-work, — a  computation,  which, 
if  accurate,  demonstrates  the  futility  and  unreasonableness  of  the  hos- 
tility of  some  trade  unions  in  trying  to  eliminate  it. 

It  is  only  fair  to  add  that  piece-work,  both  in  England  and  else- 
where, has  been  liable  to  abuse,  and  may  have  had  to  answer  for 
abuses.  As  a  case  in  point,  the  experience  of  the  ship-building  in- 
dustry may  be  mentioned.  When  this  industry  was  specially  active 
some  years  ago,  it  was  stated  that  in  many  instances  the  platers,  whose 
time  wages  were  6s.  per  day,  were  earning  at  piece-work  within  a 
shilling  of  £2  per  day,  while  their  helpers,  whose  rating  was  4s.  per 
day,  were  earning  at  the  same  piece-work,  only  an  additional  shilling, 
or  5 s.  in  all.  It  is  natural  that  objections  should  be  raised  to  this 
extreme  disproportion  in  the  distribution  of  piece-work  benefits,  and 
especially  in  an  industry  like  ship-building,  where  stoppages  are  fre- 
quent. Reasonable  employers  fully  recognize  the  importance  of 
paying  piece-workers  with  some  regard  to  their  ordinary  time  ratings. 

There  are  various  other  pending  issues  which  have  often  led  to 
strikes  in  Great  Britain.  The  workmen  have  again  and  again  called  for 
conditions  that  virtually  mean  the  suppression  of  over-time,  demand- 
ing that  each  day's  work  should  stand  upon  its  own  merits,  and  that 
over-time  rates  should  commence  each  day  as  soon  as  the  ordinary 
day's  work  is  brought  to  a  close,  whether  or  not  time  has  been  lost 
during  the  day.  This  position  was  abandoned,  and  latterly  the  rule 
has  been  that  fifty- four  hours  per  week  must  be  worked  before  over- 
time rates  begin  to  tell,  time  and  a  quarter  being  paid  for  the  first 
four  hours  of  over-time  of  each  day,  and  time  and  a  half  for  ad- 
ditional hours  thereafter,  provided  these  fifty- four  hours  have  been 
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worked  and  paid  for  at  ordinary  rates.  But  the  workmen's  unions 
would  abolish  over-time  altogether,  if  they  could,  despite  the  fact 
that  their  own  members  flock  from  shops  where  no  over-time  is  going 
on  to  those  where  it  prevails,  and  despite  the  fact  that,  as  the  engineer- 
ing trade  is  especially  subject  to  periods  of  long  depression  and  of 
great  activity,  often  of  short  duration,  they  could  not  practically  be 
debarred  from  taking  advantage  of  brisk  trade  when  offered. 

There  are  still  other  directions  in  which  trade  unionists,  in  making 
a  demand  for  shorter  hours  of  work, — a  demand  with  which,  prima 
facie,  most  of  us  would  sympathize,  and  which  many  of  us  would  heartily 
support, — have  made  it  extremely  difficult  for  the  employers  to  meet 
them,  and  have  practically  compelled  an  attitude  of  serious  resist- 
ance. One  of  these  is  the  limitation  of  the  number  of  apprentices. 
Another  is  the  limitation  in  the  number  of  machines  which  a  work- 
man can  attend  to, — the  union  forbidding  a  man  to  work  more 
than  one  machine,  and  in  many  cases  more  than  one  tool  on  each 
machine  ;  while  frequent  attempts  have  been  made  to  establish  a  min- 
imum rate  of  wages,  oblivious  of  the  fact  that,  if  it  were  sought  to 
pay  to  a  less  efficient  or  less  highly- skilled  workman  wages  in  excess 
of  his  fair  remuneration,  as  measured  by  the  value  of  his  work,  this 
could  be  effected  only  at  the  expense  of  his  more  efficient  and  more 
highly-skilled  compeer.  The  spirit  and  practice  of  British  trade 
unionism,  in  short,  is  the  discouragement  of  individual  effort  or  ex- 
ceptional skill. 

The  employers  are  naturally  rankling  under  a  sense  of  the  unrea- 
sonableness of  the  workmen  in  demanding  shorter  hours  and  daily 
wages  at  the  same  time  under  the  conditions  stated.  If  piece  work 
were  generally  adopted,  the  result  would  be  different.  In  that  case  it  is 
not  probable  that  the  demand  for  an  eight-hour  day  would  be  so  zeal- 
ously prosecuted.  But  the  employers  object  that  the  workmen  want 
to  have  their  cake  and  eat  it  too — to  score  at  both  ends,  and  that,  too,  in 
such  a  way  as  effectually  to  prevent  the  employers  from  recouping 
themselves  from  the  loss  that  appears  to  be  inevitable  under  the  pro- 
posed new  system,  as  now  formulated. 

The  most  curious  phase  presented  by  this  question  is  the  compara- 
tively limited  numerical  strength  of  British  trade  unionism  relatively 
to  its  vast  influence  as  a  social  and  economic  force.  Some  years  ago 
Mr.  Frederick  Harrison  pointed  out  that,  of  the  twelve  millions  of 
those  who  earned  wages  in  Great  Britain,  less  than  one  million  were 
in  union,  so  that  "at  the  utmost  trade  unions  affect  substantially 
only  the  minority,"*  while  "  the  unionists  are  a  mere  fraction — the 
aristocracy  of  labor,"  which  "is  not  now  relatively  growing."  In 

•  Report  of  Industrial  Remuneration  Conference  in  London. 
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spite  of  exertions  to  create  a  sympathy  for  unionism,  the  system  "  in 
its  average,  and  certainly  in  its  lower  types,  tends  rather  to  sectional 
and  class  interest ;  it  divides  trade  from  trade,  members  from  non- 
members  ;  and  especially  it  accentuates  that  sinister  gulf  that  sepa- 
rates the  skilled  and  well-paid  artisan  from  the  vast  destitute  residuum. ' ' 

After  this  review  of  the  tyrannous  attitude  and  vagaries  of  British 
trade  unionism,  American  manufacturers  may  well  feel  that  they  have 
much  to  be  thankful  for.  In  American  practice,  as  I  am  informed, 
there  are  no  such  restrictions  on  piece-work  as  in  England,  but  each 
workman,  acting  on  his  own  initiative,  as  a  rule,  makes  his  own  indi- 
vidual arrangements.  So  far  from  any  attempt  being  made  to  limit 
the  number  of  machines  or  tools  that  a  mechanic  can  tend,  as  in 
England,  the  American  mechanic  takes  as  many  as  he  can,  knowing 
that,  the  more  he  does,  the  better  will  be  his  remuneration.  It  is, 
consequently,  not  an  unusual  thing  to  find  an  American  mechanic 
tending  two,  three,  four,  or  even  half  a  dozen  tools,  while  his  English 
congener  is  forced  by  his  own  organization  to  be  satisfied  with  one.  A 
uniform  rate  of  wages,  again,  which  is  a  desideratum  with  a  number 
of  British  trade  unions,  would  be  scoffed  at  by  the  American,  who 
insists  on  earning  as  much  as  he  can,  and  practically  applies  in 
every-day  life  the  sound  and  healthy  principle  that  the  race  shall 
be  to  the  swift  and  the  battle  to  the  strong.  Surely,  if  all  this  teaches 
anything,  it  teaches  the  lesson  of  maintaining  that  individual  liberty 
which  the  British  workman  has  voluntarily  sacrificed  for  a  mess  of 
pottage.  From  the  point  of  view  of  international  competition,  at  any 
rate,  there  can  be  no  possible  doubt  of  the  demerits  and  disadvantages 
of  the  British  system,  which  is  practically  a  premium  on  the  freer 
ideas  and  habits  of  the  American  citizen. 

Recent  conferences  and  inquiries  have  pretty  well  established  the 
fact  that  English  workmen,  as  a  rule,  are  better  paid,  better  fed,  and 
work  under  more  healthy,  normal,  and  favorable  conditions,  than  the 
workmen  of  any  other  country,  and,  in  saying  this  much,  I  am  not  dis- 
posed to  except  even  the  industrial  workers  of  the  United  States.  It 
may  be  true — it  probably  is — that  the  American  skilled  workman  not 
only  has  higher  wages,  but  can  make  his  money  go  further  in  respect 
of  purchasing  power.  But  no  one  who  has  compared  the  economic 
conditions  of  the  two  countries  can  fail  to  have  observed  that  in  the 
United  States  the  average  workman  works  for  longer  hours  and  under 
much  higher  pressure,  so  that  he  really  gives  more  return  for  his  wages 
than  his  congener  in  Great  Britain. 

It  is  not  too  much  to  say  that  no  other  country  has  suffered  so 
much  as  England  from  conflicts  between  capital  and  labor.  The 
annual  loss  to  British  industries  from  this  source  varies  greatly  from 
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year  to  year,  but  in  the  aggregate  it  must  be  enormous.  The  strikes 
of  coal  miners  alone  during  the  last  five  years  are  estimated  to  have 
entailed  a  total  loss  of  ten  to  twelve  millions  sterling. 

Attempts  have  been  made  by  the  establishment  of  courts  of  arbitra- 
tion, by  systems  of  conciliation,  by  cooperative  movements,  and  by 
other  industrial  arrangements,  to  reduce  the  number  and  intensity  of 
such  disputes,  but,  if  these  expedients  were  generally  of  value,  and 
especially  if  they  were  to  be  depended  on,  we  should  not  now  witness 
the  strife  that  is  pending  in  one  of  the  most  advanced  and  intelli- 
gent industries  in  the  country. 

Manifestly,  the  question  that  comes  uppermost,  in  view  of  so  serious 
a  dislocation  of  industry  as  that  which  I  have  described,  is  that  of  how  the 
parties  and  countries  concerned  can  avoid  such  troubles  in  the  time  to 
come.  This  is  a  problem  that  stands  as  much  in  need  of  solution  in  the 
United  States  as  in  any  European  countries,  and  the  attempts  at  solution 
furnished  by  American  experience  have  not  been  unimportant.  It  is 
impossible  in  an  article  that  has  already  reached  such  limits  to  discuss 
these,  but  the  piece-work  systems  introduced  at  the  Midvale  Steel  and 
Baldwin  Locomotive  Works,  and  at  the  works  of  William  Sellers 
(incorporated),  described  in  a  previous  issue  of  this  magazine,  may  be 
referred  to  as  entitled  to  special  notice,  if  not  to  general  imitation. 

The  most  important  and  pressing  problem  presented  for  solution, 
so  far  as  the  United  States  are  concerned,  is  that  of  whether  the 
British  situation  or  the  American  situation  in  relation  to  trade  union- 
ism is  to  be  the  industrial  situation  of  the  future.  Neither  country 
can  stand  still  in  view  of  the  changing  conditions  presented  by  the 
great  social  upheaval  that  is  going  on  all  around.  Labor  is  unques- 
tionably more  highly  organized  in  Great  Britain  than  in  any  other 
country.  Is  this  not  the  inevitable  result  of  Great  Britain's  priority 
of  place  as  a  manufacturing  country  ?  And,  if  it  is  due  to  that  factor,  is 
it  not  probable  that  in  newer  countries  labor  will  acquire  the  same  power 
and  use  it  as  remorselessly  as  it  is  now  being  used  in  leading  British 
industries?  If  so,  is  it  not  probable  that  we  are  approaching  a  period 
when  the  troubles  that  have  been  faced  and  fought  in  Britain  will 
engross  the  thoughts  and  efforts  of  American  manufacturers?  In 
other  words,  is  the  struggle  between  capital  and  labor  being  fought  out 
in  Britain  once  for  all,  or  will  it  have  to  be  gone  over  again,  mutatis 
mutandis,  in  other  industrial  countries  ?  Is  the  present  British  attitude 
of  capital  and  labor  the  last  word  in  this  controversy,  or  may  we  look 
in  the  near  future  for  conditions  more  nearly  assimilated  to  those  that 
prevail  in  the  United  States  ? 
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ARCHES. 

By  Henry  Harrison  Suplee. 

THE  arch  is  probably  one  of  the  oldest  forms  of  masonry  con- 
struction  for  spanning  openings,  examples  having  been 
found  in  China,  in  Egypt,  in  ancient  Greece,  and  in  Italy, 
while  in  medieval  and  modern  times  arches  have  played  a  most  im- 
portant part  in  the  construction  both  of  bridges  and  of  buildings. 

While  we  have  no  recorded  evidence  of  the  theoretical  knowl- 
edge possessed  by  the  ancient  constructors,  it  is  certain  that  until 
comparatively  recent  times  the  action  of  the  forces  in  arches,  and  the 
manner  in  which  the  materials  resist  those  forces,  have  been  but  im- 
perfectly understood,  nearly  all  the  most  important  structures  of 
this  form  having  been  built  according  to  empirical  rules,  deduced 
from  hard  experience  and  the  observation  of  preceding  successes 
or  failures. 

From  the  time  of  Newton  the  theory  of  the  arch  has  been  dis- 
cussed by  innumerable  writers,  among  whom,  as  the  most  noted,  may 
be  included  Gregory,  de  la  Hire,  Coulomb,  Eytelwein,  Navier,  Lame, 
Poncelet,  Moseley,  and  Rankine.  All  of  these,  with  the  exception 
of  Navier  and  Lame,  seem  to  have  accepted  the  so  called  statical 
theory,  stated  in  its  clearest  form  by  Coulomb  in  1773,  and  treated 
with  the  greatest  mathematical  elegance  by  Moseley  in  England  and 
Scheffler  in  Germany. 

Since  the  introduction  of  railways,  however,  the  importance  of 
taking  into  proper  consideration  the  heavier  moving  loads  has  caused 
the  statical  theory  to  be  regarded  as  not  altogether  equal  to  the  con- 
ditions, and  the  increasing  knowledge  of  the  properties  of  materials 
under  stress,  together  with  the  widening  appreciation  of  the  impor- 
tance of  considering  the  question  of  elasticity,  has  led  engineers  to 
believe  that  the  elastic  theory  should  also  be  applied  to  the  arch, 
whether  built  of  masonry  or  of  metal. 

The  elastic  theory,  as  applied  to  arches,  is  due  to  the  researches 
of  Bauschinger,  Kopcke,  and  others,  and  appears  to  have  been  first 
clearly  stated  by  Winkler  in  1867,  followed  by  Weyrauch,  in  1879, 
and  MUUer-Breslau,  in  1886,  and  has  been  most  fully  confirmed  by 
the  important  experiments  made  by  the  Austrian  Society  of  Archi- 
tects and  Engineers  from  1891  to  1893,  and  published  in  1895. 

Before  proceeding  to  give  some  account  of  these  "  Austrian  Ex- 
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periments  "  and  the  valuable  lessons  drawn  from  them,  it  may  be  of 
interest  to  examine  in  a  rather  elementary  fashion  what  an  arch  really 
is,  and  what  we  ought  to  expect  of  it  under  various  conditions. 

Probably  the  first  arch  consisted  simply  of  two  massive  stones, 
leaning  against  each  other  in  the  form  of  an  inverted  *4  V"  ;  with 
proper  choice  of  angle  and  suitable  placing  of  abutment  stones  to  re- 
ceive the  horizontal  thrust  at  the  bases,  such  a  construction  makes  a 
strong  and  effective  means  of  spanning  entrances  and  other  openings 
in  buildings.  It  is  in  this  manner  that  the  entrance  to  the  great  pyra- 
mid is  arched,  and  the  load  over  the  King's  Chamber  is  discharged 
in  the  same  way.  This  primitive  form  of  arch,  possibly  suggested  by 
observation  of  rocks  in  nature,  occurs  in  many  places  in  Egyptian 
architecture,  and  doubtless  led  up  to  the  use  of  two  inclined  stones 
with  a  horizontal  one  between  them  above,  this  forming  a  true  arch 
in  the  modern  sense  of  the  term,  while  the  two-stone  construction 
may  be  considered  the  germ. 

Crude  piles  of  stones,  forming  actual  arches  of  several  stones,  are 
found  in  the  so-called  cyclopean  structures,  of  which  an  excellent 
example  is  found  near  Epidaurus,  in  Greece. 

In  all  these  cases  the  structure  is  maintained  in  position  entirely 
by  the  force  of  gravity  held  in  equilibrium  by  the  resistance  of  the 
material ;  and,  as  it  was  soon  found  by  experience  that  arches  of 
different  shapes  could  be  made  stable  by  varying  the  loads  upon 
various  parts,  it  is  not  surprising  that  such  theorizing  as  was  at  first 
made  upon  the  subject  was  based  entirely  upon  statical  considerations, 
and  assumed  the  arch  to  be  composed  of  rigid,  incompressible  blocks, 
held  in  position  solely  by  the  force  of  gravity  opposed  by  the  crush- 
ing strength  of  the  material.  When  moderate  spaces  are  spanned  by 
arches  so  massive  that  the  stationary  weight  is  greatly  in  excess  of 
any  moving  load  which  can  come  upon  it,  this  theory  is  not  so  far 
from  the  actual  conditions  as  to  reveal  its  defects.  So  we  see  the 
early  structures  of  the  Romanesque  and  Norman  periods  maintaining 
their  equilibrium  by  a  brutal  excess  of  strength  quite  in  keeping 
with  the  massive  walls  and  narrow  openings,  but  altogether  unsuitable 
for  modern  conditions.  When  in  later  times  attempts  were  made  to 
lighten  the  structure,  the  artistic  intuitions  of  the  Gothic  cathedral 
builders  developed  forms  nearly  in  statical  equilibrium  and  marvel- 
lously graceful  in  appearance,  but  even  these  frequently  failed  when 
applied  to  bridges  of  moderate  spans  and  dissimilar  conditions. 

Coming  down  to  more  modern  times,  we  rind  numerous  attempts 
to  investigate  the  real  conditions  and  action  of  the  forces  in  arches, 
especially  for  large  spans  ;  and  the  theory  of  Coulomb,  expanded  and 
developed  by  later  authors,  showed  that  the  forces  could  be  considered 
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as  concentrated  along  a  curved  line,  and  that,  so  long  as  that  line  main- 
tained itself  within  certain  limits  of  the  arch  ring,  the  structure  would 
be  stable,  but  that,  when  it  departed  from  those  limits,  the  arch  would 
fall. 

When  the  arch  is  symmetrical  and  subjected  to  a  symmetrically- 
disposed  load,  this  equilibrium  curve,  as  it  is  called,  can  readily  be 
determined,  both  inposition  and  shape,  either  by  analytical  or  by  graph- 
ical methods,  and  the  thrust  and  pressures  in  the  arch  determined 
with  a  degree  of  accuracy  quite  within  the  limits  of  construction. 

When,  however,  in  addition  to  the  symmetrical  and  stationary 
loads,  there  are  loads  varying  in  magnitude  and  position,  the  problem 
becomes  much  more  complicated,  and  the  immense  mass  of  writings 
upon  the  subject  shows  that  its  importance  is  recognized  by  engineers, 
and  also  that  all  are  by  no  means  of  the  same  opinion  regarding  the 
correct  solution  of  the  problem. 

As  an  analogy  for  the  consideration  of  the  general  reader,  the  arch 
may  be  compared  to  a  catenary,  or  curve  formed  by  a  chain  fastened  at 
both  ends  at  points  in  a  horizontal  line  and  allowed  to  droop  in  a  curve. 
So  long  as  the  chain  is  supporting  only  its  own  weight,  or  a  number 
of  uniform  weights  suspended  from  it  at  equidistant  points,  the  curve 
will  be  symmetrical  and  determinate ;  but,  when  an  odd  weight  is 
attached  anywhere,  the  curve  will  be  distorted,  and  its  investigation 
greatly  complicated.  The  catenary,  when  inverted,  becomes  the 
equilibrium  curve  for  a  similar  arch  under  the  same  loads,  all 
the  directions  being  reversed,  and  all  the  tensions  converted  into 
thrusts. 

The  best  illustration  of  the  actual  condition  of  affairs  is  that  given 
by  Professor  Fleeming  Jenkin,  reproduced  below.*  Professor  Jenkin 
takes  a  model  arch,  of  which  the  voussoirs,  or  separate  stones,  are 
made  with  curved  faces,  so  that  they  may  assume  various  positions  in 
accordance  with  the  varying  conditions ;  and  he  shows  it  subjected  to 
various  loads.    Thus,  in  Fig.  z  the  load  is  placed  in  the  center,  and, 

as  the  arch  stones  are  free  to  rotate,  the 
crown  of  the  arch  is  depressed.  Now, 
a  line  drawn  through  the  points  of  con- 
tact of  the  curved  faces  gives  us  the  real 
arch  existing  under  these  conditions,  and 
we  see  at  once  that  the  highest  point 
of  the  curve  is  immediately  under  the 
weight,  and  that,  if  the  weight  were  removed,  the  stones  would 
rearrange  themselves,  and  the  curve  flatten  at  the  top.  When 
two  weights  are  placed  as  in  Fig.  2,  the  haunches  are  depressed  and 

•  Encyclopedia  BriUnnica,  Art..  Bridges. 
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the  crown  rises,  and  the  equilibrium  curve  takes  the  reverse  move- 
ment, rising  at  two  points  directly  under  the  weights.  Likewise  in 
Fig.  3,  the  weight  placed  on  one  side  causes  a  distortion  which 

changes  the  form  of  the  equilibrium 
curve,  the  high  point  being  again  under 
the  load.  As  one  writer  has  neatly  put  it, 
"  the  curve  humps  itself  up  to  meet  the 
load." 

Now,  to  quote  Professor  Jenkin's 
words,  44  in  the  model  each  voussoir  is 
free  to  roll,  because  the  bed  stones  are  curved.  In  an  actual 
arch  the  bed  joints  are  plane  ;  nevertheless  the  stones  do  turn  round  to 
adapt  themselves  to  the  pressure,  but 
the  result  of  this  rotation  is  to  render 
the  compression  along  the  upper  and 
lower  halves  of  the  stone  unequal.  One 
edge  is  more  compressed  than  the  other ; 
the  couple  tending  to  turn  the  voussoir, 
and  actually  allowed  to  do  so  in  the 
model,  is  met  by  an  equal  and  opposite  couple  due  to  the  unequal 
compression  of  the  stone. 

' 4  This  couple  is  the  necessary  result  of  a  pressure  which  is  not 
axial ;  an  equilibrated  polygon  cutting  the  joints  at  various  distances 
from  the  center  is,  therefore,  as  correct  an  indication  of  the  actual 
forces  present  in  an  actual  arch  with  flat  joints  as  in  the  model  with 
curved  joints  ;  but  we  must  remember  that,  where  the  joints  are  flat, 
the  pressure  will  be  unequally  distributed  whenever  the  line  of  the 
equilibrated  polygon  does  not  cut  the  center  of  the  joint.  Greater  or 
less  elastic  resistance  in  the  stone  corresponds  to  a  greater  or  less  cur- 
vature in  the  surface  of  the  joint.  A  small  distortion  of  the  arch  will 
restore  equilibrium  when  the  stone  has  a  high  modulus  of  elasticity. 

"  The  ring  with  plane  bed  joints  is  in  stable  equilibrium,  and  adapts 
itself  to  new  distributions  of  load  for  precisely  the  same  reason  as  the 
model  with  curved  joints,  but  in  the  one  case  the  couple  called  into 
play  to  move  the  voussoir  is  actually  cancelled  by  the  new  position 
which  the  points  of  contact  assume ;  in  the  other  case  it  is  balanced 
by  the  equal  and  opposite  couple  resulting  from  the  resistance  to 
motion  due  to  the  hardness  of  the  stone." 

Under  the  old  statical  theory  the  stone  was  supposed  to  be  rigid, 
and,  when  the  equilibrium  line  approached  too  near  the  outer  limit, 
44  rotation  "  was  assumed  to  take  place,  the  joints  on  the  opposite  side 
of  the  voussoir  opening  and  the  entire  structure  suffering  distortion. 
The  only  resistance  which  the  stone  was  supposed  to  offer  was  based 
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on  its  ultimate  crushing  strength,  and  the  question  of  its  elasticity  was 
not  taken  into  account ;  indeed,  its  modulus  of  elasticity  was  rarely 
found. 

It  is  evident,  however,  that,  if  we  consider  the  material  as  pos- 
sessing elasticity,  the  yielding  of  the  voussoirs  at  the  points  under 
greatest  pressure  might  cause  a  tendency  to  rotation,  and  consequent 
opening  of  joints,  long  before  the  crushing  strength  was  approached, 
and  that,  when  the  load  which  caused  this  action  was  removed  or 
shifted,  the  parts  might  resume  their  normal  positions  and  relations 
without  having  suffered  any  permanent  deformation,  while,  if  the 
yielding  to  unequal  pressure  was  sufficiently  great,  the  portions  under 
tension  might  be  permanently  injured  by  the  action  of  loads  much 
smaller  than  those  which  the  old  theory  would  consider  serious. 

The  elastic  theory  having  been  considered  and  practically  ac- 
cepted for  metallic  structures,  it  became  a  question  how  far  it  was  ap- 
plicable to  those  of  masonry.  In  order  to  solve  this,  as  well  as  to 
add  to  the  stock  of  experimental  data  upon  the  general  subject  of 
arches  of  various  materials,  the  Austrian  Society  of  Engineers  and 
Architects  appointed,  several  years  ago,  a  committee  composed  of 
some  of  its  most  eminent  specialists  to  investigate  experimentally  the 
behavior  of  large  arches  under  known  stresses,  and  to  test  the  whole 
subject  upon  so  large  a  scale  as  to  furnish  data  of  real  practical  value 
for  future  use  in  arch-design  and  construction.  The  report  of  this 
committee,  published  in  the  journal  of  the  society  and  subsequently 
in  a  special  reprint  consisting  of  131  folio  pages  and  27  large  plates, 
is  undoubtedly  the  most  important  publication  on  the  subject  of  the 
arch  which  has  ever  been  made.  The  technical  details  of  the  subject 
are  too  voluminous  and  mathematical  to  be  given  here,  and  for  them 
the  professional  engineer  must  be  referred  to  the  original  publication  ; 
but  an  account  of  the  general  nature  of  the  tests  and  the  results  ob- 
tained are  of  so  general  interest  and  importance  as  to  be  worthy  of 
general  attention.  The  preliminary  portion  of  the  work  consisted 
in  experiments  made  upon  small  arches,  such  as  are  used  in  fire  proof 
building  between  floor  beams  and  the  like,  and  these  need  not  be  dis- 
cussed here.  The  important  tests  were  those  made  upon  several  large 
arches  of  different  kinds. 

Those  in  which  we  are  interested  were  made  upon  four  arches, 
each  of  23  meters'  (75.4  feet)  span,  4.6  meters'  (15. 1  feet)  rise,  and 
2  meters'  (6.56  feet)  width.  Three  of  these  arches  were  of  materials 
in  general  use, — *.  e.t  rubble,  brick,  and  concrete,— while  the  fourth 
was  of  the  so-called  Monier  construction,  consisting  of  concrete  in 
which  is  embedded  a  network  of  round  iron  rods  to  assist  in  resisting 
the  tension  stresses. 
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The  location  of  the  experimental  arches  was  well  adapted  for  the 
purpose,  being  on  the  line  of  the  Western  Railway  at  the  Purkersdorf 
station  near  Vienna,  and  the  general  arrangements  will  readily  be 
understood  from  the  photographs,  of  which  Fig.  4  shows,  on  the  left, 
the  brick  arch,  and,  on  the  right,  the  rubble-stone  arch,  the  latter 
with  a  portion  of  the  test  load  upon  it.  Fig.  5  shows  the  concrete 
arch  ready  for  the  application  of  a  load,  with  the  apparatus  for 
measuring  the  deformation,  while  Fig.  6  shows  the  Monier  arch 
under  test,  with  a  portion  of  the  iron  arch  under  construction  in  the 
foreground. 

Although  the  curves  upon  which  the  arches  were  constructed  were 
arcs  of  circles,  yet  for  so  flat  arches  the  circular  arc  differs  so  little 
from  the  equilibrium  curve  for  uniform  loading  that  the  latter  occu- 
pied practically  the  middle  of  the  arch  ring.  The  test,  therefore,  was 
made  by  loading  one-half  of  the  arch  gradually,  measuring  the  de- 
flections very  carefully  at  points  along  the  entire  curve,  and  watching 
carefully  for  the  appearance  of  cracks  or  other  symptoms  of  distress. 
This  one-sided  loading  was  intended  to  cause  the  distortion  of  the 
arch  to  a  much  greater  extent  than  was  likely  to  occur  in  practice ; 
if  the  cracks  appeared  at  the  points  indicated  by  the  theory,  the  de- 
ductions were  to  be  considered  sustained. 

The  materials  used  were  tested  by  sample  beforehand,  and  the 
modulus  of  elasticity  determined  in  each  case,  so  that  the  theoretical 
and  practical  conditions  could  be  compared. 

Many  ingenious  and  delicate  devices  were  used  for  measuring  the 
deformations  of  the  arches  at  different  points  under  increasing  loads, 
as,  under  the  elastic  theory,  the  deformations  should  be  proportional 
to  the  loads  until  the  elastic  limit  is  reached  ;  the  importance  of  exact 
measurements  in  this  connection  was,  therefore,  very  great.  The 
loads  were  applied  at  points  prepared  in  the  construction  of  the  arches 
in  the  form  of  steps  at  equidistant  points  in  the  span,  this  form  of 
loading  giving  a  clearly-defined  distribution  at  definite  locations,  and 
also  corresponding  to  a  satisfactory  method  of  supporting  the  roadway 
in  actual  constructions. 

As  the  method  was  the  same  for  all  the  arches  tested,  an  account 
of  one  will  serve  for  all.  Taking  the  case  of  the  rubble-stone  arch, 
the  load  of  the  arch  itself  was  gradually  distributed,  the  depth  of  the 
key  being  23.6  inches  and  at  the  springings  43.3  inches,  while  the 
additional  load  was  applied  at  six  points  equidistant  from  the  crown 
to  the  springing.  The  test  load  was  composed  of  rails  piled  upon  the 
platforms  above,  and  gradually  allowed  to  descend  upon  the  arch  in 
determinate  quantities,  the  measurements  giving  the  corresponding 
deflections. 


Digitized  by  Google 


Digitized  by  Google 


870 


STRENGTH  AND  FAILURE 


As  the  loads  were  applied,  the  deflections  increased  almost  in  direct 
proportion  to  the  force  applied,  showing  that  the  laws  of  elasticity 
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hold  good  for  masonry  as  well  as  for  metallic  structures,  while,  after 
the  elastic  limit  was  surpassed  and  cracks  began  to  form,  both  the 
location  of  the  cracks  and  the  point  of  maximum  deformation  showed 
that  the  position  of  the  equilibrium  curve  practically  coincided  with 
that  demanded  by  the  elastic  theory.  These  facts  will  best  be  shown 
by  an  examination  of  the  arch  itself,  Fig.  7.  The  cracks  shown  began 
to  appear  when  the  one-sided  load  reached  about  five  hundred  pounds 
per  square  foot,  and  in  nearly  every  case  they  occur  at  those  points 
furthest  from  the  distorted  line  of  pressure, — that  is,  at  the  portions 
under  greatest  tension, — and  it  was  at  these  points  that  the  arch 
finally  failed  when  tested  to  destruction  with  a  load  of  660  pounds  per 
square  foot. 

Practically  similar  results  were  obtained  with  the  other  arches,  the 
differences  in  strength  and  distortion  being  only  those  due  to  the 
difference  in  material,  and  the  theory  being  sustained  in  all  cases.  In 
the  report,  which  was  jointly  prepared  by  the  twelve  members  of  the 
committee,  all  the  data  are  given  in  detail,  and  the  mathematical  dis- 
cussion is  worked  out  in  full,  while  graphical  diagrams  show  clearly 
how  the  results  of  the  tests  may  l>e  applied  to  the  design  of  future 
arches. 

One  of  the  most  immediate  results  of  these  exhaustive  and  valuable 
experiments  was  the  construction  of  the  great  arch  over  the  Pruth  at 
Jaremcze.    This  is  a  stone  arch  of  65  meters'  span  by  17.9  meters' 


FIG.  8.     ARCH  OVER  THE  PRl'TH. 

rise,  or  213  feet  by  58.6  feet,  and  has,  therefore,  a  greater  span  than 
any  other  railway  arch  in  the  world.    The  only  arch  exceeding  it  is 
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the  Cabin  John  Arch  near  Washington  of  220  feet'  span,  but  that 
carries  only  an  aqueduct  and  is  therefore  not  subject  to  the  action  of 
moving  trains.    The  Jaremcze  arch  was  designed  by  Inspector  Huss, 


FIG.  9.     PROJLCTEP  ARCH  OK  120  METERS'  SPAN. 


directly  upon  the  lines  indicated  by  the  results  of  the  tests  of  the 
committee,  and  in  its  construction  the  distribution  of  the  load  was 
effected  in  a  manner  similar  to  that  adopted  in  the  tests.  This  fine 
arch,  completed  in  1894  at  a  cost  of  about  $34,000,  was  the  first  fruit 
of  the  result  of  the  work  of  the  committee,  and  it  is  probable  that 
other  great  arches  will  be  constructed  on  the  same  lines. 

The  report  contains  a  design  for  a  similar  arch  of  120  meters' 
span  (393  feet).  Both  the  Jaremcze  arch  and  this  proposed  arch  are 
shown  in  Figs.  8  and  9,  and,  while  in  some  particulars  the  propor- 
tions differ  materially  from  those  called  for  by  previous  methods,  the 
effect  is  artistically  pleasing,  while  the  strength  and  distribution  of 
material  are  such  as  to  conform  fully  to  the  requirements  developed  by 
the  tests. 

It  is  a  matter  for  congratulation  that  the  work  of  the  Austrian 
Society  of  Engineers  and  Architects  has  practically  solved  the  problem 
of  the  arch,  and  enabled  both  its  theory  and  practice  to  be  established 
upon  a  sound  and  fully-demonstrated  basis. 
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THE  MINES  OF  THE  MINNESOTA  IRON  COMPANY. 
By  Horace  V.  Winchell. 
OURTEEN  years  ago  Minnesota  was  unknown  as  a  producer  ot 


iron  ore.  I^st  year  her  mines  yielded  about  one  quarter  of  the 
entire  product  of  the  United  States,  and  her  output  of  3,970,- 
000  gross  tons  of  high-grade  hematite  exceeded  that  of  any  other 
State  except  Michigan.  Spain,  Germany,  and  Great  Britain  are  the 
only  foreign  countries  which  mined  more  iron  ore  than  Minnesota  in 
1896,  and,  when  the  returns  are  counted  for  the  present  year,  both 
Spain  and  Michigan  may  be  found  in  subordinate  positions.  This 
phenomenal  growth  is  in  large  part  due  to  the  enterprise  and  good 
management  of  the  Minnesota  Iron  Company  in  the  development  and 
exploitation  of  the  rich  and  extensive  ore  deposits  of  the  Vermilion 
and  Mesabi  iron  ranges. 

Organized  under  the  laws  of  Minnesota  November  14,  1882,  this 
company,  with  a  capital  of  $16, 500,000,  has  so  extended  its  interests 
and  expanded  its  operations  that  it  is  to-day  by  far  the  largest  producer 
of  iron  ore  in  existence.  It  also  owns  and  operates  about  154  miles 
of  standard-gage  railroad  ;  five  ore  docks,  equipped  with  743  pockets 
of  a  capacity  of  120,900  gross  tons  of  iron  ore;  and  nine  steel 
steamers  and  five  barges  with  a  combined  capacity  of  about  50,000 
tons.  The  railroad  is  operated  by  the  Duluthand  Iron  Range  Railroad 
Company,  and  the  vessels  by  the  Minnesota  Steamship  Company. 

The  seven  mines  owned  by  this  giant  iron  ore  concern  are  situated 
at  Ely  and  Soudan  on  the  Vermilion  range,  and  at  Biwabik,  Sparta, 
Eveleth,  and  Virginia  on  the  Mesabi  range.  The  docks,  as  well  as 
the  shops  and  round-house,  of  the  railroad  company  are  at  Two  Har- 
bors, on  the  north  shore  of  Lake  Superior,  at  a  distance  of  from  57  to 
86  miles  from  the  mines. 

The  railroad  was  built  from  Two  Harbors  to  Soudan  (67  miles), 
and  the  iron  mines  were  opened  at  the  latter  place  in  1883  by  Charle- 
magne Tower,  of  Philadelphia,  father  of  our  present  minister  to 
Austria.  The  present  company  acquired  possession  about  three  years 
later. 

The  names  of  the  mines  owned  and  operated  by  the  Minnesota 
Iron  Company  are :  the  Chandler  at  Ely,  the  Minnesota  at  Soudan 
near  Tower,  the  Canton  at  Biwabik,  the  Genoa  at  Sparta,  the  Fayal 
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Fi«.  1.— Map  of  the  Iron  Ranges  of  Northern  Minnesota. 


and  Auburn  near  Lveleth,  and  the  Norman  at  Virginia, — all  in  Saint 
Louis  county,  Minnesota. 

The  Minnesota  mines,  at  Soudan,  which  were  the  first  iron  mines 
opened  in  the  State,  produce  a  hard  and  massive  hematite  ore,  which, 
after  being  mined,  is  passed  through  powerful  crushers  to  reduce  it 
to  convenient  size  ;  the  Chandler  mine  produces  a  naturally  crushed 
or  granular  hard  ore  ;  and  the  Mesabi  mines  yield  soft  ores  of  varying 
chemical  and  mechanical  qualities.    The  Minnesota  Iron  Company 
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MINNESOTA  MINK  AT  SOUDAN.     VIEW  OF  NO.  8  Ol'EN  PIT  AND  SHAFT, 

LOOKING  WEST. 


is  thus  enabled  to  meet  almost  any  requirements,  and  can  supply  ore 
adapted  to  the  manufacture  of  any  grade  of  iron  and  steel. 

The  average  analyses  of  its  different  ores  shipped  during  1896  are 
as  follows : 


VERMILION  RANGE. 


Name  of 
Mine. 

Name  of 
Grade. 

Iron. 

Silica. 

Phos. 

Mang. 

Sulph. 

Alum. 

Lime. 

Magii 

Moist. 

(handler 

Chandler 

64.70 

416 

056 

0.13 

1  rai  c 

>-37 

•33 

.10 

5.79 

Minnesota 

Long  Lake 

7.80 

.040 

0.1.; 

.004 

i*S 

•72 

.30 

755 

Minnesota 

67  74 

«-55 

o4s 

none 

liimr 

•90 

•  27 

.12 

2  00 

:: 

Soudan 

65.31 

•  "M 

IKIIH 

trace 

.68 

.62 

.,8 



Red  Lake 

'•4  41 

3  74 

.loS 

mine 

trace 

1. 81 

35 

.■■ 

• « 

Vermilion 

67  J6 

1.68 

•56 

none 

none 

6a 

.60 

•»5 

MESABI  RANGE. 


Auburn 

Auburn 

6504 

225 

.047 

0  39 

trace 

1-47 

.68 

•<5 

9. 56 

»« 

Audrey 

62.69 

2'M 

.071 

trace 

I.U 

.2S 

•  »4 

12  07 

Canton 

Climax 

6364 

1  94 

.<>.;'• 

0.S7 

trace 

.60 

.ss 

trace 

8.65 

•■ 

Fayal 

Canton 

60.  NO 

4.»5 

.048 

trace 

•93 

•7' 

.07 

9.97 

Fayal 

62.J5 

J.06 

.0.17 

1. 00 

trace 

13" 

.26 

•  >4 

9-55 

<  rCIMM 

Genoa 

62.70 

3  75 

•033 

0  (>s 

none 

1.16 

.60 

•«9 

11.29 

Norman 

Norman 

62.15 

3  75 

.OW) 

0.90 

trace 

1.K2 

..V 

13 

8.41 

Saxon 

K| 

3-75 

•039 

0.5* 

1. 21 

.12 

•04 

s.oo 
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MINNESOTA  MINE,  INTERIOR  VIEW  OF  COMPRESSOR  HOUSE. 

In  the  thirteen  years  which  have  elapsed  since  the  first  shipments 
from  the  Vermilion  range  the  hard -ore  mines  at  Soudan  have  produced 
5,169,071  gross  tons  of  ore  ;  the  Chandler  mine  has  sent  01113,793,007 
tons  ;  and  the  Mesabi  mines  of  the  Minnesota  Iron  Company,  the 
earliest  known  of  which  was  discovered  but  five  years  ago  and  which 
have  been  shipping  but  three  seasons,  have  produced  1,842,504  tons, 
making  a  total  tonnage  of  10,804,582  gross  tons,  or  more  than  12,- 
000,000  net  tons  of  iron  ore  handled  by  a  concern  only  fifteen  years 
of  age.  In  an  age  of  large  enterprises  the  achievements  of  this  com- 
pany rank  with  the  greatest. 

The  Minnesota  mine  comprises  a  number  of  openings  in  a  group 
of  hematite  lenses.  The  enclosing  country  rock  is  green  schist  or 
slate  of  Keewatin  or  Lower  Huronian  age.  The  dip  of  the  ore  lenses 
is  at  a  high  angle  to  the  north,  and  their  strike  is  nearly  east  and  west. 
The  ore  dej>osits  are  of  irregular  shape  and  of  varying  size  and  quality. 
Nearly  half  the  ore  mined  has  been  of  bessemer  grade,  and  very  low 
in  sulphur. 

Some  differences  of  opinion  have  existed  among  geologists  as  to  the 
origin  of  these  Vermilion  range  ores,  but  it  is  now  generally  agreed 
that  in  their  original  form  they  were  chemical  oceanic  precipitates  or 
sediments.  Whether  they  were  primarily  hydroxids,  carbonates,  or 
silicates,  or  mixtures  of  these,  and  whether  deposited  without  or  with 
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CHANDLER  MINI,  NO.  2  SHAFT  AND  POCKET. 


the  agency  of  organic  forms,  is  not  clearly  demonstrated.  The  age  of 
the  rocks,  and  chemical  considerations,  lead  the  writer  to  believe  that 
the  iron  and  silica  were  chemically  precipitated  as  hydroxids  without 
the  aid  of  organic  life.  By  subsequent  rearrangement  and  alteration 
the  silica  was  removed,  and  the  iron  oxid  concentrated  as  we  now  find 
it. 

These  lenses  of  ore  are  found  entirely  surrounded  by  the  green 
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schists.  They  were  first  found  in  outcropping  knolls,  but  lenses  of 
good  ore  that  did  not  come  within  five  hundred  feet  of  the  surface 
have  been  discovered  in  the  underground  developments.  Indeed,  it 
is  a  common  practice  at  these  mines  to  keep  boring  into  the  walls  with 
a  diamond  drill  as  the  work  progresses.  By  this  means,  when  one 
lense  is  exhausted,  others  are  frequently  discovered  near  by.  The 
thickness  of  these  ore  bodies  varies  from  nothing  to  a  hundred  feet  or 
more  ;  their  length  may  be  several  hundred,  or  even  a  thousand  feet, 
and  their  vertical  axis  is  sometimes  as  great  as  their  length. 

The  open-pit  method  of  working  was  first  adopted  at  the  Minnesota 
mines,  but  soon  gave  way  to  that  now  in  vogue,  which  seems  peculiarly 
adapted  to  deposits  of  this  nature,  and  reflects  great  credit  on  its  orig- 
inator. It  is  called  "  longitudinal  overhand  stoping  with  back-filling. " 
The  ore  is  hard  and  strong,  but  the  schist  walls  are  weak  and  treach- 
erous. Shafts  are  sunk  in  the  foot  wall  some  distance  from  the  ore, 
but  with  approximately  the  same  dip,  and  connected  with  it  by  cross- 
cuts at  the  several  levels.  These  levels  are  carried  from  foot- to  hang- 
ing-wall, and  in  the  ore  are  blasted  out  fifteen  or  twenty  feet  high. 
The  gang-way  is  then  covered  by  timber,  leaving  the  necessary  open- 
ings for  ladders  and  chutes.  Rock  is  then  drawn  in  from  raises  in  the 
walls,  and  piled  up  above  the  protected  level,  until  more  ore  can  be 
won  by  overhand  stoping.  When  about  ten  feet  more  of  ore  has  been 
blasted  down,  the  rock  raise  is  again  tapped,  and  the  filled  floor  again 
rises  so  that  more  ore  can  be  reached.    This  process  is  carried  nearly 
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Al'KURN  MINK.  SHAFT  ANI>  l-OCKET,  SHOWING  MANNER  OF  LOADING  CARS 
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to  the  level  above,  a  floor  of  ore  being  left  to  support  the  level  tem- 
porarily. Diamond  drills  are  used  in  drilling  for  back-stoping.  The 
ore  is  run  down  into  tram  cars  in  the  level  l)elow,  through  chutes 
placed  thirty  feet  apart.  Mules  are  used  for  tramming  in  the  longer 
levels,  and  the  ore  is  hoisted  in  cages.  In  the  cars  in  which  it  is 
brought  to  the  surface  the  ore  is  then  run  on  tracks  to  the  crusher 
house.    Here  it  is  passed  through  jaws  of  manganese  steel,  and  thence 
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conveyed  to  pockets  for  loading  into  cars,  or  to  the  stockpile.  All 
the  ore  mined  during  the  winter  is  stockpiled  until  spring,  and  loaded 
on  ore  cars  by  steam  shovel  during  the  season  of  navigation.  The 
average  output  from  this  mine  has  exceeded  425,000  tons  per  annum, 
or  about  1,350  tons  per  diem  for  the  past  twelve  years.  It  is  now 
apparently  in  better  condition  than  ever. 

The  Chandler  is  the  other  great  Vermilion  range  mine  of  the  Min- 
nesota Iron  Company.  Covering  but  eighty  acres,  and  with  half  as 
many  shafts  and  a  much  smaller  force  of  miners,  this  mine  has  pro- 
duced about  1,500  gross  tons  per  day  for  the  past  eight  years.  The 
reason  for  this  greater  output  lies  in  the  fact  that  the  ore  is  naturally 
crushed,  requiring  less  drilling  and  blasting.  Moreover,  it  can  be 
worked  by  the  caving  system.  In  1896  this  mine  produced  471,545 
tons  of  ore,  every  pound  of  which  was  of  bessemer  quality,  and  seven- 
eighths  of  which  averaged  more  than  O4.5  per  cent,  of  metallic  iron. 

Mining  here  is  carried  on  through  shafts  in  the  walls  and  by  a 
series  of  main  and  sub-drifts.  With  the  development  and  equipment 
which  this  mine  now  has,  it  can  easily  produce  70,000  tons  of  ore  per 
month.  Because  of  its  uniform  grade  this  ore  is  in  much  demand  by- 
furnace  men,  and  many  Lake  Superior  cost  records  have  been  lowered 
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by  reason  of  the  steadiness  and  economy  with  which  the  mine  has  been 
operated. 

The  first  mine  to  be  opened  on  the  Mesabi  range  by  the  Minnesota 
Iron  Company  was  the  Canton  near  Biwabik.  This  was  in  1892. 
Since  then  the  Norman,  Auburn,  Fayal,  and  (lenoa  mines  have  been 
successively  purchased  and  developed. 

The  origin  of  the  Mesabi  ore  is  due  to  the  alteration  of  a  rock  called 
"  taconite,"  and  its  concentration  by  the  action  of  atmospheric  waters 
in  the  oxidation  of  the  iron-bearing  mineral,  and  the  removal  of  the 
commingled  silica.  This  taconite  is  believed  to  have  been  deposited 
in  the  waters  of  the  Taconic  or  Upper  Huronian  ocean,  largely  through 
the  agency  of  foraminifera  and  the  formation  of  green  sand  or  glau- 
conite.  There  is  a  marked  contrast  between  the  ores  of  the  Vermilion 
and  Mesabi  ranges.  That  of  the  former  range  is  in  vertical  lenses  of 
hard  ore  ;  that  of  the  Mesabi  is  in  almost  flat  beds  of  fine-grained 
u  soft  "  ore.    Both  are  high-grade  hematite. 

The  mining  problems  that  have  presented  themselves  on  the 
Mesabi,  as  distinguished  from  other  soft  ore  mines,  are  those  which 
arise  from  the  flat  dip  and  great  area  of  the  deposits,  and  from  the  fact 
that  the  roof  is  glacial  drift,  composed  of  sand,  clay,  and  boulders  in- 
stead of  solid  rock.  Owing  to  the  variable  thickness  of  the  ore  and  its 
covering,  (each  ranging  from  10  to  200  feet  or  more  )  as  well  as  to  its 
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varying  quality  and  the  irregular  shape  of  the  lenses,  there  have  been 
many  more  or  less  novel  methods  of  mining  proposed.  The  removal 
of  the  glacial  drift  which  covers  the  ore,  or  "stripping,"  by  steam 
shovels,  is  the  common  method  where  the  ore  body  is  not  too  deeply 
buried,  and  when  it  possesses  sufficient  depth  and  area  to  warrant  the 
large  initial  expenditure.  It  is  now  considered  advisable  to  strip  where 
the  ore  is  three  times  as  thick  as  the  covering.  About  one-half  the 
Mesabi  output  for  1896  was  from  open-pit  mines,  and  the  percentage 
will  be  larger  for  the  present  year. 

There  are  two  methods  of  excavating  the  ore  and  placing  it  on  the 
car  :( 1 )  the  "  milling  "  ;  (2)  the  steam  shovel  method.  In  the  former 
method  shafts  are  sunk  near  the  boundary  of  the  ore  deposit.  From 
these  shafts  levels  are  driven  at  any  desired  depth  into  or  under  the 
stripped  ore.  Timbered  drifts  are  then  run  into  the  ore  from  the  main 
levels.  From  these  drifts  raises  are  put  up  to  the  surface,  and  the  ore 
is  milled  down  into  them  by  workmen  on  top.  Tram  cars  hauled  by 
mules  or  by  men  convey  the  ore  from  these  raises  to  the  shafts,  where  it 
is  hoisted  in  skips  to  the  surface.  In  the  steam-shovel  method  railroad 
trains  are  run  upon  tracks  laid  on  the  uncovered  ore,  and  the  cars  are 
filled  by  steam  shovels,  which  load  the  soft  hematite  directly  from  its 
natural  bed. 

Of  the  mines  owned  by  this  company  on  the  Mesabi,  the  Canton, 
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Fayal,  and  Genoa  are  regular  underground  mines,  while  the  Norman 
and  Auburn  are  operated  by  the  stripping  and  milling  process. 

The  output  per  man  employed  is  very  much  greater  in  the  milling 
system  than  in  any  other  in  which  the  ore  is  moved  chiefly  by  manual 
labor.  Thus,  while  from  four  to  six  tons  per  day  for  each  man  em- 
ployed is  a  satisfactory  output  for  underground  mines,  it  is  nothing 
unusual  for  the  production  at  milling  mines  to  average  forty  tons  per 
day  for  all  men  above  and  below  ground,  and  twice  this  amount  has  been 
mined  for  short  periods  under  favorable  conditions.  The  scene  at 
the  Auburn  mine  is  quite  picturesque.  The  open  pit  in  which  the  ore 
is  being  milled  presents  the  appearance  of  some  volcanic  crater,  while 
the  men  engaged  in  shovelling  and  sliding  the  ore  down  into  the 
apparently  insatiable  holes  in  the  ground  look  like  imps  of  the  devil 
feeding  the  internal  fires.  The  white  smoke  which  emerges  from  the 
dark  ore  after  a  blast  completes  the  illusion.  The  Auburn  is  the  finest 
example  of  a  milling  mine  on  the  Mesabi,  and  is  well  worth  visiting. 

The  Fayal  mine  is  already  one  of  the  largest  and  most  completely 
developed  in  the  Lake  Superior  region.  A  producer  for  only  two 
years,  and  that  mainly  of  ore  taken  out  in  development  work,  it  is  a 
good  example  of  what  money  and  brains  can  accomplish  in  a  short 
time  on  the  Mesabi  range.  Miles  of  underground  levels  and  drifts,  all 
arranged  with  a  view  to  maximum  output  at  minimum  cost,  lead  the 
visitor  past  millions  of  tons  of  ore  all  ready  for  mining.  Ingenious 
and  labor-saving  devices  and  methods  abound  on  every  hand,  and  the 
plan  of  the  mine  is  as  nearly  perfect  as  study  and  experience  can  make 
it.  The  future  of  such  mines  as  these  may  certainly  be  regarded  with 
complacency  by  their  owners. 

The  limits  of  this  article  will  not  permit  particular  mention  of  all 
the  Mesabi  mines  of  the  Minnesota  Iron  Company.  It  is  sufficient  to 
repeat  the  remark  made  to  the  writer  by  the  editor  of  a  prominent 
eastern  iron  journal  while  travelling  through  the  district  recently : 
"  You  may  know  a  mine  of  the  Minnesota  Iron  Company  at  a  glance 
by  the  air  of  systematic  and  thorough  neatness  and  order  apparent  on 
every  side."  Certainly  the  writer  has  never  seen  finer  or  more  effi- 
cient mining  plants.  Probably  one  reason  for  the  general  tone  of  its 
affairs  is  the  good  judgment  displayed  by  the  Minnesota  Iron  Com- 
pany in  the  choice  of  superintendents  and  foremen.  The  fact  also 
that  considerable  latitude  is  given  to  these  men  in  exercising  their  in- 
dividual tastes  and  displaying  their  ingenuity  and  originality  may  have 
something  to  do  with  it.  Still,  there  must  be  something  back  of  all 
this,  and  it  probably  lies  in  the  strong  personality  of  those  responsible 
for  the  general  management. 

The  Duluth  and  Iron  Range  railroad,  under  the  direction  of  Mr.  J. 
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L.  Greatsinger,  is  as  efficiently  and  systematically  operated  as  the  iron 
mines.  A  standard-gage  mining  railroad  is  perhaps  common  enough. 
But  to  find  one  with  154  miles  of  main  line  and  60  more  of  side 
tracks,  laid  with  80-pound  rails,  owning  some  of  the  finest  rolling- 
stock  ever  built,  consisting  of  58  locomotives  (12  of  which  are  12- 
wheel  locomotives  weighing  123  tons  each),  2,298  ore  cars,  434  box, 
fiat,  and  other  freight  cars,  and  14  passenger  and  express  coaches,  is 
certainly  worthy  of  special  comment.  These  cars  and  locomotives  are 
kept  busy  during  the  season  of  lake  navigation,  as  will  be  seen  from 
the  following  statement  of  the  business  done  in  1895  : 

Passenger  earnings   $  69,258.01 

Freight         «    1,488,337.44 

Mail  "    7,218.72 

Express        "    6,000.00 

Miscellaneous  "    5,453.02 

Total  [$9,591.66  per  mile]   $1,576,267.19 

The  business  done  in  1896  was  considerably  in  excess  of  that  of 
1895,  and  this  season  is  thus  far  ahead  of  any  former  year. 

All  ore  cars  are  built  with  hopper  bottoms  for  dropping  the  ore 
into  the  pockets  of  the  docks.  The  latter  are  from  45  to  54  feet  above 
the  water,  and  the  ore  slides  from  the  pockets  through  iron  chutes 
into  the  holds  of  the  vessels.  The  speed  with  which  vessels  are  loaded 
and  unloaded  is  little  short  of  marvelous.  Vessels  frequently  load  and 
depart  with  a  cargo  of  3,500  or  4,000  tons  within  two  hours  from  the 
time  they  reach  port.  One  record  has  been  made  of  2,350  tons 
of  ore  loaded  in  forty-five  minutes.  From  15,000  to  40,000  tons  of 
ore  are  handled  daily  at  Two  Harbors  with  a  force  of  men  that  at  first 
sight  seems  totally  inadequate.  The  design  of  the  yard  and  the  ap- 
proach to  the  ore  docks  at  Two  Harbors  is  said  to  be  a  remarkably 
fine  example  of  railroad  construction,  and  in  the  handling  of  large  and 
irregular  volumes  of  traffic  this  little  iron  ore  road  sets  an  example 
that  could  be  studied  with  profit  by  more  than  one  trunk  line. 

From  Two  Harbors  to  Cleveland,  the  principal  iron-ore  market  of 
the  central  west,  the  distance  is  about  800  miles.  For  carrying  their 
ore  to  Lake  Erie  ports  the  Minnesota  Iron  Company,  through  its  as- 
sociated corporation,  the  Minnesota  Steamship  Company,  owns  a 
fleet  of  nine  steel  steamers  and  five  barges.  The  names  of  these  ves- 
sels and  their  carrying  capacity  in  gross  tons  on  a  draft  of  fifteen  and 
a  half  or  sixteen  feet  of  water  are  as  follows: 

Marisca,  Manola,  and  Maruba,  about  2,500  tons  each ;  Masaba 
and  Marina,  about  2,700  tons  each;  Mariposa  and  Maritana,  3,400 
to  3,500  tons  ;  Maricopa,  4,500  tons.    The  barges  are  :  Marcia  and 
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Malta,  each  carrying  4,000  tons,  and  the  Martha,  Manda,  and 
Magna,  each  carrying  4, 500  tons. 

The  combined  capacity  of  the  fleet  is  thus  nearly  50,000  tons  per 
trip,  or  slightly  less  than  a  million  tons  during  the  season.  At  the 
average  season  rates  for  the  past  ten  years  ($1.16)  this  fleet  is  capable 
of  earning  more  than  a  million  dollars  per  annum  on  eastward-bound 
freight  alone.  With  deeper  water  between  lakes  Superior  and  Huron 
the  size  of  the  cargoes  can  be  materially  increased. 

There  are  many  interesting  features  connected  with  the  general 
scheme  of  operations  of  this  company.  As  already  stated,  order  is 
the  watchword  in  every  department.  At  the  warehouses  of  the  differ- 
ent mines,  for  example,  an  exact  account  is  kept  of  the  disposition  of 
every  article,  no  matter  how  small  or  inexpensive.  Each  miner  is 
charged  with  every  candle  or  implement  that  he  removes.  Where  so 
many  are  employed,  little  losses  would  soon  aggregate  a  great  deal. 

Sick  or  disabled  miners  are  cared  for  in  the  hospital  of  the  com- 
pany by  the  company  physician.  For  this  privilege  each  man  pays 
one  dollar  per  month,  and  is  treated  free  of  any  other  charge  as  often 
as  may  be  necessary,  with  hospital  privilege  for  six  months  in  case  of 
injury. 

There  is  also  a  benefit  fund,  to  which  each  man  contributes  forty 
cents  per  month,  and  the  company  adds  an  equal  amount  for  each 
laborer  on  the  pay-roll.  In  case  of  injury  a  single  man  receives  Si 5 
and  a  married  man  $20  per  month  for  six  months,  if  the  injury  lasts 
so  long.    In  case  of  death,  $500  is  paid  to  the  heirs. 

A  large  number  of  comfortable  houses  have  been  built  at  Soudan 
by  the  company.  These  are  rented  at  a  low  rate  to  the  employees.  On 
some  occasions  during  the  past  four  years,  when  there  has  not  been 
work  for  all  the  men,  they  have  been  permitted  to  occupy  these 
houses  rent-free,  and  also  been  allowed  to  cut  firewood,  free  of  charge, 
on  lands  belonging  to  the  company. 

Educational  matters  are  carefully  looked  after  among  the  mining 
communities,  and  a  large  school  house  was  built  and  equipped  by  the 
company  at  Soudan.  The  salaries  of  three  and  a  half  teachers  are 
also  paid  from  the  regular  monthly  pay-roll  of  the  company. 

No  stores  or  saloons  are  allowed  at  Soudan.  They  are  all  located 
at  Tower,  some  two  miles  distant.  Delivery  wagons  from  the  latter 
place  take  orders  and  deliver  goods  daily  at  the  mining  location.  At  Ely 
and  on  the  Mesabi  range,  where  other  mining  companies  are  interested, 
and  the  land  has  a  variety  of  owners,  it  is  impossible  to  arrange  matters 
as  they  are  arranged  at  Tower  and  Soudan.  Liberal  provision  is  usually 
made,  however,  regarding  school  and  hospital  matters  at  all  the  mines, 
and  at  Two  Harbors  for  the  railroad  employees. 
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The  number  of  employees  of  the  company  in  its  mining  operations 
alone  is  about  3,400  at  the  present  time.  It  varies  from  1,200  to 
3,000.  The  miners  are  chiefly  Austrians  and  Finlanders.  The  latter 
are  considered  the  more  intelligent.  The  only  strike  that  the  Minne- 
sota Iron  Company  has  ever  had  was  caused  by  a  difference  of  opinion 
over  the  observance  of  an  optional  Roman  Catholic  holiday.  That 
strike  lasted  but  two  and  a  half  days.  There  has  never  been  any 
trouble  over  wages  or  hours  of  labor. 

Offices  of  this  company  are  maintained  at  New  York, Cleveland,  Chi- 
cago, Duluth,  and  Soudan.  The  president  and  general  manager,  Mr. 
D.  H.  Bacon,  resides  at  Tower.  To  him  more  than  to  any  individual  is 
due  the  wonderful  success  of  the  Minnesota  Iron  Company,  and  it  is 
generally  admitted  among  those  familiar  with  this  industry  that  he  is 
without  an  equal  as  a  manager  and  organizer,  as  well  as  in  his  com- 
plete familiarity  with  the  iron-ore  business. 

Possessed  of  seven  magnificent  iron  mines,  and  owners  of  a  com- 
plete line  of  transportation  to  carry  its  ore  to  market,  this  company 
is  to-day  able  to  force  its  way  into  the  ore  market,  and  hold  its  share 
of  business  against  any  competitors.  It  has  already,  July  1,  sold 
1,882,000  tons  of  ore  for  this  year's  delivery,  and  its  mines  will  prob- 
ably produce  a  total  of  2,200,000  tons.  Their  producing  capacity  is 
not  less  than  three  million  tons,  and  the  railroad  and  docks  can  han- 
dle three  and  a  half  millions. 

If  the  demand  for  iron  continues  to  increase,  we  may  soon  have 
one  company  up  in  the  North  Star  State  producing  as  much  iron  ore 
as  all  the  mines  of  Spain,  or  even  of  Germany. 
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By  Percival  Robert  Moses. 
II. 

IN  the  two  groups  already  described,  power  for  elevators  is  a  small 
factor  of  the  total  required  for  all  the  purposes  of  the  building. 
In  the  office-building,  on  the  contrary,  the  power  required  for 
elevators  is  frequently  greater  than  that  needed  for  all  other  purposes. 
The  heating  requirements  are  severe  only  while  the  tenants  are  occu- 
pying their  offices.  As  more  steam  is  needed  for  heating  than  would 
be  used  for  lighting  the  building,  the  coal  bills  in  winter  are  not  in- 
creased by  the  demand  for  light ;  but,  in  summer,  the  production  of 
light  requires  some  additional  coal.  It  is  these  factors,  with  their 
requirements  of  skilled  labor,  that  enables  the  isolated  plant  to  com- 
pletely control  the  situation  in  all  office-buildings  constructed  at  the 
present  time.  In  few  of  the  examples  cited  would  the  abolition  of 
the  lighting  plant  reduce  the  annual  expenditure  for  labor  by  more 
than  the  wages-of  a  fireman. 

The  central-station  supply  has  a  field  in  many  of  these  buildings 
in  supplying  light  and  power  during  the  hours  of  partial  operation. 
Buildings  similar  in  character  (see  tables)  containing  electric  elevators 
have  a  fuel -consumption  slightly  less  than  that  of  those  containing 
hydraulic  machines.  This  is  to  be  expected,  on  account  of  the  par- 
tial conformity  of  the  power  required  to  the  load  raised  in  the  electric 
machine,  and  the  absence  of  such  regulation  with  the  hydraulic 
machine. 

Compare  Nos.  i  and  2.  These  buildings  are  adjoining  and  well- 
situated,  and  they  cater  to  the  same  class  of  tenants.  No.  1  does 
not  include  light  in  the  rent ;  No.  2  does.  No.  1  runs  10 
hours;  No.  2,  12  hours.  No.  1  has  two  steam  elevators;  No.  2, 
one  high-speed  hydraulic  elevator.  The  total  extra  cost  imposed  on 
No.  2  in  order  to  give  "  free  electric  light "  is  about  $1,300  a  year, 
$150  for  fuel,  5480  for  labor,  and  $600  for  interest  (5  per  cent.)  and 
depreciation  (10  per  cent).  There  is  a  floor  area  of  about  50,000 
square  feet  available  for  renting,  so  that  the  rents  would  have  to  be 
raised  2.6  cents  a  square  foot  per  year  to  pay  for  the  plant  operation. 
At  this  rate  an  office  20X20  would  be  assessed  less  than  a  dollar  a 
month. 

Compare,  next,  Nos.  3  and  4.  These  are  more  nearly  alike  in 
available  floor  space  than  their  dimensions  indicate.    No.  4  has  a 
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large  restaurant,  the  cost  of  lighting  which  was  formerly  included  in 
the  rent.  No.  3  has  an  insurance  company  requiring  a  large  quantity 
of  light.  Otherwise  the  conditions  are  similar.  No.  4  uses  expen- 
sive pea  coal  and  wasteful  old- type  elevator  pumps  and  boilers ;  No. 
3  uses  three-watt  lamps,  high-speed  modern  hydraulic  elevators,  and 
new  boilers.  No.  4  obtains  light  from  a  central  station  ;  No.  3  has 
a  private  plant.  No.  4  heats  with  steam  at  reduced  pressure  ;  No.  3 
uses  exhaust  steam  entirely.  Labor  in  No.  3  costs  about  J850  a 
year  more  than  that  in  No.  4.  On  the  other  hand,  coal  in  No.  4 
costs  $600  a  year  more  than  that  in  No.  3. 

By  the  use  of  modern  machinery  and  exhaust  heating  the  plant  of 
No.  3,  including  lighting,  is  operated  at  a  cost  exceeding  by  5250  a 
year  that  of  operating  the  plant  of  No.  4,  excluding  lighting.  No.  4 
gives  free  light,  and,  although  well  situated,  is  half  empty ;  under 
present  arrangements,  the  restaurant  pays  for  its  own  lighting,  and  has 
had  its  rent  reduced.  The  bills  for  lighting  averaged  more  than  $200 
a  month  with  the  building  filled,  showing  a  gain  for  No.  3,  exclusive  of 
interest  and  depreciation,  of  $2,150  a  year.  Deducting  the  fixed 
charges,  at  15  per  cent,  on  the  cost  of  the  generating  plant,  the  net 
gain  shown  amounts  to  $1,000  a  year,— enough  to  pay  for  the  plant 
in  two  years. 

Nos.  5  and  6  can  also  be  compared.  The  latter  is  about  to  install 
a  lighting  plant,  but  the  present  conditions  will  serve.  The  buildings 
are  about  the  same  size,  each  having  two  elevators.  No.  5  gives  free 
light  throughout ;  No.  6  supplies  offices,  but  not  the  stores  or  the 
club  (at  present),  with  a  consequent  loss  of  rental.  In  No.  5  the 
elevators  and  lights  are  supplied  from  the  same  generating  set,  except 
at  periods  of  large  lighting-load  ;  No.  6  has  both  its  elevators  and 
lights  on  the  central  service.  Both  buildings  are  exposed,  and  have 
a  large  heating  factor.  The  cost  of  operation  of  the  two  plants  is  the 
same,  and,  in  addition,  No.  6  pays  82,500  a  year  for  light  and  power, 
and  also  a  portion  of  the  rent. 

No.  7  is  interesting ;  it  is  a  newspaper  building,  with  an  old  high- 
pressure  heating  plant  remodeled,  large  engines  intended  for  12  pounds, 
back  pressure,  etc.,  two  hydraulic  high  speed  elevators,  and  one  steam 
drum  elevator.  It  has  a  day  load  of  500  lights  and  a  night  load  of 
1,000.  Boilers  supply  steam  for  the  presses  of  two  newspapers,  and 
light  for  one.  Ten  tons'  pea  coal,  costing  from  $2.85  to  $3.00  a  ton, 
are  used  per  day.  One  chief  engineer,  two  assistants,  and  three  fire- 
men are  employed.  The  total  operating  cost  of  the  engine  room  and 
plant,  everything  included,  is  less  than  fifty  dollars  per  day. 
The  lighting  of  this  building  was  placed  on  the  central -station  service 
as  a  test  of  comparative  economy  and  at  the  rates  then  prevailing, 
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$0,006  per  lamp  hour.  The  lighting  alone  cost  more  than  the  entire 
operation  of  the  plant  at  present. 

Throwing  the  lighting  on  the  central  service  saved  nothing  in  the 
cost  of  the  labor,  and  but  a  very  small  portion  of  the  cost  of  the  fuel. 

No.  8  shows  the  effect  on  operating  cost  of  varying  conditions. 
It  is  a  telegraph  building,  and  requires  continuous,  arduous  service. 
The  labor  charge  is  enormous,  due  to  the  skilled  labor  required,  and 
the  coal  bill  becomes  of  small  (comparative)  account.  The  removal 
of  the  lighting  plant  would  reduce  the  force  employed  by  two  men 
only  and  the  coal  bill  by  less  than  one-half,  while  the  cost  from  the 
central  service  would  amount  to  more  than  $25,000  per  year. 

No.  9  is  an  example  of  a  building  in  which  the  power  for  elevators 
is  greater  than  that  required  for  the  rest  of  the  equipment.  It  has 
fifteen  stories  and  contains  more  than  three  hundred  separate  offices, 
requiring  little  artificial  light  and  considerable  heating.  There  are  five 
elevators,  whose  average  speed  is  more  than  400  feet  a  minute.  The 
total  coal-consumption  is  less  than  three  tons  of  pea  coal  per  day,  and 
the  average  current  used  during  the  ten  hours  of  full  service  is  300 
amperes.  At  one  cent  per  ampere-hour  for  both  light  and  power  this 
service  would  cost  about  $9,000' a  year,  or  $1,000  more  than  the 
present  total  operating  cost.  The  removal  of  this  isolated  plant  would 
decrease  the  annual  labor  charge  $1,000,  and  the  coal  bill  one-third, 
or  $900,  adding  $2,100  a  year  for  interest,  depreciation,  and  taxes; 
the  total  annual  reduction  would  be  $4,000, — a  loss  to  the  owners  of 
$5,000  a  year.  While  this, coal  charge  is  small,  it  will  be  lowered  by 
the  employment  of  an  auxiliary  storage  battery  for  regulation  and  to 
supply  the  night  load.  It  is  the  intention  of  the  owners  to  install 
such  a  battery,  and  to  remove  the  present  connection  with  the  central 
station  which  supplies  the  night  requirements, — one  elevator  with  in- 
frequent service  and  a  dozen  lights, — at  a  monthly  diarge  of  fifty 
dollars. 

To  arrive  at  a  fair  estimate  of  the  value  of  a  storage-battery  adjunct 
compare  No  n,  which  contains  such  a  battery,  with  No.  10.  Each 
has  three  hydraulic  high-speed  elevators  and  an  approximately  equal 
floor  space.  The  labor  does  not  enter  as  a  factor  in  the  comparison, 
as  it  is  not  varied  by  the  presence  of  the  auxiliary  battery.  The  dif- 
ference shown  is  due  to  local  conditions.  The  fuel  consumption  in  No. 
1 1  is  two-thirds  of  that  of  No.  10, — a  difference  of  $750  a  year.  The 
installation  was  justifiable,  provided  the  cost  was  less  than  $4,500.  No. 
11  is  not  a  building  best  fitted  for  a  storage  battery,  as  the  hydraulic 
elevators  require  a  double  shift  of  labor  and  continuous  operation  of 
the  plant, — reducing  the  possible  economy  to  the  fuel  alone.  In  No. 
9,  containing  electric  elevators,  the  difference  in  operating  costs  would 
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be  increased  by  the  amount  of  the  central-station  charge  and  decreased 
depreciation  of  machinery.  In  addition,  the  regulating  property  of 
the  battery  permits  the  operation  of  the  generators  at  or  near  their  full 
load,  and  reduces  the  number  of  units  required  by  one  third.  The 
cost  of  a  suitable  battery  and  appliances  for  No.  9  is  $5,500,  and  the 
value  of  the  generating  set  displaced  $3,000,  making  the  total  invest- 
ment $2,500.  The  annual  depreciation  will  not  exceed  10  per  cent,  or 
$400.  The  saving  in  coal  consumption  will  be  about  one-third,  or 
$900,  less  the  coal  used  in  recharging  the  batteries, — cost  $180  ;  the 
cost  of  the  central-station  service  adds  $600 — a  total  return  of  $920  a 
year,  or  37  per  cent,  on  the  investment. 

Groups  IV  and  V  do  not  allow  of  any  definite  conclusions ;  each  case 
requires  special  consideration.  In  general  the  central -station  supply  is 
advantageous  where  the  maximum  load  is  comparatively  large  and  of 
short  duration,  as  in  loft-buildings,  stores,  private  houses,  and  small 
restaurants.  The  reverse  is  true  where  the  load  is  continuous  and 
equivalent  to  70  lights  burning  10  hours  per  day.  Under  such 
conditions  an  isolated  plant  can  be  installed  to  compete  successfully 
with  the  central  station,  but  the  plant  must  be  designed  to  meet  the 
requirements.  Other  considerations,  as  in  apartment-houses,  fre- 
quently decide  the  question ;  for  example,  divided  leasehold, 
lack  of  space  for  plant,  presence  of  combustible  material,  lack  of 
proper  means  of  ridding  the  engine  room  of  smoke  and  hot  air,  uncer- 
tainty of  tenure,  etc.,  overrule  any  possible  economical  advantages. 

No.  1  is  a  social  club  frequented  by  the  best  class  of  people. 
The  plant  was  designed  to  meet  the  requirements,  and  the  results 
have  been  eminently  satisfactory — to  the  club  at  least*  Previous 
to  the  installation  of  the  plant,  the  current  for  the  lights  was 
supplied  by  a  central  station.  The  cost  of  this  supply  was  one  thou- 
sand dollars  a  year  more  than  the  total  expense  of  operating  the  present 
heating  and  lighting  and  elevator  plant — everything  included.  The 
charge  necessitated  by  the  introduction  of  the  lighting  plant  was  con- 
fined to  an  increase  of  the  labor  cost  by  $45  a  month  and  the  coal 
bill  by  a  small  amount,  the  heating  being  accomplished  by  exhaust 
instead  of  by  live  steam.  The  boilers  previously  in  use  remained. 
The  club  is  one  of  moderate  size,  and  is  representative  of  others. 

Nos.  2,  3,  and  4  are  restaurants,  all  successful,  differing  from  each 
other  in  details.  Nos.  3  and  4  are  comparable,  though  the  latter  has 
about  one-quarter  the  floor  space  covered  by  the  former.  No.  3  con- 
tains a  lighting  and  heating  plant ;  the  ice  is  purchased.  No.  4  has 
a  heating  and  refrigerating  plant,  and  buys  the  light  used.  The 
proprietor  of  No.  3  expects  to  install  a  refrigerating  plant  in  the  near 
future,  and  thereby  economize  in  the  general  operation  of  the  restau- 
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rant.  Each  establishment  has  large  display  signs  containing  more  than 
two  hundred  lamps  (eight  c.  p.),  and  is  well  lighted  inside. 

No.  4  has  a  smaller  number  of  lights,  but  uses  them  more  pro- 
fusely. As  will  be  seen  in  table  IV,  No.  3  employs  one  fireman 
extra,  and  the  coal  costs  seventy-five  cents  a  day  more  than  in  No.  4. 
The  coal  used  for  the  ice  machine  in  No.  4  costs  less  than  one  dollar 
a  day.  Combining  these  figures,  we  see  that  the  addition  of  an  elec- 
tric-lighting plant  to  No.  4  would  not  cost  more  than  $  1.25  a  day  for 
labor  and  $1.75  for  fuel, — that  is,  $3.00  a  day,  or  $1,1 00  a  year.  The 
interest  and  depreciation  would  be  $375.  The  present  bills  for  light 
approximate  $5,000  a  year.  This  indicates  a  possible  saving  of  about 
$3,500  a  year  in  the  yearly  cost  of  operating  No.  4.  This  is  less  than 
the  amount  that  has  been  saved  in  No.  3  each  year  since  the  installa- 
tion of  the  plant. 

No.  5  pays  from  thirty  to  forty-five  dollars  a  month  for  its  one 
electric  elevator  ;  its  bills  for  light  average  more  than  5115  a  month, 
or  a  total  of  $1,800  a  year  for  both  services.  The  extra  labor  re- 
quired for  a  lighting  plant,  in  addition  to  the  present  heating  plant, 
is  that  of  a  helper  at  a  dollar  a  day.  No  more  coal  would  be  required 
in  the  winter  than  at  present.  In  summer  very  little  lighting  is  nec- 
essary, and  a  quarter  of  a  ton  a  day  would  be  a  large  allowance,  add- 
ing one  dollar  per  day  for  interest  and  depreciation.  The  total  cost 
of  operating  the  lighting  plant  is  $3.00  a  day, — a  net  gain  to  the 
establishment  of  $900. 

No.  6  is  a  large  wholesale  drug  store,  with  a  storage-battery 
auxiliary.  Previous  to  the  installation  of  the  plant,  the  old  building, 
four-fifths  the  size  of  the  new  one,  was  lighted  first  by  a  gas  company, 
and  afterward  by  an  electric  light  company.  The  monthly  bills  varied 
from  more  than  $100  in  summer  to  $200  in  winter, — average,  $150, 
— a  total  of  $1,800  per  year,  making,  for  this  rate,  $2,2503  year. 
With  the  installation  of  an  isolated  plant  (cost,  $3,700),  the  labor 
charge  was  increased  $728  and  the  fuel  charge  $320  ;  the  gas  bills 
were  reduced  to,  $240  a  year.  The  total  annual  expenditure  was 
$  1 , 288.  Adding  10  per  cent,  of  cost  of  plant  for  depreciation, — t.  e. , 
$370, — the  annual  cost  of  the  light  is  $1,658.  The  difference  ($592) 
between  this  sum  and  $2,250  is  exactly  sixteen  percent,  on  the  original 
investment.  The  economy  due  to  the  storage  battery  in  this  instance 
proceeds  from  the  long  hours  required  in  the  retail  department  and  the 
small  number  of  lights  necessary  there.  A  point  of  especial  moment 
in  this  connection  is  the  fact  that  increasing  the  hours  of  burning  adds 
to  the  total  only  by  increasing  the  coal  bill ;  that  is,  doubling  the  hours 
of  lighting  increases  lighting-cost  only  one  third. 

No.  7  is  a  very  prevalent  type  of  building,  and  shows  clearly  one 
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central-station  position  that  is  unassailable,  unless  by  a  combination 
of  many  adjoining  houses.  In  it  the  elevator  is  run  from  a  central- 
station  service,  and  the  lights  are  paid  for  directly  by  the  tenants.  The 
elevator  boy  (who  is  to  be  required  in  New  York  to  have  a  license  as 
fireman)  runs  the  heating  plant  (low-pressure  boiler)  in  winter,  and 
also  attends  the  elevator.  In  larger  buildings  of  this  type  an  engineer- 
fireman  is  sometimes  employed.  The  cost  of  the  power  for  operating 
the  elevator  is  $10  to  J45  a  month,  and,  together  with  the  cost  of  the 
coal  used  in  winter  and  the  wages  of  the  elevator  boy,  constitutes  the 
total  operating  expense.  In  many  of  the  larger  buildings  the  whole 
plant  is  controlled  by  the  tenants.  In  such  cases  the  isolated  plant 
may  prove  advisable,  if  proper  arrangements  can  be  made  for  division 
of  the  cost. 

No.  8  is  a  commission  house  previously  supplied  by  a  central  sta- 
tion, but  at  present  using  a  gas  engine  belted  to  dynamo  and  belt  screw 
elevator.  The  elevator  man  cares  for  the  engine  without  extra  pay. 
The  cost  of  gas  and  sundries  used  is  $2.60  per  day  (see  table).  The 
interest  and  depreciation  on  the  machinery  (5  per  cent,  and  10  per 
cent.)  amount  to  seventy-five  cents  a  day  more.  Total,  $3.35  per 
day.  The  lights  are  required  continually.  The  cost  from  the  central 
station  was  nearly  $5  a  day  for  illumination  alone.  An  elevator 
similar  to  the  one  used  costs  elsewhere  twelve  dollars  a  month  for 
power.  Hence  the  power  and  light  equivalent  to  that  furnished  by 
the  gas  engine  would  have  cost  monthly  more  than  $140  in  contrast  to 
$87.  The  saving  produced  paid  for  the  plant  in  less  than  three 
years. 

Before  concluding,  some  reasons  accounting  for  the  advantage  of 
the  private  lighting  plant  in  many  of  the  cases  instanced  will  not  be 
out  of  place.  It  has  been  claimed — and  the  contention  is  still  main- 
tained— that,  on  account  of  concentration  of  machinery,  etc.,  in  one 
large  plant,  under  a  trained  engineer,  the  power  required  for  lights, 
elevators,  etc.,  should  be  produced  and  delivered  more  cheaply  than 
in  a  number  of  small  stations  controlled  by  less  competent  men. 

The  question  of  the  interest  on  the  enormous  cost  of  feeders  and 
mains  has  been  threshed  over  and  over,  as  well  as  the  other  financial 
points  involved,  and  it  would  be  useless  to  renew  the  discussion. 
What  requires  emphasizing  is  the  fact  shown  in  the  tables,  compiled 
as  they  are  from  three  times  the  number  of  plants  cited,  that  the  iso- 
lated lighting  plant,  per  se,  is  not  what  we  have  to  deal  with  in  mod- 
ern buildings.  It  is  not  required  that  a  plant  be  installed  with 
boilers,  stack,  engines,  dynamos,  etc.,  necessitating  additional  outlay 
for  engine  and  boiler-room  and  an  extensive  stafT  engaged  merely  for 
the  purpose  of  having  the  buildings  properly  lighted.    The  staff,  with 
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•  the  possible  exception  of  some  cheap  labor,  and  everything  but  the 
engine  and  dynamo  are  essential,  without  the  lighting  plant,  in  all 
buildings  requiring  elevators  and  steam  heat. 

Again,  the  tables  show  little  difference  in  the  coal  cost,  whether 
a  lighting  plant  is  installed  or  not.  This  is  readily  understood  when 
it  is  remembered  that  the  lighting  required  in  summer  varies  from 
one-sixth  (in  apartments)  to  one-half  (in  hotels)  of  that  required  in 
winter,  and  that  during  the  winter  the  steam  used  for  heating,  if  not 
obtained  from  the  exhaust  of  the  engines,  must  be  generated  directly. 
That  ' '  repairs  are  so  expensive ' '  is  another  point  often  brought  up. 
In  all  the  lighting  plants,  installed  under  competent  advice,  that  have 
come  under  my  notice  there  has  not  been  one  in  which  the  repairs 
required  amounted  to  more  than  fifty  dollars  a  year  in  actual  cash 
expended.  The  ordinary  simple  engine  direct  connected  to  genera- 
tor need  never  get  seriously  out  of  order,  if  proper  attention  is  given 
to  it,  and  the  necessary  repairs  can  be  made  by  the  engineer. 

Correct  design  of  a  plant  is  a  most  important  factor  in  its  economy. 
Generally  a  dynamo  capacity  equal  to  the  maximum  load  is  sufficient, 
as  the  small  day  load  allows  of  inspecting  and  repairing  one  of  the 
two  or  more  units  into  which  the  installation  should  be  divided.  The 
units  should  not  be  of  the  same  size,  but  each  of  sufficient  capacity  to 
enable  it  to  operate  the  lights,  etc.,  during  a  portion  of  the  day  with 
an  economical  steam-consumption.  If  electric  elevators  are  employed, 
some  slow  starting  device  or  storage  batteries  must  be  used,  in  order 
to  obtain  both  light  and  power  from  the  same  generating  apparatus 
without  causing  annoying  flickering  in  the  lamps. 

The  deduction  to  be  drawn  from  the  figures  cited  are  self-evident, 
and  may  be  summed  up  as  follows.  The  central-station  service  can 
successfully  compete  with  the  private  supply  in  small  installations, 
whether  separate  or  aggregate,  and  in  large  installations  where  the 
load  is  large  and  of  short  duration.  In  all  other  cases  the  power  can 
be  delivered  more  cheaply  by  the  private  plant  on  the  premises, 
though  local  influences  may  make  its  installation  inadvisable. 
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By  Ridgely  Hunt. 

THE  number  of  merchant  steamers  of  100  gross  tons  and  up- 
wards, in  the  world,  exceeds  13,600 :  their  total  gross  ton- 
nage is  more  than  17,800,000.  By  gross  tonnage  is  meant 
register  tonnage, — borne  on  the  books  of  the  custom  houses ;  it  ex- 
presses in  tons  of  100  cubic  feet  the  volume  of  the  spaces  actually 
available  in  a  ship  for  remunerative  service,  such  as  the  conveyance  of 
passengers  or  the  stowage  of  cargo. 

The  13,600  steam  vessels  may  be  classified,  according  to  the  ma- 
terial of  which  their  hulls  are  constructed,  into  about  1,200  wooden, 
6,400  iron,  and  6,000  steel  steamers.  It  is  interesting  to  know  that 
this  vast  fleet  is  but  a  generation  old,  the  result  of  a  development  be- 
gun and  expanded  to  its  present  proportions  entirely  within  the  last 
sixty  years.  Even  the  material  of  which  the  modern  steamship  is 
built  is  a  production  of  to-day,  for,  though  steel  was  introduced  in 
1873  as  a  ship-building  material,  it  was  not  generally  accepted  as  such 
until  1880.  Ten  years  before  this,  iron  was  adopted  instead  of  wood, 
notwithstanding  the  fact  that  for  fifty  years — the  first  iron  steamship 
having  been  laid  down  in  1838 — iron  had  been  strongly  advocated. 
Wood,  of  course,  has  been  in  use  from  time  immemorial. 

The  cardinal  advantages  which  iron  possesses  over  wood  as  a  ma- 
terial of  which  to  build  ships  are  lightness  and  strength.  In  ordinary 
merchant  steamers  the  saving  in  weight  of  a  hull  of  iron  over  one  of 
wood  is  about  30  per  cent.  Mr.  W.  H.  White,  in  his  "  Manual  of 
Naval  Architecture,"  explains  the  matter  as  follows: 

As  an  illustration,  take  a  tie-bar  of  oak  one  square  foot  in  sectional  area;  it  would 
have  an  ultimate  tensile  strength  of  about  570  tons,  but  would  only  be  trusted  with  a 
moving  load  of  55  t°  60  tons.  An  iron  bar  of  equal  weight  would  have  a  sectional 
area  of  one-ninth  square  foot  and  a  tensile  strength  of  320  tons,  but,  owing  to  its  su- 
perior elasticity  and  the  confidence  felt  in  its  uniformity  of  strength,  it  would  be  trusted 
with  a  load  of  from  65  to  80  tons.  Or,  to  state  the  comparison  somewhat  differently, 
an  iron  bar  capable  of  safely  sustaining  the  same  load  as  the  oak  bar  need  only  have 
an  ultimate  tensile  strength  of  260  tons,  which  would  be  equivalent  to  a  sectional  area 
of  13  square  inches.  The  oak  bar  would  weigh  54  pounds  per  foot  of  length  ;  the 
equivalent  bar  of  iron  would  weigh  about  45  pounds  per  foot  of  length. 

Steel  is  a  superior  metal  to  iron  because  of  its  greater  strength  and 
elasticity,  by  virtue  of  which  it  can  be  trusted  to  stand  heavier  strains. 
In  building  ships  of  steel  there  is  a  saving  of  weight  over  iron  of 
about  1  s  per  cent. 
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The  other  advantages  of  steel  over  iron  and,  in  turn,  of  iron  over 
wood,  in  the  way  of  durability,  method  of  construction,  and  safety, 
are  apparent  from  what  has  been  said.  What  is  more  important  to 
notice  here  is  the  influence  that   the  adoption  of  metal  for  ship- 
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building  has  had  in  tending  to  develop  the  modern  steamship  as  ex- 
emplified in  those  vessels  of  gigantic  proportions  to  day  steaming  into 


THE  GREAT  EASTERN  AT  SEA. 

and  out  of  our  ports  with  the  speed  of  locomotive  trains.  It  is  im- 
possible to  imagine  that  such  vessels  could  be  achieved  in  wood. 

In  the  last  half-century  also  engines  have  advanced  from  simple  to 
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compound,  and  then  to  triple-expansion  ;  so,  too,  have  paddle-wheels 
been  discarded  for  single  propellers  and  for  twin  propellers  ;  so,  too, 
have  single  rectangular  boilers  with  one  flue,  been  replaced  by  several 


UMBRIA  AND  ETRURIA,  1884. 

boilers,  cylindrical,  and  with  many  tubes ;  so,  too,  have  jet  conden- 
sers been  transformed  into  surface  condensers,  and  the  steam  pressures 


THE  SAVANNAH  OFF  CAPE  CLEAR,  JUNE  17,  1819. 

been  raised  from  10  to  100  and  200  pounds  to  the  square  inch  ;  the 
size  of  steamships  has  been  multiplied  twentyfold  and  the  horse 


ALASKA  AND  OREGON,  l88l. 

power  fortyfold.  The  speeds  of  the  ships  have  been  increased  from 
8  to  17  and  2  3  knots ;  and  in  every  other  respect  has  there  been 
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CUNARD  ROYAL  MAIL  PADDLE  STEAMSHIP  BRITANNIA. 

J07  ft.  x  54  ft.  4  in.  x  27  ft.  6  in.   1154  tons.  740  I.  H.  P.    Built  on  the  Clyde  1S40.  Cargo 
capacity,  jj.s  tons,  and  she  carried  115  cabin  passengers. 

a  like  extraordinary  evolution.  It  is  the  purpose  of  this  paper  to  in- 
dicate briefly  how  some  of  these  conversions  were  effected. 

The  first  commen  ially-successful  steamboat  in  the  world  was  Ful- 
ton's Clermont,  in  1807.  The  first  steamship  to  go  into  deep  water 
wasthe  Savannah,  in  1819.  The  next,  in  1825,  was  the  English  steam- 
ship Enterprise,  from  London  to  Calcutta.  Next,  in  1829,  a  ship 
steamed  from  England  to  the  West  Indies,  and  then, in  1833,  the  Royal 
William  (built  in  Canada),  steamed  to  England.  The  wisdom  of 
employing  such  vessels  for  ocean  traffic  was  much  questioned,  many 
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CUNARD  ROYAL  MAIL  PADDLE  STEAMSHIP  PERSIA. 

3,500  tons,   j.ftoo  I.  H.  P.,  with  accommodations  for  J50  cabin  passengers.    Built  1**6. 


men  urging  that,  because  steamers  could  not  carry  coal  sufficient  for 
long  distances,  and  because  the  expense  of  maintenance  made  any  re- 
muneration impossible,  therefore  long  voyages  should  be  made  only  by 
sailing  ships.  In  these  discussions  the  transatlantic  route  three  thou- 
sand miles  long  was  particularly  considered.  Not  until  the  year  1838, 
when  the  Sirius,  of  700  tons,  and  the  Great  Western,  of  1,340  tons, 
steamed  into  New  York  harbor  from  England,  was  the  practicability 
of  navigating  the  ocean  by  steam  alone  triumphantly  established. 

It  is  not  intended  to  give  many  details  of  particular  ships.  Some, 
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CUNARD  ROYAL  MAIL  STEAMSHIP  RUSSIA. 

35  ft  »  43  ft.  X  11  ,"0  ft.  2,960  ions    |,8oo  I.  H.  P.   Speed  IJ  knots.  Built  in  1S67  on  the  Clyde. 

Lost  on  the  coast  of  New  Jersey. 
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however,  are  needed  to  illustrate  with  distinctness  the  progress  made 
in  the  evolution  of  the  steamship.  Thus  the  advent  of  the  Great 
Western  was  an  event  of  importance  in  deep-sea  steaming,  because 
she  was  the  first  vessel  constructed  especially  for  a  long  sea-voyage. 
In  size  she  greatly  exceeded  anything  built  up  to  her  time,  being  236 
feet  long,  35  feet  broad,  and  17  feet  draft.  Her  engines  were  of  the 
side-lever  type,  with  two  74-inch  cylinders  and  a  piston  stroke  of 
seven  feet,  which  drove  her  paddle-wheels  at  the  rate  of  twelve  revo- 
lutions a  minute.  There  were  four  iron  rectangular  flue  boilers,  sup- 
plying steam  of  eight  pounds'  pressure  to  the  square  inch  :  the  coal 
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consumption  was  about  75  tons  a  day  ;  the  h.  p.  was  750,  and  the 
speed  was  8.2  knots. 

The  permanent  setting  in  of  the  tide  of  progress  in  the  building 
and  designing  of  ocean  steamships  began  with  1840.  From  that  be- 
ginning, only  fifty-seven  years  ago — easily  within  the  memory  of  many 
a  man  now  among  us — there  has  been  an  advancing,  sometimes  rapid, 
sometimes  sluggish,  towards  the  present  mark.  Now  the  tide  is  at  a 
stand,  but  it  will  doubtless  be  flowing  again  in  a  short  time. 

In  1840  was  organized  the  famous  Cunard  steamship  company  for 
the  purpose  of  conducting  trade  and  carrying  the  mails  at  regular  in- 
tervals between  Great  Britain  and  the  United  States.    Four  wooden 
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paddle-wheel  steamships,  the  very  best  that  man's  ingenuity  could  de- 
vise, were  put  into  service.  The  dimensions  of*  the  Britannia,  the  first 
one,  were:  length,  207  feet;  beam,  35  feet;  draft,  17  feet;  ton- 
nage, 1,154  register.  She  had  side-lever  engines,  with  two  7 3- inch 
cylinders  and  a  stroke  of  seven  feet;  there  were  four  rectangular 
boilers  and  twelve  furnaces  ;  the  steam  pressure  was  9  pounds  per 
square  inch  ;  the  i.  h.  p.  was  740,  the  speed  8.5  knots,  and  the  coal 
consumption  38  tons  a  day. 

The  success  attending  this  venture  of  the  Cunard  company  stimu- 
lated other  organizations.    Presently  a  line  of  steamers  was  started  for 


•  1 


AUUl'STA  VICTORIA. 


Mediterranean  ports,  and  soon  afterwards  lines  were  in  operation 
reaching  to  every  quarter  of  the  globe.  The  steamship  itself  was 
thus  brought  into  prominence,  and  its  improvement  enlisted  the 
efforts  of  many  men  of  scientific  attainments.  Already  the  un- 
suitableness  o(  the  paddle  wheel  had  been  discerned,  the  chief  prac- 
tical difficulty  being  connected  with  the  constant  changes  in  the 
immersion  of  the  floats.  In  long  voyages  the  consumption  of  coal 
and  stores  lessened  the  draft  of  the  vessel  considerably :  hence,  wheels 
effective  at  the  beginning  of  the  passage,  would  be  much  less  so  at  the 
end.  Further,  the  rolling  of  the  ship  at  sea  affected  the  action  of  the 
wheels ;  at  one  moment  a  wheel  would  be  completely  submerged,  and 
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the  next  be  altogether  out  of  the  water,  causing  the  engines  to  race 
violently  and  endangering  the  machinery.  To  obviate  these  difficulties 
the  screw  propeller  was  introduced. 

Some  time  before  this,  the  screw  propeller  had  been  invented  and 
tried.  In  1836  Kricsson  put  it  to  the  test,  and  in  1838  he  fitted  it  to 
a  small  iron  boat  70  feet  long.  Here  a  new  material  of  construction 
and  a  new  method  of  propulsion  were  introduced  together ;  a  still 
further  innovation,  in  the  Stockton,  was  a  direct-acting  engine,  with 
16  inch  cylinders  and  18-inch  stroke.  This  ship,  which  sailed  across 
the  Atlantic  to  the  United  States,  was  the  first  propeller  in  our  waters. 
Ericsson  followed  her. 

The  crowning  effort  of  this  epoch,  and  at  the  same  time  a  most  dar- 
ing leap  into  the  future,  was  the  launching  in  1843  °f  tne  steamship 
Great  Britain,  designed  by  Brunei,  the  genius  who  afterwards  de- 
signed the  Great  Eastern.  The  Great  Britain  justly  ranks  as  the  most 
astonishing  achievement  of  the  day  in  marine  engineering.  Up  to  the 
time  of  the  Great  Britain's  exploitation  and  for  a  great  many  years  after- 
wards, steamships  were  built  of  wood,  and  were  propelled  by  paddle- 
wheels  ;  but  the  Great  Britain  was  built  of  iron  and  was  propelled  by  a 
screw.  Although  she  was  not  the  first  ship  in  the  world  to  be  so  con- 
structed and  so  engined,  yet  she  was  the  first  of  her  kind  designed  for 
deep-water  cruising.  Properly  speaking,  the  Great  Britain  was  the 
prototype  of  the  modern  steamship  of  steel  with  twin  screws.  Her 
dimensions  were:  length,  322  feet;  beam,  51  feet;  draft,  17  feet; 
tonnage,  3.400,  register.  Her  engines  were  of  the  geared  pattern, 
with  chains  wound  on  drums,  instead  of  toothed  wheels ;  one  turn  of 
the  engine  gave  three  turns  to  the  screw.  There  were  four  cylinders, 
88  inches  in  diameter  and  with  a  stroke  of  six  feet ;  the  screw  was 
six-bladed,  15.5  feet  in  diameter  and  25  feet  in  pitch  ;  the  coal  con- 
sumption was  70  tons  a  day ;  the  speed  was  a  fraction  over  eight 
knots. 

The  nautical  world  condemned  the  principles  involved  in  the  con- 
struction and  machinery  of  the  Great  Britain  ;  her  engines,  her  ma- 
terial, her  large  coal-consumption,  her  limited  bunker  capacity,  her 
speed,  the  expense  of  her  maintenance  and  the  costliness  of  her  de- 
signs, deterred  further  experiments  on  the  same  lines.  Instead,  marine 
engineers  devoted  their  talents  to  perfecting  wooden  steamships  and 
paddle-wheels.  Screw  propulsion,  however,  attracted  the  serious  at- 
tention of  several  naval  authorities  ;  in  1843  the  French  government 
fitted  a  frigate  with  an  Ericsson  screw,  driven  by  direct-acting, 
horizontal  engines,  placed  below  the  water-line  of  the  vessel — the  first 
machinery  of  the  kind  ever  put  afloat.  In  1845  the  English  navy 
tried  for  the  first  time  a  propeller  with  blades  of  varying  pitch. 
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Perhaps  more  progress  was  made  in  screw  propulsion  and  in  im- 
proving the  models  of  ships,  by  the  United  States  than  by  any  other 
country.  At  that  time  the  government  launched  the  man  of  war 
Princeton,  of  1,000  tons.  The  machinery  was  designed  by  Ericsson, 
and  his  genius  was  discernible  in  many  other  strange  features  of  this 
novel  craft.  The  engines  had  double  or  compound  semi-cylinders  of 
different  diameters,  with  double  pistons  placed  in  opposite  directions, 
both  being  acted  upon  by  the  steam  at  the  same  time,  their  differential 
force  being  the  effective  motive  power  of  the  engine.  The  diameters 
of  the  semi-cylinders  were  20  inches  and  72  inches;  the  stroke  was 
96  inches,  and  the  nominal  h.  p.  250.  There  were  three  iron  rec- 
tangular boilers  with  semi -circular  tops.  Another  innovation  in  the 
Princeton  was  a  telescopic  smoke-stack.  The  propeller  had  a  cast- 
brass  hub,  with  six  blades  14.5  feet  in  diameter,  and  32  feet  in  pitch. 
The  performance  of  this  extraordinary  machinery,  when  operated 
under  a  steam  pressure  of  12  pounds  per  square  inch  and  burning  1,300 
pounds  of  coal  an  hour,  was  a  speed  of  6.3  knots.  In  1847  the 
Princeton  was  fitted  with  return  drop  circular  flue  boilers ;  the 
same  pressure  resulted  and  the  same  speed.  The  revolutions  of  the 
.  screw  were  25  a  minute. 

The  model  of  the  Princeton  was  peculiar.  She  had  a  very  flat 
floor  amidships,  with  great  sharpness  forward  and  excessive  leanness  aft. 
The  run  was  remarkably  fine.  Lindsay,  in  his  <4  History  of  Merchant 
Shipping,"  states  that,  in  thus  departing  from  the  style  of  round  or 
bluff  bows  and  full  sterns  previously  prevailing,  and  substituting  a  fine 
entrance  and  a  clean  run,  American  naval  architects  were  the  first  to 
improve  the  form  of  steam  vessels.  By  these  important  alterations  and 
by  subsequently  making  the  length  of  merchant  steamers  at  least  eight 
times  the  beam,  ship-designers  succeeded,  even  during  the  infancy  of 
marine  steam  propulsion,  in  raising  the  speed  from  nine  to  thirteen 
knots,  and  in  giving  to  the  world  lines  for  the  modeling  of  ships 
vastly  superior  to  any  hitherto  adopted. 

The  steam  history  of  the  decade  following  is  quite  as  wonderful. 
At  the  very  commencement  many  new  ocean-going  steamers  were 
put  afloat,  in  which  were  embodied  in  substantial  form  nearly  every 
conspicuous  feature  hitherto  essayed  experimentally.  The  improve- 
ments in  model,  in  motive  power,  and  in  habitability  which  particu- 
larize this  era  can  be  attributed  primarily  to  the  influence  of  the  in- 
tense rivalry  among  different  steamship  companies  in  their  efforts  to 
gain  the  control  of  the  rapidly-increasing  and  remunerative  Atlantic 
trade.  Ships  built  of  wood  were  matched  against  ships  built  of  iron  ; 
paddle-wheels  were  in  the  running  against  screw  propellers  ;  and  long, 
narrow,  deep  hulls  were  pitted  against  short,  chunky,  broad  ones. 
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To  three  well-known  steamship  companies  should  be  given  the 
credit  for  thus  materially  furthering  the  cause  of  steam  navigation  :  first, 
to  the  Inman  company,  for  boldly  and  with  rare  foresight  placing  in 
commission  a  fleet  of  large  sea-going,  iron  steamers,  propelled  by  a 
screw  :  second,  to  the  American  Collins  line,  for  superiority  of  model, 
internal  arrangements,  and  fine  machinery  ;  and,  third,  to  the  Cunard 
line,  for  excellence  of  construction  and  general  efficiency.  The  point 
of  radical  difference  between  the  American  and  Cunard  ships  lay  in 
the  boilers  of  the  former,  which  were  arranged  with  double  furnaces 
and  lower  water  spaces  connected  by  a  row  of  vertical  tubes  around 
which  the  heated  gases  circulated. 

As  ship  followed  ship  in  those  days,  so  did  improvement  follow 
improvement,  each  vessel,  no  matter  by  whom  put  afloat,  possessing 
certain  characteristics  which  made  her  a  better  sea- boat  than  her  prede- 
cessor. How  great  this  onward  movement  was,  and  how  thereby 
the  steamship  was  benefited,  can  be  best  understood  by  stating  some 
facts  pertaining  to  two  famous  ships, — the  Britannia,  of  1,150  tons, 
built  in  1840  of  wood,  and  the  Persia,  of  3,870  tons,  built  in  1856,  of 
iron.  The  former  consumed  in  a  voyage  570  tons,  the  latter  1,400 
tons,  but  the  cargo  capacity  of  the  Persia  was  750  tons  to  the  Britan- 
nia's 224  tons.  The  Persia  was  the  largest  steamer  in  capacity  of  hull 
and  steam  power  that  had  ever  been  built.  For  two  and  a  half  times  the 
quantity  of  coal,  she  carried  nearly  three  and  a  half  times  the  quantity  of 
cargo,  "  which  can  be  attributed  to  increased  engine  efficiency  as  well 
as  to  increased  size  of  hull."  Both  ships  had  jet  condensers  and  simple 
side-lever  engines,  but  the  boilers  of  the  Britannia  were  of  the  flue 
type  developing  9  pounds  of  steam,  while  those  of  the  Persia  were  of 
the  tubular  pattern  developing  30  pounds.  The  speed  of  the  for- 
mer was  8.5  knots;  of  the  latter,  13  knots.  The  refinement  of  the 
lines  of  the  hull  of  the  Persia  should  also  be  noticed,  one  of  the  pri- 
mary conditions  of  high  speed  being  fineness  of  form  ;  the  length  of 
the  Persia,  more  than  eight  times  her  beam,  indicates  that  she  was 
modelled  with  a  fine  entrance  and  a  clean  run  ;  the  Britannia  was  but 
6.4  times  as  long  as  she  was  broad. 

But  the  crowning  effort  of  the  time  was  the  launching  in  1856  of 
the  Great  Eastern,  built  for  the  East  Indian  trade.  She  was  of  gigantic 
size,  unequalled  even  to-day  by  any  ship  afloat,  and  in  other  ways 
she  was  remarkable,  many  distinguishing  traits  of  the  modern 
steamship  appearing  first  in  her.  She  was  divided  interiorly  into  sev- 
eral water-tight  compartments ;  from  keel  to  water-line  there  was  a 
second  hull,  three  feet  inside  the  outer  one, — the  double  bottoms  of 
to-day, — and  the  method  of  bracing  and  securing  the  huge  structure 
was  the  cellular  system.     In  the  light  of  our  present  knowledge  of 
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naval  architecture,  the  Great  Eastern  exhibited  in  herself  the  most  as- 
tonishing progress.  Unfortunately  the  propelling  machinery  and  coal 
capacity  were  inadequate  and  far  behind  the  other  features  in  develop- 
ment. 

Most  naval  constructors  at  this  time  were  perfecting  what  had 
thus  far  been  experimentally  successful.  After  i860  iron  gradually 
took  the  place  of  wood  as  a  ship-building  material  :  surface  condensa- 
tion was  substituted  for  jet  condensation  ;  and  the  screw  was  adopted 
as  better  than  the  paddle-wheel.  The  engines  in  use  while  these  im- 
provements were  maturing  were  only  variations  of  those  used  twenty 
years  before  ;  the  side-lever,  the  geared,  the  oscillating  and  the  direct- 
acting  were  the  types  most  common  ;  they  were  all  fitted  with  jet 
condensers,  consumed  from  four  to  five  pounds  of  coal  per  hour  per 
h.  p.,  and  worked  with  pressures  of  about  25  pounds.  The  advan- 
tages following  the  adoption  of  surface  condensation,  permitting  fresh 
water  to  be  fed  to  the  boilers  and  thus  minimizing  the  loss  of  steam  by 
blowing  off,  were  a  diminution  of  coal  consumption  to  about  three  and 
a  half  pounds,  and  a  raising  of  the  steam  pressure  to  about  40  pounds. 

A  still  better  move  in  economy  and  efficiency  was  the  introduc- 
tion of  the  compound  principle,  working  steam  at  a  high  pressure  in 
one  cylinder  and  afterwards  at  a  low  pressure  in  another  cylinder. 
There  was  nothing  new  in  this  principle,  but  its  application  to  marine 
engines  was  novel.  The  Pacific  Navigation  Company  of  England  was 
the  first  to  try  compound  engines,  fitting  them  in  two  vessels,  the  Val- 
paraiso and  Inca,  in  1856  ;  the  cylinders  were  two  high-pressure  of 
50  inches  and  two  low-pressure  of  90  inches.  As  the  old  boilers  and 
jet  condensers  were  left  in  the  ships,  the  working  pressures  of  steam 
were  only  25  pounds  ;  but,  despite  these  drawbacks,  the  engines  were 
considered  satisfactory,  though  the  maritime  community  at  large  re- 
fused to  accept  the  type  until  better  steam  generators  were  made. 
From  which  it  seems  that  the  elaboration  of  the  compound  en- 
gine depended  on  improved  boilers.  These  came  along  shortly,  after 
i860,  followed  by  a  corresponding  betterment  in  marine  engines. 
There  was  thus  effected  a  saving  of  fuel,  the  consumption  per  hour  per 
h.  p.  when  the  engines  were  compounded  being  about  two  and  a  half 
pounds  :  subsequently  this  was  reduced  to  2. 1 1  pounds.  / 

With  increased  steam  power  there  also  came  increased  size  of  hull, 
care  being  taken  not  to  repeat  the  mistake  made  by  Brunei  in  the 
Great  Eastern,  of  providing  inadequate  machinery.  In  the  tonnage 
launched  in  the  seventies  greater  size  of  hull  is  as  conspicuous  a  fea- 
ture as  greater  power  of  engine  :  another  point  to  observe  is  the  re- 
finement of  the  lines  of  these  large  hulls.  The  advent  of  the  White 
Star  line  in  1870  was  the  opening  event  of  importance  of  this  era,  that 
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company  placing  in  service  a  model  class  of  ship.  The  Oceanic, 
the  initial  vessel  of  the  fleet,  had  the  lines  and  symmetry  of  a 
yacht,  and  such  superior  internal  arrangements,  that  they  have 
been  substantially  adhered  to  in  all  steamships  since  laid  down. 
This  Oceanic,  of  3,700  tons  and  420  feet  long,  has,  after  a  quarter 
of  a  century  of  work  well  done,  been  retired  to  make  way  for  a  new 
Oceanic  704  feet  long, — 25  feet  longer  than  the  Great  Eastern  ;  in 
depth  and  size  the  new  leviathan  and  the  old  will  be  about  the  same. 
It  was  predicted,  when  Brunei's  great  ship  proved  so  signal  a  failure, 
that  never  again  would  such  a  monster  be  attempted,  and  that  thereafter 
large  steamers  would  more  nearly  approach  500  feet  than  700  feet. 
Just  forty  years  have  passed  since  the  advent  of  the  Great  Eastern,  and 
present  developments  warrant  this  new  prediction, — that  all  ocean 
steamers,  whether  for  freight  or  for  passengers,  will  hereafter  more 
nearly  approach  700  feet  than  500  feet. 

To  return  to  the  seventies.  It  is  remarkable  to  note  the  extraordi- 
nary progress  achieved  even  in  the  short  time  since  the  Britannic  made 
her  first  voyage  in  1840.  Though  measuring  1,140  tons,  she  had  a 
capacity  for  only  225  tons  of  cargo,  whereas  the  Bothnia,  of  4,335 
tons,  built  in  1874, — for  her  day  a  model  screw  ship,  with  all  the  im- 
provements then  known  to  ship-designers, — carried  about  3,000  tons 
of  cargo,  nearly  14  times  as  much,  though  herself  only  about  four 
times  larger.  The  Britannic  steamed  8.25  knots,  the  Bothnia  13 
knots ;  and  the  latter  steamship  did  all  this  extra  work  on  less  than 
half  the  quantity  of  coal  per  h.  p.  per  hour,  and  on  about  the  same 
quantity  for  the  actual  number  of  miles  run.  In  other  words,  the  en- 
gines of  507  nominal  h.  p.  in  1874  drove  a  vessel  of  4,335  tons  at  a 
speed  nearly  twice  as  great  as  that  at  which  engines  of  425  nominal 
h.  p.  drove  a  vessel  of  only  1,140  tons  in  1840,  and  with  not  half  the 
consumption  of  coal. 

Compound  engines  were  generally  fitted  after  1870,  with  surface 
c  condensers,  tubular  boilers  and  propellers.  In  the  making  and  de- 
signing of  this  machinery  there  were  many  improvements  whereby  the 
rate  of  consumption  of  coal  was  reduced  and  the  weight  of  the  en- 
gines and  boilers  was  lessened  ;  pressures,  asa  consequence,  increased, 
and  so,  too,  the  speed  of  the  pistons.  Soon  the  receiver  type  of  com- 
pound engine  was  put  in  service  ;  and,  when  the  steel  boiler  with 
corrugated  flue  was  introduced,  it  became  very  efficient.  With  the 
best  iron  boilers  the  pressures  could  be  maintained  at  60  pounds, 
without  unduly  sacrificing  weight  of  boiler  to  safety,  but  with  the 
steel  boiler  the  great  strength  of  the  metal  permitted  not  only  the  use 
of  less  thickness,  but  also  the  safe  carrying  of  steam  at  much  higher 
pressures.    Ninety  pounds  was  raised  with  confidence,  with  the  result 
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that  there  was  a  decrease  in  the  consumption  of  fuel  from  2.  n  pounds 
in  1871  to  1.9  in  1881  ;  there  was  a  like  acceleration  of  piston 
speed, — from  366  feet  a  second  to  466  feet  a  second. 

Several  world-renowned  ships  were  launched 
during  this  epoch ;  the  Germanic  and  the  Britannic  8  £  R 
were  two  of  them,  of  5,000  tons  and  ten  times  as 
long  as  broad ;  the  i.  h.  p.  was  5,000,  the  steam 
pressure  60  pounds,  and  the  speed  16  knots.  In 
1 881  came  the  City  of  Rome,  of  8,100  tons,  a 
leviathan  for  those  times :  her  engines  de- 

0  1880 

veloped nearly  12,000  i.  h.  p.,  worked  with  „70 
ninety  pounds  of  steam,  and  gave  the  ship  a 
speed  of  18  knots.    At  this  time  »«o 
also  appeared  the  Alaska,  of  7,000  «moJ^ 
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MAJf  STIC  -  17.000 


tons,  the  first  so-called  "grey- 
hound ' '  of  the  pack  that  have 
since  been  coursing  across  the 
Atlantic.     She  was  500  feet  long  and  fifty  broad,  of  10,000  h. 

p.,  carried  100  pounds  of  steam,  and 
led  the  ships  of  the  world  with  her  sea- 
*  c      .  2o0  speed  of  18  knots.    The  advisability  of 

-♦.♦oo  such  extreme  proportions  as  ten  to  one 

Alaska  -10,000  between  length  and  breadth  was  after 

this  somewhat 
— —  lucAwA-nooo  modified,  quite 
•t paw.-  14000  as  good  re- 

INCREASE  OF  HORSE  POWER  IN  50  YEARS.  ^  foUowjng. 

Shorter  ships  are  handier,  have  greater  stability,  and  stow  more  cargo. 

From  the  compound  engine  to  the  triple-expansion  engine  was  a 
natural  step.  It  had  been  attempted  in  1874  in  the  English  steamer 
Propontis,  but  had  proved  abortive  because  of  inadequate  boiler 
pressure.  v  The  steel  boiler  and  attendant  improvements  in  steam-gen- 
erating made  triple-expansion  a  success ;  one  hundred  and  fifty 
pounds  of  steam  were  demanded,  and  this  demand  was  easily  met. 
Statistics  collected  from  a  number  of  ocean  steamers  show  that  the 
average  consumption  of  coal  when  the  engines  were  simply  com- 
pounded was,  as  above  stated,  2. 11  pounds,  with  boiler  pressures  ot 
45  to  60  pounds;  in  the  receiver  type  the  consumption  was  re- 
duced to  1 . 9  pounds,  and  the  steam  pressures  rose  to  90  pounds ;  in 
the  triple- expansion  type  the  pressure  rose  to  150  pounds,  and  the 
amount  of  coal  consumed  was  reduced  18  per  cent. 

Mild  steel  as  a  ship-building  material  was  first  employed  in  1880  in 
the  Buenos  Ayrean  of  the  Allan  line.    It  was  not  tried  before  this, 
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because  of  its  expense  ;  the 
more  it  cheapened,  the  more 
it  was  used.    Presently  both 
ship  and  machinery  were 
constructed  of  it.  Improve- 
ments followed,  in  both  ships 
and  machinery.   Better  lines 
were  observed  in  the  hulls, 
more   powerful    grew  the 
engines,   faster  the  piston 
strokes,  and  higher  the  speed. 
Soon  180  pounds  of  steam 
were  carried.    Finally  the 
Inman  line,  now  the  Ameri- 
can, decided  to  utilize  this 
vast  power  by  working 
it  off  in  two  screws  in- 
stead of  one.  /  Ten  years 
ago,  therefore,  the  Paris, 
the  pioneer  twin-screw 
merchant  steamship  of  comparative  tonnage  and  speeds. 

the  world,  made  her  appearance. 

The  story  of  what  has  followed  in  the 
development  of  the  steamship  is  too  well 
known  to  need  repeating.    To-day  the 
changes  which  have  occurred  in  merchant 
I  steamers  may  be  summarized  as  follows : 
they  have  acquired  increased  speed,  in- 
1  creased  coal  endurance,  greater  structural 
J  strength,   much  better  water-tight  sub- 
division,   improved  pumping 
facilities,  greater  beam,  double 
bottoms,  steam-steering  gear, 
forced  draft  and  twin  screws. 
Some  of  the  changes  were 
brought  about  largely  as 
the  natural  development 
of  the  merchant  trade. 
In  part  they  have  been 
due   to   special  effort. 
All  have  improved  the 
commercial  value  of  the 
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INCREASE  Of  LENGTH  AND  BEAM  OF  STEAMSHIPS  IN 
50  VfcARS. 


ships  themselves. 
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MINE  ACCOUNTS. 


By  J.  Parke  Channing. 


SYSTEM  of  accounts  at  the  mine  should  show  accurately  the 


various  items  of  expenditure  entering  into  the  cost  of  the 


unit  of  production,  be  that  the  ounce  of  silver  or  gold,  the 
pound  of  copper,  lead,  or  zinc,  or  the  ton  of  iron  ore  or  coal. 

To  the  investor  or  the  capitalist  the  total  cost  is  the  main  point  of 
interest ;  to  the  manager  of  the  work  the  itemized  divisions  of  this 
total  cost  should  be  of  paramount  importance.  From  them  he  is 
enabled  to  see  the  varying  effects  of  different  methods  of  operation, 
of  new  apparatus,  and  of  different  classes  of  labor.  He  is  enabled  to 
compare  the  cost  during  each  month  with  that  during  preceding 
months,  or  with  corresponding  costs  in  other  mines  under  similar 
conditions.  Accounts  should  be  so  differentiated  that  the  effect  of 
every  condition  entering  into  the  cost  of  production  may  be  calcu- 
lated in  dollars  and  cents.  Money  may  be  expended  for  labor  and 
for  supplies.  It  is  necessary,  therefore,  that  the  labor  classification 
and  the  record  of  supplies  used  should  be  amplified  to  the  utmost. 

Time  may  be  kept  by  foremen,  or  by  timekeepers,  or  by  both.  It 
is  generally  preferable  to  have  the  foremen  do  this  work;  besides  being 
more  accurate,  it  compels  them  to  keep  closer  run  of  their  men.  In 
case  the  number  of  men  under  one  foreman  are  numerous,  he  may 
have  the  timekeeper  as  his  assistant.  In  addition  to  turning  in  at  the 
office  each  employee's  name  with  the  number  of  shifts  worked  and 
the  rate  per  shift,  there  should  be  a  daily  report  of  the  men  employed, 
giving  the  number  at  each  rate  of  wages  at  each  particular  class  of 
work.  At  the  end  of  the  month  the  summation  of  these  daily 
reports  should  equal  the  summation  of  the  pay-roll  sheets,  always  in 
days  and  usually  in  money,  unless  there  be  contract  labor  whose  rate 
per  day  cannot  be  determined  till  the  end  of  the  month.  Avoid  the 
return  of  "Laborers"  at  the  end  of  the  sheet;  a  laborer  must  be 
doing  something,  and  it  is  better  to  state  exactly  what  he  is  doing, 
and  allow  the  manager  or  the  chief  clerk  to  determine  where  his  time 
shall  be  charged. 

Where  the  property  is  large  and  there  are  foundries,  machine, 
carpenter,  boiler,  and  blacksmith  shops,  the  time  of  the  men  should 
be  charged  by  the  hour  and  at  the  actual  rate  against  the  particular 
piece  of  work  on  which  they  are  engaged.  Pro-rating  these  shop 
charges  of  time  leads  to  very  inaccurate  results. 

The  three  steps  in  recording  time  are:  first,  the  time  sheets; 
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second,  the  labor-classification  book,  in  which  the  time  is  distributed 
against  the  various  accounts ;  third,  the  pay-roll,  where  the  time  of 
each  man  is  drawn  together,  and  his  debits  and  credits  recorded. 

In  charging  supplies,  the  best  practice  seems  to  be  to  charge 
everything  as  it  comes  in  to  a  supply  account,  or  one  of  several 
different  supply  accounts,  and,  as  the  material  is  used,  to  credit 
supply  account  and  charge  to  the  correct  operating  expense.  The 
advantage  derived  from  this  procedure  is  that  it  makes  the  treatment 
of  material  uniform,  and  the  checking  of  requisitions,  invoices,  and 
bills  of  lading  and  the  charging  out  follow  the  same  lines,  be  the 
article  a  keg  of  nails,  which  may  be  eventually  charged  to  one  of 
a  dozen  different  expenses,  or  a  new  hoisting  engine,  which  can 
go  only  to  equipment. 

Freight  on  supplies,  together  with  the  local  cost  of  handling  and 
distribution,  is  charged  against  the  supply  accounts,  and  fixes  the  price 
at  which  articles  shall  be  charged  against  the  expense  accounts.  Fic- 
titious profits  on  supplies  or  profits  from  shops  should  be  avoided,  as 
they  simply  tend  to  incorrect  divisions  of  the  total  cost.  There  is 
nothing  in  this  restriction  to  prohibit  the  charging  of  powder  to  con- 
tract miners  at  a  high  price,  but,  when  this  powder  is  charged  in  the 
cost  sheet,  it  must  be  at  the  cost  price  plus  the  cost  of  handling  and 
wastage. 

All  expenses  may  be  divided  under  the  three  heads  of  construc- 
tion, maintenance,  and  operating  expense,  and,  as  has  been  indicated, 
labor  and  supplies  are  the  two  classes  of  items  entering  into  each. 
The  question  of  a  capital  account  in  mining  operations  is  one  of 
extreme  delicacy.  From  the  very  nature  of  its  operation,  a  mine 
grows  intrinsically  less  valuable  each  day,  on  account  of  the  removal 
of  some  of  its  ore.  Its  marketable  price  may  increase,  however, 
if  development  is  going  on  more  rapidly  than  exploitation ;  yet,  as 
ore  does  not  grow  in  old  stopes,  the  property  is  really  of  less  value 
from  day  to  day.  Differing,  therefore,  from  a  farm,  a  railroad,  or 
a  cotton  mill,  a  mine  has  a  certain  period  of  existence  after  which, 
with  all  its  equipment,  it  becomes  practically  valueless.  With  but 
few  exceptions  it  is  impossible  at  the  beginning  to  foretell  the  length 
of  this  period.  In  the  case  of  some  coal  mines  and  of  the  hori- 
zontal iron-ore  deposits  of  the  Mesabi  range  in  Minnesota,  pre- 
liminary drilling  may  give  a  very  close  approximation  of  the  total 
number  of  tons  of  mineral  available,  and  this,  divided  by  the  pro- 
posed yearly  product,  will  give  the  life  of  the  mine.  The  uncertainty 
of  the  duration  of  this  period  suggests  that  the  capital  account  be 
sunk  as  soon  as  possible,  so  that  the  books  may  be  placed  on  a 
conservative  footing. 
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There  is  no  doubt  that  construction  expense  should  be  kept 
separate  from  maintenance  and  operating  expenses.  Its  final  entry 
as  an  item  in  the  cost  of  production  may  be  either  by  a  yearly 
percentage  charge  from  construction  account,  or  by  a  direct  entry 
each  month,  construction  being  considered  as  one  of  the  operating 
expenses.  The  latter  way  is  the  safer,  and  is  adopted  by  one  of  the 
largest  copper  mines  in  this  country. 

There  is  a  tendency  among  subordinates,  which  is  not  always 
absent  even  from  the  manager,  to  make  construction  the  dumping- 
place  for  many  items  that  should  go  to  maintenance  or  operating. 
This  should  be  closely  guarded  against ;  nothing  should  be  charged 
against  construction  which,  in  the  nature  of  things,  is  really  a  repair 
or  a  renewal. 

It  perhaps  is  an  error  that  in  most  mine  accounts  there  is  no 
distinct  division  between  maintenance  and  operating  expenses.  As 
a  rule,  the  maintenance  of  a  hoisting  engine  or  of  a  stamp  mill 
goes  in  with  the  operating  expenses,  the  whole  being  turned  in  as 
hoisting  or  stamping.  There  is  no  valid  objection  to  this,  if  these 
expense  accounts  are  sufficiently  amplified  to  show  all  details. 

While  the  total  number  of  expense  accounts  which  may  with 
propriety  be  kept  is  indeterminate  except  with  reference  to  a  par- 
ticular case,  the  following  list  will  serve  to  indicate  the  principal 
final  divisions  of  cost :  ( i )  Exploration  ;  ( a )  Construction  ; 
(3)  Sinking;  (4)  Drifting;  (5)  Raising;  (6)  Stoping ;  (7) 
Timbering;  (8)  Tramming;  (9)  Hoisting;  (10)  Pumping; 
(n<7)  Stocking;  (n£)  Rock-House  Treatment;  (12)  Loading; 
(13)  General  Surface  Expense;  (14)  Railroad  Transportation; 
(15)  Stamping  or  Milling ;  (16)  Office;  (17)  Superintendence; 
(18)  Insurance  and  Taxes.  There  will  be  many  more  accounts, 
which  will  be  charged  or  closed  out  monthly  into  the  representative 
expense  accounts. 

Exploration  will  be  charged  with  the  preliminary  work  on  the 
property,  such  as  pits,  trenches,  drill  holes,  prospect  tunnels,  or 
shafts.  As  soon  as  the  mine  is  shown  to  be  of  value,  these  charges 
should  cease,  unless  outlying  work  of  a  similar  nature  or  underground 
drilling  is  to  be  carried  on. 

When  the  mine  proper  is  started,  construction  will  be  the  first  ac- 
count of  importance.  As  its  name  indicates,  it  will  cover  the  cost  of 
all  buildings,  roads,  foundations,  and  machinery.  It  is  here  that  care 
should  be  taken  to  prevent  lumping.  There  should  be  a  separate  ac- 
count for  every  building,  every  foundation,  every  piece  of  grading, 
and  every  machine,  or  class  of  machine.  Do  not  put  up  a  loo  stamp 
mill  and  charge  everything,  from  castings  to  bricks,  into  a  mill 
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machinery  account.  The  time  will  surely  come  when  you  will  want 
to  know  the  cost  of  some  particular  class  of  work. 

To  sinking  should  be  charged  all  the  costs  connected  with  putting 
down  the  shafts  and  getting  them  in  shape  to  receive  the  cages  or 
skips.  It  will  include  the  labor  and  supplies  used  in  blasting  the 
ground,  hoisting  the  dirt,  timbering  the  shaft,  and  putting  in  the 
guides  or  rails,  ladders,  etc.  The  cost  of  cutting  and  timbering  the 
stations  at  the  various  levels  should  be  kept  separately,  but  the 
amount  may  finally  be  charged  in  to  sinking  or  drifting,  as  one  sees 
fit.  The  unit  of  work  for  this  division  will  be  the  foot  of  shaft  sunk 
and  completed  for  use.  In  addition  to  this,  however,  the  cost  of 
sinking  per  pound  or  ton  of  product  should  be  calculated. 

In  making  up  the  account  of  drifting,  which  is  the  operation  of 
driving  the  levels  from  the  shaft,  it  is  not  usual  to  include  the  cost  of 
handling  the  broken  material.  As  a  rule,  that  goes  into  the  cost  of 
tramming ;  sometimes,  however,  when  drifts  are  let  on  a  contract  and 
the  miners  tram  their  own  dirt  to  the  shaft,  it  is  difficult  to  separate 
the  two  items. 

Raising  as  well  as  Winze  Sinking  are  figured  out  on  the  basis  of  the 
number  of  feet  raised  or  sunk,  as  well  as  the  ratio  of  their  cost  to  the 
product. 

Stoping  includes  the  cost  of  drilling  and  blasting  down  the  ore, 
so  that  it  is  in  position  to  be  loaded  in  cars  and  carried  out.  To  ar- 
rive at  the  true  cost  of  stoping,  the  number  of  tons  actually  stoped 
should  be  used  as  a  divisor, — not  the  number  of  tons  hoisted.  It  may 
be  that  a  large  part  of  the  ore,  coming  from  the  drifts,  should  not  be 
credited  to  the  stoping. 

In  some  mines  it  is  customary  to  make  a  division  of  sinking,  drift- 
ing, raising,  winzes,  and  stoping  into  the  two  general  classes  of  Open- 
ing and  Breaking.  Opening  then  includes  the  cost  of  shafts  and  drifts 
up  to  the  point  where  ore  is  encountered.  As  soon  as  the  drifts  get  into 
ore  and  are  making  a  product,  their  cost  goes  in  with  stoping  under 
the  general  head  of  Breaking.  The  following  example  will  indicate 
the  results  of  an  incorrect  divisor.  Let  us  assume  that  our  mine  is  in 
such  condition  that  we  have  no  sinking  or  rock  work  to  do  in  a  cer- 
tain month,  and  that  we  produce  22,000  tons  of  ore,  of  which  2,000 
tons  come  from  500  feet  of  drifts,  and  the  balance  from  regular 
stoping.  In  the  ordinary  way  the  cost-sheet  summary  might  appear 
in  part  as  shown  below. 

In  reality,  however,  the  $1,000  paid  for  drifting  produced  2,000 
tons  of  ore,  which  cost  %  .50  per  ton,  and  the  $5,000  paid  for  stop- 
ing produced  only  20,000  tons  at  a  cost  of  $  .25  a  ton,  and  not 
$  .227,  as  the  cost  sheet  would  lead  us  to  infer.    The  actual  average 
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cost  of  breaking  the  22,000  tons  of  ore  under  the  condition  of  the 
month  is  $  .272.  The  necessity  of  having  these  figures  correct  when 
one  is  to  make  estimates  of  future  cost  under  given  conditions  is 
evident. 

COST  OF  MINING   22,000   TONS  ORE,  SEPTEMBER,  1897. 


Account. 


Cost  per  Ton. 


Sicking. 
Drifting . 
Stoping  . 


.Siooo.oo. 


 *  045. 

5000.00  1  227. 


Timbering  includes  the  cost  of  the  timber,  its  preparation,  and 
its  putting  in  place.  Shaft  timbering  should  be  charged  to  sinking. 
Tramming  is  the  cost  of  loading  the  broken  ore  or  rocks  into  cars, 
and  transporting  it  to  the  shafts.  The  cost  per  ton  should  be  based 
on  the  total  number  of  tons  handled,  be  it  rock  or  waste.  Allowance 
should  be  made  for  timber  handled.  Hoisting  is  to  be  calculated  on 
the  number  of  tons  of  material  actually  hoisted.  Pumping  should 
be  figured  on  the  basis  of  million  gallons  ;  also  the  ratio  of  its  cost  to 
the  finished  product.  In  case  the  ore  has  to  be  put  on  stock  pile,  the 
expense  of  top  men  is  charged  to  Stocking  Ore.  In  case  it  runs 
through  crushers  and  screens,  these  men  would  be  charged,  along 
with  crusher  men,  to  Rock-House  Expense.  Where  the  ore  is  run 
immediately  into  railroad  cars,  this  expense  comes  under  the  head  of 
Loading.  Where  ore  has  to  be  stocked,  and  then  loaded  at  a  later 
time  in  the  year,  Loading  may  be  an  important  account.  In  most 
mines  loading  ends  the  handling  of  the  ore,  but,  in  cases  where  the 
company  owns  its  own  rail  or  tram  road  to  the  mill,  Railway  Trans- 
portation comes  in.  If  ore  is  carried  one  way  and  fuel  and  supplies 
the  other,  an  up-freight  on  the  fuel  and  supplies  equal  to  cost  should 
be  charged  to  them  and  credited  to  transportation,  so  that  the  balance 
of  expense  may  represent  the  cost  of  handling  the  ore.  Stamping  or 
Milling  should  be  based  upon  the  material  actually  run  through  the 
mill.  General  Surface  Expense,  as  its  name  indicates,  covers  neces- 
sary expenses  on  the  surface  of  a  mine,  such  as  cleaning  up,  taking 
care  of  buildings,  etc.  Office  involves  expense  of  clerks,  stationery, 
telegrams,  etc.  Superintendence  may  appear  as  an  account  by  itself, 
or  it  may  be  charged  into  the  various  representative  accounts.  It 
seems  preferable  to  have  it  include  only  general  officers  of  the  mine, 
and  to  charge  foremen's  time  directly  to  their  department.  A  better- 
looking  cost  sheet  is  made  if  Insurance  and  Taxes  are  charged  each 
month, — one  twelfth  of  the  total, — than  if  they  are  put  in  as  a  lump 
sum  once  a  year. 
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Each  boiler  house  should  have  a  separate  account,  to  which  should 
be  charged  firemen,  water,  fuel,  and  repairs.  This  is  charged,  in 
proportion  to  the  steam  used,  to  hoisting,  pumping,  compressing,  etc. 
If  an  engine  does  both  hoisting  and  compressing,  then  there  should 
be  a  separate  account  for  it,  so  that  its  expense  may  be  properly 
divided.  The  cost  of  producing  compressed  air  should  be  kept  to 
itself,  and  charged  to  air  drills,  hoisting,  and  pumping,  as  the  case 
may  be.  An  air-drill  account  should  be  kept,  and  the  total  cost  of 
air-drill  repairs  and  sharpening  charged  to  sinking,  drifting,  stoping, 
etc. ,  on  the  basis  of  drill  days. 

At  the  end  of  the  month  a  cost  sheet  should  be  made  out  from  the 
data  furnished  in  the  regular  books.  This  may  be  either  a  single 
large  sheet,  or  a  book  of  numerous  small  pages.  While  the  large  sheet 
does  very  well  for  a  general  ristont,  it  is  undeniable  that,  when  the 
work  is  of  any  magnitude,  the  book  is  much  more  satisfactory.  Here 
each  page  can  be  devoted  to  some  particular  division  of  the  work,  and 
all  the  details  and  results  given.  Fig.  i  is  a  copy  of  one  of  the  sheets 
used  at  a  certain  Lake  Superior  iron  mine  ;  while  it  may  be  open  to 
criticism  in  minor  details,  it  is,  on  the  whole,  very  good. 

In  case  there  is  a  regular  reduction  of  tonnage  because  of  discard- 
ing waste  material,  the  method  of  ratios  produces  good  results.  Sup- 
pose at  a  mine  10,000  tons  of  vein  is  mined  to  produce  3,000  tons  of 
ore,  and  that  this  3,000  tons,  if  concentrated  by  water,  will  produce 
i, 000  tons  of  concentrates,  and  that  this  1,000  tons,  if  smelted,  will 
produce  100  tons  ot  matte,  which  is  shipped.  Assume  that  it  costs 
$3  to  mine,  $1  to  concentrate,  and  $4  to  smelt,  and  that,  although 
only  9,500  tons  of  vein  were  mined  for  the  month,  1,100  tons  of  con- 
centrates were  smelted,  the  stock  being  drawn  upon.  What  did  the 
matte  cost  per  ton  ?  We  have  the  following  ratios  :  ore  to  vein  ma- 
terial, 30  per  cent.;  concentrates  to  ore,  33 yi  per  cent.;  matte  to 
concentrates,  10  percent. 


COST  OF  PRODUCING  MATTE,  SEPTEMBER,    1 89 7. 


■ 

Amount. 

Per  ton  of 
Matte. 

533000.OO 
3300.00 
4400.00 

$40700.00 

$300.00 
30.00 
40.OO 

$370.00 

Had  the  actual  total  mining  cost  for  the  month  been  used,  9,500 
tons  at  $3.00  per  ton,  528,500,  it  would  have  shown  a  fictitious  lower 
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matte  cost,  and  certainly  a  higher  one  the  succeeding  month,  should 
stocks  have  been  increased  during  that  period.  In  cases  where  the 
reduction  is  small,  as  from  100,000  tons  mined  to  95,000  tons  hoisted 
to  90,000  milled,  the  mistake  is  often  made  of  adding  the  individual 
costs  per  ton  to  get  the  total  cost,  without  introducing  the  proper 
ratios  as  multipliers. 

There  is  another  class  of  record  which  should  be  kept  in  every 
mine,  as  well  as  in  every  industrial  establishment, — a  record  of  Work 
Per  Man  Per  Day.  This  record  tells  far  better  than  a  cost  sheet 
whether  the  men  are  doing  good  work,  as  the  effect  of  varying  wages 
is  eliminated.  How  many  feet  a  day  does  a  man  sink  in  a  shaft,  how 
many  tons  does  he  break  in  astope,  how  many  ton-miles  does  he  tram 
in  a  day, — these  are  questions  of  vital  importance.  A  convenient 
form  for  this  sheet  is  as  follows  : 


SUMMARY  OF  LABOR  SHEETS. 


Torn. 

Feet. 

Days. 

Per  man  per  day 

Labor  cost  per 

Amount. 

fage. 

Tons. 

Feet. 

Ton. 

Foot. 

Drifting  

Winzes. 

Stoping  

Tramming. 
Landing  

One  very  interesting  figure  is  the  number  of  tons  of  ore  mined  per 
day,  divided  by  the  total  number  of  shifts  worked  during  that  day, 
from  the  manager  down  to  the  drill  boys. 

Each  mine  is  different  from  every  other  mine,  and,  as  no  two 
mines  can  be  wrought  on  the  same  system,  so  no  system  of  bookkeep- 
ing will  do  for  all  mines.  Each  manager  must  adopt  a  system  for 
himself  j  the  main  idea  of  the  present  article  is  to  suggest  the  use  of  a 
logical  method  by  which  the  various  steps  of  handling  or  treatment 
may  be  followed  up  and  analyzed  as  they  occur  in  actual  practice. 
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THE  ECONOMICAL  PRODUCTION  OF  POWER 

IN  SMALL  UNITS. 

By  E.  T.  Adams. 

THE  past  decade  has  not  been  without  its  notable  triumphs  in 
the  field  of  steam  engineering.  It  has  been  a  period  of  ad- 
vance along  familiar  paths  rather  than  one  of  epoch-making 
changes ;  indeed,  broadly  speaking,  all  progress,  in  the  United  States 
at  least,  has  been  along  lines  clearly  indicated  by  the  pioneers  of 
twenty  or  thirty  years  ago  ;  but  along  these  lines  the  advance  is  nota- 
ble. The  goal  of  all  progress  is  economy,  and  in  no  direction  has 
the  advance  made  during  the  past  decade  been  more  marked. 
Builders  of  standard  types  of  boilers  daily  guarantee  an  evaporation 
which  a  few  years  ago  would  have  been  considered  exceptional  or  un- 
attainable, and  the  certainty  with  which,  under  favorable  conditions, 
this  evaporation  will  be  brought  to  within  a  few  per  cent,  of  the  results 
which  represent  the  maximum  efficiency  yet  attained  is  a  remarkable 
evidence  of  the  advance  in  this  branch  of  steam  engineering.  In 
durability,  closeness  of  regulation,  and  smoothness  of  operation,  all 
types  of  the  steam  engine  have  been  brought  to  a  marvelous  degree  of 
perfection,  and  with  large  engines  of  certain  types,  under  favorable  con- 
ditions, the  steam -consumption  per  i.  h.  p.  has  become  exceedingly 
small.  Little  by  little  the  combined  efficiency  of  the  best  types  of 
engines  and  boilers  has  been  increased,  until  at  the  present  time,  un- 
der favorable  conditions,  the  consumption  of  fuel  per  i.  h.  p.  has  been 
reduced  to  a  point  beyond  which  comparatively  little  reduction  can 
be  hoped  for  from  present  types  of  engine  and  boiler,  or,  indeed, 
from  any  system  in  which  steam  is  the  heat -bearing  medium.  Hence 
the  attempts  to  reduce  the  number  of  transformations  of  energy,  and 
consequent  losses,  which  occur  between  coal-pile  and  line-shaft  by  the 
elimination  of  both  boiler  and  engine, — that  is,  the  conversion  of  the 
potential  energy  of  the  coal,  by  a  single  trausformation,  into  electri- 
cal energy,  as  simply  summoned  and  as  ready  for  prodigous  effort  as 
the  fabled  genii  of  Aladdin.  This  is  the  modern  dream  of  energy 
direct  from  coal. 

This  maximum  efficiency,  however,  which  has  summoned  dreams 
of  a  new  and  brighter  era  in  the  production  of  power,  and  which  to 
some  has  seemed  to  indicate  that  we  have  now  practically  reached  the 
limit  of  progress  in  the  development  of  the  steam  engine,  has,  up  to  a 
recent  period,  been  attained  only  in  the  larger  plants,  with  engines  of 
five  hundred  to  one  thousand  horsepower  and  upward,  working  under 
especially  favorable  conditions.    Now  the  conditions  commonly  met 
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in  practice  are  wholly  different.  The  engines  are  usually  compara- 
tively small,  and  the  conditions  far  from  favorable  to  their  economi- 
cal operation.  Probably  not  less  than  ninety  per  cent,  of  the  steam 
power  in  use  in  Stationary  land  service  in  this  country  is  developed  in 
small  stations,  in  engines  of  less  than  two  hundred  horse  power  each, 
working  under  conditions  far  from  favorable  to  economy.  It  is  safe 
to  say  that  the  efficiency  of  a  small  steam  plant  working  under  usual 
conditions  seldom  reaches  fifty  per  cent,  of  this  maximum  efficiency 
which  has  so  fired  the  popular  imagination,  and  in  at  least  one  very 
important  class  of  cases  this  efficiency  is  probably  not  higher  than 
twenty-five  to  thirty-five  per  cent,  of  that  secured  in  large  plants  under 
favorable  conditions.  It  would  seem,  then,  that  the"  epoch-making 
change  next  to  come  is  not  the  production  of  energy  direct  from  coal, 
but,  rather,  changes  making  greater  economy  possible  under  the  con- 
ditions commonly  met  in  practice, — that  is,  more  economical  produc- 
tion of  power  in  small  stations. 

There  are  many  indications  that  changes  which  will  make  this 
possible  are  now  in  progress,  and,  while  the  next  century  may  or  may 
not  produce  light  without  heat,  or  power  from  coal  without  the  steam 
-engine,  it  is  reasonably  certain  that'  the  closing  years  of  this  cen- 
tury will  see  an  increase  in  efficiency  of  plants  of  this  class  which, 
while  it  may  not  bring  them  up  to  the  present  standard  of  maximum 
efficiency,  will  be  wider-reaching  than  any  changes  since  the  days  of 
Corliss.  In  order  to  see  how  this  is  possible,  it  is  necessary  to  con- 
sider the  distribution  of  the  cost  of  power,  and  also  to  investigate  the 
conditions  which  have  controlled  the  development  of  engines  of  mod- 
erate size. 

The  distribution  of  the  total  cost  of  power  is,  for  small  stations, 
approximately  as  follows:  fuel,  40  to  50  per  cent.;  attendance,  25  to 
30  percent;  interest,  about  15  percent.;  supplies  and  repairs,  about 
15  per  cent.  In  a  large  station  the  distribution  of  cost  is  much  the 
same,  except  that  the  cost  of  attendance  is  a  smaller,  and  the  interest 
charge  a  larger,  percentage  of  the  total.  It  appears,  then,  that  the  reduc- 
tion of  the  cost  of  power  which  has  been  effected  in  the  large  stations 
has  been  secured  by  making  some  saving  in  each  item  (interest  only 
excepted),  which  enters  into  the  cost  of  power ;  and,  reasoning  by 
analogy,  it  seems  probable  that,  if  any  reduction  of  cost  is  possible 
in  the  small  stations,  it  must  be  made  in  the  same  way — by  saving  a 
percentage  of  each  item  which  goes  to  make  up  the  total  cost.  Fur- 
ther, if  the  cost  of  power  at  the  small  station  is  to  be  cut  in  half, — 
as  it  must  be  if  there  is  to  be  any  epoch-making  change  in  the  pres- 
ent practice, — it  is  probable  that  earh  item  entering  into  the  total 
cost  must  also  be  cut  in  approximately  that  proportion. 
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Is  any  appreciable  reduction  in  the  cost  of  power  possible  when 
that  power  is  developed  in  a  small  station  under  the  conditions  com- 
monly met  in  practice  ?  In  discussing  this  question  the  boiler  and 
its  adjuncts  will  not  be  considered  ;  a  saving,  often  of  considerable 
magnitude,  is  nearly  always  possible,  but  the  question,  so  far  as  the 
boiler  is  concerned,  is  simply  one  of  proper  selection  and  manage- 
ment, while  the  engine  is  passing  through  a  stage  of  development 
which  seems  certain  to  produce  cither  a  new  type,  or  a  modification 
of  some  existing  type,  which,  by  reason  of  better  fitness  for  the  con- 
ditions, will  be  a  most  important  factor  in  determining  the  cost  of 
power  in  small  stations.  Fuel  is  the  largest  item  in  the  cost  of  power. 
The  fuel-cost  depends  chiefly  on  two  things  ;  first,  on  the  efficiency 
of  the  boiler  and  engine  chosen  ;  second,  on  the  possibility  of  oper- 
ating both  continuously  at  the  load  at  which  this  efficiency  is  greatest. 
If,  as  usually  happens,  this  load  is  variable,  the  engine  can  be  kept  at 
or  near  its  miximum  efficiency  by  employing  several  small  units  which 
may  be  brought  into  action  or  shut  down  as  the  exigencies  of  the  ser- 
vice demand.  It  is  largely  due  to  such  expedients  as  this  that  the 
cost  of  power  in  the  larger  stations  has  been  so  greatly  reduced  ;  but, 
when  the  power  developed  is  already  small,  any  subdivision  of  power 
implies  the  use  of  a  very  small  unit  of  power, — that  is,  the  useofavery 
small  engine.  Now,  that  a  small  engine  is  an  uneconomical  engine 
is  so  commonly  true  that  it  is  usually  accepted  as  necessarily  true  ; 
we  shall  see  presently  why  this  is  an  error,  but  for  the  present  it  is 
enough  to  note  that  the  first  step  toward  higher  economy  is  the  de- 
velopment of  small  engines  which  shall  afford  a  much  higher  fuel- 
economy  than  is  usually  secured  at  the  present  time. 

The  second  large  item  is  attendance.  This  will  always  be  a  large 
item  in  any  small  power  station,  but  even  with  the  high-speed  en- 
gines, which  have  won  their  way  for  this  class  of  service  in  spite  of 
their  manifest  defects,  the  cost  of  attendance  can  be  very  greatly  re- 
duced by  skilful  designing.  When  properly  designed,  a  small  en- 
gine should  not  require  more  in  the  way  of  attendance  than  the 
services  of  some  one  to  stop  or  start  it,  with  occasional,  say  weekly  or 
monthly,  skilled  inspection.  If  it  requires  more  than  this,  cost  of 
attendance  has  not  been  sufficiently  considered  in  design.  For  ex- 
ample, bearings  of  ample  proportions  for  the  load  they  are  to  carry 
may  become  wholly  insufficient.  Taking  into  account  the  cost  of  at- 
tendance and  the  allowable  frequency  of  adjustment ;  and  complication 
not  at  all  objectionable  in  a  large  engine,  where  the  cost  of  attendance 
becomes  a  minor  item,  is  not  to  be  thought  of  for  the  small  engines 
we  are  now  considering.  There  is  no  excuse  for  the  use  of  a  multi- 
plicity of  small  sight-feed  oil  cups,  or  for  the  dozen  or  more  unneces- 
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sary  joints  or  parts  in  the  valve  gear.  These  things  require  constant 
skilled  attention  ;  and  more  thorough  lubrication,  better  regulation, 
and  better  steam  distribution  can  be  secured  by  other  and  simpler 
means.  The  bearings  of  a  small  engine  should  not  be  a  copy,  in 
miniature,  of  the  bearings  of  the  engine  of  larger  power.  It  is  largely 
on  account  of  such  designing  as  this  that  an  engine  of  one  hundred 
horse  power  often  demands  more  skilled  attention  than  one  develop- 
ing ten  times  that  power.  The  bearings  of  the  small  engine  should 
be  few  and  abnormally  large ;  the  smaller  the  engine,  the  less 
should  be  the  adjustment  required;  in  fact,  the  necessity  for  adjustment 
should,  by  proper  designing,  be  made  to  vary,  say,  inversely  as  the 
square  of  the  power  developed.  At  the  limit — that  is,  for  engines 
of  five  or  ten  horse  power— adjustment  three  or  four  times  a  year 
should  be  ample.  What  a  boon  such  an  engine  would  be,  what  a 
necessity  such  an  engine  is,  to  the  busy  farmer,  for  example  !  The 
small  engine  demands  automatic  and  copious  lubrication.  This  is 
best  secured  by  using  some  oiling  system  such  as  that  adopted  by 
Westinghousc,  Willans,  or  the  Ideal  engine  companies,  or  by  the  sys- 
tem lately  adopted,  at  the  writer's  suggestion,  by  the  Payne  Engine 
Company.  Each  of  these  systems  has  its  individual  "  points,"  but 
all  are  cheap,  require  absolutely  no  attention,  are  very  economical 
of  oil,  and  furnish  oil  continuously  and  in  abundance  to  every 
bearing  in  the  engine.  The  saving  in  engine  friction  due  to  this 
system  averages  five  per  cent,  of  the  rated  horse  power  of  the  en- 
gine, while  the  cost  of  oil  and  supplies  is  generally  reduced  to  about 
one-tenth  of  the  usual  amount.  All  these  things  tend  toward  greater 
simplicity,  and  this  means  less  first  cost,  less  interest,  and  less  ex- 
pense for  repairs,  as  well  as  less  cost  of  attendance.  That  is,  in- 
creased simplicity  effects  a  reduction  in  every  item  entering  into 
the  cost  of  power,  except  the  fuel-cost. 

Now,  greater  economy  in  the  consumption  of  fuel,  which,  when 
we  consider  the  engine  only,  means  a  better  steam  distribution,  is 
usually  secured  by  increased  complexity  of  construction,  but  it  is  not 
necessarily  secured  in  this  way.  A  steam  distribution  closely  ap- 
proaching that  of  the  Corliss  type  can  be  secured  with  the  simplest 
possible  type  of  valve  and  valve  gear.  Variable  expansion  may  be 
secured,  and  the  evils  of  early  release  and  either  excessive  compres- 
sion or  excessive  clearance  can  be  wholly  avoided  ;  perhaps  the  de- 
tails of  the  way  in  which  this  may  be  accomplished  are  somewhat  be- 
yond the  scope  of  this  paper,  but  I  may  say  that  the  clearance  is  kept 
down  by  the  methods  so  successfully  employed  by  Professor  Sweet, 
and  that  by  this  and  other  equally  simple  means  the  much-abused 
plain  slide  valve,  with  the  simplest  connection  to  a  single  eccentric, 
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can  be  made  to  give  a  steam  distribution  approaching  closely  to  that 
secured  at  the  expense  of  so  much  complication  in  the  Corliss  and 
other  types  of  valve  gear. 

If  it  is  accepted  as  true  that  simplicity  should  be  the  controlling 
element  in  the  design  of  a  small  engine,  the  choice  is  at  once  limited 
to  three  broad  classes  of  engines, — namely,  throttling,  automatic,  and 
the  variable  expansion  engines  having  positively-driven  valve  gear ; 
in  the  United  States  that  in  most  general  use  is  the  single  valve  auto- 
matic. Now,  with  this  type  of  engine  there  is  usually  a  loss  greater 
even  than  that  due  to  excessive  clearance  or  defective  steam  distribu- 
tion. This  loss  is  due  to  leakage  past  the  valve,  and  "  leaky  "  rather 
than  "  single  "  valve  automatic  would  often  be  the  proper  title  to  use 
in  describing  this  engine.  This  excessive  leakage,  however,  appears 
to  be  a  comparatively  recent  development.  It  has  resulted  from  the 
attempt  to  secure  very  close  regulation  when  the  governor,  by  reason 
of  complicated  construction  or  some  other  cause,  was  unable  to  give 
good  regulation,  unless  the  valve  and  valve  gear  were  practically 
frictionless.  It  is  difficult  to  prevent  the  common  types  of  balanced 
valves  from  leaking,  especially  when  high  steam  pressures  are 
used,  but  it  can  be  done,  if  the  governor  is  not  too  sensitive.  When 
any  balanced  valve  fits  its  seat  closely  enough  to  prevent  leakage, 
there  is  certain  to  be  considerable  friction,  and,  while  the  force  re- 
quired to  overcome  this  friction  and  the  inertia  of  the  valve  is  not 
great,  it  is  only  within  a  recent  period  that  governors  have  been  des- 
signed  which  give  regulation  within  one  per  cent.,  and  at  the  same 
time  are  powerful  enough  to  drive  a  valve  fitted  steam  tight.  Govern- 
ors capable  of  accomplishing  this  are  now  used  by  a  dozen  or  more 
prominent  high-speed-engine  builders.  All,  or  practically  all,  of 
these  are  designed  according  to  the  Rites  system  of  governing.  The 
principal  feature  of  this  system  is  the  balancing  of  the  gravity  action 
of  a  single  weight  by  its  inertia,  which  allows  the  use  of  a  construc- 
tion of  great  simplicity.  There  is  usually  only  one  piece  and  only 
one  joint  in  this  governor,  and  governors  designed  according  to  this 
system  have  given  practically  perfect  regulation  when  driving  a  plain, 
unbalanced  slide  valve.  This  and  the  system— due  to  Professor 
Sweet— of  reducing  the  clearance  space,  the  use  of  steam-tight  valves, 
and  the  simple,  but  effective,  system  of  steam  distribution  adopted, 
may  be  mentioned  as  important  features  of  the  type  of  high-speed  en- 
gine now  in  its  formative  state,  which  seems  likely  to  bear  much  the 
same  relation  to  the  usual  type  of  automatic  engine  that  the  Willans 
engine,  coming  so  extensively  into  use  in  Europe,  bears  to  its  proto- 
type, the  throttling  engine.  In  every  respect,  excepting  possibly  first 
cost,  this  Willans  engine  fulfils  the  requirements  which  we  have  es- 
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tablishcd ;  but  in  the  United  States  the  prejudice  against  the  throttling 
engine  is  very  hard  to  combat,  and,  although  the  Willans  engine  has 
been  on  the  American  market  for  several  years,  it  has,  doubtless  on 
this  account,  failed  to  secure  the  success  it  undoubtedly  deserves.  In 
England  this  engine  has  achieved  a  remarkable  success,  to  which  we 
may  refer  later  as  illustrating  the  effect  of  business  conditions  on 
engine  design,  and  on  the  lines  along  which  development  takes  place. 

First  cost  is  also  important  as  determining  the  expense  for  interest 
and  depreciation,  but  under  present  conditions,  considering  the  fact 
that  the  engineer  is  seldom  consulted  in  the  purchase  of  small  engines, 
first  cost  becomes  the  all-important  factor ;  and  it  is  certain  that  a 
small  engine,  no  matter  how  economical  it  may  be  in  operation,  will 
not  have  a  chance  to  demonstrate  its  superiority,  unless  its  first  cost 
is  less  than  that  of  the  engine  with  which  it  must  compete,  and  this 
again  indicates  that  simplicity  must  be  the  controlling  element  in  de- 
sign. 

In  so  far  as  the  engine  can  affect  the  cost  of  power,  it  is  certain 
that  this  cost  will  be  greatly  reduced,  and  it  is  probably  entirely  safe 
to  predict  that  in  the  near  future  small  stations  equipped  with  small 
engines  will,  at  constant  load,  generate  power  at  a  cost  that  would  be 
considered  an  average  figure  in  Corliss  practice  under  the  same  con- 
ditions ;  when  the  load  is  variable,  the  advantage  will  surely  lie  with 
the  small  engine.  The  engine,  however,  while  it  is  an  important  ele- 
ment in  determining  the  cost  of  power,  is  not  the  only  one.  There 
is  a  more  important  element  affecting  every  item  which  enters  into 
either  the  first  cost  or  the  cost  of  operation,  and,  indeed,  with  an  in- 
fluence reaching  far  back  of  this,  and  producing  a  marked  effect  on 
engine  design.  This  is  the  general  practice  regarding  the  employ- 
ment of  a  consulting  engineer.  For  reasons  which  it  is  profitless  to 
discuss,  the  usual  practice  is  to  erect  the  small  steam  plant  without  the 
aid  of  engineering  advice  other  than  that  furnished  gratis  by  the  inter- 
ested builders  of  the  machinery  installed.  As  an  immediate  conse- 
quence, the  capacity  of  the  plant  is,  in  the  majority  of  cases,  consid- 
erably greater  than  is  required.  If  this  power  were  subdivided  into 
a  number  of  small  units,  a  part  could  be  worked  at  the  best  load  for 
maximum  efficiency,  and  the  only  loss  would  be  the  interest  on  the 
part  standing  idle  j  but,  with  the  engines  usually  installed,  this  is  not 
possible,  and  in  the  majority  of  small  plants  the  engine  is  underloaded 
practically  all  the  time  to  an  extent  that  renders  any  approach  to 
economy  out  of  the  question. 

Under  competent  engineering  advice  the  selection  of  the  proper 
type  of  engine  for  the  service  demanded  is  made  a  valuable  aid  in  se- 
curing economy,  but,  in  the  absence  of  such  advice,  the  type  of  engine 
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chosen  simply  indicates  the  buyer's  prejudices  or  the  salesman's 
ability,  and  it  is  an  even  chance  whether  or*  not  it  will  prove  the  en- 
gine best  suited  for  the  particular  conditions.  This  same  remark  ap- 
plies with  equal  force  not  only  to  the  boiler  and  its  accessories,  but 
also  to  every  detail  of  the  plant.  And  reaching  beyond  all  this  is  the 
demoralizing  effect  on  engine  design  when  all  engines  are  placed  on 
one  level  by  a  buyer  incapable  of  judging  accurately  the  merits  of 
each.  This  leads  naturally  and  certainly  toward  the  cheap  and  gaudy 
in  design  and  finish,  toward  "high  art"  rather  than  "high  econ- 
omy," toward  nickel  plate  and  fancy  trimmings  rather  than  good  en- 
gineering and  substantial  construction,  and  the  highest  efficiency  will 
not  be  reached  until  the  lessons  of  experience  and  the  pressure  hard 
times  shall  combine  to  bring  about  a  more  rational  state  of  affairs. 

Whether  the  owner  of  a  small  steam  plant  shall  continue  to  be  his 
own  worst  enemy,  or  whether  he  shall  realize  that  there  are  some  tasks 
which  demand  for  their  solution  something  more  than  purely  business 
training,  it  is  certain  that  some  advance  will  be  made,  and  that  this 
advance  will  be  due  to  the  further  improvement  of  the  small  engine. 
Even  under  present  conditions  we  find  able  engineers  maintaining 
that  in  large  cities  the  small  lighting  station  is  destined  to  replace  the 
large  central  station  with  its  high  ground  rent  and  heavy  transmission 
losses.  And  for  street-railway  service  a  small  increase  in  efficiency 
will  at  once  bring  up  the  question  whether  two  or  more  stations  con- 
veniently located  along  the  line  is  not  better  than  the  one  large  station 
which  must  be  located  within  a  certain  circumscribed  area,  regardless 
of  convenience  or  cost. 

These  are  isolated  examples,  without  the  field  conceded  to  the 
small  engine ;  and,  given  the  engine,  simple,  compact,  cheap,  and 
economical,  the  prediction  seems  safe  that  its  influence  on  steam- 
engineering  practice  will  be  wider-reaching  than  any  change  since  the 
days  of  Corliss. 


Digitized  by  Google 


THE  GOLD  FIELDS  OF  KLONDIKE  AND  THE 

YUKON  VALLEY. 

By  Harold  B.  Goodrich. 

A YEAR  ago  it  would  have  been  difficult  to  find  many  to  whom 
Alaska  meant  more  than  the  northwest  corner  of  the  map  of 
North  America.  A  reminiscence  of  the  events  of  thirty  years 
ago  might  come  with  the  mention  of  the  word.  "Alaska, — O  yes, 
that  worthless  frozen  country  which  we  bought  from  Russia  for  two 
cents  an  acre."  The  Yukon  then  was  only  a  name.  But  within  the 
last  two  months  has  come  an  entire  revolution  in  the  attitude  of  our 
people  toward  the  great  northwestern  territory.  Who  has  not  heard 
of  the  Chilkoot  pass,  St.  Michael's,  and,  greatest  watchword  of  all, 
Klondike  with  its  treasures,  the  uncovering  of  which  caused  such  an 
excitement  in  the  middle  of  July  ?  At  that  time  we  entered  upon  a 
gold  madness  which  has  not  been  equalled  since  the  days  of  the 
Cariboo  stampede  in  1859.  It  is  true  that  the  latest  discoveries  are 
situated  within  British  territory,  but  so  near  to  our  frontier  that  we 
are  greatly  affected,  and  even  consider  them  our  own.  The  public 
began  to  realize  what  some  had  known  for  a  long  time, — that  there 
are  great  possibilities  in  that  territory  of  which  Uncle  Sam  has  taken 
so  little  care.  Immediately  upon  the .  announcement  of  the  newly- 
discovered  Eldorado,  parties  were  fitted  out  all  over  the  United  States, 
east  as  well  as  west,  and  these  parties  attempted  to  enter  the  country 
by  all  the  different  routes,  even  when  the  approach  of  winter  made 
such  entrance  dangerous,  and,  in  the  opinion  of  "old-timers,"  well- 
nigh  impossible. 

Some  of  these  parties,  unsuccessful  in  their  efforts,  turned  back  ; 
others,  having  crossed  the  Chilkoot  pass  or  ascended  the  Yukon,  are  well 
on  their  way  to  the  diggings,  whence  news  of  their  doings  may  transpire 
at  long  intervals  during  the  next  few  months.  In  this  mad  rush  are 
hundreds  who  have  never  had  any  experience  in  Alaska  life ;  some 
are  " tenderfeet,"  who  think  that  gold  is  to  be  picked  up  everywhere, 
and  will  be  much  surprised  to  find  that  they  are  obliged  to  work  even 
harder  for  a  living  than  "on  the  outside."  There  will  also  be  an 
influx  of  the  blackleg  element,  those  non-producers  who  live  on  the 
production  of  others,  and  are  justly  despised  by  the  better  class  of 
Yukon  miners. 

Before  this  time  the  population  was  a  little  more  than  1,700,  but 
with  this  sudden  increase  the  character  of  the  interior  must  utterly 
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change,  and  it  is  probable  that  even  now  the  civilization  which  the 
writer  had  occasion  to  observe  last  summer  has  become  historic. 
Here  these  people  have  lived  and  worked, — a  cosmopolitan  commu- 
nity made  up  of  representatives  of  almost  all  races  and  walks  in  life. 
They  are  mostly  Americans ;  they  are  practically  beyond  the  jurisdic- 
tion of  the  courts,  but  they  are  not  for  that  reason  lawless.  It  was 
early  appreciated  that  society  must  have  some  sort  of  protection.  To 
this  end  the  "miner's  meeting"  was  established  as  the  law  making 
body.  This  meeting  consists  of  all  the  men  who  inhabit  a  certain 
district,  or,  as  the  population  increased,  all  who  work  in  a  certain 
gulch.  In  this  meeting  every  man  has  an  equal  vote.  A  chairman  is 
chosen  by  the  assembly,  but  his  power  is  slight,  and  in  all  cases  the 
majority  rules.  By  this  legislative  assembly,  which,  by  the  way,  has 
no  regular  time  of  meeting,  but  may  be  called  at  any  time  by  public 
notice,  all  the  laws  governing  morals  and  mining  are  passed. 

It  was  by  this  assembly  that  Chinamen  were  excluded  from  the 
privilege  of  mining  in  the  Yukon,  and  that  murder  was  made  a  crime 
punishable  by  death.  But  the  miner's  meeting  is  not  wholly  legisla- 
tive ;  it  is  the  final  court  in  all  criminal  or  civil  suits.  Here  the 
majority  act  as  judge  and  jury,  there  are  none  but  volunteer  lawyers, 
the  weightiest  questions  are  decided,  and  the  decision  is  generally 
carried  into  effect  without  delay. 

At  first  these  hardy  pioneers  rendered  decisions  of  the  most  puri- 
tanical strictness,  and  there  was  little  or  no  crime.  In  a  measure  this 
immunity  has  been  due  to  the  obstacles  in  the  way  of  entering  the 
country  and  the  extreme  difficulty  of  living  when  once  there  ;  for  no- 
where is  seen  a  clearer  illustration  of  the  principle  of  the  survival  of 
the  fittest.  The  dangers  to  be  encountered  upon  the  **  trail  "  to  the 
diggings,  and  the  hardships  to  be  endured,  have  weeded  out  all  those 
unfitted  to  a  pioneer  life,  and  the  result  is  an  entire  community  of 
sturdy  men,  capable  of  almost  unlimited  physical  endurance. 

Of  late  years,  however,  as  might  have  been  foretold,  the  establish- 
ment of  precedents  has  led  the  miners  into  several  mistakes ;  at  times, 
perhaps,  there  has  been  a  personal  bias  which  has  made  the  decisions 
actually  bad.  At  any  rate,  among  the  more  conservative  miners  the 
"  miner's  meeting  "  is  not  now  revered  as  formerly. 

Last  summer,  in  one  of  the  British  creeks  in  the  Forty  Mile  dis- 
trict, there  was  a  clash  between  the  self-appointed  government  and 
the  Canadian  mounted  police  stationed  at  Fort  Cudahy  to  preserve 
order.  A  claim  owner  had  not  paid  the  men  employed  by  him,  and 
the  miner's  meeting  voted  to  sell  his  claim  to  satisfy  this  demand  ; 
but  the  soldiers  were  sent  to  the  gulch,  and  this  decision  was  rendered 
void.    On  the  American  side  of  the  boundary  line  there  have  been  no 
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officers  corresponding  to  the  mounted  police,  the  only  representatives 
of  the  government  being  two  custom-house  officers  sent  to  Circle  City 
last  summer,  and  the  authority  of  the  miner's  meeting  has  never  been 
questioned.  Under  its  rulings,  mining  has  been  carried  on,  and  all 
have  lived  harmoniously.  If,  as  has  infrequently  happened,  a  man  has 
been  convicted  of  stealing, — the  crime  next  to  murder  in  heinousness, 
— he  is  whipped  at  the  post  and  sent  out  of  the  country. 

Placer  mining  is  the  only  kind  practised,  and  it  is  carried  on  in  the 
most  primitive  manner.  Bar  and  gulch  diggings  are  the  two  types  of 
occurrence.  The  former  consist  of  gravel  deposits  in  the  quiet  por- 
tions of  running  water,  and  are  found  in  points  of  land,  or  islands 
in  the  stream.  In  earlier  days  these  placers,  which  contain  generally 
fine  and  far  carried  gold,  were  the  only  ones  worked.  At  present, 
however,  although  a  certain  amount  of  "  bar-rocking,"  as  it  is  called, 
is  carried  on  along  the  main  stream  of  Forty  Mile  creek  and  others, 
this  form  of  digging  is  not  nearly  so  important  as  that  of  the  gulches. 

In  the  bar  the  "  rocker  "  or  cradle  of  the  Californian  days  is  gen- 
erally employed.  More  complicated  machinery,  however,  is  used  in 
some  localities.  Flumes  have  been  built  which  convey  a  head  of 
water  sometimes  a  half  a  mile,  and  the  necessary  force  for  sluicing  is 
also  obtained  by  raising  the  water  from  the  main  stream  by  a  water- 
wheel.  Two  of  these  have  been  erected,  one  on  Forty  Mile  and  one  on 
Birch  creek.  They  are  fifteen  feet  in  diameter,  float  in  mid-channel, 
and  are  supplied  with  cup-paddles.  But  even  with  these  appliances 
very  few  bar-diggings  produce  more  than  ten  dollars  a  day  per  man, 
which,  under  existing  conditions,  is  the  lowest  yield  that  can  be  made 
profitable. 

Gulch  diggings  are  deposits  of  gold-bearing  gravels  which  have  been 
made  in  the  valleys  of  the  smaller  creeks.  The  gold  in  them  is  gen- 
erally coarse,  bearing  the  character  of  nuggets,  and  has  not  been  carried 
to  any  great  distance  from  its  place  of  origin.  Geologically  speaking, 
the  gravels  are  recent,  and  have  invariably  been  deposited  in  running 
water — not  by  glaciers,  as  is  sometimes  thought,  for  there  has  been 
no  glaciation  in  the  gold  region.  They  occupy  the  lowest  part  of  the 
trenches  which  have  been  excavated  in  the  surface  by  the  running 
water.  The  present  stream  often  takes  a  slightly  different  course 
from  that  which  it  pursued  at  the  time  of  deposit,  the  result  being  that 
the  gravels  are  cut  and  exposed  at  one  portion,  while  at  another  the 
water  Mows  over  bare  bed-rock. 

The  thickness  of  the  gravel  varies  from  head  to  mouth  of  the  same 
creek  and  between  different  creeks,  and  so  there  is  a  distinction  be- 
tween shallow  diggings,  in  which  the  deposit  is  thin,  and  deep  dig 
gings,  where  it  is  from  fifteen  to  twenty-five  feet  thick.     The  Klon 
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dike  placers  are  of  the  latter  kind,  and  often  in  its  gulches  there  are 
twenty-five  feet  of  gravel  deposit  between  the  soil,  or  "  muck,"  and 
the  underlying  bedrock.  These  gravel  deposits  are  usually  not  gold- 
bearing  throughout  their  entire  thickness,  but  are  divided  into  the 
"  barren  gravel  "  and  the  ' '  pay  streak,"  the  latter  being  generally  at 
the  bottom  and  varying  greatly  in  width  and  thickness. 

In  the  Klondike  district,  on  Bonanza  creek,  four  feet  of  pay  dirt 
has  been  reported  with  a  width  of  thirty  feet,  yielding  from  fifty  cents 
to  one  dollar  to  the  pan  all  through.  The  bed-rock  underlying  the 
gravel  is  otten  found  to  contain  gold,  and  it  frequently  pays  to  mine 
this,  particularly  when  it  is  decayed  and  loose  for  a  foot  or  so  down. 
On  Eldorado  creek  in  the  Klondike  district  it  is  said  that  profitable 
bed-rock  is  three  feet  thick. 

Having  found  the  pay  streak  under  the  mass  of  barren  gravel,  the 
prospector  pursues  different  methods  to  reach  it.  If  there  is  no  great 
thickness  of  gravel,  the  miner  "  ground -sluices  "  the  claim  with  the 
water  from  the  creek,  and,  having  stripped  the  gravel,  shovels  it  into 
sluice-boxes,  where  the  heavy  metal  is  separated  from  the  lighter 
gravels  and  is  caught  by  the  strips  called  "  riffles"  on  the  bottom  of 
the  boxes.  It  is  finally  recovered  in  the  "  clean-up  "  by  amalgamation 
with  mercury.  This  is  done  in  the  summer-time,  and  the  amount  of 
production  depends  largely  upon  the  accidents  of  climate,  for  the 
working  time  may  be  cut  short  by  the  continuance  of  the  spring  flood 
period,  or  toward  the  middle  of  August  drought  may  come,  and  last 
until  the  country  freezes  up  in  the  middle  of  September. 

Thus  it  happens  sometimes  that  a  summer's  working-season  is  only 
sixty  days  long,  and  it  is  obvious  that  claims  must  be  very  rich  indeed 
to  make  up  for  that  short  season.  To  obviate  this  difficulty,  the 
miners  have  endeavored  to  extend  their  operations  to  cover  the  whole 
year,  the  severe  winter  as  well  as  the  genial  summer,  and  the  method 
of  "burning  and  drifting"  has  been  evolved.  For  these  "winter 
workings"  shafts  and  tunnels  are  driven,  as  in  ordinary  bed-rock 
mining,  through  the  frozen  gravel,  but,  in  place  of  powder  or  dyna- 
mite, fire  is  used.  A  large  blaze  is  built  upon  the  surface,  and  by  it 
the  ground  is  melted.  The  thawed  ground  is  then  removed,  and  a  shaft 
is  started.  By  continuing  the  process  the  shaft  finally  reaches  the  pay 
streak,  which  is  mined  and  laid  by  in  dumps  until  the  water  flows  in 
the  spring,  when  it  can  be  washed. 

It  can  be  seen  that  this  is  particularly  advantageous  in  deep 
diggings,  and  it  is  a  fact  that  all  the  large  "stakes"  have  been  taken 
out  by  winter  working.  For  instance,  previous  to  the  development 
of  Klondike,  the  largest  amount  ever  taken  out  on  one  claim  was 
$45,000,  won  by  John  MUller,  on  Miller  Creek  of  Forty  Mile  District, 
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mainly  by  "burning  and  drifting."  Klondike  itself  has  typical 
winter  workings,  and  it  was  by  this  process  that  all  the  large  amounts 
of  gold  brought  to  San  Francisco  in  July  were  extracted. 

Until  the  discovery  of  Klondike  the  development  of  the  interior 
had  progressed  in  Alaska  proper,  toward  the  west,  and  the  output  had 
increased  until  in  1896  the  production,  exclusive  of  that  in  British 
territory,  was  in  the  neighborhood  of  51,000,000.  All  this  (as  later 
the  52,000,000  or  more  of  gold  from  the  Klondike)  was  taken  out  by 
summer  and  winter  workings  with  a  minimum  outlay  of  capital.  The 
miners  have  whipsawed  their  lumber  themselves,  and  made  their  own 
simple  sluices  and  cradles,  which,  with  gold  pan  and  shovel,  have 
constituted  their  entire  mining  outfit.  Hydraulic  mining  has  not  even 
been  attempted,  and,  while  there  is  much  gold-bearing  quartz  through 
the  different  placer  areas,  the  expense  of  all  kinds  of  machinery  has 
precluded  actual  **  quartz  mining."  It  has,  in  fact,  been  the  bane  of 
the  country  that,  on  account  of  its  severe  climate,  it  is  not  self-sup- 
porting, and  that  difficulty  of  communication  with  the  "States" 
has  made  the  cost  of  living  extraordinarily  high.  Correspondingly 
wages  are  high, — $10  a  day,  or  a  dollar  an  hour,  and,  during  the  first 
of  the  Klondike  excitement,  even  higher.  This  is  the  reason  why  all 
placers  whose  product  falls  below  $ioa  day  for  each  laborer  must  be 
abandoned,  as  stated  above. 

An  expert  on  gold  and  gold  mining,  Mr.  Joseph  I)e  Lamar, 
recently  published  the  statement  that  Alaska  can  never  be  compared 
with  California,  because  of  the  difficulty  of  living  there.  It  is  un- 
doubtedly true  that  the  severe  climate  has  greatly  delayed  the  devel- 
opment of  Alaska.  Few  wished  to  invest  capital  in  a  country  where, 
because  of  its  isolation  during  the  long  winter,  the  risk  is  so  great  and 
the  returns  so  slow.  To  a  certain  extent,  however,  these  difficulties 
can  be  overcome,  and,  if  the  Klondike  stampede  is  for  a  time  dis- 
astrous because  of  its  unexpectedness,  in  the  end  it  will  undoubtedly 
be  highly  beneficial.  The  tide  of  capital  has  set  that  way.  Alaska 
will  no  longer  be  a  "  poor  man's  country,"  but,  by  the  competition 
which  will  obtain  between  rival  companies,  it  may  reasonably  be  ex- 
pected that  the  cost  of  living  will  be  materially  reduced,  machinery 
be  brought  in,  and  mining  in  an  improved  form  be  put  on  a  permanent 
basis. 

In  order  to  accomplish  these  results,  ingress  and  egress  must  be 
made  easier.  Up  to  the  present  time  there  have  been  two  principal 
routes  by  which  the  gold  fields  are  reached.  One  is  by  steamboat 
from  Seattle  or  San  Francisco,  across  the  North  Pacific  to  Unalaska  in 
the  Aleutian  Islands,  and  thence  to  St.  Michael's  near  the  mouth  of 
the  Yukon.    From  here  a  transfer  is  made  to  the  flat-bottomed  river 
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steamboats  which  navigate  as  far  as  Dawson  City,  a  distance  of  nearly 
i  ,800  miles.  Supplies  have  heretofore  been  brought  into  the  country  in 
this  way  by  a  journey  of  4,000  miles,  but  the  miners  prefer  the  second 
route  over  the  Chilkoot  pass,  by  which  they  can  reach  the  diggings 
about  a  month  earlier.  The  Chilkoot  pass  route  is  full  of  difficulties, 
as  is  well  known.  Generally  the  miner  crosses  it  in  the  early  spring, 
before  the  lakes  at  the  head  of  the  Yukon  are  clear  of  ice,  builds  his 
small  boat  on  Lake  Linderman,  and  sails  down  the  river,  carrying  his 
provisions  with  him. 

The  point  he  most  dreads  is  the  Miles  cafion,  where  the  Lewes 
river  narrows  to  fifty  feet  and  plunges  between  basalt  walls  at  a  rate  of 
twenty  miles  an  hour.  The  cafion  itself  is  only  five-eighths  of  a  mile 
in  length,  but  there  is  a  vast  amount  of  experience  crowded  into  the 
few  seconds  of  its  passage.  As  one  miner  expressed  it  after  going 
through  the  cafion : 

"  I  wouldn't  have  missed  that  trip  for  fifty  dollars!"  and  then 
significantly  added:  "  But  I  wouldn't  make  it  again  for  five  hundred." 

The  cafion  spreads  out  in  the  middle,  forming  a  circular  eddy,  and 
a  story  is  told  of  two  Swedes,  whose  boat,  carried  out  of  the  main 
current,  circled  about  in  this  central  basin  for  many  hours,  while  they 
were  wholly  unable  to  guide  its  course.  At  last,  when  they  were 
worn  out  with  terror  and  fatigue,  a  caprice  of  the  current  sent  them 
dashing  and  plunging  unexpectedly  through  the  lower  part  of  the 
cafion.  The  White  Horse  Rapids,  three  miles  below  this  dangerous 
spot,  is  even  worse,  and  in  its  turbulent  plunge  many  valuable  outfits 
and  even  lives  have  been  lost.  There  are  also  other  less  dangerous 
rapids  still  further  down,  through  which  the  miner  passes  on  his  way 
to  the  camp. 

While  the  ocean  voyage  and  passage  up  the  river  will,  of  course, 
be  maintained  on  the  lower  Yukon  for  purposes  of  traffic  and  supply, 
some  more  direct  route  to  the  gold  fields  of  the  upper  river  must  be 
established  in  the  future.  The  journey  by  way  of  the  Chilkoot  pass — 
"  over  the  trail  "  in  the  language  of  the  miners— is  the  shortest  one  to 
the  headwaters  of  the  Lewes  river,  but,  on  the  other  hand,  from  the 
salt  water  at  Dyea  across  the  Coast  range  to  Cafion  lake,  the  way  is 
one  of  the  greatest  difficulty.  The  summit  of  the  pass  is  3,560  feet 
above  sea-level,  and  is  reached  only  by  the  hardest  climbing.  It  is 
obvious  to  all  who  are  acquainted  with  this  region  that  a  railroad 
through  it  would  involve  an  immense  expense. 

There  is,  however,  another  pass,  which  crosses  the  coast  range  a 
little  further  to  the  southeast.  This  is  known  as  White  pass  (No.  3 
on  map),  so  named  by  Mr.  Wm.  Ogilvie,  the  experienced  Canadian 
surveyor,  in  honor  of  a  Minister  of  the  Interior  of  the  Dominion.  Its 
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altitude  is  2,600  feet  above  the  sea.  From  the  mouth  of  the  Skagway 
river  in  Taiya  inlet  to  its  summit  the  distance  is  seventeen  miles,  nine 
of  which  are  said  to  be  through  a  canon  which  presents  great  obstacles  ; 
but  the  approach  to  the  lakes  on  the  north  of  the  Coast  range  is  easy, 
and  the  route  is  reported  to  be  practicable.  It  is  lately  reported  that 
the  Canadians  have  built  a  trail  through  it,  and  are  laying  a  telegraph 
line  into  the  interior. 

Supposing  the  headwaters  of  the  Lewes  to  have  been  reached  by  a 
railroad  through  either  the  Chilkoot  or  the  White  pass,  the  river  affords 
an  easy  line  of  travel  for  four  months  of  the  year.  During  this  time, 
while  it  is  free  from  ice,  flat-bottomed  steamboats  of  light  draft  can  be 
used.  The  main  difficulties  to  be  overcome  are  shallow  water  and 
rapids.  Light-draft  steamers  on  the  Lewes  could  pass  all  these,  with 
the  possible  exception  of  the  White  Horse,  which,  however,  with  the 
Canon,  could  be  avoided  by  a  steamboat  route  through  Lake  Ahklen 
down  the  Hootalinqua  river.  An  entrance  to  this  line  would  be  made 
through  the  Taku  pass  (No.  4),  about  75  miles  from  Juneau.  Its 
feasibility  as  an  approach  to  the  interior  was  demonstrated  by  Schwatka 
and  Hayes,  who  in  1891  made  the  trip  through  it  to  the  Yukon  valley. 
The  objection  to  this  route  is  its  length. 

As  I  have  stated,  the  river  would  be  open  to  travel  only  from  the 
middle  or  last  of  May  to  the  middle  of  September.  It  might  be  ad- 
visable, then,  to  have  a  railroad  down  the  Yukon.  Could  one  be  put 
through  cheaply  from  salt  water  to  the  diggings?  Chilkoot  pass  is 
unsuitable  ;  so  one  of  the  others  must  be  utilized.  The  topography  of 
the  upper  lake  country  is  that  of  rugged,  steep  mountains.  The  snow- 
fall in  winter  is  not  deep,  yet  deeper  than  in  the  gold  districts,  and 
blizzards  are  frequent.  The  difficulty  of  building  and  maintaining  a 
railroad  would  be  considerable. 

At  Mud  Lake  the  country  becomes  flat,  and  is  characterized  by 
rolling  hills,  into  which  the  streams  have  cut  narrow  valleys.  This 
type  of  typography  continues  as  far  as  Fort  Selkirk,  one  hundred  and 
fifty  miles  above  Klondike,  where  the  Rampart  mountain  range  crosses 
the  river.  This  Rampart  country,  with  its  cliffs  and  mountains,  pre- 
sents many  obstructions  to  travel.  Altogether,  a  railroad  down  the 
Lewes  valley  would  be  rather  rough.  However,  there  is  still  another 
pass  about  fifty  miles  northwest  of  the  Chilkoot.  It  is  called  the  Chil- 
kat  pass,  and  is  said  to  be  much  lower  than  the  one  usually  taken  by  the 
miners.  It  is  through  this  that  Jack  Dalton,  a  well-known  pioneer, 
has  led  a  train  of  cattle  by  a  short  route  to  the  gold  fields.  This  line 
of  travel  is  known  as  "  Dalton's  trail,"  and  by  it  one  can  pass  over- 
land through  a  level  grassy  country  to  the  confluence  of  the  Pelly  and 
Lewes  rivers.     The  time  necessary  for  making  this  trip  on  foot  is  said 
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to  be  only  fifteen  days,  and  it  is  thought  that  this,  the  most  direct 
route  of  all,  may  become  the  main  line  into  the  interior. 

Besides  the  ways  mentioned,  various  others  have  been  suggested  ; 
the  route  up  the  Stikine  river,  crossing  overland  to  the  Yukon  from 
Telegraph  creek,  is  perhaps  the  best  of  these,  since  it  is  open  as  late 
as  October,  while  travel  by  the  others  becomes  dangerous  by  the  first 
week  of  September.  Another  route  from  the  east  through  Northwest 
Territory  to  the  Mackenzie  river,  thence  westward  to  the  Porcupine 
and  down  to  the  Yukon,  is  said  to  be  contemplated  by  a  Canadian 
company.  This,  however,  would  be  a  long  route,  and  would  lose  the 
advantage,  possessed  by  the  Stikine  line,  of  passing  through  the  Cas- 
sian  and  other  gold  districts  of  British  Columbia. 

The  miners,  however,  not  only  look  forward  to  easier  means  of 
entering  the  country,  when  "grub"  will  be  much  cheaper  and 
easier  to  get  than  now,  but  dream  of  wagon  roads  from  the  towns  to 
the  diggings.  When  these  are  put  through,  they  will  no  longer  be 
obliged  to  "pack  "  their  outfits  on  their  backs  and  carry  them  through 
mosquito- infested  swamps,  or  to  tow  their  boats  a  hundred  miles  against 
a  rapid  current.  While  such  a  condition  is  still  in  the  dim  future,  it 
is  within  the  limits  of  possibilities.  The  move  has  been  made  in  the 
right  direction,  and  in  a  few  years  Alaska  may  not  be  so  bad  a  place  to 
live  or  travel  in. 
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THE  PRESENT  STATUS  OF  THE  HORSELESS 
CARRIAGE  INDUSTRY. 


By  W.  Wordy  Beaumont. 


HE  motor-car  industry  in  Europe  to-day  affords  a  remarkable 


illustration  of  the  great  distance  or  difference  there  may  be, 


and  usually  is,  between  a  "good  makeshift"  and  a  thing 
which  is  so  far  on  the  road  to  practical  perfection  that  possible  im- 
provement is  not  obvious  on  inspection.  The  difference  may  be  only 
in  finish,  or  in  those  matters  of  design  which  affect  appearance ;  it 
may  be  in  imperfections  of  essential  mechanical  parts ;  it  may  be  in 
both.  In  the  motor  car  thedifference  has  been  and  is  chiefly  in  mechan- 
ical imperfection.  When  attention  was  widely  directed  to  the  motor 
cars  of  Paris  by  the  races  organized  by  the  Petit  Journal  in  1894,  the 
makeshift  stage  was  reached.  In  1896,  when  the  Paris-Marseilles 
race  was  run,  the  good  makeshift  stage  was  approached,  and  may  now 
be  said  to  have  been  reached.  With  the  carriages  of  several  makers, 
journeys  at  considerable  speed  and  of  long  distances  were  not  only 
possible,  but  possible  under  very  trying  conditions  as  to  roads,  hills, 
and  weather.  These  carriages,  nevertheless,  were  susceptible  of  much 
desirable  improvement,  or  were  open  to  several  objections.  These 
objections  were  obvious,  but  the  means  of  removing  them  were  far 
from  being  so.  Invention  was  and  is  necessary  to  their  removal  by 
means  in  themselves  unobjectionable. 

Meanwhile  the  motor  carriages  made  by  several  firms  realized  the 
chief  aims  of  their  construction, — namely,  to  carry  people  or  goods 
at  a  desirable  speed.  To  many  who  want  to  be  carried  or  have  goods 
carried,  the  accomplishment  of  these  aims  is  of  the  first  importance ;  to 
others  the  imperfections  outweigh  this  importance,  and  these  others 
are  mostly  critics,  who  would  rather  forego,  and  cause  others  to 
forego,  the  advantages  of  the  motorcar  than  tolerate  its  imperfections. 
They  had  rather  leave  work  undone  than  perform  it  with  a  good 
makeshift  tool.  This  attitude  of  mind  has  done  immense  harm  in 
England  by  delaying  the  progress  of  the  motor  car,  just  as  in  other 
days  it  delayed  the  introduction  of  railways  and  machinery, — the 
compound  engine,  the  triple-expansion  engine,  and  high-pressure  and 
tiaction  engines, — and  would  even  now  cause  us  to  be  without  railway 
communication  in  and  around  London,  because  the  engines  smell  and 
smoke  and  the  trains  make  a  noise,  cause  some  vibration,  and  run  on 
unsightly  viaducts.    Business  men,  however,  seize  upon  the  useful 
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and  encourage  improvement  and  the  gradual  removal  of  objectionable 
imperfections.  They  reap  the  advantages  of  the  good  makeshift,  thus 
profitably  covering  the  long  distance  that  separates  it  from  the  thing 
which  the  designer  ceases  to  improve,  and  at  which  the  irresponsible 
critic  ceases  to  cavil. 

Much  as  was  accomplished  in  England  in  the  ten  years  ending  in 

1 834  in  the  construction  of  steam 
coaches,  it  has  remained  to  the 
French  to  bring  attention  to  the 
advantages  of  motor  vehicles  for 
use  on  common  roads. 

Serpollet,  Scotte,  Le  Blant, 
de  Dion,   Bollee,  and  others 
brought  forward  steam  vehicles 
of  different  forms,  the  peculiar 
serpollet  steam  carriaoe  ( 1895 ).      advantages  of  the  Serpollet  gen- 

The  Engine  in  the  1897  pattern  Serpollet  vie-  erator  making  it  the  Special 
toria  is  vertical,  and  is  placed  by  the  side  of  the  „  . ,  _ 

generator.   A,  generator ;  M,  engine  ;  L,  hand-  ODjeCt    Oi    attention    in  1891. 

pump  for  injecting  water  before  engine  suns;  .       ,     ,       ...  c 

E,  water  tank  ;  B,  brake  :  D,  steering  arid  stop-  In  that  year  not  only  did  Ser- 
pingh-ndles;  C,  chains.  very  successful 

vehicles,  but  one  of  them  was  sent  to  England ;  and  it  and  its  new 
steam -generator  were  exhaustively  tested  with  most  satisfactory  results. 
As,  however,  the  laws  of  England  prohibited  the  use  of  such  vehicles 
until  November,  1896,  and  even  now  prohibit  them  as  then  made, 
without  reversing  gear,  nothing  was  done  in  England.  In  France  such 
things  may  originate,  but  they  do  not,  as  a  rule,  develop  quickly  into 
a  great  commercial  industry.  Witness  the  gas  engine.  The  intro- 
duction of  the  light  oil  or  mineral  spirit  motor  enabled  Frenchmen  to 
construct  and  develop  the  automobile,  which,  without  doubt,  would 
have  done  in  England  but  for  its  repressive  laws ;  for  the  first  vehicle 
propelled  by  a  spirit  motor  was  made  in  that  country  in  1883  by- 
Edward  Butler.  The  motor  designed  by  Daimler  was,  however,  the 
real  starting-point  of  the  recent  revival  of  the  mechanical  road-carri- 
age. It  was  designed  as  a  motor  for  the  usual  miscellaneous  purposes, 
and  was  applied  by  him  at  an  early  date  to  the  propulsion  of  a  vehicle  ; 
tout  its  most  extensive  employment  was  as  a  boat-propeller.  For  this 
it  was  much  used  in  Germany,  France,  and  England,  and  the  name  of  its 
inventor  was  widely  known  before  the  motor  was  so  successfully  applied 
to  motor  cars  by  MM.  Panhard  &  Levassor,  of  Paris,  MM.  Peu- 
geot Freres,  of  Valigntiny,  and  others.*  A  horizontal  form  of  spirit 
motor  was  subsequently  made  by  Herr  Benz,  of  Mannheim,  and  was 
applied  by  him  and  by  M.  Roger,  of  Paris,  to  the  propulsion  of  a  vehicle ; 

•See  Cantor  Lectures  by  the  author,  Soc.  Arts  Journal  reprints,  1S96. 
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and  the  count  de  Dion  applied  a  spirit  motor  of  the  Daimler  type  to 
tricycles.  Before  the  middle  of  1894  the  steam  vehicles  mentioned, 
and  these  spirit  motor  vehicles,  had  attracted  the  attention  of  those  who 
saw  great  possibilities  in  them,  and  in  that  year  the  Petit  Journal 'offered 
numerous  prizes  for  the  best  motor  carriages  of  several  kinds,  with  the 
result  that  in  July  a  large  number  ran  in  trial  races  between  Paris 
and  Rouen.    As  the  types  of  vehicles  which  ran  in  this  race  still  hold 


SERPOLLET  GENERATOR. 


the  foremost  position,  they  must  be  here  referred  to.   Of  102  vehicles 
entered,  46  appeared  for  the  race  of  79.36  miles  from  Paris  to  Rouen 
These  were  propelled  by  motors  of  the  following  types : 

Petroleum  spirit  motors,  mostly  Daimler,  23;  steam,  12;  steam 
and  petroleum  spirit,  1  ;  compressed  air,  2  ;  compressed  gas,  1  ; 
electricity,  1  ;  various,  6.  Five  of  these,  differing  in  form  of 
vehicle  and  in  seating-capacity,  were  entered  by  Messrs.  Les  Fils  de 
Peugeot  Freres,  and  four  by  Messrs.  Panhard  &  Levassor,  all  fitted 
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with  Daimler  motors.  Messrs.  Dion,  Bouton  &  Co.  sent  a  steam  car- 
riage for  six,  and  a  steam  tractor  with  bogie  for  four ;  M.J.  Scotte 
sent  a  steam  vehicle  to  seat  eight  or  ten,  and  M.  Maurice  Le  Blant 
sent  two  steam  brakes,  fitted  with  Serpollet  boilers  and  seating  nine 
or  ten  persons.  MM.  Vacheron  and  Le  Brun  sent  carriages  worked 
by  Daimler  motors  slightly  modified,  and  M.  Roger  sent  a  carriage 
fitted  with  a  Benz  motor.  The  journey  was  made  by  the  Dion  steam 
tractor  and  carriage  at  an  average  speed  of  io'4  miles  per  hour,  and 
at  similar  speeds  by  the  Panhard  &  Levassor  and  the  Peugeot  four- 
seat  carriages  fitted  with  Daimler  motors. 

The  prizes  awarded  in  1894  were:  First  prize,  ^200,  divided 
between  MM.  Panhard  &  Levassor  and  MM.  Peugeot  Freres;  sec- 
ond prize,  ^80,  MM.  Dion  &  Bouton.    This  vehicle  was  first  in, 
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but  it  was  considered  more  suited  to  heavy  work  than  for  carriages  ; 
third  prize,  j£6o,  to  M.  Le  Blant,  for  his  steam  carriage ;  fourth  prize, 
^40,  divided  between  MM.  Vacheron  and  M.  Le  Brun  for  improve- 
ments in  details  of  their  Daimler  motors  ;  fifth  prize,  to  M.  Roger ;  a 
sixth,  or  consolation,  prize,  ^20,  to  M.  J.  Scotte  for  his  steam 
vehicle,  which  worked  well  until  one  of  the  Field  tubes  with  which 
his  boiler  was  fitted  burst. 

Now,  as  showing  which  type  of  vehicle  has  best  survived  the 
ordeal  of  the  French  trials,  and  the  equally  valuable  trials  of  every- 
day use,  we  must  look  at  the  results  of  the  Paris-Bordeaux  race  of  744 
miles  for  the  double  journey  in  1895,  and  of  the  Paris- Marseilles  race 
of  no  less  than  1,070  miles  in  the  autumn  of  1896. 

For  the  Paris-Bordeaux  race,  which  was  continuous  day  and  night, 
only  such  repairs  being  permitted  as  could  be  done  by  the  occupants 
with  tools  carried  with  them,  the  driver  could  be  changed,  and  any 
vacant  place  had  to  be  filled  with  165  pounds'  dead  weight. 

Twenty-nine  vehicles  were  entered,  including  several  steam  car- 
riages, one  of  which,  the  Dion  steam  drag,  led  for  about  1 20  miles, 
after  which  the  petroleum  spirit  motor  carriages  took  and  maintained 
the  lead.  A  Panhard  &  Levassor  two-person  carriage  completed  the 
run  in  48  hours,  an  average  speed  of  15.3  miles  per  hour,  but,  as 
it  carried  only  two,  it  was  not  eligible  tor  a  prize.  All  the  prizes, 
with  one  exception,  went  to  petroleum  spirit  motor  carriages,  as 
follows : 

First,  third,  and  fourth  prizes,  to  Peugeot  Freres ;  second,  sixth, 
and  seventh,  to  Panhard  &  Levassor;  fifth  prize  to  M.  Roger  (Benz 
motor);  a  special  prize  to  M.  Bollee  for  a  steam  omnibus,  which  ac- 
complished the  run  within  the  maximum  of  100  hours,  and  came  in 
ninth.  This  omnibus  M.  Bollee  built  in  1880.  It  had  a  small  verti- 
cal boiler  30  inches  in  diameter  inside,  with  118  Field  tubes,  and 
worked  at  140  pounds. 

Before  referring  to  these  vehicles  in  detail,  the  evidence  of  fitness 
by  survival,  after  ordinary  every-day  use  and  further  and  even  more 
severe  race  trials,  must  be  examined.  Between  the  Paris-Bordeaux 
race  in  June,  1895,  and  the  Paris- Marseilles  race  of  1,070  miles  in 
September,  1896,  a  year  and  a  quarter  elapsed.  This,  for  men  who 
had  had  all  the  preceding  experience  with  petroleum  spirit  motors, 
steam,  compressed  air,  and  electricity,  gave  opportunity  for  long 
thought.  Prizes  for  three  types  were  offered, — namely,  (1)  vehicles 
with  two,  three,  or  four  seats  5(2)  vehicles  with  more  than  four  seats  ; 
(3)  motor  cycles. 

In  Class  1  all  the  vehicles  entered,  and  the  prizes  were  won  by 
those  propelled  by  petroleum  spirit  motors.    In  Class  2  three  steam 
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carriages  were  entered,  two  by  \iM.  Dion  &  Bouton  and  one  steam 
omnibus  by  MM.  Chasseloup  &  Loubert.  In  Class  3  five  motor 
tricycles  were  entered,  three  of  them  by  M.  Dion. 

The  results  of  the  Paris- Marseilles  race,  which  was  not  run  during 
the  nights,  were  as  follows.  In  Class  1  first,  second,  and  third  prizes 
went  to  Panhard  &  Levassor,  who  accomplished  the  1,070  miles  by 
three  vehicles  in  67  hours,  42  min.,  58  sees.;  68  hours,  n  min.,  5 
sees.;  and  71  hours,  23  rain.,  22  sees.,  respectively,  or  a  mean  speed  for 
the  three  vehicles  of  14. 1  miles  per  hour,  and  a  mean  speed  for  the 
fastest  vehicle  of  15.8  miles  per  hour.    Fourth  and  sixth  prizes  went 


IANHARD  AND  LttVASSOR'S  DAIMLER  MOTOR  CARRIAGE. 

A  crank  box  of  vertical  Daimler  engine,  B.with  crankshaft  carrying;  clutch,  K,  and  thtee 
alternative  speed  whw Is,  I.,  gearing  into  wheels  on  second  motor  shaft,  O.  which  drives 
chain  wheel  shaft  bv  bent  wheels  and  compensating  gear.  Chain  wheels  on  each  side,  P.  arid 
brake  wheels,  O.  ,  brake  lever ;  M,  foot  control  of  brake  and  clutch  ;  E,  automatic  oil  flow 
regulator  and,  A,  handle  for  starling  motor. 

to  M.  Delahaye,  who  accomplished  the  journey  in  75  hours  and  84 
hours  27  minutes  with  his  two-  and  four  seat  carriages  respectively. 
Fifth  prize  went  to  MM.  Peugeot  Freres,  who  took  81  hours,  24 
minutes.  Seventh  prize  went  to  the  Maison  Parisienne,  and  eighth 
prize  to  MM.  Landry  &  Beyroux. 

In  Class  2  first  prize  was  awarded  to  MM.  Peugeot.  In  Class  3 
the  three  prizes  were  awarded  to  Dion  petroleum  spirit  motor  tricycles, 
one  of  which  performed  the  double  journey  in  7 1  hours,  1  minute,  or 
at  the  rate  of  more  than  1 5  miles  per  hour. 

The  steam  carriages  met  with  various  difficulties,  and  retired.  No 
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Serpollet  vehicles  were  entered 
for  the  Marseilles  race,  M.  Ser- 
pollet being  too  fully  occupied  in 
the  construction  of  self-propelled 
steam  tram  cars,  which  are  now  so 
largely  used  on  the  Paris  tram- 
ways. A  race  was  run  on  July  24, 
1897,  from  Paris  to  Dieppe,  a 
distance  of  105.4  miles.  There 
were  entered  69  vehicles,  of  which 
55  appeared,  including  about  40 
motor  carriages  and  15  motor  tri- 
cycles and  Bollee  voiturettes.  Of 
these  30  arrived  at  4  p.m.,  the 
first  starting  at  9.5  a.m.  The 
carriages  included  a  Dion  &  Bou- 

DION  BOILER.  ^ 

A,  outer  shell ;  B,  inner  shell ;  C,  radiating  t(>n    Steam  brake,   Or  wagonette, 

water  and  steam  drying  tubes  connecting  outer  rflnahh"    nf   rarrv-intr  ahnnt  ten 

water  shell  to  inner  shell,  G  D.   Fuel  is  fed  in  c*P*Dlc    01    Carrying  aooui  ien 

at  cover,  m.  H,  chimney.  people,  including  driver  and  at- 

tendant. This  vehicle  is  fitted  with  one  of  the  count  de  Dion's 
boilers,  working  at  a  pressure  of  about  240  pounds  per  square  inch 
and  capable  of  15  to  16  h.  p.  and  even  more  for  short  periods  for 
mounting  hills.  The  engine  is  of  the  Dion-Bouton  type,  and  will 
propel  the  vehicle  at  any  speed  up  to  35  miles  an  hour,  and  did  the 
run  from  Paris  by  St.  Germain  to  Dieppe  at  a  mean  speed  of  about  25 
miles  per  hour.  It  runs  with  great  steadiness,  and  even  at  the  high 
speeds  steers  with  the  greatest  precision. 

The  larger  number  of  the  mineral  spirit  motor  vehicles  were 
entered  by  MM.  Panhard  &  Ivevassor  ;  two  however,  were  entered  by 
M.  Delahaye,  and  two  by  Peugeot  Freres,  one  of  which,  a  Victoria, 
had  just  arrived  from  Varsovie  (Warsaw)  via  Belgium,  the  owner 
doing  the  i,8oo  kilometers  in  10  days.  This  carriage  had  run  700 
kilometers  before  it  started  from  Varsovie,  and,  after  it  had  done 
about  half  the  run  from  Varsovie,  a  total  of  1,600  kilometers,  new 
chains  were  put  on,  no  other  repairs  or  renewal  of  any  note  being 
made.  These  chains  run  unprotected  from  the  dust  and  mud,  and 
would  probably  run  three  or  four  times  the  distance. 

M.  Gauthier  Wehrle  also  sent  some  new  carriages,  including  a 
very  convenient  little  wagonette  for  four.  The  motor  in  these  vehi- 
cles is  a  spirit  motor.  MM.  Landry  &  Beyroux  sent  vehicles  with 
vertical  spindle  cylinder  motors,  which  worked  well,  and  MM.  Bollee 
also  sent  two  spirit  motor  carriages  driven  by  gearing  with  skew  teeth 
instead  of  by  chains.    The  Bollee  voiturettes  and  Dion  tricycles  per- 
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formed  most  excellently,  although  some  of  the  voiturettes  are  rather 
noisy,  the  noise  arising  from  the  powerful  exhaust  and  the  gear, — no 
wonder,  considering  the  tremendous  speed  (25  to  30  miles  an  hour) 
these  vehicles  make. 

M.  Roger  also  sent  carriages  of  his  make,  with  the  well-known 
Benz  motor,  and  M.  Mors  sent  two  with  his  four  cylinder  motors. 


REAR  VIEW  OF  RO^ER  VICTORIA  AM)  BENZ  MOTOR. 


From  all  this  it  will  be  seen  that  the  victory  has  been  almost  entirely, 
year  after  year,  with  the  carriages  propelled  by  mineral  spirit  motors. 
It  must,  however,  be  noted  that  most  of  the  prizes  have  been  offered 
for,  and  have  gone  to,  carriages  carrying  from  two  to  four  people. 
When  larger  numbers  have  had  to  be  carried,  steam  has  done  good 
work,  but  only  a  few  of  the  steam  carriages  have  been  small  and  light 
enough  to  run  under  the  conditions  which  the  oil  motor  vehicle  is 
competent  to  meet.    M.  Serpollet  made  a  number  of  excellent  victo- 
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rias,  but  their  weight,  although  less  than  that  of  other  steam  carriages, 
was  more  than  that  of  the  oil  motor  carriages.  This  alone,  although 
the  variable  power  of  the  steam,  and  especially  in  the  Serpollet,  is  a 
most  valuable  qualification  for  good  and  bad  road- travelling  and  hill- 
climbing,  has  given  the  light  oil  motor  carriages  every  advantage. 
Every  adverse  condition  of  running  at  high  speeds  on  common  roads 
increases  enormously  with  increase  in  weight.  As  soon  as  the  weight 
is  above  that  at  which  rubber  tires  can  be  used,  speed  must  suffer  a 
reduction  of  30  to  50  per  cent.  ;  else  wear,  tear,  breakage,  and  loss 
of  power  will  result,  with  attendant  discomfort  for  riders.  The 
lighter  Serpollet  victorias  of  the  type  most  recently  made  are  light 
enough  to  be  fitted  with  rubber  tires.  They  weigh  only  about  1,500 
pounds,  and,  as  they  offer  the  many  advantages  of  steam,  they  will 
probably  remove  many  of  the  objections  raised  against  the  oil- motor- 
driven  vehicle. 

The  experience  in  England  with  the  lighter  types  of  vehicles  pro- 
pelled by  mineral  spirit  or  oil  is  limited  in  comparison  with  that  of 
the  French, — not  perhaps  one-fifth.  So  far  as  it  has  yet  gone,  it  has 
only  confirmed  the  facts  proved  in  France, — that  the  carriage  driven 
by  the  mineral  spirit- motor  is  a  very  excellent  makeshift,  and,  as  now 
made  by  Panhard  &  Levassor,  Peugeot  Freres,  Roger,  and  Delahaye, 
very  difficult  to  improve  or  to  describe  as  open  to  obvious  improve- 
ment. They  may  be  open  to  obvious  objections,  including  vibration 
when  the  carriage  is  standing,  and  occasional  smell  of  incompletely- 
burned  oil  when  frequent  stoppings  and  starlings  are  imposed  by 
street- traffic  conditions ;  but  both  these  are  objections  which  are  les- 
sening with  almost  every  carriage  that  is  built,  although  the  means  of 
their  complete  removal  cannot  be  specified  off-hand.  In  the  early 
days  of  locomotives  coke  ovens  had  to  be  put  up  as  part  of  every  great 
railway  establishment,  because  for  years  they  could  not  burn  coal. 
The  way  to  get  over  this  difficulty  could  not  be  discovered  in  the 
hurrv  of  a  few  months,  but,  after  some  years  of  every-day  use  of  loco- 
motives, the  difficulty  was  removed  in  the  simplest  manner,  the  loco- 
motive being  used  all  the  time,  but  denounced  by  every  critic,  whose 
useless  and  obstructive  part  is  followed  by  similar  critics  of  to  day  con- 
cerning motor  carriages. 

There  are  now  running  in  England  a  number  of  mineral  spirit 
motor  carriages  and  motor  vans  made  in  England,  and  with  Daimler, 
or  Benz,  or  similar  motors ;  and  their  success  is  undoubted,  although 
improvements  will  be  constantly  made. 

The  construction  of  motor  vehicles  is  already  a  large  industry 
in  France, — an  industry  which  would  be  much  greater  if  the 
French  were  greater  masters  of  the  art  of  organizing  and  main- 
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THORNKYCROFT  VAN. 


taining  energetic  manufacturing 
development  in  new  lines.  Cer- 
tain types  have  survived,  and  the 
processes  of  selection  and  rejection 
which  have  preceded  this  survival 
have  taught  useful  lessons. 

Of  the  Serpollet  steam  vehi- 
cle, which  was  earliest  in  the  re- 
cent renaissance  of  the  mechanical 
road-vehicle,  it  is  not  necessary  to 
say  much,  for  it  is  well  known.  The  generator  is  the  key  to  the  whole 
of  the  remarkable  success  of  the  Serpollet  for  tram-car  purposes  in 
France.  It  is  made  of  tubes  of  crescent  section  and  with  an  interior 
space  of  not  much  more  than  capillary  thickness  for  the  small  boilers. 
Water  is  forced  into  these  tubes  in  series,  by  a  pump  worked  by  the 
engine,  the  pump  working  against  a  loaded  valve.  The  two  lower 
rows  of  tubes  nearest  the  fire  receive  the  water  from  the  pump  all  the 
time  the  engine  is  running,  but,  if  the  pressure  in  the  boiler  is  sufficient, 
the  loaded  valve  and  its  connections  permit  the  water  to  return  to  the 
water-tank,  and  in  this  way  the  lime  deposits  are  constantly  removed. 


THORN  EYt'ROKT  STEAM  CARRIAGE. 
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DEI.AHAYE's  CARRIAGE  (PLAN). 


Although  it  might  be  expected 
that  the  boilers  would  soon  be 
clogged  with  the  incrustating  de- 
posits, this  is  not  the  case,  and 
an  occasional  washing  out  with  a 
dilute  solution  of  hydrochloric 
acid  of  1  to  7,  which  can  be 
done  in  five  minutes,  is  all  that 
is  required  in  any  case.  The 


advantage  of  this  generator  is  that  it  makes  no  steam  when  none 
is  required,  and  needs  no  attention  from  the  driver,  who  has  no  fear 
as  to  water-level  and  none  as  to  steam  blowing  off  at  a  safety  valve 
when  the  vehicle  is  stopped  in  the  streets.  The  engine  of  theSerpollet 
motor  carriage,  as  of  the  tram  cars,  was  of  horizontal  form,  but  in  the 
most  recent  form  of  small  steam  victoria  M.  Serpollet  is  using  a  small 
double-cylinder  vertical  engine,  and  a  vaporized  liquid-fuel  burner  is 
being  experimentally  used,  superior  to  the  Longeunial  burner  which 
M.  Serpollet  had  been  employing  instead  of  coke. 

The  de  Dion  &  Bouton  boiler  and  engine  are  practically  the  same 
as  those  so  many  times  illustrated  and  described.  (See  the  writer's 
Cantor  Lectures,  Society  of  Arts,  1896,  and  paper  before  same  So- 
ciety, 1896.)  It  is  one  of  the  high-type  boilers  of  small  content 
compared  with  heating  surface,  and  one  the  water-level  of  which  and 
the  pressure  gage  of  which  must  be  under  constant  attention. 

It  is  not  pretended  even  by  the  count  de  Dion  that  this  type 
of  boiler  will  suit  the  requirements  of  vehicles  of  the  victoria  or 
brougham  classes,  which  receive  the  attention  of  only  one  person, — 
namely,  the  driver.  For  these  vehicles  the  steam  generator  must  auto- 
matically vary  its  activity  by  simple  means,  in  accordance  with  the  work 
the  motor  has  at  any  moment  to  perform.  This  is  one  of  the  points  that 
very  extensive  experience  may  be  said  to  have  definitely  proved.  A 
light  carriage  cannot  provide  room  for  a  boiler  attendant,  yet  this  is 
absolutely  necessary  for  any  form  of  steam  generator  which  does  not 
take  care  01  itself,  as  the  Serpollet  does.  For  the  heavier  vehicles, 
such  as  trade  vans  for  goods  delivery,  requiring  in  any  case  two  at- 
tendants, this  is  not  of  so  much  importance ;  but  in  all  other  cases, 
including  tram  cars,  it  is  essential.  On  the  other  hand,  generators 
carrying  a  considerable  quantity  of  water  and  having  large  steam 
space  are  equally  inadmissible,  because  of  weight  and  size  and 
because  of  all  the  foregoing  objections,  except  a  slightly-lessened 
demand  for  anxiously  perfect  stoking,  or,  if  oil  fuel  is  used,  perfectly 
automatic  correspondence  between  not  ouly  steam  pressure,  but  steam 
consumption,  and  fuel -supply. 
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The  vehicles  operated  by  mineral  spirit  motors  are  most  largely 
represented  by  those  of  Panhard  &  I^evassor,  which  have  the  ver- 
tical Daimler- Phoenix  spirit  motor  placed  over  the  fore  carriage. 
These  are  now  essentially  the  same  as  in  1895,  and  the  same 
may  be  said  of  the  Peugeot  carriage  with  the  motor  in  the 
rear.  In  both  the  motor  is  connected  to  a  second  motion  shaft 
and  compensatory  motion  by  means  of  three  or  four  sets  of  spur  gear 
wheels  and  pinions,  of  which  one  set  is  capable  of  sliding  on  its  shaft 
to  enable  one  or  other  of  the  sets  of  teeth  to  engage.  From  this  shaft 
the  driving-wheels  are  actuated  by  uncovered  pitch  chains.  This 
form  of  gearing  does  not  satisfy  mechanical  aspirations,  but  in  practice 
it  succeeds  much  better  than  could  be  expected,  although  the  spur 
wheels  are  of  steel  and  make  a  rattling  noise.  Enormous  distances 
have  been  run  with  it  by  large  numbers  of  vehicles  in  many  hands, 
and  renewal  in  this  respect  is  very  rare. 

The  chains,  which,  it  may  be  observed,  are  not  now  so  scanty  in 

dimensions  as  those  which  some 
of  the  makers  were  wont  to  use, 
need  renewal  much  more  fre- 
quently than  will  be  necessary 
when  the  constructors  have  found 
out  how  to  make  an  easily-fixed, 
detachable,  fairly  dust-tight  gear- 
case.  This,  of  course,  is  not  the 
simple  problem  that  it  is  with 

PETrRR  AND  MoLLRS'  4-WHKBL  DOGCART.   „    ,  ■  .      „   ...  .■  , 

a  bicycle,  as  the  vertical  move- 
ment of  the  road  wheels  is  not  coincident  with  that  of  the  vehicle ; 
but,  when  makers  and  owners  no  longer  fear  to  make  their  chain 
less  accessible,  the  gear  case  will  be  forthcoming.  In  the  beauti- 
fully-furnished brougham  of  the  baron  de  Zuylan  the  chain  is  partly 
covered. 

In  many  of  the  vehicles,  including  those  of  Delahaye,  Mors,  and 
Roger,  the  motor  drives  the  second  motion  shaft  by  means  of  crossed 
leather  belts,  except  that  required  for  reversing.  Two  sizes  of  driving 
and  driven  pulleys  are  used,  and  speeds  between  these  for  manipulat- 
ing in  traffic  are  obtained  by  putting  the  belts  more  or  less  on  the  fast 
or  loose  pulleys.  This  again  does  not  appeal  successfully  to  the 
mechanical  mind,  but  it  appears  to  satisfy  practical  requirements  until 
something  better  shall  be  found,  and,  after  all,  it  is  as  good  as  the 
slipping  or  tight  leather  belt  for  hoisting  which  has  been  successfully 
used  for  generations  in  flour  mills  and  elsewhere.  The  ordinary 
carriage  brake,  with  a  block  rubbing  on  an  iron  tire,  well  supplied  as 
it  always  is  with  excellent  grinding  sand,  is  a  mechanical  barbarism 
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I  ETTRR  S  DOG  CART. 


as  compared  with  the  electro- magnetic  brake,  in  which  the  resistance 
is  afforded  by  the  invisible  distortion  of  magnetic  lines  of  force.  But 
the  common  brake  block  is  a  good  makeshift. 

The  spirit  motors  used  by  Roger — namely,  the  Benz — are  of  the 
single-cylinder  horizontal  type,  with  electric  ignition,  and  these  have 


fetter's  dog  cart,  (flan). 

M  M\  double  cylinder  motor  ;  N  N\  crank-shaft  ;  A  A',  forward  high-speed  belt  pulleys ; 
B  B\  forward  low-speed  ;  C  C\  reverting  belt ;  E,  lever  working  jockey  pulleys  D  l/.  G, 
compensating  motion  ;  F,  reversing  motion  lever. 
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not  been  much  modified  lately.  The  Maison  Parisienne  sent  a  wag- 
onette driven  by  a  double-cylinder  motor,  the  cylinders  being  on 
opposite  sides  of  the  crankshaft,  but  connected  to  two  cranks  at  ninety 
degrees,  so  that,  although  not  in  line,  they  nearly  balanced  each  other 
in  the  main  direction.  This  motor  ran  very  steadily,  and  the  carri- 
age was  very  quiet  when  standing  with  the  motor  running ;  it  is, 
however,  rather  a  heavy  carriage.  M.  Bollee  uses  a  double  cylinder 
motor  for  his  new  carriages,  and  Leon  Bolide  would  probably  have 
distanced  the  Dion  steam  brake  on  July  24  but  for  the  breakage, 
already  mentioned,  of  a  small  rocking  lever  which  opened  the  two  ex- 
haust valves  alternately.  This  breakage  incident  suggests  a  reference 
to  a  mistake  of  common  occurrence  in  the  design  of  the  small  pieces 
having  a  high-speed  rocking  or  angular  movement, — namely,  making 
them  light  because  the  work  they  have  to  perform  is  apparently  light. 
A  rocking  lever  may  have  to  push  a  valve  stem  against  the  resistance 
of,  say,  a  five-pound  spring  of  an  engine  running  at  seven  hundred 
revolutions  per  minute.  It  has  to  overcome  this  resistance  in  per- 
haps one- fortieth  of  the  period  of  one  piston  stroke,  or  in  about  one- 
nine-hundredth  of  a  second,  and,  if  it  works  two  valves  of  a  double- 
cylinder  engine,  it  does  this  seven  hundred  times  a  minute,  and  is 
jerked  backward  and  forward  fourteen  hundred  times.  It  is  obvious 
without  any  calculation,  therefore,  that  such  a  piece  needs  an  enor- 
mous amount  of  strength. 

The  vertical  cylinder  engine  offers  advantages  which  are  consider- 
able when  the  engine  is  mounted  on  the  forecarriage,  as  is  the  Daimler, 
or  Daimler- Phoenix,  in  the  Panhard  &  Levassor  carriages.  It  is 
easily  accessible  on  three  sides,  and  might  be  made  to  cause  less  vibra- 
tion of  the  carriage  when  standing  by  complete  balancing  of  forces  in 
the  vertical  direction,  leaving  the  consequent  out-of-balance  in  a  hori- 
zontal direction  to  be  dealt  with  in  another  way.  The  four-cylinder 
engine  of  the  Mors  motor  has  advantages  as  to  reduction  of  vibration, 
but  it  is  desirable  to  lessen  the  number  of  parts. 

In  England  one  of  the  objections  most  strongly  urged  against  the 
motor  car  is  the  smell  from  the  products  of  combustion  or  from  the 
heated  mineral  spirit.  On  this  subject  it  must  be  noted  that  most  of 
the  makers,  though  not  those  who  have  made  the  largest  number  (if 
the  Dion  tricycles  are  omitted),  use  carbureters.  By  this  means  the 
chances  of  incomplete  combustion  and  the  heating  and  exhaust  of 
unconsumed  charges  of  oil  are  avoided,  only  a  vapor  charge  ever 
passing  to  the  cylinder  or  to  the  passages  between  carbureter  and 
cylinder.  This,  no  doubt,  offers  an  explanation  of  the  fact  that 
very  little  smell  is  ever  noticeable  with  the  carriages  or  the  Dion  tri- 
cycles fitted  in  this  way.     However  good  the  governing  or  the  oil  cut- 
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out  of  a  motor  using  the  oil  direct,  there  must  be  occasional  remnants 
of  charges  or  excess,  when  frequent  stopping  and  starting  are  neces- 
sary. The  automatic  induction  spray-making  device  of  the  Daimler- 
Meybach  comes  probably  the  nearest  to  a  satisfactory  means  of 
dispensing  with  the  carbureter,  and  this  is  adopted  in  England  with 
results  which  satisfy  every  one  except  the  most  exacting.  A  different 
device  is  adopted  in  a  promising  light  motor  carriage  by  Duryea,  but 
practical  tests  are  yet  wanted. 


ROOTS  *  V ENABLES  KEROSENE  MOTOR  CARRIAGE. 
A.  engine  cylinder:  V.vaporiier:  C  C\  driving  chain*  ;  E,  valve 
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Only  two  makers — namely,  Roots  &  Venables,  of  London,  and  Pet- 
ter  &  Boll,  of  Yeovil — have  so  far  attempted  with  any  success  to 
use  motors  worked  with  kerosene  or  high-gravity  and  high- flash- 
point oils.  The  difficulties  as  to  vaporization,  starting,  and  smell 
not  only  of  exhaust  products,  but  of  partly-burned  charges  during 
stopping  and  starting,  are  much  increased,  and  the  success  is  of  a 
very  qualified  character.  One  of  the  two  makers  referred  to,  both 
being  English,  prefers  the  mineral  spirit  motor. 

Most  of  the  large  number  of  vehicles  shown  in  Dieppe  on  July  24 
and  25  were  fitted  with  wood  wheels,  all  having  rubber  tires  and  many 
having  pneumatic  tires.  The  limit  of  weight  for  pneumatic  tires  has 
probably  not  been  reached,  but  experience  so  far  seems  to  show  that, 
for  the  high  speeds  frequently  run  in  France,  the  limit  is  soon  reached, 
and  four  hundred  pounds  per  wheel  is  perhaps  the  maximum  eco- 
nomical load  even  at  moderate  speeds.  The  Michelin  tires  used  in 
France  seem  to  stand  well,  except  as  to  the  cutting,  which  increases 
rapidly  with  increase  of  speed  above  eight  miles  an  hour.  Solid  rub- 
ber will  cut  at  least  as  much,  but  the  effect  is  not  so  serious.  The 
weight  per  wheel  on  rubber  tires  of  any  kind  for  high  speeds  is  an 
important  matter,  for  no  pleasure-carriage  can  be  considered  satisfac- 
tory unless  on  rubber  tires. 

Iron-spoke  or  cycle  wheels  are  used  only  by  one  eminent  firm, — 
namely,  Peugeot  Freres, — the  general  opinion  being  in  favor  of  wood. 
This  is  largely  based  on  experience  as  to  the  durability  of  the  wheels 
and  their  tires,  but  it  is  partly  due  to  the  facility  the  wood 
wheel  spokes  afford  for  the  attachment  of  chain  rings.  For  all 
vehicles,  however,  up  to  perhaps  two  tons'  weight,  the  wood  wheel 
will  continue  to  offer  the  advantages  of  strength  and  a  useful 
amount  of  elastic  flexibility. 

The  question  of  relative  economy  of  the  different  oil  motors  can 
hardly  be  said  to  have  received  much  consideration.  The  cost  per 
mile  of  running  a  carriage  carrying  four  is  so  small  that  a  little  more 
or  less  is  of  no  importance.  Taking  average  roads,  the  consumption 
is  not  more  than  three  or  four  pints  per  hour,  and  in  this  time  twelve 
miles  will  have  been  easily  run,  so  that  the  maximum  cost  per  passen- 
ger per  mile  will  be  under  a  half- penny. 

It  is  possible  that  within  a  year  the  industry,  which  is  a  real  one 
in  France,  though  limited  to  a  very  few  makers  yet,  will  be  a  greater 
one  in  the  United  States  and  the  United  Kingdom,  but  it  will  find 
most  support  first  in  the  construction  of  business  vehicles,  such  as 
vans  and  lurries. 
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THE  EXTENDING  USE  OF  GAS  IN  INDUSTRIAL 

OPERATIONS. 

By  Frederick  H.  Shelton, 

THERE  are  about  a  thousand  towns  and  cities  in  the  United 
States  wherein  a  total  of  approximately  60,000,000,000  cubic 
feet  of  illuminating  gas  is  annually  manufactured.  This  gas 
is  used  chiefly  for  lighting,  largely  for  domestic  cooking  and  heating, 
and  to  a  moderate  extent  for  power  purposes.  A  very  considerable 
proportion  of  it,  however,  is  used — and  to  the  very  highest  advan- 
tage— in  place  of  coal,  as  fuel  for  purely  mechanical  and  industrial 
purposes.  That  probably  a  similar  volume  of  various  kinds  of  gases 
other  than  illuminating  gas  is  also  made  and  used,  wholly  for  indus- 
trial purposes,  is  not  generally  known,  excepting  to  those  whose  busi- 
ness it  is  to  be  informed  upon  such  matters.  ^ 

It  is  my  purpose  to  point  out  the  great  number  and  variety  of  uses 
to  which  gas  is  now  applied  in  the  arts  and  manufactures.  Within 
the  limits  of  a  magazine  article  it  is  impossible  to  go  into  the  details 
of  the  relative  operating  cost  of  gas  as  compared  with  other  fuels,  or  of 
the  exact  nature  of  all  these  increasing  applications.  A  bare  enumer- 
ation of  the  principal  uses  may,  however,  attract  the  attention  of  con- 
sumers of  hard  fuel  and  lead  them  to  appreciate  more  fully  the  ad- 
vantages of  gas  fuel. 

In  the  main  heat  has  hitherto  been  secured  from  coal,  which, 
while  effective,  is  relatively  cumbrous  and  inconvenient  to  handle. 
If  coal  could  be  conveyed  as  a  fluid,  from  a  central  point,  through 
suitable  distributing  pipes,  to  the  various  points  of  use,  precisely  as  is 
water,  steam,  compressed  air,  oil,  brine,  or  other  fluids,  the  advan- 
tage, convenience,  and  desirability — disregarding  cost  for  the  present 
— would  be  obvious  to  every  user.  Assume  this  possibility,  and  that 
in  many  instances  "  fluid  coal,"  so  to  speak,  is  cheaper  than  ordinary 
sol  d  coal.  From  the  industrial  standpoint  gas  is  simply  fluid  coal, 
or  fluid  fuel.  Its  use  saves  time,  increases  output,  betters  the  quality 
of  goods,  eliminates  ashes  and  heavy  stoking  labor,  enhances  conveni- 
ence, and  decreases  expense.  Small  wonder,  then,  that  it  is  exten- 
sively used  and  that  such  use  is  constantly  increasing. 

As  popularly  understood,  *'  gas  "  is  an  invisible  fluid  served  from 
pipes,  which  in  burning  gives  off  both  light  and  heat.  There  are, 
however,  several  well-defined  kinds  of  commercial  gas,  differing 
widely  in  their  characteristics  and  heating  power.    The  principal 
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ones  are:  natural  gas ;  illuminating  or  city  gas  ;  blue  or  fuel  water  gas  ; 
oil  vapor  in  various  forms ;  and  producer  gas.  These  five  comprise 
all  the  gases  used  by  manufacturers  at  large  to  any  considerable 
extent  for  fuel.  Typical  analyses  of  these,  exclusive  of  oil  vapors,  are 
as  follows : 


Natural  gas 
from  Find* 
lay,  Ohio. 

Illuminating  gas. 
Samples  exhibited  at  Gas 
Exposition,  N.  Y.,  Feb- 
ruary, 1897. 

Blue  or 
Fuel  Water 
Gas. 

Soft  Coal 
( Taylor ) 
Producer 
Gas 

Water  Gas. 

Coal  Gas. 

Hydrogen 

2.18 

32- 7 

48.1 

50.9 

12. CO 

Carbonic  Oxid 

30.2 

7.6 

44  5 

27. CO 

Carbonic  Acid 

% 

24 

0-3 

2.45 

2.00 

Marsh  Gas 

92.60 

16.8 

36.5 

2.50 

Illuminants 

•3- 

144 

4-3 

Oxygen 

•34 

0.4 

0.4 

0.07 

■  .     .  •  •  •  • 

Nitrogen 

3.61 

3  - 

,s 

2.08 

56.50 

Commonly  spoken  of  as  gases,  these  are  really  only  combinations 
— practically  definite  and  constant — of  certain  other  gases,  such  as 
hydrogen,  carbonic  oxid,  marsh  gas,  etc.,  as  may  be  noted.  As  these 
-component  gases  have  each  a  well-defined  heating  value,  the  calorific 
power  of  any  mixture  of  them  (such  as  one  of  the  above  tabulated 
commercial  gases)  is  readily  determined  by  finding  the  nature  and 
proportions  of  the  component  gases,  and  then  aggregating  their  heat- 
ing values.  For  instance,  marsh  gas  is  theoretically  one  of  the  greatest 
heat- producing  gases,  and  naturally  gas,  being  principally  composed 
of  marsh  gas,  proves  in  practice  to  have  the  highest  heating  value  of 
all  commercial  gases.  It  is  obvious  that  the  gas  having  the  greatest 
heating-value  is,  other  things  being  equal,  the  most  useful  as  fuel  in 
mechanical  operations.  For  comparisons  of  heating  values  the 
British  thermal  or  "heat  unit" — "  that  quantity  of  heat  that  will 
raise  the  temperature  of  a  pound  of  water  one  degree  Fahrenheit " — 
is  used.  Natural  gas  has  a  value  of  about  1,100  heat  units  to  the  cubic 
foot. 

Natural  gas  is  thus  mentioned  in  order  that  its  great  heating  power 
may  be  noted  in  figures,  in  comparison  with  the  artificial  gases,  of 
which  more  extended  mention  will  be  made,  rather  than  merely  to 
specify  the  uses  to  which  it  is  applied.  These  uses,  of  natural  gas, 
while  many  industrially,  are  only  those  to  which  other  gases  can  be 
applied.  To  the  mind  of  the  writer,  the  substitution  for  hard  fuel  of 
natural  gas,  intensely  rich,  costing  but  little,  and  conveniently  sup- 
plied under  pressure  »'s  not  a  measure  so  progressive  as  to  call  for 
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special  commendation.  It  is  certainly  nothing  in  comparison  with 
the  skill  and  invention  necessary  to  successfully  and  economically 
make  and  supply  an  artificial  gas  that  advantageously  displaces  solid 
fuels  previously  used.  To  note  the  success  that  has  been  achieved  in 
the  use  of  artificial  gas  fuel  is  the  especial  object  of  this  paper. 

Illuminating  or  "city  "  gas,  as  made  by  the  water-gas  process,  is 
the  nearest  approach  to  natural  gas,  in  calorific  intensity,  of  any  of 
the  manufactured  gases.  Made  by  the  decomposition  of  water,  it  is 
chiefly  composed  of  hydrogen  and  carbonic  oxid,  both  of  which  gases 
have  a  high  heat-unit  value.  When  these  are  enriched  by  petroleum 
vapors  to  form  an  illuminating  gas  of  25  to  30  c.  p  ,  the  resulting 
compound  has  an  aggregate  heat-unit  value  of  about  725  to  760  per 
cubic  foot.  This,  the  best  commercial  gas  that  man  can  make,  is 
yet,  it  will  be  noted,  but  two-thirds  as  rich  in  heating  power  as  natural 
gas,  which  so  far  man  has  been  unable  to  reproduce  on  any  commer- 
cial lines.  Illuminating  gas,  as  made  by  the  coal-gas  process,  is  gas 
distilled  from  rich  bituminous  coals  in  retorts,  and  is  composed  prin- 
cipally of  hydrogen  and  marsh  gas.  As  served  to  the  public,  its  heat- 
value  is  about  630.  This  carburetted  hydrogen,  however,  whether 
made  by  the  coal-gas  or  the  water-gas  process,  is  primarily  made  to 
give  light.  Richly  laden  with  hydro  carbons  and  illuminants,  its 
manufacture,  purification,  and  distribution  are  expensive,  and  it  can- 
not be  sold  by  gas  companies  at  a  figure  low  enough  to  warrant  its 
general  use  for  heating  in  mechanical  or  industrial  operations,  except 
where  the  cost  of  the  heat  involved  in  an  operation  is  but  a  small  pro- 
protion  of  the  total  cost.  Its  use  is  practically  limited  to  light  opera- 
tions, where  quality  and  convenience  rather  than  volume  of  heat  are 
essential.  As  the  variety  and  number  of  such  operations  are  very 
great,  an  enormous  actual  amount  of  city  gas  is,  after  all,  used  in 
commercial  pursuits.  One  of  the  simplest  of  these  applications  is 
heating  air.  In  ventilation  a  current  of  air  may  be  conveniently  in- 
duced by  burning  city  gas  in  a  flue.  In  dyers'  and  cleaners'  drying- 
rooms,  in  tobacco-seasoning-rooms,  in  drying  druggists'  preparations, 
in  the  warming  of  lithographers'  stones,  etc.,  where  a  gentle  heat  is 
required,  city  gas  is  often  the  agent  employed.  The  ripening  of 
bananas  by  heat  from  city  gas  is  common  in  the  fruit  trade.  Equally 
common  uses  are  the  warming  of  liquids  and  melting  of  metals.  In 
drug  and  grocery  houses  gas  is  used  for  the  heating  of  vats,  kettles, 
etc.  Plumbers  so  use  it  in  the  shop  for  melting  lead  and  solder.  In 
large  printing  houses  it  is  used  for  keeping  type-metal  liquid  in  lino- 
type machines,  and  for  melting  gelatin  for  ink-rollers,  etc.  In  bottl- 
ing works  caustic  solutions  for  cleaning  bottles  are  kept  hot  by  gas. 
The  heating  of  irons  is  a  common  use.    Both  hand-irons  and  the  rolls 
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of  power  irons  are  warmed  by  gas  in  laundries.  Branding  plates, 
irons  for  marking  boxes  or  for  stamping  corks,  and  polishing  irons  in 
various  trades  are  conveniently  heated  by  gas.  In  the  more  strictly 
mechanical  operations,  hard  soldering  or  brazing  with  the  blow-pipe 
is  very  extensively  done  with  gas.  In  the  jewelry  and  silver  ware 
working  cities,  of  which  Providence  is  typical,  no  mean  proportion  of 
the  gas  company's  output  is  used  in  the  shops  for  the  soldering,  tem- 
pering, case-hardening,  and  annealing  small  tools,  dies,  cutters,  etc., 
and  in  the  hundred  and  one  small  operations  requiring  heat.  In  other 
directions  the  uses  of  city  gas  seem  endless.  Dentists  use  gas  in  bun- 
sen  burners  for  warming  and  for  softening  cavity  fillings.  Express 
companies  use  it  for  melting  sealing  wax— an  apparently  trivial,  yet 
strictly  typical,  instance  of  its  convenience.  Gas-fired  ovens  for  firing 
decorated  china  are  common.  The  metallurgist  uses  gas  in  assaying. 
Small  tools,  springs,  and  scores  of  other  metal  objects  are  made  by 
gas  heat.  Hat  factories  use  it  in  working  felt,  and  shoe  factories  are 
large  consumers.  The  filaments  of  incandescent  electric  lamps  are 
baked  by  city  gas  in  some  instances.  Bakers,  confectioners,  and  res- 
taurant-keepers constantly  use  it  in  their  industries.  Bicycle-makers 
use  it  for  liquifying  japans  and  enamels,  and  for  brazing,  annealing, 
hardening,  etc.    And  so  the  list  might  be  extended  ad  infinitum. 

One  important  use  is  in  water-distilling  equipments  for  private 
houses.  The  increasing  demand  for  pure  drinking  water  has  brought 
into  the  market  gas  heated  stills  for  this  purpose. 

"  Blue  "  or  "  Fuel  water  gas,"  or  uncarburetted  hydrogen,  is  the 
gas  made  in  the  first  step  of  the  manufacture  of  illuminating  water 
gas.  Composed  almost  entirely  of  hydrogen  and  carbonic  oxid,  it 
burns  with  a  clear,  blue,  smokeless  flame,  and  has  a  heating  value  of 
about  300  to  the  cubic  foot.  For  mechanical  purposes  the  gas  is  ex- 
cellent, and  it  is  simply  and  cheaply  made.  Commercially,  however, 
the  efforts  to  make  and  distribute  it  to  the  public  at  large  for  heating 
and  industrial  purposes  have  been  unsuccessful.  The  reason  is  that, 
while  "  blue  gas  "  is  cheaper  to  make,  its  distribution  costs  as  much 
as  that  of  city  gas,  and,  with  its  heating  value  but  half  or  less  (owing 
to  the  omission  of  the  rich  hydrocarbons  or  oil  vapors),  it  has  had  to 
be  sold  at  prices  that  have  not  repaid  the  makers.  Even  when  sold  at 
but  half  of  the  price  of  city  gas,  it  proves,  on  the  whole,  to  be  still  as 
costly  per  heat  unit,  and  is,  therefore,  limited,  like  illuminating  gas, 
to  small  operations.  The  plant  for  making  it,  however,  is  com- 
paratively simple,  and  in  numerous  cases  manufacturers  who  could  not 
afford  to  buy  either  city  or  blue  gas  of  another  have  yet  found  it  prac- 
ticable and  economical  to  put  in  individual  plants  to  make  their  own 
supply,  thus  saving  the  cost  of  distribution,  and  management,  and  the 
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profit.  They  thus  obtain  a  gas  of  good  heating  value,  clean  and  com- 
plete in  combustion,  easily  piped  and  applied,  and  low  in  cost.  For 
practically  all  the  industrial  purposes  for  which  city  gas  is  used,  and 
kindred  ones  where  small  or  moderate  volumes  of  heat  are  required, 
it  gives  satisfaction  mechanically,  and  often  secures  a  marked  econ- 
omyfover  hard  fuels.  Many  private  plants  are  using  this  gas.  Prob- 
ably its  most  typical  use  is  in  factories  where  metal- working  in  many 
small  forges  is  conducted  upon  a  large  scale,  as  in  cutlery  works,  for 
which  purpose  it  is  an  ideal  fuel,  vastly  superior  to  coal.  With  coal 
there  is  the  liability  of  unevenness  of  fire,— causing  irregularity  of 
goods  and  loss  of  time  ;  with  gas,  there  are  no  ashes  to  handle, 
andMf  the  forges  or  furnaces  are  lighted  half  an  hour  before  starting 
up,  all  will  be  at  proper  heat  and  continue  so  throughout  the  day. 
The  work  per  forge  or  man  is  increased  ;  time  is  economized,  and 
"seconds"  are  decreased;  cost  is  lessened,  and  the  quality  of  the 
product  usually  bettered.  In  such  work  the  gas  is  principally  used  in 
ovens  or  furnaces,  which  are  simply  fire  brick-lined  iron  boxes, 
mounted  on  stands  of  convenient  height,  for  drop  forging,  annealing, 
tempering  and  hardening,  case-hardening,  die  making,  etc.  Blue 
water  gas  has  also  been  used  for  years  in  the  largest  saw  and  file 
works  in  the  country,  and  particularly  in  watch  works.  In  the  latter 
it  has  proven  peculiarly  suitable  for  delicate  work,  such  as  the  anneal- 
ing and  tempering  of  fine  springs,  the  enameling  of  dials,  the  melting 
of  gold,  silver,  and  platinum,  fine  blow  pipe  work,  etc.  An  interest- 
ingl instance  of  the  perfect  suitability  of  gas  fuel  for  many  specific  and 
unusual  purposes  in  industrial  operations  is  the  use  of  blue  water  gas 
in  one  of  the  large  New  England  bleacheries  for  singing  the  nap  from 
cotton  cloth.  The  old  way  involved  the  use  of  a  heavy  copper 
cylinder,  revolving  over  a  bed  of  coals  that  kept  it  hot.  The  web  of 
cloth  was  rapidly  moved  over  it,  from  one  roller  to  another,  in  such  a 
way  as  to  graze  the  hot  copper  roll,  tangentially.  The  momentary 
contact  burned  off  the  nap,  but  was  also  liable  to  burn  holes  in  the 
cloth  by  fuel  specks  carried  up,  etc.  The  copper  rolls  were  ex- 
pensive, and  warped  and  cracked  in  use,  involving  frequent  re  sur- 
facing. The  substitution  of  gas  has  made  a  perfect  arrangement.  In 
place  of  the  copper  roll,  a  finely- perforated  gas  pipe  is  now  used  ;  a 
row  of  minute  gas  jets  supplies  the  requisite  line  of  flame  for  singing 
the  passing  cloth,  and  the  cumbrous  coal  bed  and  cylinder  are  things 
of  the  past. 

Blue  or  fuel  water  gas  has  also  been  considerably  used  in  foundries, 
iron  and  steel  and  glass  works,  etc. ,  for  drying  cores  and  flasks,  plate 
welding  and  reheating,  crucible  melting  and  other  purposes.  Such 
industries,  however,  tend  towards  the  use  of  large  quantities  of  heat, 
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and,  while  mechanically  the  work  may  be  well  done,  economically  it 
approaches  the  conditions  wherein  producer  gas  may  be  the  cheaper  to 
use.  For  drop  or  trip  hammer  forging,  or  other  small  high-temperature 
forge  or  furnace  work — in  rivet,  rod  and  nail  machines,  in  pipe  bend- 
ing and  all  operations  of  similar  magnitude,  blue  gas  is  at  its  best. 

The  use  of  "  oil  gas  "  or  some  form  thereof,  owing  to  the  cheap- 
ness of  petroleum  and  naphthas,  has  in  recent  years  made  very  consid- 
erable progress  in  the  arts.  The  term  is  elastic.  The  true  oil  gas, 
made  from  petroleum  vaporized  in  retorts  by  heat,  is  a  chemically- 
fixed  illuminating  gas  of  very  high  candle  power,  with  heating  value 
unnecessarily  good,  and  too  expensive  for  mechanical  operations.  As 
ordinarily  understood,  "oil  gas"  is  merely  a  mechanical  mixture  of  air 
with  oil  vapor.  A  current  of  air  is  passed  over  or  through  suitable 
volatile  oils,  picking  up  so  much  vapor  that  the  transportable  mixture 
will  burn  with  a  moderate  light  and  high  heating  effect.  The  Spring- 
field gas  machine  for  lighting  isolated  country  houses  is  an  old,  though 
perfect,  type  of  this.  The  "  gasoline  gas  "  or  "  greased  air  "  pro- 
duct, as  so  made  and  popularly  named,  has  practically  all  the  charac- 
teristics and  advantages  of  a  gas,  and  for  convenience  sake  is  so  desig- 
nated. Apparatus  for  making  it  has  been  so  perfected  of  recent  years 
by  the  use  of  proper  mechanical  devices  for  ensuring  the  uniformity 
and  reliability  of  the  product  that  to  all  intents  and  purposes  such 
apparatus  has  become  the  equivalent  of  individual  factory  gas  works 
suitable  for  affording  a  fluid  fuel-supply  that  will  in  many  cases  do  the 
work  done  by  natural,  city,  or  blue  gas,  and  with  equal  satisfaction  and 
economy.  Many  such  plants  have  been  installed,  particularly  by 
metal-working  establishments,  isolated  from  the  use  of  the  so-called 
regular,  or  true,  gases.  While  for  a  trifling  amount  of  heat  it  would 
not  pay  to  install  a  plant  for  its  manufacture,  and  for  large  operations 
the  cost  of  any  form  of  oil  gas  would  exceed  the  cost  of  producer 
gas,  there  is  yet  an  enormous  field  of  medium  mechanical  operations 
for  which  it  is  suitable.  Those  applications  already  mentioned,  in- 
volving high -temperature  work  on  a  small  scale,  are  representative. 
The  manufacture  of  sewing  machines  and  bicycles  involves  many  spe- 
cific applications.  Dial  and  enamelled  novelties,  and  gun  work, 
where  drop  forgings  are  a  principal  feature  are  other  specific  instances. 
Other  applications  are  the  manufacture  of  rouges  and  polishing  com- 
positions ;  the  melting  of  copper  in  brass  foundries ;  the  manufacture 
of  dentists'  tools  and  of  artificial  teeth  ;  muffle  work  ;  assaying  and 
refining  gold  and  silver  ;  "  sweep  reducers  "  melting  ;  and  blow-pipe 
work. 

The  heating  value  of  the  various  oil  gases  differs  widely,  depend- 
ing largely  upon  the  design  and  efficiency  of  the  producing  apparatus. 
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As  made  from  naphtha  on  a  high-grade,  typical,  modern  machine, 
its  value  is  about  300  heat  units  per  cubic  foot,  or  about  the  same  as 
that  of  blue  water  gas. 

"  Producer  gas,"  by  far  the  lowest  in  heating  value  of  all  com- 
mercial gases,  presents  a  great  contrast  between  its  apparent  relative 
worthlessness  as  compared  with  other  gases,  and  its  actual  value  for 
magnificent  fuel  economies  in  the  largest  manufacturing  establishments, 
where  its  virtues  are  known  and  utilized.  As  ordinarily  made,  it  has 
but  one  fifth  or  one  sixth  the  heating  value  of  city  gas,  or  but  120  to 
135  heat  units  per  foot.  More  than  one-half  of  it  is  incombustible 
nitrogen.  It  is  utterly  useless  for  illumination.  It  is  so  dull  and  inert 
that  it  cannot  be  easily  lighted  or  burned  if  it  has  become  cooled  and 
lost  the  original  sensible  heat  of  the  gas  producer.  It  cannot  be  used 
in  small  quantities,  or  conveyed  through  small  wrought- iron  pipes,  or 
be  piped  around  a  town  like  other  gases ;  and  yet,  despite  all  these 
apparent  drawbacks,  it  is  so  cheaply  and  simply  made,  and  so  won- 
derfully effective  when  properly  applied,  that  it  has  become  the 
standard  and  only'fuel  in  numerous  industrial  operations  of  the  highest 
importance.  These  operations  are  at  times  spectacular,  and  always  in- 
teresting. Limitations  to  the  use  of  producer  gas  are  that  it  must  be 
used  as  made,  and  on  a  relatively  large  scale,  and  at  a  point  practically 
adjacent  to  the  place  of  manufacture.  These  limitations  are  not  ob- 
jectionable in  large  manufacturing  plants,  and  many,  by  installing 
producer  gas,  have  practically  secured  all  the  advantages  of  cheap 
natural  gas.  In  competition  with  rivals  in  the  natural-gas  field,  the 
ability  thus  to  secure  so  cheap  a  gas  fuel  is  often  a  point  of  extreme 
importance.  Producer  gas,  made  up  of  carbonic  oxid,  hydrogen  and 
nitrogen,  is  merely  the  blue  gas  of  incomplete  combustion  often  seen 
hovering  over  the  top  of  domestic  furnace  fires.  It  is  purposely  made 
on  a  large  scale  from  either  buckwheat  anthracite  or  cheap  slack 
bituminous  coals.  Burned  as  it  comes  from  the  producer,  it  is  so  low 
in  heating  energy  that  it  cannot  be  so  used,  except  where  moderate 
furnace  heats  are  sufficient.  By  preheating  the  air  used  for  combus- 
tion, however,  by  some  system  of  recuperation,  increased  temperature 
can  be  secured  ;  and,  if,  by  a  full  system  of  regeneration,  the  incom- 
ing gas  and  air  are  both  preheated,  as  high  a  furnace  temperature  can 
be  obtained  as  may  be  necessary  for  almost  any  kind  of  work.  In  the 
latter  cases,  moreover,  for  a  given  amount  of  work  the  amount  of  coal 
necessary,  converted  into  and  used  as  producer  gas,  is  often  but  a  half 
or  a  third  that  which  would  have  to  be  used  if  directly  burned.  For 
such  reasons  it  is  by  far  the  cheapest  fuel,  where  large  quantities  of 
heat  and  white-hot  temperatures  are  required,  as,  for  instance,  in  steel 
works.    For  years  it  has  been  a  standard  part  of  such  plants  for  firing 
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open-hearth  furnaces,  the  heating  of  slabs  and  ingots,  the  melting  of 
steel,  etc.  Glass  manufacturers  have  also  made  most  extensive  use  of 
it  in  both  crucible  and  tank  furnaces  for  melting  purposes.  That  it 
is  sufficiently  efficient  in  this  work,  one  can  well  believe  when  stand- 
ing before  a  6o-foot  furnace  of  molten  glass,  kept  seething  and  surging 
under  the  radiant  heat  from  a  torrent  of  producer  gas  playing  over  it. 
In  copper-  and  silver-mining  districts, — notably  in  Montana, — for 
smelting  and  ore-roasting,  producer  gas  is  largely  used  with  especially 
marked  success  as  regards  evenness  of  temperatures  and  economy. 
The  same  is  true  for  iron,  zinc  and  other  ore  roasting.  The  modern 
method  of  steel  making  requires  the  reduction  of  the  2 per  cent,  of 
sulphur  often  present  in  the  ore  down  to  about  y2  per  cent.,  before 
going  to  the  smelting  furnaces.  The  process  consists  of  driving  out 
the  moisture  by  roasting,  and  producer  gas  is  now  practically  the  only 
economical  way  of  accomplishing  it.  In  the  firing  of  pottery,  terra- 
cotta, and  brick  kilns,  producer  gas  is  also  extensively  used.  In  the 
char  houses  of  sugar  refineries,  for  the  making  of  animal  charcoal,  it  is 
becoming  a  staple  fuel.  In  annealing  furnaces  in  the  manufacture  of 
steel  rope  and  malleable  castings,  and  in  brass  and  copper  works,  it  is 
used  in  numerous  instances.  In  city  gas  works  it  is  often  employed 
for  firing  the  retorts  that  distill  coal  gas.  In  illuminating  water-gas 
manufacture  it  is  used  for  heating  the  chambers  necessary  to  fix  and 
make  permanent  the  petroleum  vapors  used  for  enriching.  For  the 
manufacture  of  enamelled  iron  bath-tubs,  "  granite  "  and  other  en- 
amelled iron  ware,  it  is  peculiarly  adapted,  giving  a  cheap  and  uni- 
form heat  for  firing  the  muffle  ovens  which  contain  the  goods. 

In  the  Solvay  Process  works  near  Syracuse,  and  in  other  similar 
chemical  establishments  involving  large  operations  or  reductions  by 
heat,  it  is  used  extensively.  In  short,  wherever  heat  is  required  on 
a  large  scale,  producer  gas  is  generally  the  cheapest  of  all  fuel  as 
well  as  wonderfully  effective  and  convenient. 

One  of  its  most  interesting  special  applications  is  the  tempering  of 
steel  guns  at  the  Bethlehem  Iron  Works,  South  Bethlehem,  Penn. 
The  gun  is  hung  within  a  vertical  furnace,  and  upon  it  from  all  sides 
numerous  jets  of  producer  gas  play,  until  the  right  temperature  is 
reached.  The  gun  is  then  transferred  to  an  adjacent  oil  bath, 
plunged  within,  cooled,  and  tempered,  precisely  as  a  blacksmith 
tempers  a  fine  tool.  When  it  is  stated  that  some  of  these  guns  weigh 
twenty  five  tons  each  (forty-ton  ones  are  in  prospect)  and  are  sixty 
feet  in  length,  and  that  both  the  furnace  and  the  oil  tank  resemble  in 
size  the  water  tower  of  a  small  town,  the  magnitude  of  this  industrial 
operation  of  tempering  by  gas  may  be  realized. 

Enough  has  been  said  to  show  that  gas,  whether  of  one  kind  or 


Digitized  by  Google 


IN  INDUSTRIAL  OPERATIONS. 


979 


another,  is  used  most  extensively  for  industrial  purposes,  and  that  its 
use  is  evidently  a  factor  of  the  highest  importance  to  progressive 
manufacturers  alive  to  the  necessity  of  securing  the  greatest  economy 
and  all  possible  advantages  in  their  fuel  operations.  And  yet,  exten- 
sively as  it  is  used,  and  constantly  increasing  as  its  uses  are,  it  is  the 
opinion  of  the  writer  that  the  number  of  plants  in  which  gas  is  so  used 
does  not  constitute  one-quarter  of  the  number  wherein  it  can,  and 
ultimately  will,  be  adopted  to  advantage.  Whether  it  should  be 
adopted  or  not  by  manufacturers  not  yet  using  it,  need  not  be  a 
matter  of  vague  opinion  ;  it  is  a  matter  susceptible  of  proof  from  prac- 
tically exact  figures.  Hard  fuel  for  any  given  heating  operation  now 
costs  a  certain  amount.  A  given  net  amount  of  heating  effect  is 
secured  from  it,  which  can  be  closely  calculated.  The  comparative 
cost  of  an  equivalent  net  amount  of  heat  secured  from  any  one  of  the 
several  commercial  artificial  gases  mentioned  is  a  matter  of  compara- 
tively easy  figuring  to  any  one  familiar  with  the  nature  of  the  work,  the 
cost  of  the  gas  or  gas-making  materials,  and  the  relative  heating  values 
and  characteristics  of  the  several  gases.  A  manufacturer  paying  large 
sums  per  year  for  hard  fuel  who  has  not  employed  an  expert  to 
determine  whether  illuminating,  blue  water,  oil,  or  producer  gas  can 
advantageously  displace  that  hard  fuel  is  certainly  running  a  large  risk 
of  conducting  his  business  under  a  handicap  of  unnecessary  fuel  ex- 
pense, compared  with  the  possible  lower  cost  of  gas.  In  a  surprising 
number  of  cases  the  figures  will  show  that  economy  can  be  secured  by 
intelligently  substituting  one  of  the  gases  mentioned,  to  say  nothing 
of  an  increased  amount  of  product,  a  better  grade  of  work,  and  other 
incidental  advantages  almost  invariably  secured. 
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The  Mole  Antonelliana. 
This  is  said  to  be  "the  tallest  structure" 
and  the  "  most  venturesome  piece  of  con- 
struction in  the  world."  It  forms  the  sub- 
ject of  an  interesting  illustrated  and  tech- 
nical description  in  the  Journal  of  the  As- 
sociation of  Engineering  Societies  for  May. 
The  paper  was  read  before  the  Technical 
Society  of  the  Pacific  Coast,  February  5, 
by  Mr.  G.  W.  Percy.  "  The  peculiarity  of 
this  remarkable  work  consists,  principally, 
in  its  light,  elegant  construction,  with 
common  bricks  and  lime  mortar,  whereby 
a  small  quantity  of  material,  and  that  of 
the  most  common  kind,  is  employed  to 
enclose  a  large  building  and  carry  it  with 
safety  and  stability  to  the  unprecedented 
height  of  538  feet  above  the  ground."  Al- 
though the  mortar  is  of  the  common  kind, 
unusual  care  appears  to  have  been  taken 
in  its  preparation ;  we  are  told  that  it  was 
made  from  lime  slaked  and  buried  in  pits 
for  a  year  or  more  before  use.  A  proper 
admixture  of  sharp  sand  is  employed  in 
the  mortar,  and  no  cement  whatever  is 
used  in  the  work.  "  The  actual  load  on 
most  of  the  supporting  members  is  about 
fifteen  tons  per  square  foot,  which  must 
be  largely  increased  at  times  by  wind  press- 
ure. The  structure  is  named  after  the 
architect  who  designed  it  and  personally 
supervised  its  erection,— Professor  An- 
tonelli,  of  Novara.  The  building  was  con- 
structed for  the  Israelitish  University  So- 
ciety of  Turin,  and  in  a  competition  insti- 
tuted in  the  year  1862,  in  which  many 
plans  were  submitted  by  Italian  architects, 
the  design  of  Professor  Antonelli  was  ac- 
cepted. The  design  was  to  produce  "  an 
imposing  structure,  which  would  serve  at 
once  as  a  grand  synagogue,  college,  and 
administration  building."  For  the  details 
of  the  design  and  construction  the  reader 
may  consult  Mr.  Percy's  article.  One  of 
the  principal  points  of  interest  in  the 
structure  is  the  combination  of  cupola  and 
spire,  which  beginning  at  a  height  of  275 
feet  from  the  ground,  rises  268  feet  further, 


and  superimposes  a  weight  of  about  $5° 
tons  upon  the  dome  proper.  It  is  hardly 
necessary  to  add  to  the  above  that  the  de- 
sign of  such  a  structure  demanded  the 
highest  degree  of  skill;  the  fact  that  it  is 
regarded  as  safe  by  competent  authorities 
is  sufficient  evidence  of  the  competence  of 
its  designer. 


The  General  Government  Fostering  Good 
Roads. 

In  an  elaborate  article  in  Brick  ( July 
1 5)  the  subject  of  good  roads  is  treated  : 
first,  historically,  beginning  with  the  an- 
cient Roman  roads  and  their  builders ; 
second,  from  an  engineering  standpoint; 
and,  lastly,  in  its  present  aspects  in  the 
United  States.  What  the  general  govern- 
ment is  doing  to  further  good-road  build- 
ing is  also  set  forth  at  considerable  length, 
in  a  quotation  from  a  letter  written  by  W. 
E.  Curtis  to  the  Chicago  Record.  The  de- 
partment of  agriculture  has  directed  Gen- 
eral Roy  Stone,  chief  of  the  bureau  of  good 
roads,  to  construct  and  exhibit  an  example 
of  a  steel  road  at  the  Nashville  Exposi- 
tion. The  use  of  this  material  for  roads 
in  regions  where  stone  and  gravel  are 
scarce  and  where  the  soil  is  deep  and 
sticky  will,  in  the  opinion  of  Secretary 
Wilson,  be  "the  easiest  solution  of  the 
good  road  problem  "  for  such  localities. 
At  present  prices  these  steel  roads  can  be 
cheaply  constructed.  Flat,  or  slightly 
trough-shaped,  bars  of  steel  are  to  be  used 
as  supports  for  the  wheels  of  vehicles,  and, 
to  prevent  the  slipping  of  horses,  the  rails 
will  be  transversely  indented  sufficiently 
to  afford  a  foothold  for  the  calks  of  horse- 
shoes without  materially  affecting  the 
smoothness  of  the  surface  for  the  wheel- 
treads.  The  joints  of  the  flat  bars,  or 
rails,  will  be  made  strong  enough  to  pre- 
vent them  from  giving  way  under  use.  and 
thus  forming  depressions.  While  forty 
pounds  per  ton  is  the  average  required  to 
pull  a  load  on  a  level  macadam  road,  it  is 
claimed  that  eight  pounds  will  do  this 
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work  on  a  steel  road.  In  this  respect, 
however,  a  good  brick  road  can  be  scarcely 
inferior  to  steel.  It  is  believed  that  a 
good  brick  road  will  outlast  a  steel  road. 
Another  way  in  which  the  government  is 
helping  on  the  cause  of  good  roads  is  by 
using  the  agricultural  experiment  stations 
as  sources  of  instruction  in  road-building 
to  the  public  at  large.  On  this  point  Mr. 
Curtis  says :  "  The  limited  funds  at  com- 
mand have  not  encouraged  any  practical 
work  in  this  direction,  but  cooperation 
has  now  been  established  by  the  director 
of  roads,  under  which  the  manufacturers 
of  road  machinery  furnish  the  necessary 
plant  free  of  charge,  the  county  or  city 
authorities  provide  the  material  and  the 
labor  of  men  and  teams,  and  the  govern- 
ment furnishes  an  engineer  to  oversee  the 
work  and  instruct  students  and  visitors, 
and  pay  for  one  or  two  skilled  operators 
for  the  machines.  In  this  way  a  very  slight 
outlay  of  public  funds  accomplishes  a 
large  amount  of  instructive  work."  Ex- 
periments with  brick  roads  are  already  in 
progress  in  some  of  the  western  States. 
At  Monmouth,  in  central  Illinois,  a  road 
of  vitrified  brick  set  on  edge  in  a  single 
•course  on  a  bed  of  sand  between  oak 
plank  curbs  is  now  undergoing  probation, 
and  is  regarded  with  favor.  Brick  track- 
ways, with  intervening  gravel  paths  for 
horses,  have  been  proposed.  Where 
macadam  roads  are  practicable,  and  under 
the  most  favorable  conditions, — i.e.,  where 
laborers  can  be  obtained  for  seventy- five 
cents  per  day,  where  fuel  for  steam  power 
is  cheap,  and  where  suitable  road  metal  is 
close  at  hand, — they  may  be  constructed 
and  bridged  for  $100  per  mile  for  each  foot 
of  width.  Thus  a  road  thirty  feet  wide 
would  cost  3.000  per  mile.  Good  gravel 
roads  cost  from  $1,000  to  $2,000  per  mile. 
"The  material  for  the  heaviest  class  of  steel 
roads  costs,  at  present  prices.  $3,500  per 
mile ;  for  lightest  steel  roads  the  cost  of 
material  is  estimated  at  $1,000.  For  long 
lines  of  the  heavier  class  of  roads,  it  is 
thought,  the  steel  will  ultimately  cost 
about  $2,000  per  mile.  Brick  for  road- 
building  will  cost  more  per  mile  than  steel 
for  tramways,  but.  taking  the  intermediate 
path  for  animals  and  the  side  ways  into 


account,— for  these  must  be  well  built  and 
maintained  also, — we  are  inclined  to  agree 
with  Brick  that  a  road  paved  from  curb  to 
curb  with  vitrified  brick  is,  in  proportion 
to  its  cost,  the  best  road  known  to  modern 
engineering. 


Electric  Production  of  Sodium  Peroxid. 

The  changes  wrought  by  the  use  of 
electrical  methods  in  some  of  the  chemi- 
cal and  metallurgical  industries  are  des- 
tined, we  think,  to  be  ultimately  as  sweep- 
ing as  the  changes  in  the  mechanical  arts 
brought  about  by  the  application  of  elec- 
trical machinery  to  the  transmission  of 
power,  etc.  The  Electrical  Engineer 
(June  23)  gives  an  outline  of  the  electrical 
equipment  and  installation  of  the  Niagara 
Electro- Chemical  Company,  with  illustra- 
tions of  its  three  rotary  transformers  of 
175-kilowatt  capacity,  running  at  five  hun- 
dred revolutions  per  minute,  which  form 
part  of  the  very  complete  outfit.  The 
process  of  making  sodium  peroxid  is  ex- 
tremely simple.  The  metallic  sodium  is 
first  electrolytically  obtained  from  molten 
caustic  soda.  The  electric  current  is  run 
from  the  switchboard  to,  and  in  series 
through,  the  pots  in  the  pot-room,  and 
the  metallic  sodium  is  cast  into  the  form 
of  bricks.  "  The  sodium  is  put  in  regulated 
quantities  into  dishes  which  travel  through 
a  long  tube  fixed  in  a  furnace.  Dry  air  in 
regulated  quantities  is  then  passed  through 
the  tube,  which  is  kept  at  a  certain  tem- 
perature, and  the  sodium  is  oxidized  to 
peroxid.  The  peroxid  comes  out  as  a 
beautiful  canary-colored  substance,  which 
is  immediately  sent  to  the  grinding-room 
to  be  ground  and  packed.  It  will  undoubt- 
edly seem  strange  to  some  that  a  metal, 
like  sodium,  which  a  few  years  ago  was 
barely  seen  outside  of  the  laboratory, 
should  be  made  in  such  quantities,  be 
handled  with  such  ease,  and  be  converted 
into  a  peroxid  which  gradually,  but  surely, 
appears  to  be  taking  the  place  of  barium 
peroxid.  Both  are  used  in  the  manufac- 
ture of  hydrogen  peroxid  solution.  Until 
recently  the  bleacher  has  been  obliged  to 
buy  his  peroxid  of  hydrogen  in  the  form 
of  a  solution,  which  is  bulky  and  likely  to 
lose  its  strength ;  it  is  also  difficult  to  keep 
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with  it  a  bath  of  uniform  strength.  In 
peroxid  of  sodium,  however,  the  bleacher 
has  a  substance  which,  it  is  said,  contains 
twelve  times  as  much  oxygen  available  for 
bleaching  as  the  ordinary  ten-volume  hy- 
drogen peroxid  solution,  and  which  can  be 
kept  an  indefinite  time."  The  process  of 
manufacture  is  continuous,  employing 
fifty  men,  divided  into  two  shifts  of 
twenty-five  each. 


The  Sault  Ste.  Marie  Canal. 

The  report  of  this  canal  for  the  naviga- 
tion year  1896  shows  that  the  total  value  of 
all  freight  passing  into  and  out  of  Lake  Su- 
perior in  189$  amounted  to  $159,557,129. 
In  1896,  notwithstanding  a  general  depres- 
sion in  the  value  of  commodities,  the  to- 
tal value  of  the  freight  passing  through 
the  canal  was  $195,557,129.  A  remarkable 
feature  is  the  reduction  in  freights.  In 
1886  the  freight  was  2.3  mills  per  ton  per 
mile.  This  has  been  reduced  to  0.99  mills 
per  ton  per  mile,  or  only  about  one-fifth  of 
the  freight  rates  now  charged  on  the  most 
economically-managed  railways.  There  is 
a  continual  growth  in  the  size  of  cargoes, 
5,000  to  5,250  tons  now  being  no  longer  ex- 
ceptional. It  is  only  a  few  years  since  a 
vessel  carrying  2,500  tons  was  considered 
enormous  for  upper  lake  traffic.  The  Bos- 
ton Journal  of  Commerce  (June  19).  com- 
menting upon  the  statistics  given  in  the 
report  named,  says  :  "  The  number  of  ves- 
sels plying  to  the  port  of  New  York  or  else- 
where in  the  ocean  service,  and  carrying 
more  than  these  shipsof  the  inland  lakes, 
is  very  small  indeed,  so  far  as  bottoms 
owned  by  Americans  are  concerned,  and, 
with  the  single  exception  of  one  line  of 
ocean  passenger  ships,  there  is  nothing  to 
equal  these  newest  lake  fleets.  While 
these  ships  are  very  differently  modelled 
from  those  on  salt  water,  they  are  every 
whit  as  substantial,  and  receive  the  high- 
est ratings  from  Lloydsand  other  bureaus. 
Indeed,  many  of  the  notable  recent  ad- 
vances in  marine  architecture  have  origi- 
nated on  the  American  lakes."  It  is 
claimed  that  the  first  quadruple-expansion 
engines  used  in  the  merchant  marine  were 
placed  in  the  two  express  passenger  steam- 
ships of   the  Great  Northern  railway. 


"which  are  scheduled  for  shuttle-like  runs 
between  Duluth  and  Buffalo  at  a  sustained 
speed  of  twenty  miles  an  hour,  week  after 
week."  It  is  also  claimed  that  the  first 
two  tubulous  steam  generators  used  m  the 
merchant  service  were  employed  on  the 
lakes.  The  western  ship-builders  have 
also  devised  for  the  peculiarities  of  lake 
service  new  models  of  steel  construction 
for  hulls,  "  and  the  channel  system,  in  use 
at  most  lake  yards  for  the  larger  ships,  is 
supposed  to  be  ahead  of  any  other  method 
for  strength  and  saving."  The  improve- 
ments for  handling  cargo  have  always  been 
enormous.  One  thousand  bushels  a  min- 
ute is  an  ordinary  rate  in  loading  ships 
with  grain.  Ore  is  placed  on  vessels  at  the 
rate  of  one  thousand  tons  an  hour.  Coal 
is  shipped  by  the  carload,  the  cars  being 
hoisted  and  dumped  into  the  holds  of  the 
vessels.  The  journal  quoted  thinks  it  not 
improbable  that  fifty  million  tons  of  freight 
will  be  moved  in  all  the  inland  lakes  of  the 
chain  this  year. 


Comparative  Fusibility  of  Foundry 
Metals. 

This  subject,  lying  at  the  very  founda- 
tion of  the  knowledge  ot  metal  mixtures 
in  foundry  work,  was  ably  treated  by  Mr. 
Thos.  D.  West  in  a  paper  read  before  the 
Pittsburg  Foundrymen's  Association  (June 
28),  and  printed  in  The  Iron  Trade  Revienr 
(July  1).  Mr.  West,  as  is  usual  with  him, 
begins  at  the  beginning  of  the  subject,  and 
points  out  "how  easily  a  formulated  mix- 
ture can  be  prevented  from  giving  calcu- 
lated results  by  one  metal  having  a  lower 
fusing-point  than  another  when  charged 
into  a  cupola."  Not  only  to  the  founder 
of  heavy  castings,  but  to  the  manufactu- 
rer of  light  castings,  this  is  important. 
Mr.  West's  paper  gives  an  account  of  an 
experimental  research  made  by  him  to 
ascertain  the  effects  of  "different  combi- 
nations of  metalloids  upon  the  fusing- 
point  of  iron."  Failing  to  find  suitable 
appliances  for  carrying  out  such  an  inves- 
tigation, he  devised  a  cheap  cupola,  which 
answered  the  purpose.  A  portion  of  the 
paper  is  taken  up  with  an  illustrated  de- 
scription of  this  apparatus  and  its  opera- 
tion, for  which  the  original  paper  must  be 
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sought.  We  may  say,  however,  that  it  is 
designed  to  provide  for  comparative  tests 
(the  assumption  being  that  the  metal 
which  comes  down  first  has  the  lower 
fusing- point),  for  separate  discharge  which 
prevents  the  commingling  of  one  metal 
with  another  on  the  sand  bed  of  the 
cupola,  and  for  so  regulating  the  blast — 
including  a  center  blast— as  to  obtain  uni- 
formity of  heat  in  all  parts  of  the  cupola 
area.  In  the  use  of  the  cupola  for  deter- 
mination of  comparative  fusibilities  eight 
men  are  needed:  "a  time-keeper;  a  man 
to  charge  on  fuel  and  poke  it  down,  so  as 
to  preserve  a  solid  fire  until  the  iron  is 
about  half  down  ;  one  at  each  tap  hole,  to 
keep  it  open,  that  the  metal  may  flow 
freely ;  and,  if  the  metal  is  to  be  caught  in 
molds,  two  men  on  each  side  to  take  away 
the  filled  molds  and  replace  empty  ones." 
Passing  over  a  statement  of  the  different 
useful  applications  to  which  such  a  cupola 
is  adapted  in  foundry  study  and  practical 
work,  we  come  to  the  results  of  experi- 
ments upon  fusibility  made  previous  to 
the  date  of  the  reading  of  the  paper.  The 
investigation  is  only  in  its  first  stage,  but, 
at  the  special  request  of  the  secretary  of 
the  association,  Mr.  West  consented  to 
make  known  the  effect  of  low  silicon  and 
high  sulphur  upon  the  fusibility  of  iron, 
as  compared  with  the  carbon  and  iron 
closely  constant.  Other  papers  promised 
will  deal  with  results  of  more  extended  in. 
vestigations.  We  cannot  here  reprint  the 
tabulated  data  of  comparative  fusing  tests 
of  high  and  low  silicon  and  high  and  low 
sulphur  irons,  but  we  quote  Mr.  West's 
remarks  upon  the  tables.  After  stating 
that  the  drillings  for  analysis  were  all  taken 
from  the  blocks  as  they  came  from  the  first 
casts  of  the  original  pig  or  scrap  metal,  he 
says:  " In  all  the  '  heats'  the  hard  iron  is 
seen  to  come  down  first, — excepting  one 
case,  which  is  found  in  heat  No.  6.— and 
that  the  flow  of  hard  iron  ended  soonest 
in  all  the  heats.  Thus,  as  far  as  these 
tests  go,  they  show  that  hard  iron  will  melt 
faster  than  soft  iron.  While  I  desire  to 
reserve  for  my  next  paper  any  comments 
as  to  cause  and  effect  in  relation  to  the 
chemical  composition  of  these  irons,  I 
will  say  that  the  irons  used  correspond  in 


their  analysis  to  irons  employed  in  gene- 
ral founding.  .  .  .  I  am  of  the  opinion 
that  we  can  have  a  combination  of  the 
metalloids  wherein  the  softer  iron  would 
be  the  first  to  melt.  .  .  .  And  I  believe 
the  day  is  coming  when  we  shall  consider 
reliable  data  upon  the  comparative  fusi- 
bility of  our  irons  to  be  often  of  as  much 
value  as  a  knowledge  of  their  chemical 
constituency."  Mr.  West  outlines  further 
research  contemplated  by  him  in  this  new 
line  of  investigation. 

Sewage-Filtering  for  Small  Towns. 

Engineers  who  are  engaged  in  design- 
ing filter  beds  of  very  moderate  capacity 
may  gain  some  useful  hints  from  an  illus- 
trated detailed  description  of  filter  beds 
designed  by  Charles  W.  Leavitt  and  con- 
structed at  Essex  Fells,  N.  J.,  which  is 
printed  in  The  Engineering  Record  (July 
3).  "These  filter  beds  are  used  to  dispose 
of  the  sewage  (about  20,000  gallons  daily) 
of  an  improved  residence  district.  They 
have  been  substituted  for  a  system  in  use 
several  years,  constructed  at  small  cost 
($2,000),  and  in  which  the  liquid  was  con- 
veyed from  a  receiving  tank, — where  about 
half  its  solid  matter  was  separated,— 
through  five  hundred  feet  of  jointed  pipe, 
discharging  it  finally  into  a  mass  of  broken 
stone  buried  in  the  natural  gravel.  ...  As 
it  was  believed  that  this  arrangement 
would  eventually  be  ome  clogged  up  by 
the  accumulation  of  slime,  sediment,  etc., 
it  was  decided  to  retain  the  old  outlet  in 
case  of  very  severe  winter  weather,  and 
construct  new  beds  for  general  use."  This 
retention  of  the  old  system  for  use  in  case 
of  emergency,  while  constructing  new 
works  for  regular  use,  seems  to  be  a  wise 
provision  in  cases  of  this  sort,  answering 
the  same  purpose  as  the  duplicate  filter 
beds  of  larger  and  more  costly  installa- 
tions. The  additional  filter  beds  cost  only 
about  $1,500,  which  will  be  rrcognized  as 
a  low  figure  for  works  of  the  capacity 
named,  the  pipe  line  and  reservoir  now 
used  being  sufficient  for  additional  filter 
beds  that  will  bring  the  capacity  up  to 
40.000  gallons  daily.  This  provision  in  the 
capacity  of  pipes  and  reservoir  for  in- 
crease of  filter-bed  seems  also  a  judicious 
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proceeding  in  situations  like  this,  where 
the  increase  in  population  is  sure  to  be 
considerable,  but  impossible  to  estimate 
with  any  approach  to  accuracy.  In  these 
works  the  grading  and  construction  of  the 
filter  beds  cost  $550,  while  the  pipe  line 
and  reservoir  cost  $950.  "  The  sewage  now 
enters  the  receiving  tank,  passing  from 
one  chamber  to  the  other  through  open- 
ings in  the  partition  wall,  deposits  the 
coarser  part  of  the  solid  material  sus- 
pended in  it.  and,  instead  of  flowing  off  as 
before,  through  a  trench- pipe,  it  rises 
through  a  standpipe,  and  is  discharged 
midway  between  the  top  and  the  bot- 
tom into  an  adjacent  reservoir,  which, 
when  full,  discharges  through  a  syphon, 
thus  intermittently  flooding  the  filter  beds, 
from  which  sub-drains  convey  the  clear 
effluent  to  a  small  running  stream.  The 
reservoir  has  brick  walls  and  a  concrete 
bottom,  and  it  is  covered  by  a  flat  roof  of 
3-inch  flag-stones  laid  on  double  rows  of 
3-inch  rolled  steel  beams  that  are  carried 
by  steel  cross-girders.  When  the  sewage 
rises  in  the  tank  to  the  tops  of  the  syphon 
(about  once  in  24  hours),  the  flow  through 
its  long  leg  (that  is  sealed  by  the  back-water 
retained  by  the  little  dam  in  the  bottom 
of  the  outlet  chamber)  exhausts  the  air 
and  puts  the  syphon  in  action.  This  emp- 
ties the  reservoir  in  about  45  minutes.  The 
carrier-pipe  terminates  in  a  distributing 
man-hole,  where  the  sewage  may  be  di- 
verted into  either  of  the  two  filter  beds  at 
will.  The  filter  beds  were  made  by  simply 
removing  the  top  soil  and  excavating  and 
filling  in  the  natural  gravel  bank  only 
enough  to  make  a  level  top  service,  and 
by  building  puddled  side  embankments." 


Ratio  of  Grate  Area,  Heating  Area,  and 
Cylinder  Volume. 

Under  the  above  title  The  Railroad 
Gazette  (July  9)  prints  an  extract  from  the 
report  of  the  American  Railway  Master 
Mechanics'  Association  appointed  to  in- 
vestigate and  determine  the  ratio  of  heat- 
ing surface  and  grate  area  to  cylinder  vol- 
ume for  passenger  and  freight  engines, 
whether  burning  anthracite  or  bituminous 
coal,  and  also  the  ratio  which  should  exist 
between  the  size  of  cylinder  and  the  length 


of  steam  port.  The  report  is  extremely 
able,  reflecting  great  credit  upon  the  gen- 
tlemen who  composed  the  committee. 
Forty  years  ago,  a  report  of  this  high 
character  from  railway  master  mechanics 
would  not  have  been  obtainable.  It  marks 
a  great  advance,  no:  only  in  scientific  and 
practical  railroading,  but  in  the  profession 
of  mechanical  engineering.  All  we  can 
hope  to  do  in  reviewing  a  document  of 
this  length,  which,  with  diagrams  and  for- 
mulae, occupies  nearly  six  closely-printed 
columns  of  the  newspapers  named,  is  to 
give  an  inkling  of  its  importance,  not  only 
to  locomotive  designers  and  builders,  but 
to  constructors  and  designers  of  stationary 
and  marine  engines ;  for,  though  a  loco- 
motive differs  in  many  respects  from  other 
types  of  steam  engines,  the  principles  un- 
derlying the  conversion  of  heat  into  me- 
chanical energy  are  the  same  in  all.  For 
instance,  this  index  to  the  evaporative 
value  of  fuels  is  surely  a  collection  of  data 
worthy  of  a  place  in  every  engineer's  note- 
book: 

INDEX  TO  EVAPORATIVE  VALUE  OF  FUELS. 


No. 


7 

s 

9 
10 
ii 
12 


Location  of 
mine. 


Pennsylvania 


•< 

Virginia 
,i 

IUlnoii 

«» 


Kind  of  fuel. 


Ratio  of  heat- 
ing surface  to 
grate  area. 


Anthracite, large 
fine 

Semi- bituminous 
>.  »• 

1.  M 
•I  I. 
<1  fk 

Bituminous 


45 

7° 

& 

sr 
49 

5° 

55 
71 


It  is  certainly  safe  to  say  that  the  ratios 
of  heating  surface  to  grate  area  for 
the  best  results  in  the  generation  of 
steam  vary  through  a  much  wider  range 
than  is  generally  known  to  designers 
and  constructors  of  boilers  and  port- 
able engines.  Heating  engineers  have 
often  been  at  a  loss  to  explain  why 
such  differences  in  results  attend  the  use 
of  the  same  boiler  with  different  fuels.  Of 
course,  they  have  recognized  the  fact  that 
these  results  had  a  close  relation  to  the  fuel, 
but,  without  the  authoritative  statement 
given  in  the  tables,  few  of  them  would  be 
prepared  to  believe  that  in  a  locomotive 
semi-bituminous  coal  of  some  grades  re- 
quires four  times  as  much  grate  area  in 
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proportion  to  heating  surface  as  some 
grades  of  anthracite.  It  does  not  follow 
that  as  great  differences  in  ratios  of  grate 
area  to  heating  surface  would  obtain  in 
boiler  furnaces,  where  natural  draft  is  re- 
lied upon,  as  in  most  heating  installations ; 
but  the  figures  in  the  table  point  to  much 
wider  differences  than  are  recognized  in 
practice.  Here  follows  another  useful 
set  of  data. 


RATIO  OF  MAXIMUM  ROTATIVE  FORCE  TO 
AVERAGE  ROTATIVE  FORCE  AT  VARIOUS 
CUT-OFFS. 


Cut-OfI  Pressure 

X 

h  j  % 

H 

y* 

;> 

1 

IOO 

i.$a 

i.i;ii.oo 

1. 10 

1 

■  »7 

1.19 

i.*o 

aoo 

1.47 

i.nli.09 

1. 11 

.16 

1.90 

Approx.  Average 

i  50 

1.30 

i.!5it.io 

1. 10 

■ 

•»5 

!:!! 

I.  to 

This  table  is  made  up  for  locomotives  in 
which  the  connecting-rod  is  q#  times  the 
crank  radius,  or  about  5  times  the  stroke; 
but  it  is  stated  that  results  with  other 
lengths  of  connecting-rods  show  but  little 
variation  from  those  presented  in  the  ta- 
ble. The  point  of  maximum  rotative  force 
is  found  to  be  15  degrees  each  side  of  the 
45-degree  point.  The  following  conclu- 
sions were  reached.  The  ratio  of  grate 
area  in  square  feet  to  total  cylinder  vol- 
ume in  cubic  feet,  for  simple  passenger  or 
freight  locomotives,  should  not  be  less  than 
4  for  large  anthracite,  9  for  small  anthra- 
cite, and  3  for  bituminous  coal.  The  ratio 
of  heating  surface  in  square  feet  to  total 
cylinder  volume  in  cubic  feet,  for  simple 
passenger  and  freight  locomotives,  should 
not  be  less  than  1 80  for  large  anthracite, 
300  for  small  anthracite,  and  200  for  bitu- 
minous coal.  Formulae  for  working  out 
the  proportion  for  compound  locomotives 
are  presented.  The  ratio  of  heating  sur- 
face to  grate  area  should  not  be  less  than 
40  for  large  anthracite,  20  for  small  anthra- 
cite, and  60  for  bituminous  coal. 

The  proportions  given  for  bituminous 
coal  are  also  applicable  to  coke  and  fuel 
oil. 

The  ratio  of  the  fire-box  heating  surface 
to  total  heating  surface  should  be  about 
10  per  cent. 

The  ratio  of  tube  length  to  outside 
diameter  should  not  be  less  than  70,  and 
may  be  90. 


A  Notable  Institution. 

The  Webb  Academy  and  Home  for 
Shipbuilders  at  Ford  ham,  now  included 
in  New  York  city  limits,  is  one  of  three 
existing  institutions  of  its  kind.  Its  foun- 
der, Mr.  William  H.  Webb,  once  a  promi- 
nent and  successful  ship-builder,  amassed 
a  handsome  fortune,  and  still  lives,  in 
good  health  and  unusual  vigor,  at  eighty 
years  of  age,  to  enjoy  the  results  of  his 
labors.  His  life  has  been  marked  by  in- 
dustry, integrity,  ability,  and  force  of  char- 
acter, and  in  his  old  age  be  conceived  and 
carried  out  the  idea  of  the  institution, 
which,  under  the  title  "  A  Ship-builder's 
Dual  Monument."  is  described  and  illus- 
trated in  Harper's  Weekly  (July  10)  •  The 
description  of  the  institution  is  extended 
to  include  a  brief  biography  of  its  worthy 
founder.  We  shall  note  here  only  a  few 
of  the  facts  relating  to  the  institution, 
which,  founded  in  1890,  occupies  thirteen 
acres  of  elevated  ground,  and  which,  de- 
signed chiefly  by  Mr.  Webb  himself,  has 
an  imposing  appearance  when  seen  from  a 
little  distance.  Doubtless  professional  ar- 
chitects might  find  something  to  criticise 
in  this  amateur  design;  but  its  genera) 
adaptation  to  the  purposes  of  the  institu- 
tion cannot  be  questioned.  These  pur- 
poses are  the  establishment  of  a  home  in 
which  "  free  and  gratuitous  aid,  relief,  and 
support  to  the  aged,  decrepit,  invalid,  in- 
digent, or  unfortunate  men  who,  within 
the  precincts  of  the  United  States,  have 
been  engaged  in  the  craft  of  ship-carpen- 
try, building  of  marine  engines,  or  any 
part  or  section  of  the  hulls  of  vessels  or 
engines  thereof,  together  with  their  lawful 
wives,  will  be  furnished.  Furthermore, 
to  furnish  any  worthy  young  man,  a  native 
or  citizen  of  the  United  States,  who,  after 
careful  examination  by  the  trustees,  shall 
have  proved  himself  competent  and  of 
good  character,  with  a  free  and  gratuitous 
education  in  the  art  and  science  of  marine 
architecture  and  engineering,  both  theo- 
retical and  practical,  and  also  teach  him 
the  craft  of  ship-carpentry,  marine-engine 
building,  and  the  allied  trades,  with  free 
board  and  lodging,  tools,  engineering  im- 
plements and  materials  while  acquiring 
that  education."  The  way  in  which  these 
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purposes  have  been  carried  out  honors 
equally  the  head  and  the  heart  of  the 
founder.  The  building  cost  $600,000,  and 
is  endowed  with  $2,000,000,  all  the  gift  of 
this  generous  man.  Its  interior  furnishing 
and  outfit  are  of  excellent  quality  through- 
out, and  passenger  and  freight  elevators 
afford  easy  access  to  all  parts  of  the  build- 
ing. "On  the  third  floor  are  the  apart- 
ments of  the  guests  and  students,  by  which 
names  Mr.  Webb,  with  considerate  deli- 
cacy, insists  that  the  old  and  young  who 
enjoy  his  bounty  shall  be  known.  The 
guests'  apartments  are  double,  for  the  ac- 
commodation of  husband  and  wife,  and  are 
fitted  up  in  a  way  that  must  seem  luxuri- 
ous to  their  occupants,  who  doubtless 
knew  little  genuine  comfort  in  their  active 
lives.  Each  room  is  furnished  with  a 
bureau,  wardrobe,  wash-stand,  and  drawers 
— all  of  highly-polished  maple;  the  large 
double  bed  is  of  iron,  painted  white  and 
gold  ;  a  carpet  of  pretty  design  covers  the 
floor ;  and  even  the  little  ornamental  scrap- 
basket  has  not  been  forgotten.  The  rooms 
of  the  students  are  furnished  in  similar 
manner,  and  all  have  an  abundance  of  air 
and  light.  In  one  of  the  large  and  cheery 
round  towers  are  the  hospital,  the  conva- 
lescents' room,  and  the  nurses'  bed-rooms. 
Here  are  sick-beds,  invalid  chairs,  and  all 
sorts  of  improved  appliances  for  the  ail- 
ing, while  rooms  have  been  provided  for 
the  friends  of  sick  guests  and  students 
who  may  desire  to  have  their  friends  with 
them  when  ill.  Spacious  bath-rooms 
fitted  up  with  all  conveniences  are  scat- 
tered about  the  dormitories,  the  building 
is  heated  by  steam  and  lighted  by  elec- 
tricity, and  electric  bells  and  speaking- 
tubes  connect  every  room  with  the  office 
of  the  superintendent."  A  staff  of  well- 
trained  servants  is  maintained.  The  old 
people  who  have  become  the  guests  of  the 
Home  seem  to  be  as  happy  as  their  bene- 
factor intended  them  to  be,  and  the  educa- 
tional department— the  Academy— is  filled 
with  eager,  earnest  students,  availing 
themselves  of  their  splendid  opportunity. 
A  carpenter  shop,  a  mold-room  and  draft- 
ing-room, and  other  facilities  for  learning 
the  art  of  ship-building  under  able  in- 
structors, are  provided.  "  All  branches  of 


ship-building  are  taught  in  the  Academy, 
and  the  course  covers  from  three  to  four 
years.  Thus  in  a  few  years  the  govern- 
ment will  have  at  its  command  in  the 
alumni  of  the  Webb  Academy  a  numerous 
group  of  trained  marine  architects,  who 
will  prove  a  tower  of  strength  in  some  un- 
foreseen hour  of  need — a  possibility  which 
prompted  Mr.  Webb  to  lay  the  foundations 
of  the  academy  with  exceeding  care  upon 
the  broadest  lines."  The  good  effects  of 
this  noble  benefaction  will  become  more 
pronounced  as  years  and  experience  add 
to  its  working  efficiency. 

By-Products  in  Gas  Manufacture. 

The  mutual  relations  of  the  by-pro- 
ducts of  gas  manufacture,  not  from  a 
scientific  standpoint,  but  fiom  the  eco- 
nomical and  commercial  point  of  view, were 
discussed  at  the  recent  Berlin  meeting  of 
the  Society  of  German  Gas  and  Water 
Engineers,  by  Dr.  H.  Bunte,  of  Karlsruhe. 
An  abstract  of  a  translation  of  this  paper 
is  printed  in  American  Manufacturer  (July 
9).  The  use  of  gas-coke  for  domestic  fuel 
is  shown  in  this  discussion  to  be  increas- 
ing in  Germany,  and  the  association  before 
which  this  paper  was  read  has  instituted 
a  prize  contest  for  the  production  of  the 
best  gas-coke  stove.  It  has  been  found 
that  by  proper  crushing,  thus  supplying 
coke  of  specific  sizes,  as  is  done  with  coals, 
the  use  of  coke  for  domestic  purposes  has 
been  much  increased.  The  extension  of 
the  use  of  this  fuel  in  the  industrial  arts 
was  also  urged,  it  being  especially  desira- 
able  in  operations  where  soot  and  smoke 
are  objectionable,  as  in  large  towns.  Gas- 
coke  is  an  essentially  smokeless  fuel,  and 
its  more  extended  use  in  cities  ought  to  be 
encouraged  in  every  way  possible.  Syste- 
matic endeavor  to  promote  the  greater 
popularity  of  the  fuel,  and  to  demonstrate 
to  manufacturers  its  advantages,  is  urged 
upon  the  gas  companies.  But  a  substitu- 
tion of  coke  for  coal,  as  fuel  for  steam 
generation,  requires  alterations  of  grates 
and  furnaces,  and,  unless  as  permanent 
and  regular  a  supply  of  this  fuel  can  be 
relied  upon  as  is  that  of  coal,  it  would  be 
folly  for  a  steam-user  to  change  from  one 
to  the  other.    Pound  for  pound,  coke  is 
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also  a  less  efficient  fuel,  containing  fewer 
units  of  heat  than  the  coal  before  its  dis- 
tillation in  the  retorts.  Variations  in  the 
heating  quality  of  cokes  are  small  (at 
most,  about  five  per  cent.),  and  result 
principally  from  the  greater  or  less  quan- 
tity of  ash  contained  in  the  fuel.  As  to 
cyanogen,  which  was  once  a  valuable  and 
.  profitable  by-product,  the  large  output  of 
potassium  cyanid  which  has  been  placed 
on  the  market  has  lowered  the  price  to  an 
unremunerative  point.  The  demand  for 
ammonia,  in  the  form  of  sulphate,  for 
agricultural  uses  seems  practically  unlim- 
ited, but  the  future  of  this  article  of  com- 
merce may  yet  be  disastrously  affected  by 
the  use  of  " nitragine,"  so  called,  which 
enables  plants  to  draw  their  needed  nitro- 
gen from  the  atmosphere.  This  new  de- 
parture in  agriculture  is  looked  upon  with 
some  anxiety  by  the  manufacturers  of  am- 
monia (chiefly  gas-works),  though,  so  far, 
it  has  not  seriously  affected  the  trade  in 
ammonia.  The  price,  however,  has  suf- 
fered from  the  very  large  quantities  of 
ammonium  sulphate  manufactured  during 
the  past  five  years.  A  considerable  quan- 
tity of  liquid  anhydrous  ammonia  is  now 
used  in  ammonia  ice-machines,  but  this  is 
not  enough  to  much  affect  the  general 
market-price  of  ammonium  sulphate,  or 
of  such  other  ammonium  salts  as  the  gas- 
works find  it  inconvenient  to  make. 

Magnetic  Surveys. 

The  great  scientific  and  engineering 
value  of  magnetic  observations  in  supply- 
inn  needed  data  for  engineering  develop- 
ments is  emphasized  in  a  short  paper  read 
by  Mr.  William  S.  Aldrich,  C.  E.,  before  the 
annual  meeting  of  the  Association  of  En- 
gineers of  Virginia,  and  printed  in  The 
Journal  of  the  Association  of  Engineering 
Societies  for  May.  The  influence  and  ac- 
tion of  the  engineering  societies  of  the 
principal  States  and  cities  in  encouraging 
and  promoting  such  service  by  legislation 
are  strongly  urged  and  solicited.  The  mag- 
netic elements  to  be  determined  by  a  mag- 


netic survey  are  :  (a)  "  the  magnetic  de- 
clination, or,  as  commonly  called  in  sur- 
veying and  marine  work,  the  variation,  of 
the  compass,— measuring  the  horizontal 
angle  between  the  true  geographical  and 
the  magnetic  meridians  at  any  point ;  " 
(d)  "the  magnetic  inclination  or  dip  of 
the  magnetic  needle, — measuring  the  ver- 
tical angle  in  plane  of  magnetic  meridian 
which  the  freely-suspended  needle  makes 
with  the  horizontal  plane  at  that  point;"  (c) 
"  the  intensity  of  the  earth's  magnetic 
force  at  point  of  observation, — determined 
either  (1)  in  its  total  intensity,  or  (2)  by 
its  horizontal  component."  A  sufficient 
number  of  these  observations,  made  at  se- 
lected points,  supply  the  necessary  data 
for  plotting  on  the  map  lines  showing  the 
characteristic  features  of  the  magnetic 
elements  at  the  time  of  the  observation,— 
to  wit,  isogonic  lines,  drawn  through  all 
points  having  the  same  magnetic  declina- 
tion or  variation  of  the  compass,  isoclinic 
lines  drawn  through  all  points  having  the 
same  magnetic  inclination  or  dip  of  mag- 
netic needle,  and  isodynamic  lines  drawn 
through  all  points  having  the  same  (1) 
total  magnetic  intensity  or  (2)  horizontal 
component  of  the  earth's  magnetic  force. 
Mr.  Aldrich  says  that  the  most  extensive 
and  systematic  work  of  this  character  has 
been  inaugurated  by  Maryland.  "  Many 
of  the  early  stations  of  the  United  States 
coast  and  geodetic  survey  have  been  re- 
occupied,  and  magnetic  survey  stations 
have  been  established  at  every  county 
town  throughout  the  State,  making  forty- 
three  in  all.  There  there  is  one  station  for 
about  every  two  hundred  and  fifty  square 
miles."  The  magnetic  observations  made 
in  this  State  during  the  summer  and  au- 
tumn of  1896  resulted  in  the  obtaining  of 
data  which,  he  asserts,  will  prove  to.be  of 
immediate  value  to  all  surveyors  and  of 
"  great  scientific  importance  in  connection 
with  investigations  connected  with  the  lo- 
cation of  the  great  rock  masses  in  the 
State  of  Maryland."  Without  the  data 
supplied  by  magnetic  surveys,  it  is  not 
possible  to  retrace  old  lines. 
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Artistic  Electric  Lighting. 
In  an  editorial  on  the  numerous  in- 
stances of  incongruous  and  inartistic  elec- 
tric fittings  in  the  Electrical Engineer,  June 
1 8.  it  is  suggested  that,  when  electric  lights 
are  to  be  introduced  into  previously-de- 
signed apartments,  the  designer  of  the 
decoration  of  such  rooms  should  be  con- 
sulted, or  at  least  a  person  equally  compe- 
tent to  design  the  electric-light  fittings  in 
accordance  with  the  general  design  of  the 
room  itself.   The  point  is  illustrated  by  a 
reference  to  two  notable  instances,  one  of 
inartistic  electric-lighting  work,  and  one 
of  the  opposite  type,  the  effect  in  the  lat- 
ter being  singularly  pleasant.  Pictorial 
reproductions  are  given,  which  show  that, 
with  proper  care  and  attention,  a  much 
more  harmonious  and  satisfactory  result 
can  be  obtained  than  is  usual.   The  first 
instance  cited,— namely,  that  of  inartistic 
work, — in  a  room  in  the  west  end  of  Lon- 
don, "  was  one  in  which  the  artist  and 
designer  spent  a  great  deal  of  time  and 
trouble  to  produce  a  perfect  specimen  of 
an  Empire  drawing-room.   A  year  or  so 
later  the  supply  mains  came  along,  with 
the  certain  result  that  the  electric  light 
had  to  be  installed.   The  work  was  en- 
trusted to  a  firm  of  electrical  engineers  of 
very  high  standing  in  the  profession,  but 
who,  doubtless,  were  more  used  to  the 
foundry  and  erecting- shop  than  to  the 
artistic  adornment  of  a  drawing-room.  As 
a  consequence,  their  client  was  allowed  to 
select  what  took  his  fancy,  and  the  result 
was  the  spoiling  of  the  room,  from  an  ar- 
tistic point  of  view,  by  the  supplying  of 
fittings  of  the  'Benson'  style,— fittings 
which  in  a  modern  '  Liberty'  style  of  room 
would  have  looked  perfectly  in  keeping, 
but  which,  under  the  circumstances,  were 
most  inartistic."   A  worse  effect  results  in 
cases  where  the  fittings  have  no  sign  of 
artistic  treatment  at  all,  which  is  the  more 
common  case.    The  making  of  electric 
fittings  has  got  into  the  hands  of  the  man- 
ufacturers of  gas  fittings.   "Their  idea  of 
electric  fittings  is  simply  to  turn  their  old 
patterns  upside  down,  overlooking  the  fact 


that  with  gas  fittings  there  is  not  much 
scope  for  artistic  treatment,  whereas  with 
electric  light  its  chief  beauty  is  the  easy 
manner  in  which  it  can  be  treated  artistic- 
ally." It  is  conceded,  however,  that  the 
artistically  designed  and  executed  fittings  . 
are  much  more  frequent  now  than  they 
were  a  few  years  ago.  The  designing  of 
such  fittings  is  now  sometimes  done  by  the 
designers  of  the  decorations  of  the  room,  in 
cases  where  elaborately-decorated  rooms, 
in  accordance  with  some  special  idea  or 
scheme,  are  constructed.  This  method  is 
the  only  one  by  which  to  avoid  incongrui- 
ties such  as  are  above  set  forth. 


Facts  Relating  to  Fire  Damp. 
Mr.  Frederick  Delafond,  chief  en- 
gineer of  the  Belgian  mines,  has  summar- 
ized for  the  inspector-general  of  mines  and 
president  of  the  French  fire-damp  com- 
mission the  principal  facts  relating  to  fire- 
damp outbursts,  as  observed  and  recorded 
by  engineers  who  have  studied  the  subject 
in  France  and  other  countries.  A  trans- 
lation of  this  summary,  published  origin- 
ally in  Annates  des  Mines,  is  contained  in 
the  Colliery  Guardian  (July  9).  Accord- 
ing to  this  summary,  outbursts  of  fire- 
damp in  Belgian  mines  have  been  con- 
fined to  a  small  number  of  collieries,  gen- 
erally situated  on  the  southern  boundary 
of  the  coal  fields.  Of  these  collieries  only 
a  few  disengage  fire-damp.  The  top  of 
the  seam  appears  to  exert  no  influence. 
Gas  is  disengaged  from  horizontally-  and 
highly-inclined  fissures  of  the  same  seam 
alike.  Disturbances  which  have  effected 
the  seams  exert  a  preponderating  influ- 
ence; only  twelve  occurred  where  the 
seams  were  regular.  A  sudden  outburst  is 
not  generally  indicated  by  any  previous 
circumstance.  Sometimes  even  the  work- 
ing place  itself  did  not  appear  to  give  out 
any  fire-damp  before  the  outburst.  A 
large  number  of  instances  of  outbursts  are 
cited  to  prove  the  absence  of  premonitory 
indications.  Outbursts  may  occur  suc- 
cessively in  one  and  the  same  seam,  at 
points  near  each  other.   This  is  proved 
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by  a  list  of  explosions,  in  which  these  suc- 
cessive outbursts  took  place.  It  appears 
that  the  talcing  out  of  the  pillars  from  a 
mine  operates  to  facilitate  the  disengage- 
ments. Out  of  one  hundred  and  thirty- 
one  outbursts,  one  hundred  occurred  when 
the  pillars  were  being  removed.  A  period 
of  exploration  and  preparation  is,  there- 
fore, more  dangerous  than  that  of  actual 
coal-getting.  The  disengagements  are 
rare  at  depths  not  exceeding  three  hun- 
dred meters,  becoming  more  frequent  and 
intense  as  the  depth  is  increased.  Means 
for  preventing  sudden  outbursts  are  dis- 
cussed, and  the  boreholes,  which  have 
been  criticised  as  not  giving  sufficient 
warning,  and  as  reducing  the  resistance  of 
the  working  face,  are  commended.  While 
the  force  of  the  criticism  is  admitted,  it  is 
held  that,  nevertheless,  this  means  of  pre- 
venting accidents  should  not  be  neglected. 
It  is  stated  that  M.  Petit,  chief  engineer  of 
the  Saint  Etienne  collieries,  expects  to 
obtain,  from  methodical  boring  of  ad- 
vanced holes,  valuable  indications  affect- 
ing the  security  of  the  mine.  A  method 
of  prevention  advocated  by  M.  Robert i- 
Lintermans  is  diminished  rapidity  in  ad- 
vance in  stalls  and  headings.  While  this 
precaution  is  commended,  it  is  not  always 
possible  to  apply  it,  and  to  restrict  the 
rapidity  of  advance  sufficiently  to  make  it 
effective  as  a  preventive  measure.  A  third 
preventive  measure  consists  in  pushing 
forward  the  workings  of  a  less  fiery  seam 
beyond  those  in  the  others.  This  method 
is  commended  whenever  it  is  practicable, 
which  is  not  always  the  case.  M.  Marsaut 
has  used  large  mine  shots,  fired  after  the 
men  have  reached  a  place  of  safety.  The 
effect  of  this  explosion  is  to  open  compact 
measures  and  render  them  more  or  less 
permeable  to  fire-damp.  This  diminishes 
the  pressure  of  the  explosive  gas,  lessens 
the  danger,  and  gives  rise  to  blowers  that 
reveal  critical  states.  Measures  for  pre- 
serving the  men  from  the  consequence  of 
sudden  outbursts  are  the  use  of  safety 
lamps  and  vertical  air  partitions,  means 
for  insuring  the  rapid  evacuation  of  fire- 
damps, and  the  service  of  compressed  air, 
in  which  air  is  discharged  at  about  every 
thirty  meters  to  within  one  hundred  or 


two  hundred  meters  from  the  working 
face.  In  the  event  of  the  workings  be- 
coming infested  with  gas,  this  distribution 
of  air  will  allow  the  men  to  escape 
asphyxiation. 


The  Oxidation  of  Iron  and  Steel  Struc- 
tures. 

In  an  article  by  Mr.  William  Mackenzie, 
assistant  engineer  of  the  Intercolonial 
Railway,  he  describes,  in  The  Canadian 
Engineer  for  July,  under  the  title  "  Paint- 
ing Metal  Bridges,"  a  series  of  tests  or 
experiments  (begun  in  1895)  upon  the 
value  of  various  paints  as  a  protection  to 
iron.  He  withholds  the  names  of  manu- 
facturers, but  gives  his  method  of  testing 
paints,  and  presents  a  general  statement 
of  facts  which  will  interest  civil  engineers, 
architects,  and  builders.  We  herewith 
present  a  brief  abstract  of  Mr.  Macken- 
zie's article.  Twenty-four  new  wrought- 
iron  plates,  each  one  foot  square,  were 
painted  with  two  coats  of  different  paints. 
Three  of  these  were  painted  with  ready- 
mixed  paints;  the  rest  were  covered  with 
paints  of  different  kinds,  each  mixed  with 
the  same  boiled  linseed  oil.  The  plates 
so  prepared  were  exposed  to  the  action  of 
corrosive  influences  by  suspending  them 
to  one  of  the  chord  eye-bars  of  a  steel  rail' 
road  bridge  1,900  feet  long,  which  crosses  a 
strait,  or  an  arm  of  the  sea,  about  thirty-five 
miles  from  the  Atlantic  ocean.  Here  the 
plates  were  exposed  to  the  action  of  salt 
spray  in  rough  weather  and  of  salt  air  at 
all  times.  The  situation  appears  to  be  a 
peculiarly  trying  one.  Even  a  light  north- 
east breeze  causes  spray  to  be  dashed 
against  the  floor,  and  in  storms  spray  is 
thrown  up  on  the  floor  and  across  the 
bridge.  Unprotected  metal,  of  course, 
corrodes  rapidly  under  such  conditions. 
The  bridge  itself,  built  in  1890.  requires 
very  careful  and  constant  attention,  that 
defects  in  the  painted  surface  may  be 
remedied  as  they  appear.  This  bridge 
was  given  a  coat  of  iron  oxid  paint  in 
the  shop,  and  another  coat  when  erected. 
In  1892  it  was  found  to  be  considerably 
rusted.  Two  more  coats  of  the  same 
kind  of  paint  were  then  put  upon  the 
lower  chords  and  floor  system,  but  with- 
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out  proper  inspection  or  scraping.  "  In 
1894  scales  one-eighth  of  an  inch  thick 
were  removed  from  the  end  stiffeners  of 
the  floor  beams  on  the  north  side.  Pieces 
of  this  scale  were  trimmed  to  exact  dimen- 
sions and  the  cubic  contents  calculated." 
This  scale  was  found  to  weigh  more  than 
one  half  as  much  as  new  steel.  In  1895  the 
bridge  was  again  painted  with  two  coats  of 
iron-oxid  paint,  this  time  after  thorough 
scraping,  and  it  is  now  reported  to  be  in 
good  condition.  Thus  much  for  the  in- 
fluences to  which  the  twenty-four  plates 
were  exposed  when  hung  on  the  chord 
eye-bars  above  named.  The  results  are 
presented  in  a  tabulated  statement,  which 
names  the  kinds  of  paints  used,  and  states 
how  each  pigment  was  applied  and  the 
time  during  which  each  plate  was  ex- 
posed. Other  data,  such  as  the  date  of 
the  painting,  the  number  of  coats  applied, 
and  the  date  of  exposure,  are  given. 
Finally  the  condition  of  each  of  the  plates 
is  described.  Engineers  will  be  much  in- 
terested in  these  data,  as  presented  by  Mr. 
Mackenzie ;  suffice  it  to  say  here  that,  after 
exposures  ranging  from  eight  to  twenty 
months  for  different  plates,  only  five  were 
found  to  be  in  good  condition.  Four 
more  were  in  fairly  good  condition,  and 
thirteen  were  in  bad  condition,  "  rusted 
all  over,"  '*  very  much  rusted,"  "covered 
with  rust ;  paint  all  gone."  being  samples 
of  the  terms  used  to  described  their  dif- 
ferent states.  The  article  also  presents  a 
collection  of  data  derived  from  various 
high  authorities  and  bearing  directly  upon 
the  effects  upon  iron  and  steel  to  be  ex- 
pected when  these  metals  are  exposed, with- 
out proper  protection,  to  the  action  of  salt 
air  or  the  spray  of  sea  water.  Mr.  Mac- 
kenzie regards  the  pigmentary  matters 
mixed  with  the  oil  as  of  comparatively 
small  importance.  "  The  oil,"  he  declares, 
•'  is  king  ;  any  finely-ground  pigment,  inert 
toward  the  metal  and  oil,  will  last  till  the 
oil  decays  and  wastes  away,  and  against 
this  waste  and  decay  there  is  no  remedy." 
The  directions  for  applying  paint  to  iron 
and  the  preparation  of  the  metal  for  re- 
ceiving the  paint  are  comprehensive  and 
specific.  This  is  one  of  the  best  essays 
on  the  subject  that  has  recently  appeared. 


A  Remarkable  Exhibition. 
The  London  Architectural  Association 
celebrates  its  semi-centenary  this  year. 
As  part  of  this  celebration  there  has  been 
placed  on  exhibition  at  the  rooms  of  the 
institute  a  collection  of  architectural  draw- 
ings and  designs.  Mr.  R.  Shekelton  Bal- 
four makes  this  exhibition  the  subject  of 
a  very  readable  article  in  the  Journal  of 
the  Royal  Institute  of  British  Architects 
for  July.  The  object  of  the  exhibition 
appears  to  have  been  to  present  a  chrono- 
logically-arranged collection  of  drawings 
and  designs  which  might  adequately  con- 
vey an  impression  of  the  fifty  years  of 
evolution  that  have  brought  us  to  the 
"  present-day  draughtmanship,  and  the 
individual  influences  responsible  for  this 
evolution."  This  collection  will  also  en- 
able the  observer  "  to  follow  in  more 
subtle  fashion  all  the  strange  phases  of 
alternating  admiration  and  unpopularity 
which  have  been  formulated  in  the  incon- 
stancy of  architectural  fashions  during 
the  last  fifty  years."  The  chief  character- 
istic of  the  exhibition  is  its  wide  recogni- 
tion of  "  the  intrinsic  merit  of  different 
styles."  Among  the  differences  between 
the  drawings  of  thirty  years  ago  and  those 
of  the  present  time  the  increased  employ- 
ment of  measured  drawings  is  noted. 
"  Formerly  the  measured  drawing  was 
not  so  largely  in  vogue  as  it  is  now.  and  the 
detail*  of  mouldings  and  enrichments 
were  sketched  to  a  small  scale,  with  per- 
haps a  few  added  dimensions  at  the  side. 
Now  our  tendency  is  rather  to  reverse  this 
process,  and  we  draw  our  work  out  to 
scale  on  the  spot,  and  persevere  in  making 
full-size  drawings  of  all  intricate  and  im- 
portant portions."  The  result  is  visible  in 
the  decrease  of  perspective  drawing  in 
sketching-tours.  The  scale-drawing  re- 
veals defective  proportion  which  a  well- 
executed  perspective  pictorial  representa- 
tion might  mask.  "  It  was  fifty-two  years 
ago  when  one  of  the  earliest  drawings  in 
the  exhibition  was  made.  This  is  an 
elaborately-inked-in  water-color  drawing 
of  a  church  porch  by  Mr.  J.  K.  Colling, 
which  serves  to  illustrate  the  remarkable, 
though  somewhat  labored,  effort  which 
was  so  frequently  relied  on  in  those  days 
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for  effect."  Three  drawings  in  sepia  and 
cobalt,  executed  in  1852,  are  also  noted 
as  being  really  pictures.  The  contrast 
between  these  and  some  adjacent  ones, 
recently  produced  by  the  late  W.  Burges, 
A.  R.  A.,  is  great.  These  "are  dis- 
tinguished by  a  boldness  and  originality 
which  even  our  most  advanced  draughts- 
men might  hesitate  to  commit  themselves 
to  nowadays."  and  which  "  are  pregnant 
with  the  character  of  their  author."  Of 
present-day  architectural  note-books,  Mr. 
Balfour  says  that  "  they  are  a  medley  of 
jottings  of  all  sorts  and  all  dates  of  work  ;" 
much  greater  thoroughness  is  the  charac- 
teristic of  the  sketches  of  the  present 
date.  "  Thirty  or  forty  years  ago  it  was 
the  effect  produced  by  detail  which  was 
aimed  at  in  the  sketch-book.  Now  we  go 
more  to  the  root  of  the  matter  .  .  . 
and  try  to  discover  how  the  effect  was 
produced."  In  perspective  sketching — no 
longer  the  approved  method  —  a  good 
draughtsman  may,  and  often  does,  uninten- 
tionally add  a  charm  to  his  work  which 
may  conceal  faulty  proportions ;  and  Mr. 
Balfour  maintains  that  no  mere  sketch  is 
a  sufficient  guide  for  the  reproduction,  in 
modern  designs,  of  desirable  effects  trans- 
ferred from  old  work.  "The  students' 
drawings  of  the  last  few  years  also  tend  to 
embody  a  paradoxical  combination  of 
slightness  and  elaboration;  an  amplitude 
of  full-size  details,  coupled  with  an  ex- 
planatory key-drawing  of  the  whole  for 
their  elucidation.  But  in  this  we  have  the 
gist  of  the  whole  subject,  a  method  surely 
preferable  to  the  older  one  of  filling  in  and 
completing  the  drawing  with  more  or  less 
accuracy,  according  to  whatever  the  scale 
may  be  in  which  we  are  working."  The 
closing  decade  of  the  period  covered  by 
the  collection  is  most  fully  represented, 
showing  great  diversity  of  style  and  sub- 
ject. The  cosmopolitan  taste  of  the  pres- 
ent time  is  conspicuous  in  these  exhibits. 


The  Improved  Condition  of  Labor  in 
England. 

The  progress  made  in  England  during 
the  reign  of  its  present  honored  queen 
has  been  made  the  subject  of  a  great 
deal  of  self-congratulation  in  the  "  British 


press."  No  one  can  find  fault  with  this, 
for  really  this  feeling  has  a  solid  founda- 
tion. The  Journal  of  Gas  Lighting  (June 
29)  has  an  article  entitled  "  Labor  in  the 
Victorian  Age,"  in  which  it  sets  forth  the 
enormous  improvement  in  the  status  of 
labor  in  the  last  sixty  years.  The  London 
Times  is  quoted  as  asserting  that  "  no 
class  in  the  community  has  more  reason 
to  be  satisfied  with  the  results  of  the  last 
sixty  years  than  the  workingmen.  It  was 
the  utmost  demand  of  their  best  friends 
at  the  beginning  of  the  present  reign 
that  they  should  be  free  to  work  out,  by 
combination  or  otherwise,  in  their  own 
way,  their  own  salvation ;  that  their  so- 
cieties should  be  legalized ;  and  that  the 
criminal  law  should  not  be  used  to  in- 
crease the  power  of  capital.— in  a  word, 
that  they  should  suffer  from  no  disabili- 
ties. They  find  themselves  in  1897  in  the 
position  of  a  favored  class,  fenced  about 
with  special  legislation,  and  possessed  of 
some  rights  denied  to  others,  and  this 
period  has  also  been  for  them  one  of  unex 
am  pled  prosperity.  Their  wages  have 
risen,  while  the  prices  of  food  and  most 
articles  of  consumption  have  fallen.  The 
State  educates  their  children  gratis.  The 
State  makes  the  acquisition  of  allotment 
easy  for  them.  The  municipalities  give 
them  recreation  grounds  and  free  libra- 
ries ;  if  they  save,  the  State  finds  them  an 
investment  without  risk,  and  pays  them 
interest  at  a  rate  which  they  would  not 
always  obtain  elsewhere.  One  of  the 
latest  acts  of  the  house  of  commons  was 
to  approve  a  measure  which,  surpassing 
the  dreams  of  labor  leaders  of  sixty  years 
ago,  binds  the  employer  to  compensate  an 
injured  workman,  even  if  the  former  is 
blameless.  .  .  These  ameliorations  were 
not  in  the  main  extorted  by  labor  leaders 
from  a  reluctant  oligarchy,  nor  were  they 
the  work  of  •  popular,'  to  say  nothing  of 
paid,  politicians.  The  factory  acts,  which 
have  placed  a  large  collection  of  the 
British  operative  population  in  a  position 
envied  by  the  same  class  in  other  coun- 
tries, were  freely  granted  from  above,  with 
no  idea  of  propitiating  a  class  of  voters." 
There  is  a  good  deal  more  of  the  same 
sort,  but  at  the  end  it  is  admitted  that  there 
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is  another  side  to  the  picture.  The  decay 
of  the  old  apprenticeship  system,  and  the 
-cessation  of  the  friendly  and  direct  per- 
sonal intercourse  once  common  between 
the  employer  and  employed,  are  lamented. 
There  is  also  in  the  cities  a  growth  of  the 
shiftless,  thriftless  class  not  amenable  to 
any  rapid  improvement.  However,  these 
defects  are  thought  to  be  more  than  com- 
pensated  for  by  the  grand  advance  of  the 
laboring  class  as  a  whole. 

The  New  Canadian  Mail  Service. 
The  new  line  of  transatlantic  fast  mail 
service,  now  arranged  for,  and  which  the 
Canadian  government  has  long  been  anx- 
ious to  obtain  is  submitted  to  some 
rather  caustic  criticism  in  The  Engineer 
< London,  July  2).  Now  that  these  ar- 
rangements are  concluded,  our  contempo- 
rary doubts  that  the  Canadian  govern- 
ment is  any  nearer  to  the  attainment  of 
its  desire,  declared  to  have  been  the  get- 
ting of  a  transatlantic  mail  service  with- 
out paying  for  it ;  and,  although  the  sum  of 
j£  1 54,000  a  year,  to  which  it  has  obligated 
itself  in  the  establishment  of  this  service, 
is  not  exactly  a  trifle,  the  English  critic 
says,  not  very  urbanely,  that,  "  if  current 
rumors  are  to  be  trusted,  the  same  cheese- 
paring niggardliness  which  has  hitherto 
stood  in  the  way  of  a  Canadian  mail  ser- 
vice being  organized  is  now  likely  to 
dwarf  its  efficiency  and  popularity  when 
called  into  existence."  The  contract  for 
this  service  has  been  awarded  to  an  ob- 
scure firm  in  Newcastle-on-Tyne,  hitherto 
owners  of  a  line  of  cargo  steamers.  Of 
this  firm  The  Engineer  says :  "  As  regards 
the  gentlemen  who  have  secured  the  con- 
tract for  performing  such  a  difficult  ser- 
vice as  that  of  running  a  line  of  fast  mail 
steamers  between  these  islands  and  Cana- 
dian ports  during  not  only  the  summer, 
but  in  the  winter  season  also,  all  we  know 
is  that  they  reside  at  Newcastle-on-Tyne, 
where  they  own  or  manage  a  fleet  of  some 
half-dozen  or  so  of  cargo  steamers,  which 
are  called  '  turret  ships,'  presumably  be- 
cause there  is  nothing  at  all  like  a  turret 
about  them.  This  is  the  sum  of  our 
knowledge  of  Messrs.  Peterson  &  Tate, 
who,  no  doubt,  are  perfectly  sincere  in 


their  belief  that  they  know  how  to  run  a 
line  of  fast  mail  steamers;  know  what 
kind  of  ships  are  required  for  the  service ; 
know  how  much  it  will  cost  to  build  and 
run  them,  and  what  subsidy  will  recom- 
pense themselves  and  their  shareholders 
for  the  capital  put  in  the  concern.  But  it 
is  not  sufficient  for  these  gentlemen  to 
have  confidence  in  themselves;  for  the 
public  who  would  like  to  avail  themselves 
of  the  new  service  will  demand  some  guar- 
antees that,  when  they  leave  Great  Britain 
in  the  company's  steamers,  they  will  be 
conveyed  safely  and  comfortably  to  the 
other  side."  It  is  added  that,  if  in  respect 
of  safety  and  comfort,  speed  and  regu- 
larity, the  new  steamers  do  not  equal  the 
great  steamers  now  plying  between  New 
York  and  Liverpool,  the  failure  of  the 
service  is  assured  in  advance.  It  is  in- 
ferred that  ships  of  the  so-called  turret 
type  will  be  employed  in  this  service. 
These  ships  are  built  by  the  Messrs.  Dox- 
ford,  of  Sunderland.  Our  contemporary 
uses  also  the  term  "bottle-neck"  as  a 
special  name  for  these  ships;  and,  al- 
though it  seems  difficult  to  obtain  reliable 
particulars  of  the  ships  to  be  built  upon 
this  type,  the  opinion  is  hazarded  that 
such  vessels— admittedly  good  as  ocean 
tramps— are,  on  general  principles,  ill- 
adapted  for  a  North  Atlantic  passenger 
trade,  and  that  it  will  be  impossible  to 
make  comfortable  passenger  ships  of  this 
type.  The  high  freeboards  and  other 
features  which  have  given  to  the  great 
transatlantic  ships  of  the  present  day  such 
possibilities  for  comfortable  accommoda- 
tion of  passengers  would  be  wanting  in 
what  the  critic  calls  the  " 1  bottle-neck  * 
monstrosity."  A  cheap  construction  at 
the  expense  of  comfort  and  luxury  in  a 
line  of  modern  transatlantic  steamers 
would  certainly  be  the  direct  road  to  finan- 
cial failure. 

Continuous  Rails. 

With  reference  to  stresses  upon  con- 
tinuous beams,  to  which  class  the  railway 
rail  is  referred,  The  Engineer  (London. 
July  9)  points  out  that  the  condition  of 
uniformity  of  section  is  absolutely  and 
completely  insured,  but  that  "the  rail  does 
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not  altogether  satisfy  another  assumption 
put  forward  in  treatises  and  text-books  as 
indispensable  to  the  security  of  the  con- 
tinuous principle,  and .  that  is  that  the 
points  of  support  should  be  un movable. 
Under  the  circumstances,  it  is  fortunate 
that  the  rail  does  not  vigorously  comply 
with  this  theoretical  proviso,  for,  if  its 
points  of  support— that  is,  the  sleepers — 
were  so  solidly  grounded,  it  would  not  be 
long  before  hammering  and  hard  running 
would  place  the  whole  permanent  way 
hors  tU  combat."  A  comparison  of  the  rail 
considered  as  a  girder  with  the  system  of 
bridge-construction  invented  by  Gerber 
and  patented  in  Germany  shows  some 
analogies.  "  In  this  system  (Gerber's), 
instead  of  the  girder  being  unalterably 
continuous  from  end  to  end,  it  is  made 
continuous  over  the  supports  upon  one 
side  of  it,  only  for  a  certain  distance, 
which  varies  with  the  lengths  of  the  span, 
and  then  hinged  or  pivoted  at  this  point. 
Carried  to  its  logical  conclusion,  this  hing- 
ing or  pivoting  of  the  part  over-hanging 
the  points  of  support  gives  us  the  canti- 
lever." 

From  this  point  of  view  Th*  Engitutr 
proceeds  to  build  up  an  argument  in 
favor  of  reducing  the  number  of  joints 
in  a  railroad  track  by  using  longer  rails, 
or  by  another  process  which  has  lately 
come  into  vogue  in  America, — to  wit,  cast- 
welding  the  ends  of  rails  together.  Un- 
questionably the  rail  joints  are  the  weak- 
est points  in  the  track.  Rails  exceeding 
a  certain  length  cannot  be  conveniently 
rolled,  transported,  and  handled.  Our 
contemporary  gives  sixty  feet  as  the  long- 
est rail  ever  yet  laid  on  railways,  but 
thinks  that  rails  one  hundred  feet  long 
have  been  rolled.  The  adoption  of  the 
continuous  rail-tracks  has  been  retarded 
by  the  fear  of  the  effects  of  contraction 
and  expansion  under  variations  in  tem- 
perature. It  has,  however,  been  proved 
that,  for  lengths  of  more  than  one  thou- 
sand feet,  temperature  stresses  need  not  be 
greatly  dreaded.  The  ends  of  the  indi- 
vidual rails  in  such  a  length  may  be  joined 
either  by  electric  welding,  or  by  cast-weld- 
ing, as  it  is  called,  which,  while  we  be- 
lieve it  does  not  make  so  good  a  joint,  is 


at  present  cheaper  in  first  cost  than  elec- 
tric welding.  Our  contemporary,  how- 
ever, thinks  the  joints  made  by  cast-weld- 
ing are  equal  to  those  made  by  electric 
welding,  and  perhaps  our  estimate  of  its 
efficiency  is  too  low.  It  is  certain  that  it 
has  been  satisfactory  as  a  substitute  for 
the  ordinary  rail-joint.  That  the  temper- 
ature stresses  really  exist  cannot,  however, 
be  doubted.  They  may  be  neglected,  if 
experience  proves  that  their  effects  are  less 
injurious  to  a  railway  track  than  those  of 
numerous  joints. 


Septic  Tank  Treatment,  and  Coal  as  a 
Sewage-Filtering  Material. 

It  has  recently  been  demonstrated  tnat 
coal  is  a  very  efficient  material  for  filter- 
ing sewage.  A  paper  was  recently  read 
upon  sewage-filtration  by  Mr.  Donald 
Cameron,  engineer  of  the  city  of  Exeter, 
in  which  he  presented  to  the  Devon  and 
Exeter  Architectural  Societies  a  descrip- 
tion of  the  details  of  a  septic  tank  installa- 
tion at  Exeter.  Mr.  Cameron  seems  to 
consider  himself  (probably  with  justice)  as 
the  inventor  of  the  septic  tank  system, 
which  has  for  its  object  to  favor  the  mul- 
tiplication of  micro-organisms  and  to  bring 
the  whole  of  the  sewage  in  the  tank  under 
their  influence.  These  tanks  are  made  of 
ample  size,  covered  to  exclude  light  and, 
as  far  as  possible,  air.  The  incoming 
sewage  is  delivered  below  the  water-level ; 
the  outgoing  sewage  is  also  taken  below 
the  water-level,  the  purposes  being  to 
trap  out  air  and  to  avoid  disturbing  the 
contents  of  the  tank.  The  decomposition 
of  the  matters  which  would  otherwise 
undergo  putrefaction  is  effected  by  the 
presence  of  these  micro-organisms,  their 
products  being  water,  ammonia,  and  car- 
bonic acid,  with  some  other  gases.  No 
sludge  is  found.  The  bottom  of  the  tank, 
after  six  months' use,  when  exposed,  shows 
only  a  thin  layer  of  black  earthy  matter, 
together  with  mud  and  grit,  which  settles 
out  of  the  water.  A  tenacious  scum  forms 
at  the  top,  which  consists  of  the  lighter 
solids  in  process  of  decomposition.  The 
effiuent  is  not  offensive,  and  it  is  claimed 
that  it  will  not  ferment,  when  the  system 
is  properly  carried  out,  as  the  decomposi- 
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tion  in  the  tank  is  complete.  Thus  puri- 
fied, it  may  flow  out  upon  land  for  fertiliza- 
tion, containing  in  solution  all  of  the  con- 
stituents  valuable  as  food  for  plants.  This 
system  has  attracted  a  good  deal  of  atten- 
tion, particularly  in  publications  devoted 
to  municipal  affairs,  as  well  as  in  architec- 
tural publications.  The  Builder  (July  3) 
prints  a  paper  by  Dr.  G.  Reid,  medical 
officer  of  health  for  Staffordshire,  in  which 
he  not  only  approves  of  this  tank  system, 
but  strongly  recommends  a  system  of 
filtering,  which  he  calls  the  "  New  Gar- 
field Filter."  in  which  coal  is  used  as  the 
filtering  material.  He  states  that  Mr.  Gar- 
field, manager  of  the  Wolverhampton  Sew- 
age Works,  accidentally  discovered  that 
coal  slack  was  very  effective  in  purifying 
dirty  water.  This  led  him  to  construct  a 
small  filter,  with  which  he  experimented 
upon  the  Wolverhampton  effluent.  The 
result  was  so  favorable  that,  in  company 
with  Mr.  Jones,  a  chemist,  he  instituted  a 
set  of  experiments  upon  a  larger  scale, 
with  still  more  encouraging  results.  He 
describes  the  filter,  the  bed  of  which  is  a 
bed  of  coal,  the  first  six  inches  being  made 
of  coal  nuts,  in  sizes  of  about  one-half 
inch  cube,  blended  with  a  layer  of  one- 
quarter-inch  cube  coal,  above  which  is  a 
nine-inch  layer  of  one-eighth-inch  cube 
coal,  upon  which  is  placed  another  layer  of 
one-sixteenth-cube  particles  one  foot  nine 
inches  in  thickness.  Upon  the  top  of  this 
is  placed  another  layer  of  coal  dust  two 
feet  thick,  mixed  with  such  coal  as  will 
pass  through  a  three-sixteenth  mesh.  The 
tank  effluent  is  discharged  continuously 
upon  this  filter,  for  a  period  of  twelve 
hours.  Twelve  hours  are  allowed  for 
aeration. 

It  is  claimed  that  a  square  yard  of 
this  filter  will  produce  a  highly-purified 
effluent,  if  charged  at  the  rate  of  two 
hundred  gallons  for  twenty-four  hours. 
Above  this  rate  the  result  is  not  so  good. 
It  is  also  claimed  that  the  filter  possesses 
exceptionally  purifying  powers,  apart  from 
nitrification— the  nitrifying  properties  in- 
creasing with  time.  This  new  departure 
will  be  watched  with  a  great  deal  of  in- 
terest. We  think  it  too  early  to  forecast  its 
future. 


Educational  Requirements  for  Electrical 
Engineers. 

The  survival  of  the  fittest,  a  law  which 
holds  good  in  the  world  of  nature,  also 
proves  its  validity  in  the  struggle  for  place 
and  profit  in  the  active  industries  of  the 
world.  Considering  how  recently  the  pro- 
fession of  electrical  engineering  has  come 
into  existence,  the  extent  to  which  it  has 
become  overcrowded  is  almost  phenome- 
nal. This  is  all  the  more  remarkable  when 
we  consider  the  amount  of  technical  and 
practical   knowledge,  required   for  the 
thorough  equipment  of  electrical  engi- 
neers.  The  rapidity  with  which  the  ranks 
have  been  filled  in  this  field  may  be  partly 
accounted  for  by  the  early  overflow  into 
it,  from  other  departments  of  engineering, 
of  men  who  had  been  unsuccessful,  or 
only  very  moderately  successful,  in  their 
practice.   The  technical  schools  now  turn 
out  each  year  numbers  of  new  recruits 
more  or  less  qualified  to  compete  with 
those  already  engaged  in  the  same  kind  of 
work.    Of  course,  this  accession  to  an 
already-filled  branch  of  engineering  prac- 
tice absorbs  some  of  the  business  which 
those  now  in  it  could  do,  and  which  they 
would  like  to  get.   This  produces  a  set  of 
conditions  highly  favorable  to  the  opera- 
tion of  the  law  of  the  survival  of  the  fittest, 
and  the  elimination  of  those  whose  equip- 
ment, ability,  or  character  in  other  respects 
is  defective.   These  either  fall  out  of  the 
ranks  altogether,  occupy  inferior  and  un- 
remunerative  positions,   or  become,  as 
The  Electrical  Review  puts  it,  in  an  article 
on  "  The  Training  of  an  Electrical  Engi- 
neer" (July  9)  "men  in  a  groove,  along 
which  they  travel  to  the  end,  with  their 
pluck  taken  out  of  them  by  repeated  and 
vain  efforts  to  pick  up,  now,  what  they 
failed  to  learn  when  young— or,  disgusted 
with  the  retrospect,  they  turn  to  another 
career."   This  failure  to  gain  the  proper 
equipment  before  commencing  practice  is 
not  always  the  fault  of  the  individual  who 
suffers  from  it.   It  is  sometimes  due  to  a 
defective  course,  which  produces  in  the 
mind  of  a  pupil  only  imperfectly  instructed 
in  theory  the  idea  that  he  has  been  practi- 
cally trained,  and  leads  him  to  undertake 
that  which  he  is  incapable  of  executing. 
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Tt  may  be  the  failure  of  his  instructors  to 
perform  their  obvious  duty  toward  him 
when,  at  the  end  of  his  first  term  or  first 
year,  he  has  shown  his  natural  unfitness 
for  the  profession  of  engineering.  Our 
English  contemporary  strikes  at  the  very 
root  of  an  evil  which  has  gradually  crept 
into  modern  systems  of  technical  education 
when  it  says :  "  The  fundamental  idea  that 
a  man  who  has  spent  all  his  life  in  teach- 
ing, thinking,  and  reasoning  is  the  proper 
person  to  entirely  educate  youths  for  any 
special  practical  profession  is  mischiev- 
ous." Of  course  this  idea  is  mischievous ; 
the  modern  technical  schools  have  recog- 
nized this  in  their  provision  for  a  more  or 
less  practical  training  in  work-shop  and 
field,  under  the  direction  of  practical  in- 
structors. The  principal  weakness  in  this 
system  is  that,  while  such  training  in  the 
schools  is  good,  it  cannot  be  carried  far 
enough  during  a  course  of  theoretical 
study,  and  that,  though  its  insufficiency  is 
precisely  what  should  be  impressed  upon 
the  minds  of  students,  it  has  been  the 
effort,  in  the  catalogues  of  some  of  these 
institutions,  to  create  an  impression  upon 
the  public  mind  that  it  is  thorough.  Thus 
we  read  in  such  catalogues  about  the  ex- 
cellent forgings  turned  out  by  students  in 
the  forge  shop,  or  the  nice  tools  made  by 
students  in  the  machine  shop,  etc.  The 
fact  remains  that  even  the  brightest, 
quickest,  and  most  assiduous  of  these 
young  graduates,  confronted  with  the 
really  practical  work  of  a  regular  machine- 
shop,  or  of  the  office  of  a  civil  engineer  or 
architect  in  good  practice,  will,  if  sensible, 
soon  discover  that  the  practical  training 
he  received  in  the  school  was  thorough 
only  as  far  as  it  went,  and  that  it  did  not 
and  could  not  go  very  far.  The  conceited 
ass  who  comes  out  of  his  school  with  a 
graduate's  diploma  and  the  idea  that  he 
can  now  do  anything,  and  can  even  suc- 
cessfully compete  with  those  who  have 
time  and  again  met  the  practical  difficul- 
ties of  engineering  and  conquered  them, 
will  come  to  grief.  There  is  another  phase 


of  this  question.  The  over-filled  ranks  of 
the  engineering  professions  show  that,  for 
merely  average  men,  there  are  left  only 
average  positions  or,  as  we  perhaps  could 
say  with  truth,  less  than  average  positions. 
First-rate  men,  failing  to  get  first-rate 
positions,  are  fain  to  fall  back  upon 
merely  average  positions  biding  the  time 
—which,  indeed,  may  never  come— when 
a  vacancy  of  a  first-class  position  may 
open  to  them.  Even  when  such  a  va- 
cancy occurs,  the  competition  for  it  on  the 
part  of  other  first-rate  men,  occupying 
average  positions,  will  be  fierce,  and  only 
one  will  be  chosen  to  fill  it;  thus  the 
average  position  must  be  the  one  occupied 
by  the  majority  of  professional  men,  no 
matter  how  good  their  educational  equip- 
ment. The  possession  of  such  an  equip- 
ment, however,  gives  an  aspirant  a  chance, 
when  a  door  does  open,  that  otherwise  he 
would  not  get. 


The  New  Denayronze  Burner. 
It  may  be  well  to  receive  the  current 
accounts  of  this  new  gas- burner  with 
some  reserve,  until  they  are  confirmed  or 
disproved  by  subsequent  developments. 
It  is  safe  so  say.  however,  that,  if  the  state- 
ments published  in  foreign  journals— for 
example,  the  Journal  of  Gas  Lighting 
(July  6) — approximate  closely  the  actual 
facts,  the  gas  industry  has  been  put  into 
possession  of  a  rival  of  the  electric  light 
which  the  latter  will  find  to  be  a  powerful 
competitor.  It  is  said  that  by  substituting 
for  the  hitherto  employed  electric  motor, 
or  the  jack-wheel  mechanism  for  creating 
draft,  a  device  called  an  "expansion 
chamber,"  as  good  results  in  illumination 
are  secured  as  by  the  mechanical  method. 
By  this  device,  it  is  said,  air  and  gas  in 
suitable  proportions  are  brought  together 
and  mixed,  acquiring  just  as  much  motive 
force  as  when  propelled  by  a  fan.  The  ex- 
pansion chamber  is  placed  between  the 
mantle  and  the  Bunsen  burner.  Exactly 
how  it  operates  to  produce  the  result 
claimed  is  not  very  clearly  explained. 
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The  Electric  Furnace. 
Among  the  papers  presented  at  the 
convention  of  the  Electrochemical  Society 
at  Munich,  and  published  in  the  Zeitschr. 
far  EUktrochemie  (or  July  5,  is  an  interest- 
ing discussion  of  the  widening  uses  of  the 
electric  furnace,  particularly  in  applied 
technology.  A  paper  was  read  upon  the 
subject  by  Herr  Pflegler,  of  Frankfurt, 
who  called  attention  to  the  absurd  claims 
made  in  some  quarters  as  to  the  capacity 
of  such  furnaces,  in  view  of  the  known 
theoretical  possibilities.  In  fact,  an  elec- 
tric furnace  is  a  tremendous  power-eater. 
A  furnace  which  consumes  a  current 
representing  250  to  300  electrical  h.  p.  is 
an  insignificant- looking  apparatus  com- 
pared with  that  required  for  the  genera- 
tion of  the  energy  which  it  so  readily  ab- 
sorbs. In  the  case  of  the  manufacture  of 
calcium  carbid,  Pictet  has  shown  that 
theoretically  1  h.  p.  can  produce  in  24 
hours  a  little  less  than  4  kilograms  of  cal- 
cium carbid.  Nevertheless  a  number  of 
builders  of  electric  furnaces  and  promoters 
of  enterprises  have  claimed  results  superior 
to  this  maximum  theoretical  output. 
Claims  are  made  for  some  furnaces  that 
they  will  readily  produce  9  to  12  kilo- 
grams per  horse  power  in  24  hours,  re- 
gardless of  the  absurdity  of  such  state- 
ments. The  actual  conditions  as  to 
temperature  in  such  furnaces  are  prac- 
tically the  same  in  all  constructions,  de- 
pending entirely  upon  the  current,  and 
the  only  improvements  which  may  be 
looked  for  in  construction  must  be  in  the 
direction  of  preliminary  heating  of  the 
materials,  reduction  of  losses  by  radiation, 
etc.,  enabling  the  theoretical  maximum  to 
be  approached,  but  certainly  never  ex- 
ceeded. Herr  Pfleger  cites  a  case  in 
which  an  electric  furnace  of  English  con- 
struction was  erected  in  Spain  under  a 
guarantee  to  produce  12  kilograms  per 
horse  power  in  24  hours,  but  so  ignorantly 
was  it  designed  that,  when  the  current 
was  started,  the  whole  furnace  melted 
down  to  a  heap  of  slag !  Besides  the  pro- 
duction of  calcium  carbid.  the  electric 


furnace  is  finding  application  for  the 
separation  of  metals  by  distillation.  Some 
curious  results  have  been  obtained  in 
these  directions,  since  the  distillates  do 
not  appear  to  consist  of  the  pure  metals, 
but  rather  to  be  real  gases,  containing 
hydrogen,  and  giving  in  the  spectroscope 
numerous  lines  which  do  not  belong  to  the 
metals  vaporized.  Another  application  of 
the  electric  furnace  is  that  of  the  produc- 
tion of  phosphorus  from  alkaline  phos- 
phates, for  which  several  patents  have 
been  taken  out,  and  which  involves 
temperatures  below  those  required  for  the 
production  of  carbid.  Altogether,  the 
future  of  the  electric  furnace  in  the  do- 
main of  chemical  technology  seems  to  be 
materially  extending,  and,  with  enlarged 
experience,  many  new  applications  will 
doubtless  be  found. 


Street-Washing  in  Germany. 

Undoubtedly  one  of  the  best  methods 
of  keeping  streets  clean  is  that  of  frequent 
flushing  with  water,  especially  when  the 
sewer  outlets  are  so  planned  as  to  permit 
all  the  solid  refuse  to  be  washed  out 
through  them  along  with  the  water.  In 
many  cases,  however,  the  supply  of  city 
water  does  not  permit  the  liberal  flow 
necessary  for  a  thorough  flushing,  so  that 
this  luxury  can  be  permitted  only  when  an 
excess  of  water  is  on  hand.  The  city  of 
Oldenburg,  near  Lubeck,  has  provided  an 
independent  water-supply  for  the  especial 
purpose  of  keeping  the  streets  washed, 
this  being  one  of  the  numerous  sanitary 
improvements  which  have  resulted  from 
the  cholera  epidemic  of  1892  in  the  North 
seaports.  The  following  details  of  the  in- 
stallation are  from  the  issue  of  the 
Gtsundheits  Ingenieur  for  July  15.  In 
order  to  avoid  the  cost  of  new  buildings, 
the  pumping  plant  is  placed  in  one  of  the 
electric  stations  where  space  was  available, 
the  water  being  taken  direct  from  the 
river  Hunte,  the  pumps  being  driven  by 
belt  from  turbines.  A  system  of  high- 
service  mains,  altogether  distinct  from  the 
regular  water-supply,  is  connected  with 
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this  pumping  plant,  and  a  pressure  of  65 
feet  head  is  maintained  by  an  automatic 
regulator  permitting  the  excess  water  to 
be  returned  to  the  river  whenever  the 
■demand  is  reduced.  This  high-service 
pumping  system  supplies  thirty-seven 
flushing  hydrants  placed  at  such  points  of 
elevation  as  to  permit  the  streets  to  be 
cleared  by  the  slope.  The  hydrants  are 
so  arranged  that  their  ordinary  discharge 
is  through  openings  in  the  curb  at  the 
gutter  line,  but  they  can  also  be  immedi- 
ately converted  into  fire  plugs  for  hose 
attachment,  either  for  street-sprinkling  or 
for  fire-engine  supply.  Since  the  river 
water  at  Oldenburg  is  unfit  for  household 
use,  the  plant  above  described  is  available 
only  for  the  special  purposes  for  which  it 
was  planned,  but  the  expense  of  thus  using 
a  local  supply  of  brackish  water  for  pur- 
poses of  street-washing  and  fire  service  is 
so  moderate  that  the  method  is  worthy  of 
consideration  in  other  localities.  The 
entire  cost  of  the  Oldenburg  plant  was  less 
than  $7,000, — that  is,  less  than  $200  per 
hydrant, — while  the  economy  in  street- 
cleaning  alone  would  soon  repay  this, 
after  which  the  cost  of  operation  would 
be  much  less  than  by  any  other  method, 
not  to  mention  the  superior  sanitary  ad- 
vantages. 


The  Jungfrau  Railway. 

We  have  noted  in  previous  issues  the 
progress  of  the  rack  railway  now  being 
constructed  to  carry  tourists  to  the  sum- 
mit of  the  Jungfrau,  but  one  of  the  pecu- 
liarities of  this  road  is  worthy  of  special 
notice— i.e.,  the  motive  power.  This  is 
described  and  discussed  in  an  article  by 
Herr  E.  Strub,  in  the  issue  of  the  Schwei- 
serische  Bauzeitung  for  July  17,  with  a 
profile  of  the  railway  and  sectional  views 
of  the  engine.  The  motive  power  is  to 
be  electricity,  an  overhead -trolley  system 
having  been  adopted.  The  current  is  to 
be  generated  from  the  water  power  pro- 
duced by  the  ice  melting  and  flowing  down 
into  the  valleys  in  ample  volume  and  head 
for  all  the  requirements  of  the  plant.  This 
source  of  power  most  accommodatingly 
adapts  itself  to  this  service.  In  summer, 
when  Switzerland  is  full  of  tourists,  the 


rapid  melting  of  the  ice  and  snow  keeps 
the  streams  unfailingly  full ;  in  spring  and 
fall  a  fair  supply  is  available;  while  in 
winter,  when  power  might  posssibly  be 
lacking,  there  is  no  demand,  all  of  which 
is  most  convenient.  The  maximum  power 
required  for  a  load  of  80  passengers  on  the 
maximum  grade  of  25  per  cent,  is  21 1  h.  p., 
and,  an  allowance  of  50  per  cent,  efficiency 
being  ample,  the  plant  has  been  arranged 
for  a  turbine  power  of  500  h.  p.  for  each 
train.  The  generating  plant  is  to  be  in- 
stalled at  once,  so  that  it  may  be  used  for 
the  work  upon  the  road,  operating  the 
construction  cars,  rock-drills,  lighting,  etc., 
and  be  in  working  readiness  as  soon  as  the 
roadway  is  completed. 

The  drawings  given  of  the  electric  loco- 
motive show  that  every  precaution  has 
been  taken  to  assure  power,  safety,  and 
control.  The  mechanism  is  doubled 
throughout,  there  being  two  motors,  each 
with  its  own  gear  train  to  its  own  pinion 
engaging  with  the  rack  between  the  rails, 
with  ample  power  for  independent  propul- 
sion, while  a  triple  system  of  brakes  pro- 
vides for  the  safety  of  the  passengers  in 
an  emergency. 

As  several  engines  and  cars  may  be  on 
the  road  at  the  same  time,  the  power  plant 
is  made  of  sufficient  capacity  to  supply 
2,000  h.  p.,  but  at  first  only  two  500- h.  p. 
turbines  will  be  installed,  the  others  being 
left  until  the  demands  of  travel  shall  re- 
quire them.  The  water  will  be  brought 
in  a  wrought- iron  pipe  nearly  a  mile  long 
and  5  ft.  1 1  inches  in  diameter,  the  effec- 
tive fall  being  116  feet,  and  the  volume 
averaging  212  cubic  feet  per  second.  The 
power  plant  will  be  situated  at  Lauterbrun- 
nen,  where  it  will  doubtless  be  an  attrac- 
tion to  engineering  visitors  as  well  as  to 
tourists  making  the  ascent. 


Improvements  in  the  Cinematograph. 

The  modern  devices  for  the  projection 
of  moving  images  upon  a  screen  before  an 
audience,  known  under  a  multiplicity  of 
names,  such  as  the  cinematograph,  bio- 
graph,  kinetoscope,  etc.,  maintain  their 
popularity,  in  spite  of  numerous  defects 
and  objections.  Of  these  the  most  serious 
are  those  of  danger  of  fire,  due  to  the 
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proximity  of  a  film  of  celluloid  to  the  in- 
tense  heat  of  the  electric  arc,  or  the  oxy- 
hydrogen  lamp,  and  the  annoyance  and 
fatigue  caused  by  the  unsteadiness  of  the 
images  and  the  flickering  of  the  illumina- 
tion. The  disastrous  fire  at  the  Bauar  de 
la  Ckariti  in  Paris  has  led  to  the  inven- 
tion of  various  safety-devices  against  fire, 
but  a  simple  and  effective  precaution 
against  such  accidents  is  readily  found  in 
a  water  screen  between  the  light  and  the 
film.  The  Amschutz  Cinematograph,  de- 
scribed in  La  Revue  Technique  for  June  25, 
is  intended  to  overcome  the  flickering  of 
the  present  forms  of  apparatus,  and  its 
success  abroad  seems  to  warrant  the  claims 
made  for  it.  As  is  well  known,  the  opera- 
tion of  the  cinematograph  depends  upon 
the  rapid  projection  of  successive  images, 
and  in  all  the  present  forms  the  light  is 
obscured  while  the  film  is  in  motion. 
Between  the  light  and  the  film  is  a  device 
which  is  the  counterpart  of  the  photo- 
graphic shutter  with  which  the  original 
images  were  made,  and  thus  successive 
flashes  of  light  are  made  corresponding 
with  the  successive  series  of  pictures.  It 
is  this  intermittent  flashing  of  the  light 
which  produces  the  well-known  flickering. 
The  Amschutz  device  seeks  to  obviate  this 
by  using  two  lights  and  two  sets  of  pic- 
tures. Everyone  is  familiar  with  the  dis- 
solving-view apparatus,  by  which  one 
picture  is  made  to  melt  away  into  the  next. 
In  the  Amschutz  cinematograph  there  are 
two  lights,  two  films,  and  two  projecting 
lanterns.  The  lanterns  are  inclined  so 
that  their  pictures  are  projected  on  the 
same  spot.  The  pictures  are  arranged 
alternately  on  the  two  films,  all  the  odd 
numbers  being  on  the  first  and  the  even 
ones  on  the  second.  The  shutters  are  so 
arranged  that  one  light  is  exposed  as  the 
other  is  obscured,  and  the  illumination  is 
practically  continuous.  The  effect  is  said 
to  be  a  vast  improvement  on  the  inter- 
mittent system,  the  annoying  flicker  being 
entirely  absent,  and  a  steadiness  and 
smoothness  attained  which  adds  greatly  to 
the  comfort  and  satisfaction  of  the  spec- 
tators. Doubtless  further  improvements 
will  continue  to  be  made  until  a  high  de- 
gree of  perfection  has  been,  reached. 


Friction*!  Resistance  of  Riveting. 
Although  the  strength  of  a  riveted 
joint  lies  mainly  in  the  shearing  strength 
of  the  rivets  and  plates,  yet  it  is  usually 
recognized  that  the  frictional  resistance  of 
the  parts  adds  more  or  less  to  the  strength, 
according  to  the  manner  in  which  the 
joint  is  made.  The  exact  amount  and 
nature  of  this  resistance  are  generally 
more  a  matter  of  conjecture  than  of  pre- 
cise knowledge,  and  any  contribution  to 
our  stock  of  information  in  this  direction 
must  be  welcomed.  A  number  of  experi- 
ments have  recently  been  made  in  Holland 
by  M.  J.  Schroeder  van  der  Kolk,  and  pub- 
lished in  the  Transactions  of  the  Royal 
Institute,  and  these  valuable  results  are 
now  given  to  the  public  in  the  issue  of  the 
Zeitscher.  d.  Ver.  deutscher  IngenUure  for 
June  26,  with  illustrations  and  many  dia- 
grams. The  experiments  included  a  great 
variety  of  conditions,  covering  both  hand 
and  machine  riveting,  with  holes  of  vari- 
ous sizes  and  with  various  arrangements 
of  rivets,  the  object  being  especially  to 
discover  the  true  strength  of  riveted  work 
in  bridge-construction  and  similar  work. 
Space  will  not  permit  a  full  account  of  the 
work  and  the  entire  record  of  results,  but 
the  general  summing-up  contains  many 
points  of  interest.  The  frictional  resist- 
ance was  shown  to  be  a  much  greater  fac- 
tor in  the  strength  of  a  girder  than  is 
usually  admitted,  but  this  source  of 
strength  is  greatly  diminished  if  for  any 
reason  the  plates  begin  to  slip,  since  the 
working  of  the  plates  with  every  vibration 
soon  loosens  the  contact  sufficiently  to 
cause  the  friction  to  become  insignificant. 
One  source  of  this  reduction  of  friction  is 
the  unequal  elasticity  of  the  various  mem- 
bers. Thus  in  a  butt  joint  the  cover  strips 
should  have  the  same  elasticity  as  the 
plates  themselves,  or  else,  under  deflec- 
tions quite  within  the  elastic  limit,  the 
parts  will  begin  to  work  upon  each  other 
to  an  extent  which  will  soon  diminish  the 
friction  ;  hence  this  fact  should  be  taken 
into  account  in  proportioning  the  mem- 
bers of  a  joint.  A  similar  action  also 
occurs  in  built-up  girders  and  like  con- 
structions, and  in  all  such  cases  the  ques- 
tion of  relative  elasticity  should  be  con- 
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sidered.  The  diagrams  show  that  the 
frictional  resistance  is  a  very  important 
(actor  in  the  strength  o(  riveted  work,  the 
yield  o(  the  joint  increasing  very  rapidly 
a(ter  slippage  begins  to  take  place. 

The  elasticity  o(  the  rivets  is  important 
in  this  action,  as  welt  as  thato(  the  plates, 
and  when,  as  in  hand-riveting,  the  rivets 
do  not  entirely  fill  the  holes,  better  results 
are  obtained  by  having  the  holes  slightly 
larger  than  the  rivet  diameter;  with  ma- 
chine riveting,  however,  it  was  (ound  de- 
sirable to  have  the  holes  well  finished  close 
to  size.  The  entire  subject  is  very 
thoroughly  treated  and  (ulty  illustrated  in 
the  articles  referred  to,  and  it  is  to  be 
hoped  that  similar  tests  will  be  made  in 
other  countries  to  confirm  or  modify  the 
results,  as  the  case  may  be,  by  adding  to 
the  meager  stock  of  data  at  present  avail- 
able. 


Coal  Calorimeters. 

The  determination  of  the  calorific  value 
of  a  given  fuel  is  becoming  of  more  and 
more  importance,  in  view  of  the  tendency 
at  the  present  time  to  refer  all  tests  of 
heat  motors  to  the  actual  calorific  capacity 
o(  the  (uel  used.  Various  methods  are  in 
use  (or  this  purpose,  the  deduction  (rom 
the  chemical  analysis  being  the  principal 
one ;  but,  whenever  possible,  it  is  desirable 
to  check  this  by  an  actual  test  o(  the  fuel 
by  measuring  the  number  of  heat  units 
evolved  during  combustion  in  a  special 
apparatus.  A  full  discussion  of  the  subject 
by  Herr  L.  C.  Wolff,  based  upon  experi- 
mental investigations  made  in  the  labora- 
tory of  the  Magdeburg  Steam  Users'  So- 
ciety and  published  in  the  Zeitschr.  d.  Ver. 
deulscher  Ingtnieure.  contains  some  points 
worthy  of  special  attention.  Referring 
first  to  the  chemical  method,  Herr  Wolff 
notes  that  the  formula  of  Dulong : 


f 


1 


+  2230  S, 


o 

8100  C  +  28800  i  H  

should  be  somewhat  modified,  if  all  the 
conditions  are  to  be  provided  for.  A  por- 
tion of  the  sulphur  is  burned  to  S  Oa.  and 
the  coefficient  of  this  should  be  3.300,  in- 
stead of  2,230.  The  hygroscopic  water 
contained  in  the  coal  is  vaporized,  and 


passes  up  the  chimney,  and  for  this  an 
allowance  o(  600  units  may  be  made  as  an 
average  value.  The  principal  constants 
are  subject  to  slight -modifications  because 
of  later  determinations,  and  these,  when 
incorporated,  give  what  is  known  as  the 
M  Verbands-Formell,"  (rom  the  (act  that  it 
has  been  adopted  by  the  German  Society 
of  Engineers  and  by  the  International  So- 
ciety for  Boiler  Inspection.  The  formula 
reads: 


Calories  per  Kilo=s 
8000  C  +  29000 


(-i) 


+  2500  s 
—  600  w, 


all  values  being  in  the  metric  system,  and 
W  indicating  the  hygroscopic  moisture  in 
the  coal.  The  use  o(  any  formula,  how- 
ever, involves  a  chemical  analysis,  while 
with  a  suitable  calorimeter  the  calorific 
value  may  be  determined  directly  with 
little  if  any  more  labor  or  expense  than  is 
involved  in  analyzing  the  fuel.  The  prin- 
cipal calorimeters  used  are  the  Berthelot 
and  its  modifications,  or  the  Mahler  bomb, 
which  in  Germany  has  been  especially 
used  with  success  by  Prof.  Stohraann. 
The  principal  objection  to  these  instru- 
ments has  been  their  high  first  cost,  but 
Herr  Wolff  describes  a  simplified  form  o( 
bomb  designed  by  Dr.  Krttker,  which  is 
reasonable  in  price,  costing  only  $107  and 
possessing  some  advantages,  particularly 
an  attachment  (or  measuring  the  quantity 
of  steam  evolved,  by  absorbing  it  in  cal- 
cium chlorid.  Herr  Wolff's  paper  gives 
some  interesting  examples  of  the  applica- 
tion both  of  the  Krttker  and  the  Mahler- 
Stohmann  calorimeters,  with  the  compu- 
tations fully  worked  out.  Altogether  it 
must  be  considered  a  valuable  contribu- 
tion to  practical  thermodynamics. 


A  French  Aeroplane. 

The  success  which  has  attended  the  ex- 
periments of  Professor  Langley  towards 
the  solution  of  the  problem  of  mechanical 
flight  gives  added  interest  to  an  account  of 
the  experiences  of  MM.  Tatin  and  Richet, 
contributed  by  M.  Marey  to  Comptes 
Rendus  for  July  5,  in  the  form  of  a  note  to 
the  French  Academy. 

These  experimenters  formally  announce 
that  a  steam  aeroplane  weighing  73  pounds 
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sustained  itself  in  the  free  air,  and  traver- 
sed a  distance  of  460  feet  in  a  straight  line 
at  a  velocity  of  59  feet  per  second,  propel- 
ed  by  its  self-contained  motive  power. 
The  machine  consisted  of  a  body  contain- 
ing the  motor,  sustained  by  two  fixed 
wings  of  about  86  square  feet  of  surface, 
and  with  a  spread  of  21.7  feet,  together 
with  a  fixed  tail  to  steady  the  flight.  The 
car  was  made  of  light  pine  wood,  and  the 
whole  apparatus  thoroughly  braced  to- 
gether with  a  system  of  steel  wires.  The 
area  and  inclination  of  the  supporting  sur- 
faces were  computed  according  to  the 
formulas  of  Duchemin,  modified  by  the 
necessity  of  considering  the  obstruction 
due  to  the  wire  trussing  and  framework. 
The  actual  power  was  estimated  as  double 
that  theoretically  required  by  the  angles, 
weights,  and  velocities  assumed;  and  in 
practice  it  was  found  that  the  above  veloc- 
ity of  $9  feet  per  second  was  necessary  to 
sustain  the  apparatus.  The  motor  consis- 
ted of  a  small  steam  engine  with  boiler  and 
furnace  complete,  operating  two  screw  pro- 
pellers, one  in  front  and  the  other  behind, 
revolving  in  opposite  directions.  The 
total  weight  of  73  pounds  included  suffi- 
cient fuel  and  feed-water  for  a  flight  of 
more  than  three  miles.  A  similar  appara- 
tus was  tried  as  long  ago  as  1890,  and  flew 
successfully  for  a  distance  of  250  feet,  when 
one  of  the  wires  broke  and  became  entan- 
gled in  a  propeller,  throwing  the  machine 
to  the  ground  and  wrecking  it. 

The  present  apparatus  was  constructed 
in  1896,  and,  after  some  mishaps,  was  put 
in  complete  order,  and,  as  above  related, 
made  a  successful  flight  in  June  of  this 
year.  The  constructors  are  assured  that 
these  experiences  have  demonstrated  to 
them  the  correctness  of  their  assumptions, 
and  will  persist  in  the  effort  to  attain  still 
greater  success  on  the  same  lines. 

Submarine  Telegraphy. 

A  note  recently  presented  to  the  French 
Academy  by  M.  Leaute,  and  published  in 
Comptes  Rendus  for  June  14,  describes  a 
new  receiving  apparatus  for  submarine 
cables  devised  by  M.  Ader,  which  posses- 
ses some  novel  and  valuable  features.  At 
the  present  time  the  transmitting-capacity 


of  a  cable  is  limited  by  the  receiving  ap- 
paratus, it  being  difficult  to  surpass  a 
speed  of  more  than  six  hundred  signals  per 
minute.  Both  the  mirror  receiver  and  the 
siphon  recorder  of  Lord  Kelvin  are  limited 
by  the  fact  that  a  certain  time  is  required 
for  each  oscillation,  and  that,  when  too 
rapid  transmitting  is  attempted,  the  signals 
become  undecipherable,  owing  to  interfer- 
ence of  one  vibration  with  the  next,  due 
to  inertia  of  the  parts  with  the  siphon  re- 
corder, and  to  the  fatigue  of  the  eye  with 
the  mirror  apparatus.  The  improved  re- 
corder of  M.  Ader  is  based  upon  the  action 
of  a  magnetic  field  upon  an  element  of 
current.  The  magnetic  field  is  furnished 
by  a  powerful  permanent  magnet,  between 
the  poles  of  which  passes  a  fine  wire  trav- 
ersed by  the  current  transmitted  through 
the  cable,  this  wire  being  strained  by  a 
small  tension  spring  at  one  extremity. 
According  to  well-known  laws,  the  wire 
tends  to  displace  itself,  either  forward  or 
backward,  as  the  direction  of  the  cur- 
rent may  determine.  Since  the  wire  is 
supported  at  both  ends,  it  oscillates; 
and  its  oscillations  bear  a  definite  re- 
lation to  the  electrical  waves  by  which 
it  is  traversed.  The  wire  used  is  only 
0.02  mm.  in  diameter,  and  responds  very 
promptly  to  the  variations  of  the  for- 
ces by  which  it  is  solicited.  By  using  a 
very  minute  distance  between  the  contact 
points  of  the  transmitter — not  more  than 
0.0005  mm. — the  magnetic  circuit  is  almost 
closed,  and  the  apparatus  operates  under 
the  best  conditions.  The  vibrations  are 
recorded  photographically,  giving  a  per- 
manent record,  which  may  be  translated 
subsequently,  while  the  speed  of  transmis- 
sion, and  consequently  the  capacity  of  the 
cable,  are  greatly  increased.  In  the  first 
instrument  made,  a  speed  of  six  hundred 
recorded  signals  was  attained  on  the  trans- 
atlantic cable  between  Brest  and  St.  Pierre, 
though  the  previous  recorder  had  not  sur- 
passed four  hundred  signals;  while  on  the 
cable  between  Marseilles  and  Algiers  the 
new  apparatus  records  sixteen  hundred 
signals  per  minute,  as  against  a  maximum 
of  six  hundred  for  any  other  apparatus 
which  has  shown  practical  results  here- 
tofore. 
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A  Railway  Speed  Indicator. 

In  the  course  of  some  experience  re- 
cently made  on  the  Berlin  locality  and 
published  in  Glaser  s  Anna/en  for  July  15, 
it  became  necessary  to  procure  a  record  of 
the  speed  of  trains  on  various  portions  of 
the  road.  For  this  purpose  a  very  simple 
and  successful  recording  speed-indicator 
was  devised  by  Inspector  Lcissner,  which 
is  worthy  of  notice  here.  The  apparatus 
consisted  of  an  ordinary  Morse  recording 
instrument,  the  paper  strip  being  moved 
by  clockwork  and  the  contact  being  made 
and  broken  by  a  sort  of  commutator  on  the 
car  axle.  The  commutator  was  arranged 
so  that  two  contact  springs  rested  upon  a 
sleeve  on  the  shaft  in  such  a  manner  that 
current  flowed  for  one  half  a  revolution 
and  was  interrupted  for  the  other  half* 
thus  making  a  dash  and  a  space  on  the 
ribbon  correspond  to  one  revolution  of  the 
axle.  Since  the  paper  is  given  a  uniform 
motion,  it  is  evident  that,  when  the  train 
is  moving  slowly,  the  dash  and  space  will 
be  longer  than  when  a  higher  speed  is  at- 
tained, and  a  glance  at  the  ribbon  will 
show  whether  the  train  is  moving  rapidly 
or  slowly.  By  marking  the  length  of  rib- 
boa  corresponding  to  the  one  minute  of 
time,  and  counting  the  number  of  dashes 
contained  therein,  the  number  of  revolu- 
tions is  given  at  once,  and  from  the  dia- 
meter of  the  wheels  the  actual  speed  can 
be  computed  very  precisely.  In  the  ex- 
periments referred  to,  the  paper  ribbon 
was  ruled  so  that  one  second  of  time  was 
represented  by  one  millimeter  of  space, 
and,  by  subsequent  plotting  of  curves,  a 
graphical  record  of  the  speeds  at  various 
portions  of  the  road  and  under  various 
conditions  was  obtained.  Besides  the 
record  of  speed,  these  diagrams  furnish 
other  valuable  information,  such  as  the 
rate  of  starting,  the  time  required  to  at- 
tain maximum  speed,  the  time  in  which 
stops  are  made,  speed  around  curves  and 
up  grades,  and  other  similar  points.  Such 
a  speed- recording  apparatus  should  be 
very  useful  in  connection  with  indication 
of  locomotives,  as  the  actual  speed  con- 
ditions for  the  diagrams  could  readily  be 
obtained  after  the  tests,  simply  by  noting 
the  exact  instant  of  time  and  then  com- 


paring the  speed  diagram  when  the  cards 
were  being  worked  up.  The  simplicity  of 
the  device  and  the  readiness  with  which 
it  can  be  constructed  from  existing  tele- 
graph apparatus  should  render  its  use  a 
matter  of  small  cost. 


The  Action  of  the  X  Rays  on  the  Retina. 

It  has  hitherto  been  assumed  that  the 
X  rays  are  without  action  on  the  retina, 
although  a  few  observers  have  asserted 
that  some  subjects  have  experienced  a 
slight  luminous  impression  when  placed 
in  the  axis  of  the  radiations.  A  note  pre- 
sented to  the  French  Academy  by  M. 
d'Arsonval  for  M.  G.  Bardet,  and  pub- 
lished in  Comptes  Rendus  for  June  14, 
records  some  interesting  observations  on 
this  point.  The  assertion  has  been  made 
that  the  real  reason  why  no  action  is  felt 
by  the  retina  is  that  the  eyeball  is  opaque 
to  the  rays,  and  that  this  effect  is  particu- 
larly due  to  the  action  of  the  crystalline 
lens;  in  proof  of  this  it  has  been  stated 
that  subjects  from  whom  the  lens  has  been 
removed  by  the  operation  for  cataract  are 
found  to  have  acquired  the  capacity  of 
perceiving  an  action  when  the  rays  are 
permitted  to  fall  upon  the  retina, although 
negative  results  are  reported  by  Darieux. 
M.  Bardet,  however,  asserts  that  all  the 
subjects  observed  by  him  have  been  able 
to  experience  an  action  upon  the  retina, 
and  that  the  substance  of  the  eye,  while 
probably  offering  some  resistance  to  the 
passage  of  the  rays,  is  not  entirely  opaque 
to  them.  In  order  that  the  phenomena 
should  be  observed,  however,  it  is  neces- 
sary that  numerous  precautions  be  taken, 
as  the  action  is  very  feeble  and  can  be 
perceived  only  in  absolute  darkness.  The 
observer  is  placed  in  a  closed  cabinet,  all 
jight  being  excluded  by  heavy  curtains, 
and  the  Crookes  tube  being  placed  out- 
side, as  the  wood  and  the  curtains  offer  no 
obstruction  to  the  passage  of  the  rays. 
No  paint  whatever  should  be  on  the 
wood,  as  most  colors  become  more  or 
less  fluorescent  under  the  action  of  the 
rays,  and  might  cause  deceptive  results. 
Under  these  conditions,  when  the  eye  is 
placed  a  few  inches  from  the  tube  without, 
the  retina  experiences  a  luminous  sensa- 
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tion  similar  to  that  which  occurs  when  a 
lighted  candle  is  quickly  passed  before 
the  closed  eyes.  This  sensation  is  not  in- 
terrupted by  the  interposition  of  a  sheet 
of  aluminum,  but  is  at  once  stopped  by 
the  use  of  a  sheet  of  iron,  copper,  or  lead. 
When  a  piece  of  glass  is  interposed,  the 
luminous  effect  is  greatly  reduced,  but  in 
this  case  the  glass  must  be  without  the 
cabinet,  since  it  becomes  fluorescent.  The 
luminous  sensations  are  feeble,  but  dis- 
tinct, and  are  synchronous  with  the  vibra- 
tions of  the  tube,  and,  when  the  latter  is 
so  turned  that  the  eye  is  no  longer  in  the 
axis  of  the  rays,  the  effect  disappears, 
showing  that  the  impression  is  not  due  to 
the  action  of  the  electrical  field.  All  ma- 
terials which  are  transparent  to  the  X 
rays  permit  also  this  retinal  action,  while 
all  those  which  obstruct  their  passage 
cause  the  luminous  impression  to  cease, 
in  view  of  the  uniformity  of  these  results, 
M.  Bardet  thinks  that  there  can  be  no 
doubt  that  the  X  rays  produce  an  impres- 
sion upon  the  retina,  the  only  point  as  yet 
undetermined  being  the  possibility  that 
the  effects  observed  may  be  due  to  a  fluor- 
escence of  certain  portions  of  the  eye  it- 
self. 


A  New  Spanish  Cruiser. 

Everything  which  relates  to  the  naval 
strength  of  Spain  possesses  especial  in- 
terest at  the  present  time ;  hence  we  give, 
from  La  Revue  Technique  of  July  10,  the 
following  particulars  of  the  new  armored 
cruiser  Cristobal  Colon,  which  has  recently 
been  completed  by  the  Ansaldo  works  at 
Genoa,  and  which  successfully  passed  her 
speed  trial  on  April  30  of  this  year.  This 
vessel  is  claimed  to  be  one  of  the  most 
powerful  fighting  machines  in  Europe. 
The  hull  is  328  feet  in  length  by  60  feet 
beam  and  23  feet  draft ;  the  displacement 
7,000  tons,  and  the  total  horse  power 
14.000.  The  entire  hull  is  protected  by  a 
belt  of  15-centimeter  nickel-steel  armor, 
above  which  is  a  citadel  extending  two- 
thirds  of  the  length  of  the  ship,  bearing 
armor  of  the  same  thickness,  together  with 
two  barbettes;  these  latter  carrying  each  a 
gun  of  254  centimeters'  bore,  while  the 
battery  in  the  citadel  is  composed  of  ten 


six-inch  rapid-firing  guns ;  there  are  also 
a  number  of  smaller  guns  on  the  bridge 
and  in  the  tops.  The  machinery  is  covered 
by  a  curved  protective  deck  of  1  to  1.2 
inches  thick,  extending  over  the  whole 
length  of  the  ship.  The  propelling  ma- 
chinery consists  of  two  triple- expansion 
vertical  engines  of  6,750  h.  p.  each. and  500- 
h.  p.  auxiliary  machinery.  The  most  in- 
teresting portion  of  the  motive  power, 
however,  is  found  in  the  boiler-room. 
Here  are  twenty-four  water-tube  boilers 
of  the  Niclausse  class,  arranged  in  four 
batteries,  and  adapted  to  work  at  200 
pounds'  pressure,  developing  14,000  h.  p. 
The  total  weight  of  the  boilers,  including 
water,  flues,  and  all  auxiliary  apparatus,  is 
about  376  tons,  giving  a  weight  of  about  59 
pounds  per  h.  p..  or.  for  the  empty  boiler 
alone,  about  44  pounds  per  h.  p.  This 
weight  is  much  lower  than  that  possible 
with  the  Scotch  boiler,  and  is  even  lower 
than  that  usually  attained  for  water-tube 
boilers  in  large  vessels.  The  Cristobal 
Colon  made  her  first  trial  on  April  28, 
when,  under  natural  draft,  she  made  19.35 
knots  for  four  hours,  the  machinery  work- 
ing in  a  most  satisfactory  manner.  On  Ap- 
ril 30a  second  run  was  made  over  a  course 
of  22  miles,  when  a  speed  of  19.6  knots  was 
attained,  or  1-10  knots  more  than  the  re- 
quirement. This  result  was  so  satisfactory 
that  the  Spanish  government  officials  de- 
cided that  forced-draft  trials  were  unneces- 
sary, and  on  May  4  an  eight- hour  run  was 
made  to  determine  the  efficiency  of  the 
machinery.  With  an  average  speed  of 
18.3  knots,  a  consumption  of  1.62  pounds 
of  coal  per  horse  power  per  hour  was  ob- 
tained, and  the  inspectors  state  that  this 
economy  could  be  maintained  continuously 
without  special  effort.  These  figures  are 
of  especial  interest  in  comparison  with 
those  obtained  by  previous  trials  with  the 
Garibaldi,  a  cruiser  built  by  the  same 
establishment  and  identical  in  every  re- 
spect with  the  Cristobal  Colon,  except  that 
the  boilers  in  the  Garibaldi  are  cylindrical. 
The  latter  vessel,  on  her  speed  trial  under 
conditions  similar  to  those  above  stated, 
could  not  make  over  18.3  knots,  showing 
a  difference  of  1.3  knots,  due  to  the  in- 
creased efficiency  of  the  boilers.   The  new 
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cruiser  is  an  important  addition  to  the 
Spanish  navy  and  a  great  credit  to  her 
Italian  builders. 

A  Suggestion  in  Electric  Railways. 
While  doubtless  the  application  of  elec- 
tric motive  power  will  ultimately  be  ex- 
tended to  regular  railway  service,  it  is 
hardly  to  be  expected  that  so  great  a 
change  can  be  made  in  a  short  time.  In- 
termediate steps,  however,  may  be  taken 
which  will  lead  to  the  accomplishment  of 
that  end  gradually,  and  one  of  those  steps 
may  be  found  in  a  suggestion  of  Herr 
Schiemann  in  the  Deutsche  Zeiisckr.  fur 
Elektrotechnik  for  June  15.   This  plan  is 
to  construct  cheap  lines  of  narrow-gage 
electric  railway  along  the  main  highways 
of  merchandise  traffic,  running  upon  them 
low  flat  top  cars  upon  which  ordinary 
wagons  can  readily  be  placed.   A  train 
would  then  consist  of  these  low  trucks 
carrying  each  a  wagonful  of  goods  without 
horses,  and  requiring  no  attention  at  the 
destination  save  that  of  dismounting  and 
hauling   away.    Such  a  road,  running 
through  an  agricultural  country,  would 
enable  a  farmer  to  drive  his  own  wagon 
to  the  nearest  station,  and,  without  hand- 
ling or  unloading,  to  have  the  vehicle  and 
its  contents  picked  up  and  carried  at  high 
speed  to  the  market,  where  local  horses 
would  haul  it  intact  to  the  wharf  or  mar- 
ket-house.  Herr  Schiemann  thinks  that 
for  much  of  the  local  and  country  traffic 
such  a  combination  of  wagon- and  railway- 
hauling  would  enable  merchandise  to  be 
transported  at  rates  and  under  conditions 
impossible   at  present,  and  these  light 
railways  would  prove  valuable  feeders  for 
the  great  trunk  lines  for  many  sections  of 
country  at  present  without  adequate  con- 
nections.  While  the  experienced  railroad 
man  will  see  many  objections  to  this  ap- 
parently primitive  suggestion,  yet  there  is 
no  doubt  that  in  many  instances  such  a 
system  would  be  found  to  have  advant- 


ages, particularly  in  the  short  hauls  that 
involve  expenses  for  handling  which  are 
out  of  all  proportion  to  the  distance.  The 
passenger  trolley  lines  have,  in  many 
cities,  transformed  the  commercial  rela- 
tions of  various  business  localities,  and 
made  many  changes  in  real  estate  values 
and  it  is  possible  that  some  such  system 
of  rural  merchandise-transportation  as 
that  suggested  by  Herr  Schiemann  may 
be  developed  with  equally  important  re- 
sults. 


Decimal  Time  Again. 

Several  months  ago  we  referred  in 
these  columns  to  the  agitation  of  the 
question  of  decimal  subdivision  of  the 
hour  and  of  the  quadrant,  and  the  matter 
has  now  been  discussed  by  the  SocUte  des 
Ingenieurs  Civiis  des  France,  a  report  of 
the  discussion  being  published  in  La 
Revue  Technique  for  July  10.  In  the  dis- 
cussion it  appeared  that  the  change  was 
not  supported  by  geographers  or  by  en- 
gineers, and  that  its  use  would  cause  far- 
reaching  confusion  in  many  directions. 
Thus  a  kilogrammeter-second  is  the 
energy  necessary  to  raise  1  kilogram 
through  a  height  of  1  meter  in  1.6666- 
decimal  seconds.  In  like  manner  the 
whole  C.  G  S.  system  of  absolute  units 
would  be  thrown  into  confusion,  just  as 
that  system,  after  a  number  of  years  of 
effort  on  the  part  of  scientists  throughout 
the  world,  is  coming  into  general  use 
These  and  other  objections  were  dis- 
cussed at  some  length,  as  were  also  the 
arguments,  pro  and  con,  concerning  the 
division  of  the  quadrant  into  100  degrees ; 
but  no  definite  conclusion  was  reached, 
the  entire  matter  being  referred  to  the 
government  commission.  There  seems  to 
be  small  doubt,  however,  that  the  general 
sentiment  was  against  the  changes, 
especially  in  view  of  the  practically  uni- 
versal use  of  the  existing  system. 
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supplied  to  subscribers  toTua  Enqixkkrinu  Maoazink  at  a  nominal  charge  of  fifty  eenta  a  year  to 
coyer  cost.  In  this  f  arm  It  meets  the  exact  requirements  of  those  who  desire  to  clip  the  items  for  card- 
index  purposes. 

We  hold  ourselves  rea  1  y  to  supply— usually  by  return  mill— the  full  text  of  every  article  ln>  ex-d.  ar  d 
our  charge  In  eaca  case  la  regulated  closely  by  the  cost  of  a  single  copy  of  the  journal  from  which  he 
article  is  taken.  The  price  of  each  article  Is  indicated  by  the  letter  following  the  number.  When  no  letter 
appears,  the  price  of  the  clipping  is  15  cts.  The  letter  A,  B.  or  C  denotes  a  price  of  SO  cts. ;  D,  of  45  cts. ; 
E,  of  60  cts. ;  F.  of  75  cts. ;  G,  of  90  cts.  ;  and  X,  of  $1.25.  In  ordering,  care  should  be  taken  tn  give  the 
number  of  the  article  desired,  not  the  title  alone. 

Serial  publications  are  indexed  on  the  appearance  of  the  Ant  installment. 

The  titles  and  addresses  of  the  Journals  regularly  reviewed  are  given  in  full  below,  but  only  abbre- 
viated titles  are  used  In  the  Index.  Other  abbreviations  employed  are:  111=  Illustrated;  W=Words: 


To  avoid  the  incoi  venir nee 
of  small  remittances,  and  t  • 
cheapen  the  cost  of  articles  to 
those  who  order  frequently,  w« 
sell  the  coupons  which  are  repre- 
sented here  in  miniature. 

The  price  of  these  coupons  If- 
i5c.  each,  or  fifteen  for  $2,  forty 
or  $5.  and  one  hundred  for  $lv. 


The  Engineering  Magazine,  av»  >v*. 

PltCH  mJ  Artui,  A.  —U  Ae/tflac- 




with  a  supply  of  these  coup  ins 
on  hand  no  letter  writing  l«  re- 
quired Simply  nil  in  the  number, 
and  >  «ur  address.  A  stamped  en- 
velope does  the  rest. 

This  system  is  strongly  com- 
mended to  our  readers.  The 
coupons  need  only  a  trial  to  de- 
monstrate their  < 


THE  PUBLICATIONS  REGULARLY  REVIE  A/ED  AND  INDEXED. 


A*e  of  steel.  The  u>.  $8.   8t.  Louis. 
American  Architect,  The   to.    $6.  Boston. 
American  Electrician,  m.  $1.  New  York. 
Am.  Bnelneer  and  Railroad  Journal,  m.  $2.  N  Y. 
American  Gas  Light  Journal.  v>.  $3.  New  York. 
American  Geologist,  m.     $3.50.  Minneapolis. 
American  Journal  of  Science,  m.  $6.  New  TJaven. 
American  Journal  of  Sociology,  b-m.  $2  Chicago. 
American  Machinist,  w.  $3.  New  York. 
American  Magazine  of  Civics,  m.  $3.  New  York. 
Am.  Manufacturer  and  Iron  World.  w.$4.  Pittsburg. 
American  Shipbuilder.  v>.  $2.  New  York. 
Am.  Soc.  of  Irrigation  Engineers    qr.  $4.  Denver. 
Am.  Soc.  of  Mechanical  Engineers,  m.  New  York. 
Annals  of  Am.  Academy  of  Political  and  Social 

Science,  6-m.  $6.  Philadelphia. 
Annates  des  Ponts  et  Chaussees.   m.  31  francs. 

Paris. 

Architect,  The.  v.  28s.  London. 
Architectural  Record,  q.  $1.  New  York. 
Architectural  Review,  »-q.  $6.  Boston. 
Architecture  and  Building.  i».  $.4  New  York. 
Architektonlscbe  Rundschau,  m.  18  marks.  Stutt- 
gart. 

Arena,  The  nu.  $5,  Boston. 
Atlantic  Monthly,  m.  $4.   New  York. 
Australian  Mining  Standard.  u>.  30*.  Sydney 
Bankers'  Magazine,  m.  $5.  New  York. 
Bankers'  Magazine,  m.  18s.  London. 
Bankers'  Magazine  of  Australia,  m.  $3.  Melbourne. 
Berg-und  llllttenmanulscbe  Zeltung.  w.  20  marks. 
Berlin. 

Board  of  Trade  Journal,    m.   6s.  Loudon 
Boston  Journal  of  Commerce,  tr.  $3.  Boston. 
Bradstreet's.  u>.  $5.   New  York. 
Brick  Builder,  The  m.  $2.50.  Boston. 
British  Architect,  The.  tr.  23s.  8d.  London. 
Builder,  The.  tc.  26s. 


Bulletin  Am.  Iron  and  Steel  Asso.  tr.  $4.  Pbtia 
Bulletin  of  the  Univ.  of  Wisconsin.  Madison. 
California  Architect,  m.    $3.  San  Francisco 
Canadian  Architect,  m.  $2.  Toronto. 
Canadian  Electrical  News.  m.  «l.  Toronto. 
Canadian  Engineer,  m   $1.  Montreal. 
Canadian  Mining  Review,  m.  $3.  Ottawa 
Century'  Magazine,  m.  $4.  New  York. 
Chautauquan,  The  m.    $2.    MeadTtllc,  Pa 
Colliery  Engineer,  m,  $2.  Scran  ton.  Pa 
Colliery  Guardian,  to.  27«.  6d.  London. 
Compressed  Air.  m.  $1.  New  York. 
Comptes  Rendus  de  rAcademie  des  Sciences,  tr 
Paris. 

Contemporary  Review,    m.   $4.50.  London 
Deutsche  Bauzeltung.  b-vc .   15  marks.  Berlin. 
Dtngler's  Polytechnlsches  Journal  tr.  43.60  marks. 
8tuttgart. 

Domestic  Engineering,  m.  $2.  Chicago 
Electrical  Engineer,   w.  19c.  6d.  London. 
Electrical  Engineer,   w.  $3.  New  York 
Electrical  Engineering,  m.   $1.  Chicago 
Electrical  Review.  u».  lis.  8d.  London. 
Electrical  Review,  tr.  $3.    New  York. 
Electrical  World,  w.    $3.    New  York. 
Electrician,  tr.  24*.  London. 
Electricity,  w.  $2.60.  New  York. 
Klectnclty.  tr.  7«.  6d.  London. 
Elektrochemische  Rundschau,  b-m.  9.60  marks. 
Frankfurt. 

Elektrochemlsche  Zeitscbrift.    m.    18.40  marks. 
Berlin. 

Eiektrotechnlsches  Echo.  tr.  12  marks.  Magdeburg. 
Elektrotechniker.  b-m.  12  marks.  Vienna. 
Elektrotecbnischer  Anzelger.  »-tr.  10 1 
Elektrotecbnlsche  Zeltschrift.  tr.  25  marks.  I 
Engineer,  The.  s-m.  $2.  New  York, 
r,  The.   tr.  36s. 
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Engineers'  Gazette,  m.  8*.  London. 
Engineering,   w.   36s.  London. 
Engineering  Assns.  of  the  South.  Nashville. 
Engineering  and  Mining  Journal,  to.    96.  N.  Y 
Engineering  Journal.  #-m.  50ctt.  Stanford  Univ. 
Engineering  Magazine,  m.  $3.  New  York 
Snglneerlng-Mechanlct.   m.  $2.  Pbila. 
Bnglneerlng  Newt.  to.  96.  New  York. 
Engineering  Record,  to.  95.  New  York. 
Eng.  80c.  of  the  School  of  Prac  Bel.  Toronto. 
Eng.  80c.  of  Western  Penn'a.  m.  97.  Pittsburg. 
Fire  and  Water.  10.  |3.  New  York. 
Forester, The.  M-m.  Wets.  May's  Landing,  N.J. 
Fortnightly  Renew,  m.  $4.50.  London. 
Fonun,  The.  m.  $3.  New  York. 
Foundry,  The.  m.  91.  Detroit. 
Garden  and  Forest,   to.   %i    New  York. 
Gas  Engineers'  Mag.  m.  8*.  fld.  Birmingham. 
Gas  World,  The.  to.   I3t.  London. 
Gesundheits-Iogenleur.  s-m.  lc  marks.  MUnchen. 
Glasers  Annalen  fUr  Gewerbe  und  Bauwesen.  s-m. 

20  marks.  Berlin. 
Gunton's  Magazine,  m.  82.  New  York. 
Harper's  Weekly,  to.  94.  New  York. 
Heating  and  Ventilation,  m.  $1.  New  York. 
III.  Carpenter  and  Builder.   10.   6*.  ftd.  London. 
India  Rubber  World,  m.  |3.  New  York. 
Indian  and  Eastern  Engineer,  to.  30  Rs.  Calcutta. 
Indian  Engineering,  to.  18  Rs.  Calcutta 
Industries  and  Iron.  10.  £1.  London. 
Inland  Architect,  m.  |5.  Chicago. 
Iron  Age,  The.  to.  $4.80.  New  York. 
Iron  and  Coal  Trade  Review.  10.  80s.  4d.  London 
Iron  A  Steel  Trades'  Journal,   to.  25*.  London 
Iron  Trade  Review,    to.  93.  Cleveland. 
Jour.  Am.  Soc.  Naval  Engineers,  qr.  96.  Waah. 
Journal  Assoc.  Eng.  Society,  m.  $1.  St.  Louis. 
Journal  Franklin  Institute,  m.  $5.  Phila 
Journal  of  Gas  Lighting.  10.  London. 
Jour.  N.  E.  Waterw.  Assoc.  q.  9t.  New  London. 
Journal  Political  Economy,    q.  98.  Chicago. 
Journal  Royal  Inst,  of  Brit.  Arch.  *-g.  6s.  London. 
Journal  of  the  Society  of  Arts.  to.  London. 
Journal  of  the  Western  Society  of  Engineers,  b-m 

92.  Chicago. 
Kansas  University  Quarterly,  or.  92.  Lawrence 

Kan. 

La  Nature,  to.  24.80 francs.  Paris. 

La  Revue  Technique,  b-m.  2K  francs.  Paris. 

L'Eclalrage  Electrique.  60  fr.  Paris. 

Le  uenle  Civil,  to    46  fr.  Paris. 

L'Electrlclen.  to.  25  fr.  Paris. 

Le  Monlteur  des  Archltectes.  m.  S3  francs.  Paris. 

Le  Monlteur  Industrie!,  to.  40  francs.  Paris. 

Locomotive  Engineering,   m.    «.    New  York 

Machinery    m.  $1.  New  York. 

Machinery,  m.    •*.  Londou. 

Manufacturer's  Record,  w.  $4.  Baltimore 

Marine  Knxineer.  m.  U.M.  London. 

Marine  Knulneerlng.  m.  $2.  New  York. 

Master  Steam  Fitter,  m.  91.  Chicago. 

Mechanical  World,   v.  6s.  M.  London 

McClure's  Magazine,   m    fl.  New  York. 

Metal  Worker    to.  fl.  New  York. 

Mining  and  Scl.  Press.  10.  93.  San  Francisco 

Mining  Industry  and  Review,    to.   $2  Denver. 

Mining  Journal.  The.  to.  £i  8a.  London. 

Mltthellungen  des  Verelnes  fur  die  Fttnlerungde* 

Local-  und  StrassenbahnweAeus.  m.    fl.  12. 

Vienna. 

Monatsschrlft  des  Wtlrtt.  Vereines  fllr  Raukunde. 

10  parts  yearly.  3  marks.  Stuttgart 
Monlteur  Industrie!,   to.   40  francs  Paris. 


Nature.  10.  91.  London. 
New  science  Review,  The.  or.  f  2.  New  York. 
Nineteenth  Century,  m.  94.60.  London 
North  American  Review,  m.   98.  New  York 
Oesterrelchlsche  Monataaehrift  fur  den  Oeffent- 

llchen  Baudlenst.  m.  14  marks.  Vienna, 
Oesterr.  Zeltachrift  fllr  Berg-  &  HUttenwesen.  to. 

24  marks.  Vienna. 
Physical  Review,  The.  b-m.  93.  New  York. 
Plumber  and  l>ecorator.  m.  6s.  6d.  London 
Popular  Science  Monthly,  m.  98.  New  1  ork 
Power,    m.  91.    New  York. 
Practical  Engineer,  to.  10*.  London. 
Proceedings  Engineer's  Club.  q.  92.  Phila. 
Proceedings  of  Central  Railway  Club. 
Pro.  of  Purdue  Soc.  of  Civ.  Engs.  yr.  socts.  La 

Fayette,  Ind. 
Progreaslve  Age.  s-m.  93.  New  York. 
Railroad  Car  Journal,  m.  91-  New  York. 
Railroad  Gazette,  to.  $1.20.  New  York. 
Railway  Age.  to.  94.  Chicago. 
Railway  Magazine,  m.  92.  New  York. 
Railway  Master  Mechanic  m.  91.  Chicago. 
Railway  Press,  The.  ra.  7s.  London. 
Railway  Review.  10.  94.  Chicago. 
Railway  World,  m.  5s.  London. 
Review  of  Reviews,  m.  9240.  New  York. 
Safety  Valve,  m.  91.  New  York. 
Sanitarian,  m.  94.  Brooklyn. 
Sanitary  Plumber,  s-m.  92.  New  York. 
Sanitary  Record,  m.  10s.  London. 
School  of  Mines  Quarterly.  92.  New  York. 
Schweltzerl series  Bauwesen.  to.  80  marks.  Zurich. 
Science,  to.  96.  Lancaster,  Pa. 
Scientific  American,  to.  93.  New  York 
Scientific  Am.  Supplement,    to.  96.  New  York 
Scientific  Machinist,  s-m.  91.60.    Cleveland.  0 
8cHbner's  Magazine,  m.  93.  New  York. 
Seaboard,  to.  92.  New  York. 
Sibley  Journal  of  Bog.  m.  92.  Ithaca,  N.  Y. 
Southern  Architect  m.  92-  Atlanta 
stalil  und  Risen,  s-m.  20  marks.  Dusseldorf. 
State's  Duty,  The.  m.  91.  St.  Louis. 
Stationary  Engineer,   m.  91.  Chicago. 
Steamship,  m    Lelth,  Scotland. 
8tevens'  Indicator,  qr.  91.50.  Hoboaen. 
Stone,  m.   9s.  Chicago 
Street  Railway  Journal    m.  94.    New  York. 
Street  Railway  Review,  m.  82.  Chirac 
Technic,  The.  yr,  dOcts.   Univ.  «f  Mich. 
Technology  Quarterly.  9s.  Boston 
Tradesman.  *-m.   92.  Chattanooga.  Teni 
Trans.  Assn  Civil  Engs.  of  Cornell  Univ.  Ithaca. 
Trans.  Am.  Ins.  Electrical  Eng.   m.  86.   N  \ 
Trans.  Am.  Ins.  of  Mining  Eng.    New  York. 
Trans.  Am.  Soc.  Civil  Engineers,  m.  910.  New  \  ork 
Transport,  to.  £l.  St.  London. 
State's  Duty,  The.  m.  $1    St.  Louis. 
Wettern  Electrician    to.  83.  chlrMgi. 
Western  Railway  Club,   Pro.  Chicago. 
Wiener  Banindustrle   Zeltung.     to.    27  marks. 

Vienna. 

Wisconsin  Engineer    qr.  8150.   Madlxon,  Wis. 
Yale  Scientific  Monthly, The.  m.  92.60  New  Haven. 
ZelHehrift  lUr   Lokomotlvfuhrer.  m.  5  marks, 
nannover. 

Zeltschrlft  fur  Maschlnenbau  A  Schlosserel,  Berlin. 
Zeltschrlft  des  Oesterrelchlschen  Ingenteur  und 

Archil' kten  Verelnes    to.  63  marks.  Vienna. 
Zeit'Chrlft  des  Vereines  Deutsclier  Ingenlenre.  to. 

32  «  ark  t.  Berlin. 
Zeltschrlft  fur  Elektrochemie.    s-m.    16  markt. 

Halle,  a.  S. 

Zeltschrlft  fUr  Elektrotechnlk.   « m.    16  marks. 
Halle  a.  S. 

Zeltschrlft  fur  Instrumentenkunde.  m.  20  marks. 
Berlin. 
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CONSTRUCTION  AND  DESIGN. 

ARCHITECTURAL  Work. 

The  Work  of  George  Edward  Harding  & 
Gooch.  A  critical  review,  with  illustrations. 
4800  w.  Arch  Rec— July-Sept.  1897.  No. 
14227  c. 

BETON. 

Beton  Buildings  at  the  Beocsin  Cement  Works. 
(Betonbauten  in  den  Beocsiner  Cement  Fabri- 
ken.)  An  account  of  various  buildings  of  con- 
crete, including  a  concrete  tunnel  for  rope 
transmission ;  also  rows  of  workmen's  houses. 
1  plate.  2500  w.  Oesterr  Monatschr  f  d  Oef- 
fent  Baudienst— July,  1897.    No.  141 52  D. 

The  Applications  of  Reinforced  Beton.  (Les 
Applications  du  Be'ton  de  Ciment  Arme.)  De- 
scribing the  Heanebique  construction  of  T 
beams  of  concrete,  with  iron  rods  imbedded  in 
the  lower  portion.  3500  w.  Revue  Technique 
— June  25,  1897.    No.  14139  D. 

BOMBAY. 

Dwelling  Houses  in  Bombay.  (Wohnhauser 
in  Bombay.)  A.  Meissner.  An  interesting  ac- 
count from  personal  observation,  with  especial 
reference  to  English  work.  1  plate.  3000  w. 
Oesterr  Monatschr  f  d  Oeffent  audienst— July, 
1897.  No.  I4»53  i>. 
BOWLING  ORE  IN  Building. 

See  same  title  under  Electrical  Engineering, 
Miscellany. 

CHURCH. 

Design  for  a  Greek-Catholic  Church  at  Zas- 
tavna.  (Project  fur  eine  Griechisch-Katholische 
Kirche  in  Zastavna.)  An  interesting  example 
of  effective  wooden  church  construction.  3 
plates.  1200  w.  Oesterr  Monatschr  f  d  Oef- 
fent Baudienst — July,  1897.    No.  14151  P. 

Wins  borne  Minster.  S.  Beale.  Illustrated 
Description  of  a  Norman  church,  its  altars, 
tombs,  relics,  &c.  3000  w.  Am  Arch— July 
10,  1897.    No.  13986. 

COLUMBIA  Unlvemltv. 

The  University  of  Columbia.  F.  M.  O'Reilly. 
Part  first  is  introductory,  reviewing  the  develop, 
ment  and  the  current  work.  Later  articles  will 
describe  the  architectural  features  of  the  various 
buildings.  2000  w.  Engng— July  2,  1897. 
Serial,    ist  part.    No.  13964  A. 

FERRY  Houne. 

New  Ferry  House  at  San  Francisco,  Cal.  Il- 
lustrated detailed  description  of  new  structure 
being  built  at  the  foot  of  Market  St.  to  accom- 
modate heavy  suburban  traffic  and  the  main  line 
traffic  of  the  railways.  1800  w.  Eng  News- 
July  29,  1897.    No.  14331. 

FIRE  Procantlona. 

Precautions  against  Fire  in  Metallurgical 
Works.  Discusses  faults  in  mill  construction, 
and  calls  attention  to  points  requiting  care. 
1000  w.  Eng  &  Min  Jour — July  17,  1897.  No. 
14038. 

FIREPROOFINO. 

Reports  of  Insurance  Companies'  Experts  on 
the  Pittsburg,  Pa.,  Fire.  Parts  of  reports  of 
interest  as  indicating  the  manner  in  which  this 


fire  and  its  action  impressed  the  insurance  ex- 
perts, and  as  giving  their  ideas  as  to  the  defects 
shown  to  exist  in  fireproof  construction,  with 
editorial.  III.  6500  w.  Eng  News— July  15. 
1897.  No.  14019. 
FOUNDATIONS. 

Pneumatic  Caisson  Foundations  for  the  Mer- 
cantile Building,  New  York  City.  Illustrations 
and  description  of  features  of  particular  in- 
terest. There  were  nine  timber  and  five  steel 
caissons,  and  the  success  and  rapidity  with 
which  the  work  was  accomplished  without  dis- 
turbing the  neighboring  structure  is  worthy  of 
note.  1100  w.  Eng  News— July  15,  1897. 
No.  14020. 
HOSPITAL. 

The  Park  Hospital,  Hither  Green.  S.  E.  Il- 
lustrated description  of  a  new  fever  hospital  in 
England.  2500  w.  Eng,  Lond— July  16,  1897. 
No.  14260  A. 

INDEPENDENCE  Hall. 

Restoring  Independence  Hall.  Asa  M. 
Steele.  An  account  of  the  effort  being  made  to 
restore  the  group  of  buildings  to  their  original 
condition,  at  the  time  of  the  signing  of  the 
Declaration  of  Independence.  III.  2000  w. 
Harper's  Wk— July  24,  1897.  No.  14092. 
N.  Y.  LIFE  Building. 

Sec  same  title  under  Electrical  Engineering, 
Power. 

SCHOOL  Building:. 

A  School  Building  and  Town  Hall  of  Moderate 
Cost.  Illustrated  description  of  the  Washington 
school  building,  situated  in  West  Orange,  N.  J., 
planned  to  be  used  for  a  town  hall  and  primary 
school  house.  900  w.  Eng  Rec — July  17,  1897. 
No.  14054. 
TILE  Protection. 

See  same  title  under  Railroad  Affairs,  Main- 
tenance of  Way. 
VAULTS. 

Groined  Vaults.  Discusses  the  knowledge  of 
vaulting  possessed  by  the  builders  of  the  thir- 
teenth and  fourteenth  centuries,  with  some 
reference  to  earlier  work.  2500  w.  Arch,  Lond 
— July  9,  1897.    No.  14052  A. 

HEATING  AND  VENTILATION. 

BLOWER  Svatoni. 

A  Blower  System  of  Furnace  Heating.  Illus- 
trated description  of  the  system  of  heating  and 
ventilation  used  in  school  No.  2,  East  Albany. 
N.  Y.  1300  w.  Met  Work — July  31,  1897. 
No.  14344 
EXHAUST  Steam. 

Practical  Determination  of  Mean  Pressure. 
Heating  with  Exhaust  Steam.  Discusses  when 
it  is  economical  to  use  exhaust  steam,  and 
methods  of  determining  the  point  at  which 
economy  begins.  900  w.  Am  Elect'n — July. 
1897.  No.  13896. 
GREENHOUSES. 

Heating  Greenhouses.  L.  R.  Taft,  in  the 
Florists'  Exchange.  Extracts  from  article. 
Discusses  boilers,  grate  and  beating  surface, 
radiation,  piping,  heating  by  steam  and  by 
steam  and  hot  water  combined.  4000  w.  Met 
Work — July  24.  1897.    No.  14225. 


We  supply  copies  0/ these  articles.   See  introductory. 


Digitized  by  Google 


ARCHITECTURE  AND  BUILDING. 


1007 


Hot- water  Heating  for  Greenhouses.  J.  D. 
Eisele.  Condensed  from  a  paper  read  before 
the  Philadelphia  Florists'  Clnb.  Discusses  the 
selection  of  boilers,  the  elevated  boiler  system 
and  the  economy.  2000  w.  San  Plumb-— July 
15,  1897.    No.  14028. 

H RATING  AppKi-Htua. 

See  same  title  under  Railroad  Affairs,  Main- 
tenance of  Equipment. 
HOT  BLAST  System. 

Automatic  Regulation  of  the  Hot- Blast  System 
of  Heating  in  the  Racine  High  School.  Illus- 
trated detailed  description.     1500  w.    Heat  & 
Ven — July  15.  1897.    No.  14077. 
HOT  WATER  Heating. 

A  Hot  Water  Heating  Plant  in  St.  Louis. 
Illustrated  detailed  description  of  hot  water 
plant  in  residence  of  Byron  Nugent.    2400  w. 
Eng  Rec — July  10,  1897.    No.  13956. 
HUMIDITY. 

The  Humidity  of  the  Air.  (Die  Feuchtigkeit 
der  Luft.)  Bruno  Griep.  Discussing  the  im- 
portance of  introducing  moisture  into  artificially 
warmed  rooms,  in  order  that  the  most  healthful 
proportion  may  be  maintained.  1000  w.  Ge- 
sundheits Ingenieur  —  June  30.  1897.  No. 
14165  M. 

LARGE  Heaters. 

Economical  Heating.  Claims  that  large  heat- 
ers will  alleviate  many  of  the  ills  complained 
of,  and  prove  economical  in  consumption.  1200 
w.  Pom  Engng — July,  1897.  No.  14233  c. 
LILY  Pond. 

See  same  title  under  Landscape  Gardening. 
POST-OFFICE. 

Heating  and  Ventilation  of  the  Detroit  Post- 
Office.  Illustrated  description  of  a  plant  planned 
with  more  than  ordinary  care.  1700W  Eng 
Rec— July  31,  1807.  Serial.  1st  part.  No. 
M415. 

SHIP  Ventilation. 

See  same  title  under  Marine  Engineering. 
STEAM  Plant. 

A  High  Pressure  Steam  Plant.  F.  L.  Ray. 
Some  observations  on  its  design  and  operation. 
2700  w.  Bos  Jour  of  Com— July  17,  1897.  No. 
14029. 

VENTILATION. 

The  Choice  of  Ventilating  Systems  for  Schools, 
Theatres,  Churches.  &c.  (Die  Auswaht  des 
Ventilations-Systems  fUr  Schulcn,  Theater,  Kir- 
chen,  u.  s.  w.)  A  paper  read  before  the  sani- 
tary association  of  Berlin  by  Prof.  Rietschel. 
3000  w.  Gesundheits  Ingenieur— July  15. 1897. 
No.  14170  B. 

WARMING. 

The  Warming  and  Ventilating  of  the  Reichs- 
tags Buildmg  in  Berlin.  (Dte  Heizungs-und 
LQftungsanlagedes  Deutschen  Reichstags  hauses 
in  Berlin.)  Karl  Schmidt.  A  very  fully  illus- 
trated description  of  this  large  plant,  recently 
installed  in  the  buildings  of  the  German  Capital, 
at  a  cost  of  $200,000.  Two  articles.  I  plate, 
7500  w.  Gesundheits  Ingenieur-  June  15  &  30, 
1897.    No.  14163  E. 

LANDSCAPE  GARDENING. 

LANDSCAPE  Gardener. 

The  Landscape  Gardene-  and  his  Work.  O. 
C.  Simonds.  Extract  frnm  an  article  published 
in  Park  and  Cemetery.   On  the  knowledge  essen- 


tial in  successful  landscape  gardening.    1700  w. 
Gar  &  For— July  21,  1897.    No.  14091. 
LILT  Pond. 

Heating  the  Lily  Pond  in  Prospect  Park. 
Describes  the  arrangements  used  in  the  Brook- 
lyn park,  making  it  possible  to  grow  the  tropical 
flowers.  III.  800  w.  Met  Work— July  31,  1897. 
No.  14343. 

PARK  Maintenance. 

One  Way  to  Reduce  the  Cost  of  Park  Mainte- 
nance. Urging  the  making  of  parks  less  preten- 
tious and  constructing  them  in  the  outset  in  the 
most  thorough  manner,  and  in  such  a  way  that 
they  may  be  cared  for  more  cheaply.  Editorial. 
1000  w.  Gar  &  For— July  14,  1897.  No.  13995. 

TREES 

The  Effects  of  Wind  on  Trees.  J.  B.  S. 
Norton.  From  a  paper  read  before  the  St.  Louis 
Academy  of  Science.  The  results  of  observa- 
tions made  at  the  time  of  the  great  tornado,  and 
followed  by  more  recent  study.  1300  w.  Gar 
&  For— July  28.  1897.    No.  14311. 

PLUMBING  AND  G AS-FITTING. 

ASYLUM. 

Some  Plumbing  in  an  Insane  Asylum.  IWua 
trated  description  of  work  at  the  Willard  State 
Insane  Asylum  at  Willard,  N.  Y.  The  notice- 
able features  are  the  way  in  which  the  traps  are 
made  safe  against  syphonage  and  the  treatment 
of  the  trap  vent  pipe  system.  1200  w.  Eng 
Rec— July  17,  1897.  No.  14055. 
BATHS. 

Roman  Baths.  Illustrated  description  of  some 
of  these  noted  baths,  with  the  customs  of  the 
people  who  used  them.    2000  w.    Scl  Am — 
July  10,  1897.    No.  13908. 
LEAD. 

Lead.  A  defense  of  lead  work  as  used  by  the 
plumber,  and  some  of  the  physical  and  chemical 
properties  of  the  metal  are  given  in  part  first. 
1500  w.  Dom  Engng— July,  1897.  Serial.  1st 
part.  No.  14232  c. 
PEPPERMINT  Te«t. 

Hack  Vent  Connections  and  the  Peppermint 
Test  in  Boston.  James  J.  Lawler.  Comment 
on  the  requirements  of  the  sanitary  inspector, 
growing  out  of  the  use  of  the  peppermint  test, 
and  suggesting  the  use  of  the  smoke  test  in  its 
stead.  800  w.  Dom  Engng — July,  1897.  No. 
14231  c. 

Preparation  for  Peppermint  Test.  Sugges- 
tions for  arrangements  in  construction  which 
will  permit  frequent  testing,  with  directions  fo 
making  this  test  which  is  in  most  general  use 
III.    600  w.    Dom  Engng— July.  1897.  No 
14230  c. 
PLUMBING. 

Plumbing  in  the  Commercial  Cable  Building. 
Illustrated  description  of  the  water-supply  sys- 
tem. 1600  w.  Eng  Rec— Jnly  3,  1897.  No. 
13882. 

SANITATION. 

American  Household  Sanitary  Appliances. 
(Ausgefahrte  Beispiele  von  Amerikaniscben 
Haus  Entwasserungs-Anlagen.)  W.  P.  Ger 
hard.  An  excellent  description  of  American 
bath  room  plumbing,  for  the  benefit  of  German 
readers  5000  w  Gesundheits  Ingenieur — 
July  15,  1897.    No.  14 168  B. 


We  supply  <»pirs  of  Ihrse  articles.   See  introductory. 
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Plumbing  and  Sanitary  Work.  S.  S.  Hellyer. 
Read  before  the  Architectural  Assn.,  England. 
Part  first  discusses  plumbing  practice  in  Eng- 
land, with  remarks  on  cost.  III.  3500  w. 
Plumb  &  Dec— July  1,  1897.  Serial.  1st  part. 
No.  13984  A. 

MISCELLANY. 

ARBITRATIONS. 

The  Practice  of  Arbitrations.  Review  by 
Prof.  Kerr,  of  a  work  entitled  "The  Law  Re- 
lating to  Civil  Engineers,  Architects,  and  Con- 
tractors ;  with  a  Chapter  on  Arbitrations,"  by 
L  Livingston  Macassey.  Considers  only  the 
practice  of  building  arbitrations.  4800  w.  Jour 
Roy  Inst  of  Brit  Archs— June  17,  1897.  No. 
14082  A. 

UELOU'M. 

Belgium  :  Its  History,  Art,  and  Social  Life. 
William  Elliot  Griffis.  An  interesting  account 
of  this  country,  with  illustrations  of  the  architec- 
ture. 111.  3300  w.  Chau— Aug.,  1897.  No. 
14340  c. 

HKICK. 

Brick  versus  Wood.  R.  Clipston  Sturgis. 
The  writer  proposes  to  treat  briefly,  first,  the 
advantages  of  brick  over  wood  ,  second,  the 
adaptability  of  brick  to  all  circumstances  of 
climate  and  all  classes  of  buildings  ;  and  third, 
a  consideration  of  the  means  for  promoting  the 
more  general  use  of  brick.  2000  w.  Br  Build- 
July,  1897.    Serial.    1st  part.    No.  14292  c. 

BROWNSTONES. 

General  Features  of  Brownstones.  T.  C. 
Hopkins,  in  Appendix  to  the  annual  report  of 
Pennsylvania  State  College.  Part  first  gives 
the  chemical  composition,  structural  features, 
and  analysis.  3500  w.  Stone— July,  1897.  No. 
14210  c. 

CEILINGS. 

Ceilings  and  Their  Decoration.  Walter  J. 
Pearce.  Suggestions  for  the  treatment  of  ceil- 
ings, with  illustrations  of  designs  for  stencilling 
are  given  in  part  first.  2500  w.  Plumb  &  Dec — 
July  1,  1897.    Serial.    1st  part.    No.  13985  a. 

COMPETITIONS. 

See  same  title  under  Economics  and  Industry, 
Governmental  Control. 
CYCLONE. 

The  Cyclone  of  June  18.  (Le  Cyclone  du  18 
Juin.)  An  account  of  the  damage  done  in  the 
vicinity  of  Paris,  with  a  suggestion  as  to  the  im- 
bedding of  metal  in  masonry,  in  order  to  resist 
sudden  tensional  stresses.  1500  w.  Revue 
Technique — July  10,  1897.  No  1414* 
DERBY,  England. 

The  Architecture  of  Our  Large  Provincial 
Towns.  Historical  account  of  this  ancient  town 
and  its  architecture.  It  has  no  great  building 
but  there  is  much  of  interest  both  old  and  new. 
111.  3800  w.  Builder— July  17,  1897.  No. 
14254  A. 

DRAUGHTSMANSHIP. 

Fifty  Years  of  Architectural  Draughtsman- 
ship. R.  Shekleton  Balfour.  Comments  on  the 
collection  of  architectural  drawings  and  designs 
recently  on  view  in  the  rooms  of  the  Royal  Insti- 
tute. 2200  w.  Jour  Roy  Inst  of  Brit  Archs — 
June  17.  1897-    No.  14083  A. 


ENTASIS. 

A  Discovery  of  the  Entasis  in  Medieval 
Italian  Architecture.  William  H.  Goodyear. 
A  study  of  entasis  as  employed  in  columnar  and 
other  forms,  and  explanations  of  the  purpose  as 
given  by  various  writers.  Numerous  examples 
are  given,  and  many  illustrations.  8000  w. 
Arch  Rec— July-Sept.,  l8q7.  Serial.  1st  part. 
No  14226  c. 

INSPECTION. 

Building  Inspection  in  New  York  City.  An 
instance  of  a  building  showing  signs  of  weak- 
ness is  given,  that  having  been  strengthened  br 
experienced  contractors,  proved  on  inspection, 
to  be  worse  than  at  first.  Cited  as  a  proof  of 
the  necessity  of  inspection  work.  500  w.  Eog 
Rec— July  24,  1897.    No.  14276. 

MATERIAL. 

The  Influence  of  Material  on  Architecture. 
Banister  F.  Fletcher.  Prize  essay,  written  for 
the  Inst,  of  Architects  in  1896.  Republished 
as  a  good  resume  of  an  important  aspect  of  ar- 
chitectural study.  Part  first  consists  of  intro- 
duction ;  Chap.  I.  on  Egypt  :  Mud  and  Reeds 
to  Granite  ;  and  Chap.  II.  on  Assyria  :  Mud  to 
Brick,  or  Wood  to  Stone.  2800  w.  Builder — 
July  24,  1897.  Serial.  1st  part.  No.  14420  a. 
NON-FLAMMABLE. 

See  same  title  under  Marine  Engineering. 
SUMMER  School. 

An  Architectural  "  Summer  School"  Abroad. 
E.  B.  Homer.  An  account  of  the  first  pan  of 
the  trip  of  architectural  students  who  crossed 
the  Atlantic  for  one  thousand  miles  of  bicycle 
travel  in  Europe,  for  the  opportunity  of  archi- 
tectural study.  111.  2000  w.  Am  Arch — July 
31,1897.  Serial.  1st  part.  No.  14416. 
TECHNICAL  Education. 

Technical  Education  in  Architecture  and  the 
Building  Trades.  W.  R.  Lethaby.  Read  be- 
fore  the  International  Congress  on  Technical 
Education.  Defines  architecture  and  style,  re- 
views the  past,  and  suggests  that  the  unions 
take  up  the  work  of  teaching  architecture  and 
building.  3800  w.  Jour  Soc  of  Arts— July  23. 
1897.  No.  14396  A. 
TEMPLES. 

Structural  Temples.  Cyrus  K.  Porter.  De- 
scribes the  ancient  temples  of  Egypt,  the  temple 
of  Jerusalem,  the  temples  of  ancient  Greece  and 
Rome,  the  temples  of  Baalbec  &c.  7000  w. 
Stone — July  1897.  No.  14209  c. 
VILLENEUVE. 

Villeneuve-les-Avignon.     A  brief  description 
of  the  architectural  curiosities  of  this  old  town  in 
the  south  of  France.    111.    2400  w.  Builder — 
July  10,  1897.    No.  14064  A. 
WORKMEN'S  Homes. 

The  Housing  of  the  Working  Classes.  Dr. 
Beveridge.  Read  before  the  Sanitary  Inspec- 
tors of  Scotland.  The  difficulties  encountered 
and  overcome  in  Aberdeen.  Confined  princi- 
pally to  a  consideration  of  air  space.  1700  w. 
San  Rec — July  23.  1897.  Serial.  1st  part. 
No.  14399  A- 
WREN'S  Building*. 

Sir  Christopher  Wren's  Buildings.  Gives  the 
most  complete  list  of  them  as  prepared  by  James 
Elmes.  4200  w.  Arch,  Lond — June  25,  1897. 
No.  13871  A. 


We  supply  copies  0/  these  articles.   See  introductory. 
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BRIDGES. 

ABODES. 

The  Iron  Arch  over  the  Doblinger  Haupt- 
strasse.  (Die  eiserne  Bogenbrucke  Qber  die 
Doblinger  Hauptstrasse.)  Carl  Stockl.  De- 
scription and  full  analytical  Investigation  of  no 
ft,  span  wrought  iron  arch  on  the  belt  line  of 
the  Vienna  elevated  railway.  Two  articles,  plates 
of  details.  7500  w.  Zeitscher  d  Oesterr  Ing 
<i  Arch  Ver— June  25,  July  2,   1897.  No. 

Trussed  Arches  with  Reduced  Horizontal 
Thrust.  (Bogentrager  mit  Verrninderten  Hori- 
Zontalschube.)  Prof.J.  Melan.  Showing  arrange- 
ments for  counter  weighting  each  half  of  the  span, 
thus  making  a  partial  cantilever  construction. 
1  plate  3500  w.  Oesterr  Monatschr  f  d  Oef- 
lent  Baudienst — July,  1897.  No.  14154  D. 
BRIDGE  Operation. 

See  same  title  under  Electrical  Engineering, 
Power. 

BRIDGE  Reno  wins. 

See  same  title  under  Railroad  Affairs,  Main- 
tenance of  Way. 
CHANNELS 

The  Natural  Width  of  River  Channels.  Ob- 
servations to  determine  to  what  extent  the  con- 
traction of  the  waterway  at  a  bridge  site  may  be 
carried,  noow.  Ind  Engng— June  12,  1897. 
No.  14089  D. 
COLUMBIA  Bridge. 

See  same  title  under  Railroad  Affairs,  Main- 
tenance of  Way. 
DRAWBRIDGE. 

Third  Avenue  Drawbridge  Across  the  Harlem 
River.  New  York  City.    Illustrated  description 
of  this  massive  drawbridge.  1 500  w.  Sci  Am — 
July  17.  1897.    No.  14013. 
EQUALIZING  Gear. 

Equalizing  Gear  for  Operating  Machinery  of 
a  246^-Ft.  Swing  Bridge,  Chicago,  111.  De- 
scribes and  illustrates  a  novel  and  effective  de- 
parture in  applying  the  power  for  the  operation 
of  a  swing  bridge.  500  w.  Eng  News- 
July  8,  1897.  No.  13950. 
GIRDEB  Bridge*. 

Standard  Plans  for  100-Ft.  Through  Plate- 
Lattice  Girder  Bridges ;  Northern  Pacific  Ry. 
Considerations  that  led  to  the  adoption  of  this 
type,  and  the  advantages  in  its  favor.  Illus- 
trated description.  1000  w.  Eng  News — 
July  8,  1897.    No.  13946. 

Plate-Lattice  Girder  Bridge  Over  Little 
Missouri  River,  Northern  Pacific  Railway. 
Illustrates  standard  designs  prepared  by  Mr. 
K.  E.  Hilgard,  for  100-ft.  deck  plate  girders 
and  85  ft.  through  plate-lattice  girders,  with  de- 
tails. Also  describes  the  most  recently  built 
bridge  of  this  type.  1300  w.  Eng  News- 
July  15,  1897.  No.  14022. 
HARLEM  Bridge. 

Piers  and  Abutments  of  the  Harlem  Ship 
Canal  Bridge.  An  interesting  illustrated  de- 
scription of  masonry  and  caisson  construction. 
1200  w.   Eng  Rec— July  24.  1897.    No.  14274. 

1"  AINTING. 

Painting  Metal  Bridges.    William  B.  Mac- 

He  supply  copies  of  these 


kenzie.  Results  of  experiments  of  the  writer 
are  given,  and  much  valuable  information. 
3500  w.    Can  Eng— July,  1897.    No.  13994. 

Paint  Tests.  Max  Goltz.  Recommendations, 
based  on  study  and  careful  examinations,  for 
painting  iron  and  steel  bridges,  and  other 
metallic  structures.  Also  discussion.  5500  w. 
Jour  Assn  of  Engng  Soc — Tone,  1897.  No. 
14298  c. 

REDHEUGH  Bridge. 

The  Redheugh  Bridge.  Illustrated  descrip- 
tion of  the  characteristics  of  a  bridge  soon  to  be 
rebuilt.  The  remarkable  feature  is  that  the 
upper  and  lower  members  of  the  girders  are 
respectively  gas  and  water  mains.  2200  w. 
Eng.  Lond — July  9.  i8g7.  No.  14057  A. 
STREET  Railway  Bridges. 

See  same  title  under  Street  and  Electric  Rail- 
ways. 

SWING  Bridge. 

See  same  title  under  Railroad  Affairs,  Main- 
tenance of  Way. 
TRUSS  Design. 

A  New  Truss  Design  and  Its  Analysis.  C. 
L.  Strobe!.  Design,  including  strain  sheet, 
worked  out  so  as  to  show  the  proportioning 
of  parts  and  the  weights  and  cost,  prepared  by 
the  writer  in  connection  with  the  competition  for 
the  Sixth  St.  bridge.  Pittsburg,  Pa.  1300  w. 
Eng  News— July  22,  1897.    No.  14238. 

Stresses  in  Lattice  Members  in  a  Parabolic 
Truss.  (Einflussltmen  for  die  Spannungen  der 
Gitterstabe  berin  Parabeltrager.)  Emil  Bittner. 
An  analytical  investigation  for  various  loads. 
1000  w.  Zeitschr  d  Oesterr  Ing  u  Arch  Ver — 
July  16,  1897.  No.  14119  B. 
VICTORIA  Bridge. 

The  Victoria  Bridge,  Colombo.  Charles 
Vincent  Bellamy.  Reasons  for  removing  the 
Bridge  of  Boats  and  for  the  building  of  a  new 
structure,  with  description  and  information.  111. 
9400  w.  Ind  &  East  Eng— June  26,  1897. 
No.  14293  D. 

CANALS,  RIVERS  AND  HARBORS. 

CANAL  Improvement. 

Canal  Improvement  to  Date.  Herschel  Rob- 
erts. Progress  of  the  work  under  the  nine  mil- 
lion dollar  expenditure.  Contracts  now  under 
way.  Contracts  about  to  be  let.  Statement  of 
advancement.  4000  w.  Sea— July  8,  1897. 
No.  13923. 
CHEZY  Formula. 

On  the  origin  of  the  Chezy  Formula.  V=  c 
VrsT  Clemens  Herschel.  A  translation  of  as 
much  of  the  original  Canal  de  l'Yvette  report  as 
refeis  to  the  formula  in  question.  Believed  to 
be  for  the  first  time  printed.  2300  w.  Jour 
Assn  of  Engng  Soc— June,  1897.  No.  14299  c. 
DKEP- WATER  Canals. 

Proposed  Deep- Water  Canals  in  Germany  and 
Austria.  W.  Powell.  Consular  report  of  the 
proposed  enlargement  of  the  waterway  between 
Stettin  and  Berlin  and  other  projects.  500  w. 
Prac  Eng— July  9,  1897.  No.  14068  A. 
DREDGES. 

Bucket  and  Suction  Dredge.  (Seebagger  mit 
Erinern  und  Saugrohr.)  An  illustrated  descrip- 
tor.  See  introductory. 
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tion  of  the  powerful  dredge  built  by  Smulders, 
of  Rotterdam  for  the  Russian  government  for 
use  in  the  sea  of  Azov,  iooo  w.  i  plate. 
Zeitschr  d  Ver  deutscber  Ing— July  3,  1897. 
No.  14105  B. 

New  Hydraulic  Dredges  for  the  Mississippi 
River  Improvement.  Illustrated  detailed  de- 
scription of  dredges  designed  for  low  water  use, 
where  there  is  no  hard  material.  The  rotary 
cutters  have  been  omitted  and  powerful  water 
jets  are  adopted  for  stirring  up  the  material  to 
be  excavated,  aooo  w.  Eng  News— July  33, 
1897.  No.  1434a. 
FLOODS. 

Sec  same  title  under  Railroad  Affairs,  Miscel- 
lany. 

HYDRODYNAMICS. 

>  A  General  Theory  of  the  Laws  of  Vortex  Mo- 
tion in  Liquids.  (Theorie'  G^neVale  des  Regimes 
Graduellement  Varies  dans  l'Ecoulement  Tourbll- 
lonant  des  Liquides.)  J.  Boussinesq.  A  highly 
mathematical  treatment  of  the  subject,  deriving 
the  first  approximative  formulas.  3500  w. 
Comptes  Rendas — June  8,  1897.  No. 
14131  D. 

Experimental  Verification  of  the  Theory  of 
Gradually  Varied  Flow  in  Open  Channels. 
(Verification  Experimentale  de  la  Theorie  de 
l'Ecoulement  Graduellement  Varie  dans  les  Can- 
aux  Decou verts.)  J.  Boussinesq.  Showing  a  very 
satisfactory  agreement  between  the  theoretical 
deductions  and  the  experimental  results.  3000 
w.  Comptes  Rendus— June  14.  1897.  No. 
M'35  r>. 

Expression  for  the  Small  Transversal  Com- 
ponents of  the  Velocity.  (Expression  des  Petites 
Composantes  Transversale  de  la  Vitesse.)  M. 
Boussinesq.  A  further  contribution  to  the 
mathematical  theory  of  the  gradually  varied  flow 
of  liquids.  2500  w.  Comptes  Rendus— June 
31.  1897.    No.  14128  D. 

The  Distribution  of  Velocities  in  Large  Cross 
Sections.  (Distribution  des  Vitesses  a  Travers 
les  Grandes  Sections.)  M.  Boussinesq.  A 
mathematical  discussion,  continuing  the  author's 
previous  researches.  2500  w.  Comptes  Rendus 
—July  5,  1897.  No.  14131  D. 
ILLINOIS  Stream*. 

The  Streams  of  Illinois  and  Their  Future 
Development.  Eben  J.  Ward.  Discusses  the 
importance  of  the  improvement  of  natural  water 
courses,  the  favorable  situation  of  Illinois,  the 
connection  of  Lake  Michigan  and  the  Missis- 
sippi, cost.,  &c,  with  discussion.  7000  w.  An 
Rept  of  III  Soc  of  Engs  &  Surv— 1897.  No. 

I4204  D. 
PANAMA. 

The  Present  Condition  of  the  Panama  Canal. 
(Etat  Actueldes  Travauxdu  Canal  de  Panama.) 
Description,  with  photographs  of  the  existing 
state  of  affairs  along  the  line  of  the  works.  3000 
w.  Revue  Technique— June  10,  1897.  No. 
I4>33  D- 

PROPOSED  Harbor. 

Proposed  Harbor  at  Licata,  Sicily.  A.  E. 
Carey.  Gives  a  sketch  of  a  scheme  of  impor- 
tance both  commercially  and  scientifically,  with 
plan  of  the  work  and  statement  of  existing  con- 
ditions. HI.  1300  w.  Eng,  Lond— July  9. 
1897.    No  14058  A. 


RHONK  Canal. 

See  Economics  and  Industry. 
Trade. 

KI VER  Improvement. 

The  Regulation  of  the  Elbe  and  the  Saale. 
(Die  Reguiirung  der  Elbe  und  der  Saale.)  V. 
Witasek.  With  map  of  the  lower  Saale,  and 
plan  and  sections  of  the  dike  on  the  Elbe  near 
Magdeburg,  and  view  of  the  movable  dam  at 
Pretxien.  3000  w.  Zeitschr  d  Oesterr  log  u 
Arch  Ver— July  2,  1897.    No.  14116  B. 

VOLGA. 

The  River  Volga.  C.  H.  Moberly.  The 
importance  of  the  river  as  the  great  water 
highway  of  Russia,  with  a  general  description 
to  be  followed  with  particulars  of  the  several 
sections,  and  some  account  of  the  rise  and  de- 
velopment of  the  navigation.  3000  w.  Engng 
—July  33,  1897.  Serial.  tst  part.  No. 
14365  A. 

IRRIGATION. 

WOODEN  Pip.. 

Submerged  Wooden  Pipe  and  Concrete  Divert- 
ing Dam  for  the  Rio  Grande  Dam  and  Irrigation 
Co  J.  L.  Campbell.  Describes  features  of  a 
comprehensive  system  of  irrigation,  which,  if 
completed,  will  supply  water  to  300.000  acres  of 
land.  III.  2000  w.  Eng  News— July  15,  1897. 
No.  14018. 

MISCELLANY. 

ARCHES. 

The  Influence  of  Temperature  Changes  on 
Arches  (Einfluss  von  Temperaturschwankungen 
auf  Gewblbe.)  J.  Herrnanek.  Analytical 
investigation  of  the  stresses  and  distortions 
caused  by  temperature  changes.  300OW.  Zeitschr 
d  Oesterr  Ing  u  Arch  Ver— July  2.  1897.  No. 
14117  B. 

BEAM  Dlmennlona. 

Beam    Dimensions  and  Load  by  Diagram. 
Henry  Hess.     Method  is  explained.      1500  w. 
Mach.  N.  Y— July,  1897.    No.  13890. 
CEMENTS. 

Tests  of  Cements.  Conclusions  adopted  by 
the  French  commission.  Reprinted  from  the 
translation  by  O.  M.  Carter  and  E.  A.  Gieseler. 
and  published  by  the  War  Department.  3500  w. 
Eng  Rec— July  10.  1897.  Serial.  1st  part.  No. 
13954. 

The  Annual  Meeting  of  the  Association  of 
German  Portland  Cement  Manufacturers.  Ab- 
stracted by  S.  B.  Newberry.  Report  of  the 
meeting  including  discussions,  committee  re- 
ports, etc. .  with  editorial  on  the  report  concern- 
ing the  action  of  sea  water  upon  hydraulic  ce- 
ment. 7500  w.  Eng  News— July  29,  1897.  No. 
M332- 

The  German  and  English  Portland  Cement 
Industry.  (Die  Deutsche  und  die  Englische  Port- 
land Zement-Industrie.)  Hr.  Kaerop.  Giving 
a  comparative  view  of  the  methods  of  manufac- 
ture, relative  growth  and  value  of  the  efforts  of 
the  association  of  German  manufacturers.  3000 
w.  Zeitschr  d  Ver  deutscher  Ing— June  to, 
1897.  No.  14101  B. 
COUNTRY  Road*. 

A  Chapter  on  Country  Roads.  A  paper  by 
Wm.  R.  Hoag.  on  European  Roads,  presented 
before  the  Engs'  Club  of  Minneapolis  ;  a  letter 
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by  W.  E.  Curtis  in  the  Chitago  Rteotd,  stating 
what  is  being  done  by  the  government  ;  brick 
and  steel  roadways,  convict  labor,  etc.,  are  dis- 
eased. 6500  w.  Brick— July,  1897.  No. 
13830. 

HAM. 

Concrete  Water- Power  Dam  at  Rock  Island 
Arsenal.  III.  Odus  C.  Homey.  Illustrated 
description  of  the  construction,  and  report  of  a 
series  of  tests  of  importance,  also  discussion. 
6S00  w.  Jour  W  Soc  of  Engs— June,  1897. 
No.  14306  D. 

DECIMAL  Syat«m. 

Decimal  Division  of  the  Hour.  (Decimalisa- 
tion de  l'Heure.)  A  discussion  of  the  proposi- 
tions of  the  government  commission  as  to  the 
decimal  sub-division  of  the  hour  and  of  the  cir- 
cle, by  the  Society  of  Civil  Engineers  of  France, 
iaoo  w.  Revue  Technique— July  10,  1897. 
No.  14146  D. 
DRAINAGE. 

Reclamation  of  the  Tiber  Marshes.  Extract 
translation  from  Gurnale  del  Genie  Civile,  Dec. 
1895,  with  three  plans.  Describes  the  delta  of 
the  Tiber  and  the  district  reclaimed,  the  work 
and  the  great  improvement  in  the  sanitary  con- 
dition. 4200  w.  Ind  Engng— June  5,  1897. 
No.  13961  D. 

Sluice  Box  and  Flood  Gate  Construction  ;  Fra- 
ser  Valley  Reclamation,  British  Columbia.  R. 
E.  Palmer.  Extract  from  paper  read  before  the 
Canadian  Soc.  of  Civil  Engs.  Describes  the  de- 
sign and  construction.  III.  1200  w.  Eng 
News — July  22,  1897.    No.  14241. 

The  Drainage  of  the  Hackeosack  and  Newark 
Tide  Marshes.  Plan  for  the  redemption  of  this 
waste  land  as  prepared  by  C.  C.  Vermeule.  The 
method  shuts  out  the  tides  by  earthen  embank- 
ments and  drains  off  the  water.  1600  w.  Eng 
Rec— July  3,  1897.    No.  13879. 

Tile  Draining  in  New  England.  H.  N. 
Brooks.  Presents  some  of  the  benefits  of  under 
draining  and  a  few  suggestions  for  laying 
drains.  1700  w.  Brick— July,  1897.  No. 
13829. 

ELECTRIC  Borln*. 

See  same  title  under  Electrical  Engineering, 
Power. 

FRAMEWORKS. 

Some  Fundamental  Propositions  Relating  to 
the  Desigo  of  Frameworks.  Frank  H.  Cilley. 
Discusses  the  arbitrary  nature  of  the  distribution 
of  stress  in  an  indeterminate  framework  and  the 
economic  superiority  of  statically  determined 
construction.  8500  w.  Tech  Quar — June,  1897. 
No.  14283  F. 
HIGHWAYS. 

American  Highways.  Charles  A.  Bell.  A 
resume  of  a  book  by  Nathaniel  Southgate  Shaler, 
giving  intelligent  guidance  on  this  subject. 
3300  w.   Chau— July,  1897.    No.  13888  c. 

INTEGRATOR. 

The    Panintegrimetcr,  an  Instrument  for 


measuring  Curves  and  Surfaces.  (Panintt'gri- 
metre.  Instrument  pour  Mesurer  les  Courbes  et 
les  Surfaces.)  Describing  the  new  integrator  of 
Kohlmorgen,  a  combination  of  the  pantagraph 
and  the  planimeter,  and  of  much  wider  range 
of  uses  than  the  latter  Instrument.  2500  w. 
Revue  Technique— July  10,  1897.    No  14 145  D. 

MADAGASCAR. 

Engineering  Work  In  Madagascar,  (Les 
Travaux  du  Genie  a  Madagascar.)  Col.  Fix. 
Giving  an  interesting  account  of  the  engineering 
work  planned  and  partly  executed  by  the  French 
military  engineers.  Two  articles,  5000  w.  Re- 
vue Technique— June  10  &  25,  1897.  No. 
14 1 36  p. 

RECREATION  Pier. 

The  New  Recreation  Pier,  New  York  City. 
Illustrated  description  of  the  changes  made  in 
the  pier  at  foot  of  East  Third  St.,  which  is  the 
first  of  four  piers  for  recreation  which  have  been 
projected.  600  w.  Eng  Rec— July  3,1897. 
No.  13878. 

SOCIETY  HonM. 

The  Dedication  of  the  Society  House.  (Die 
Feier  der  Weihe  des  Vereinshauser.)  An  ac- 
count of  the  dedication  ceremonies  of  the  new 
house  of  the  Society  of  German  Engineers  in 
Berlin,  with  illustrations  of  the  building  and 
details.  3000  w.  Zeitscbr  der  Ver  deutscher 
Ing — June  26,  1897.  No.  14102  B. 
SUPERSTITIONS. 

Traditions  and  Superstitions  Regarding  Public 
Works.  Paul  Sebillot.  Part  first  consists  of  in- 
troductory remarks,  and  a  chapter  on  the  rites 
of  construction  of  roads.  2500  w.  Ry  Mag — 
June.  1897.  Serial.  1st  part.  No.  13933  c. 
SURVEYING. 

See  Railroad  Affairs.  New  Construction. 
TUNNELS. 

Electric  Rotary  Drills  on  Tunnel  Work  in 
France.  Abstract  from  description  in  Lt  Genie 
Civil  of  a  plant  of  the  coal-mining  company  of 
Bouche  du  Rhone.  France.  The  rock  drills  are 
operated  by  electric  power  generated  by  utilizing 
the  water  under  pressure  which  is  contained  in 
the  strata  through  which  the  heading  is  being 
driven.  111.  1500  w.  Eng  News — July  22. 
1897.    No.  14239. 

Guiding  Tunnelling  Shields.  Harley  H. 
Dairy mple- Hay.  Remarks  on  the  desirability 
of  adopting  some  means  of  directing  the  course 
of  a  shield,  with  details  of  a  system  which  has 
met  with  some  measure  of  success  in  a  recent 
example  in  the  City  and  Waterloo  Railway.  Ill 
2600  w.  Ry  Wld — July,  1897.  No.  14074  a. 
VIBRATIONS. 

The  Vibrations  of  a  Beam  under  a  Moving 
Load.  (Die  Scbwingungen  eines  Trigers  mit 
Bewegter  Last.)  A  paper  before  the  German 
Railway  Society  by  Dr.  Zimmermann,  discussing 
the  problem  by  the  use  of  hyperbolic  functions. 
2500  w.  Glaser's  Annalen — June  15,  1897.  No. 
14156  d. 
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COMMERCE  AND  TRADE- 
AM  ERICAN  Machinery. 

The  Outlook  for  American  Machinery  in 
Great  Britain.    A  summary  of  recent  inquiries 


among  a  number  of  representative  dealers  and 
manufacturers  in  Great  Britain.  2700  w.  Mach, 
N.  Y.— Aug.,  1897.    No.  14374. 

CHINA. 

Revival  of  the  Foreign  Trade  of  China.  Re- 
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port  of  active  trade  in  both  imports  and  exports. 
2800  w.  Bd  of  Trd  Jonr— July,  1897.  No. 
14309  A. 

1  he  Condition  of  Trade  with  China.  Edi- 
torial calling  attention  to  points  in  the  results  of 
an  inquiry  undertaken  by  Byron  Brenan,  the 
British  Consul  at  Chefoo.  2500  w.  Engng— 
July  9,  1897.    No.  14043  A. 

COMPETITION. 

Competition — Is  it  Good  or  Evil?  A.  B.  Rich- 
mond. Discusses  what  competition  accomplishes, 
its  evils  and  benefits,  also  co-operation.  Gener- 
ally favorable  to  competition.  1500  w.  Trades- 
man—July 1.  1897.  No.  13866. 
CREDIT  Protection. 

Credit  Protecting  Unions  in  Germany.  Ex- 
tracts from  the  rules  and  regulations  of  the 
association,  with  other  information.     900  w. 
Bd  of  Trd  Jour— July.  1897.    No.  14307  A. 
EXHIBITION  Warehouse. 

First  of  American  Exhibition  Warehouses 
Abroad.  Illustrated  description  of  Warehouse 
being  established  at  Caracas,  Venezuela,  with  a 
view  of  stimulating  trade.  500  w.  Age  of  St 
— July  24,  1897.    No.  14286. 

FRANCE. 

The  Commerce  and  Manufactures  of  France. 
Yves  Guyot.  A  sketch  of  the  condition  of  the 
manufactures  and  commerce  of  France,  which 
may  be  supported  by  authentic  documents. 
3200  w.   Chau— Aug.  1897.    No.  14338  c. 

SARBOR. 

See  same  title  under  Marine  Engineering. 
IRON  Trade. 

Progress  of  the  Iron  Trade  in  the  Three 
Leading  Countries  of  the  World.  Statistics  of 
the  production  of  pig  iron  in  the  United  States, 
Great  Britain  and  Germany.  1400  w.  Eng 
News — July  29,  1897.    No.  14334. 

Statistics  of  the  American  Iron  Trade  for 
1896.  From  the  annual  report  of  the  Ameri- 
can  Iron  and  Steel  Association.  Interesting  in- 
formation of  prices,  shipments,  consumption, 
exports,  production,  etc.  4800  w.  Col  Guard 
— June  25,  1897.  No.  13836  A. 
PATENTS. 

Protection  to  Mechanical  Industries.  (Mas- 
chinen  Fabrikauten  und  Schutzvorrichtungen.) 
K..  Specht.  Showing  the  insufficiency  of  the 
existing  German  patent  laws,  especially  in  view 
of  the  privileges  of  the  government  for  the  free 
use  of  inventions.  2500  w.  Zeitschr  d  ver 
deutscher  Ing— June  19,  1897.  No.  14100  b. 
PERSIA. 

Our  Trade  with  Persia.  John  Foster  Fraser. 
Explains  the  cause  of  the  violent  fall  in  British 
trade  with  this  country,  and  suggests  a  remedy. 
2300  w.  Contemporary  Rev— July,  1897.  No. 
13972  D. 
PRICES. 

Comparative  Prices  of  108  Staple  Articles, 
Raw  and  Manufactured  Products.  Produce, 
Cattle  and  Meats,  at  Quarterly  and  Monthly  In- 
tervals, Showing  Fluctuations  in  Quotations 
from  April  1.  1893,  to  July  1,  1897.  Covering 
the  Period  of  Recent  Extreme  Depression. 
Tables.  Bradstreet's— July  10,  1897.  No. 
13943 

Iron  and  Steel  Prices  in  1897.  A  review  of 
the  local  iron  and  steel  prices  during  the  first 


half  of  the  present  year.  Reports  constantly 
lowering  values,  taoo  w.  Am  Mfr  &  it  Wld 
—July  2,  1897.    No.  13898. 

PROTECTION. 

A  Broader  Philosophy  of  Protection.  Cephas 
Brainerd,  Jr.  A  reply  to  article  published  In 
the  July  number,  with  presentation  of  the  writ- 
er's views,  and  followed  by  editor's  comments. 
4500  w.  Gunton's  Mag— Aug,  1897.  No. 
14317  c. 
RHONE  Canal. 

The  Decadence  of  the  Port  of  Marseilles  and 
the  Proposed  Rhone  Canal.  Discusses  the 
general  decadence  of  French  ports,  and  espe- 
cially Marseilles,  and  M.  Charles  Roox's  solu- 
tion of  the  problem  by  connecting  Marseilles 
with  the  Rhone  and  so  give  communication 
with  all  the  canals  and  rivers  of  Europe.  1600 
w.  Bd  of  Trd  Jour— July,  1897.  No.  14308  A. 
TARIFF, 

Metals  in  the  New  Tariff.  Provisions  of  the 
new  tariff  act  In  relation  to  metals,  with  com- 
uarison  of  duty  under  the  late  tariff.  900  w. 
Eng&  Mln  Jour— July  31.  1897.    No.  14387. 

Tariff  Changes  and  Customs  Regulations. 
Russia,  Denmark,  Belgium,  Netherlands, 
France,  Portugal,  Spain,  Egypt,  United  States, 
Mexico,  Argentine,  China,  Trinidad  and  To- 
bago. 5500  w.  Bdof  Trd  Jour— July,  1897. 
No  14310  A. 

The  Anatomy  of  the  New  Tariff.  <  barles  A. 
Conant.  Discusses  the  points  of  difference  be- 
tween the  new  tariff  and  the  old,  the  increase  of 
revenue,  protection,  the  different  articles  most 
affected,  and  the  attitude  of  fore'gn  countries. 
7000  w.  Am  Rev  of  Revs— Aug.,  1897.  No. 
14392  c. 

TIRE  FABRICS. 

The  Position  of  the  Tire-Fabrics  Trade.  In- 
formation relating  to  the  output  of  the  past  year, 
prices,  fabrics,  etc.    1200  w.     Ind  Rub  Wld— 
July  10,  1897.    No.  14410  D. 
TRADE  Prospect  a. 

A  Turn  in  the  Tide.  Information  from  vari- 
ous points  showing  a  general  and  wide-spread 
increase  in  consumptive  request,  and  an  en- 
couraging outlook  for  fall  trade.  3500  w. 
Bradstreet's— July  31,  1897.  No.  14385- 
TRADE  Treaties. 

England's  Opportunity.  Henry  Birchenough. 
A  discussion  of  the  new  Canadian  policy,  and 
the  complications  connected  with  it.  The 
treaties  of  Belgium  and  Germany,  and  their 
bearing  upon  the  question,  with  suggestion  for 
olving  the  problem.  3800  w.  Nineteenth 
Cent— July.  1897.    No.  13997  d. 

GOVERNMENT  CONTROL. 

ANTI  TRUST  L»w. 

The  Decision  00  the  New  York  Anti-Trust 
Law.  Editorial  on  the  decision  of  Judge 
Chester,  holding  certain  sections  of  the  Anti 
Trust  law,  passed  by  the  New  York  Legislature, 
unconstitutional.  28:0  w.  R  R  Gaz— July  3  :, 
1897.  No.  14351. 
COMPENSATION  Bill. 

The  Workmen's  Compensation  Bill.  C.  A. 
Montague.  Abstract  of  address  before  the  Loo- 
don  Scho?l  of  Economics.  States  the  pro- 
visions of  industrial  insurance  in  Germany,  and 
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the  English  bill  is  briefly  discussed.     3000  w. 
Engng— July  9,  1897.    No.  14046  A. 
COMPKTIT10N8. 

Regulations  as  to  Government  Competitions 
Report  for  the  enforcement  of  the  Tarnsey  Bill, 
as  given  in  the  Washington  Star.    1500  w. 
Arch  &  Build — July  17,  1897.    No.  14079. 
•JAPAN. 

Japan's  Patent  Requirements.  Information 
concerning  the  obtaining  of  patents  in  Japan  fur* 
nish  d  by  Jokichi  Takamtne.  Illustration  of 
patent  office.  1800  w.  Ry  Rev — July  10, 
1S97.    No.  13992. 

LKGISLATION. 

Labor  Legislation.  Editorial  comment  on 
the  numerous  enactments  intended  to  protect 
the  workman,  and  the  questions  now  under  con- 
sideration in  England.  2400  w.  Engng — 
July  23,  1897.    No.  14367  A. 

See  Railroad  Affairs,  Miscellany. 

LABOR. 

ACCIDENTS  Bill. 

The  Workman  (Compensation  for  Accidents) 
Bill.  Statement  with  regard  to  the  provisions 
of  the  bill,  prepared  on  behalf  of  the  Mining 
Assn.  of  Gt.  Britain,  with  account  of  the  views 
of  the  Association  as  presented  by  ?  deputation 
sent  to  the  Prime  Minister.  6800  w.  Col 
<3uard— July  9,  1897.  14063  A. 
BRITISH  Workman. 

The  British  Workingman  Under  Victoria  and 
Her  Immediate  Predecessors.  Quotes  the  com- 
ments of  different  writers  upon  the  causes  of  the 
prosperity  which  has  characterized  this  period. 
6000  w.  Bui  of  Am  Ir  &  St  Assn — July  10,  1897. 
No.  1 399°* 
EIGHT  Honrs  Day. 

Blast- Furnace  Men  and  the  Eight  Hours  Day. 
Editorial  discussion  of  the  complications  that 
arise  in  considering  the  management  of  blast 
furnaces  in  this  connection.  2300  w.  Eng, 
Load — July  16,  1897.    No.  14261  a. 

Blast-Furnace  Men  and  the  Eight  Hours  Day. 
Editorial  presenting  the  conditions  and  the  diffi- 
culties in  solving  the  problem.  1800  w.  Engng 
— July  9,  1897.    No.  14044  a. 


LABORING  CluMer.. 

Labor  in  the  Victorian  Age.  Reflections  on 
the  improved  condition  of  the  laboring  classes. 
2000  w.  Jour  Gas  Lgt— June  29,  1897.  No. 
•39-7  a. 

LABOR-SAVING  Machines. 

Do  Labor-Saving  Machines  Deprive  Men  of 
Labor?  Carroll  D.  Wright.  An  interesting 
discussion  of  both  views  of  the  question,  show- 
ing that  impartial  Investigation  has  proved  that 
every  fact  that  seems  to  show  that  men  have 
been  deprived  of  labor,  can  be  met  by  facts 
showing  that  more  men  have  been  supplied  than 
deprived.  3000  w.  Chau— Aug.  1,  1897.  No. 
M339  C. 

STRIKES 

A  Practical  Remedy  for  Strikes.  Presents  the 
joint  conference  plan  and  discusses  the  advant- 
ages. Examples  of  the  successful  application  of 
the  system  are  given,  and  the  method  used  by 
the  Mason  Builders  Assn.  of  New  York  is  ex- 
plained. 3800  w.  Gunton's  Mag— Aug.  1897, 
No.  14316  c. 

The  Dispute  in  the  Engineering  Industry. 
Editorial  comment  on  the  present  aspect  of  the 
strike  in  the  engineering  trade  in  England,  to 
enforce  the  eight-hours  day.  2900  w.  Engng — 
July  16,  1897.    No.  14251  A. 

The  Proposed  Pittsburg  Mining  Agreement. 
The  main  points  of  the  agreement  which  the 
operators  are  being  asked  to  sign,  in  order  to 
secure  uniformity.  700  w.  Am  Mfr  &  Ir  Wld 
— July  23,  1897.    No.  14285. 

The  Threatened  Strike.  Editorial  discuss  on 
of  the  threatened  strike  of  engineers,  boiler 
makers  and  steam-engine  makers,  in  England, 
to  enforce  an  eight-hour  day.  1600  w.  Engng 
— July  2,  1897     No.  13966  A. 

MISCELLANY. 

AFRICA. 

South  Africa  as  a  Land  of  Opportunities. 
Robert  Wallace.  Describing  the  characteristics 
and  resources  of  the  Transvaal  and  its  inhabit- 
ants. 7000  w.  Eng  Mag— Aug.  1897.  No. 
14400  B. 
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ELECTRO  -  CHEMISTRY. 

CARBORUNDUM. 

A  Product  of  the  Electric  Kiln.  Interesting 
illustrated  description  of  the  Carborundum  Com- 
pany's Works.  Niagara  Falls,  N.  Y.    2000  w. 
Brick— July,  1897.    No.  13828. 
COLD. 

Apparatus  for  the  Production  of  Very  Low 
Temperatures.  (Apparat  zur  Herstellung  sehr 
Niedrigcr  Temperaturen.)  A  paper  read  before 
the  convention  of  the  German  Electrochemical 
Association  by  Dr.  Linde,  describing  the  latest 
form  of  his  apparatus  for  the  .iquef action  of  air, 
and  the  fractional  distillation  of  gases.  2000  w. 
Zeitschr  f  Elektrochemie — July  5,  1897.  No. 
I4I73  B. 

KLKCTRO-Depoaltlon. 

Electro- Deposition  and  Recovery  of  Gold. 
E.  Andreoli.    Extract  from  paper  read  before 


the  Society  of  Chemical  Industry,  London. 
Gives  experiments  made  by  the  writer,  and  a 
chance  discovery  which  led  to  a  series  of  tests. 
1000  w.  Eng  &  Min  Jour— July  24,  1897.  No. 
14234- 

KLKCTRO  LYSIS. 

Electrolysis  in  the  Manufacture  of  Raw 
Sugar.  (Die  Elektrolyse  in  Rohruckerfabriken.) 
Gustav  Schollmcyer.  Describing  the  operation 
of  the  electrical  diffusion  apparatus  used  at  the 
refinery  at  Unter-Berkowits  in  Bohemia.  2500 
w.  Elektrochemische  Zeitschr — July,  1897. 
No.  14x77  b. 

Methods  and  Apparatus  for  the  Technical 
Electrolysis  of  Alkaline  Chlorides.  (Verfahren 
und  Apparate  zur  Technischen  Elektrolyse  von 
Chloralkalien.)  Leon  Hulin.  A  practical  paper 
based  on  the  results  of  working  experience. 
3500  w.  Elektrochemische  Zeitschr — July, 
1897.    No.  141 76  B. 
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Notes  on  the  Quantitative  Electrolysis  of  the 
Heavier  Metals.  (Beitrag  rur  Qaantitativen 
Elektrolyse  von  Schwermetallen.)  L.  Wolman. 
Giving  a  number  of  methods,  with  fall  data  as 
to  solutions  and  currents.  A  prize  essay  at  the 
Technical  High  School  at  Stuttgart.  4000  w. 
Zeitschr  f  Elektrochemie— June  ao,  1897.  No. 
14171  B. 

Quantitative  Determination  of  Nitric  Acid  by 
Electrolysis.  (Die  Quantitative  Bestimmung 
derSalpetersauredurch  Elektrolyse.)  K.  Ulsch. 
Tests  upon  known  combinations  show  the 
method  to  be  both  accurate  and  convenient, 
laoo  w.  Zeitschr  f  Elektrochemie— June  ao, 
1897.    No.  14172  b. 

FURNACE. 

Electrical  Furnaces.  (Ueber  Elektrische 
Oeferr).  A  paper  before  the  convention  of  the 
German  Electrochemical  Association  by  Herr 
Pfleger,  with  discussion.  Interesting  data  con- 
cerning the  production  of  calcium  carbid  and 
other  products  are  given.  4000  w.  Zeitschr  f 
Elektrochemie — July  5.  1897.    No.  14174  b. 

LIGHTING. 

ARC  Circuit*. 

Switchboards  and  Station  Instruments  for 
Arc  Circuits.  Alex.  Dow.  Discusses  switch- 
board construction  and  details,  giving  illustra- 
tions. 3300  w.  Elec  Engng — July  15,  1897. 
No.  14203. 
BOLTON.  England. 

Electric  Lighting  at  Bolton,  England. 
Harold  Lorn  as  and  Herbert  C.  Gunton.  Illus- 
trated description  of  a  municipally  controlled 
plant.  1800  w.  Elec  Wld— July  3,  1897.  No. 
1383a. 
COILS. 

A  New  Form  of  Inductive  Coil.  Elihu 
Thomson.  Describes  a  new  type  employing  the 
principle  of  a  "substitute  primary'  or  "sec- 
ondary primary."  III.  1500  w.  Trans  Am 
Inst  of  Elec  Engs — May.  1897.  No.  13931  D. 
CONDUCTORS. 

The  Computation  of  Conductors  for  Lighting 
on  the  Multiphase  System.  (Die  Leitungs- 
berechnung  fur  Elektrische  Beleuchtungsanlagen 
nach  dem  Drehstromsystem.)  H.Cahen.  Show- 
ing the  best  arrangement  of  conductors  for  any 
given  system,  with  formulas  and  tables  for 
practical  use.  Two  articles.  4000  w.  Elek- 
trochemische  Zeitschr— June  3  &  10,  1897. 
No.  14183  s. 

DISTRIBUTION. 

Distributing  Systems.  Abstracts  of  papers 
by  J.  A.  Jeckell  and  J.  R.  Blaikie.  read  before 
the  Municipal  Electrical  Assn..  and  followed  by 
discussion.  The  merits  of  the  various  methods 
are  presented,  insulation  discussed,  and  related 
matters.  3500  w.  Eng.  Lond— July  16,  1897. 
No.  14259  A. 
ELECTRIC  Fountain. 

The  Electric  Fountain  at  Willow  Grove, 
Philadelphia.     Thornton  B.  Renwell.  Illus- 
trated detailed  description.     2800  w.  Am 
Elect'n— July,  1897.    No.  13892. 
GERMANY. 

German  Central  Station  Statistics.  From  the 
EUktrottchnische  Zeitschrift.    Recent  statistics 


of  German  central  stations  giving  a  record  of 
good  work  and  affording  an  insigbt  into  the 
tendencies  of  electrical  work  in  that  country, 
laoow.  Elec  Eng— July  15,  1897.   No.  14005. 

HOSPITAL  Lighting;. 

Electric  Light  Plant  of  the  Columbus  State 
Hospital.  E.  P.  Roberts.  States  the  con- 
ditions controlling  the  design,  and  gives  illus- 
trated detailed  description.  1500  w.  Am 
Elect'n— July.  1897.    No.  13895. 

INCANDESCENT  Lamp*. 

The  Spectrophotometry  of  Incandescent 
Lamps.  W.  R.  Turnbull.  Criticism  of  articles 
by  Dr.  W.  H.  Birchmore  and  M.  A.  Ed  son. 
with  an  effort  to  make  clearer  the  composition  of 
light  from  different  sources,  and  the  meaning  of 
the  term  "  luminosity."  1600  w.  Elec  Eng— 
July  8,  1897.    No.  13916. 

I8OLATED  Plants. 

Isolated  Plants  versus  Central  Stations.  Per- 
cival  Robert  Moses.  Analytical  and  classified 
comparison  of  results  of  the  two  methods,  as 
observed  in  hotels,  office  buildings,  etc  3510 
w.  Eng  Mag— Aug.,  1897.  Serial,  tst  part- 
No.  14406  B. 

LAMPS. 

220  Volt  Lamps.  G.  D.  Shepardson.  Ab- 
stract of  paper  read  before  the  Northwestern 
Electrical  Assn.  Gives  lamp  tests  and  informa- 
tion relating  to  their  life  and  efficiency,  with 
favorable  reports.  1800  w.  Elec  Eng — July 
89,  1897.  No.  14346. 
LIGHTING  Plant. 

A  Modern  Central  Station  Plant.  Frederick 
L.  Ray.  Illustrated  detailed  description  of  the 
plant  of  the  Citizens'  Electric  Light  and  Power 
Company,  Terre  Haute,  Ind.  4000  w.  Am 
Elect'n— Aug.,  1897.    No.  14324. 

A  Small  Lighting  Plant  for  a  City  Building. 
Illustrated  description  of  plant  installed  in  the 
Art  Club,  Philadelphia.  900  w.  Eng  Rec — 
July  24.  1897.    No.  14277. 

The  Hamilton,  O.,  Municipal  Plant.  W.  N. 
Gray.  Remarks  on  the  paper  of  \V.  W.  Bean, 
and  a  correction  of  his  statements  in  regard  to 
city  named.  1600  w.  Elec  Eng— July  8.  1897. 
No.  13914. 

N.  Y.  LIFE  Building. 

See  same  title  under  Electrical  Engineering. 
Power. 

POKTOBELLO. 

The  Electric  Lighting  of  Portobello.  Edin- 
burg.   Report  of  Prof.  Kennedy  as  prepared  for 
the  corporation.    1600  w.    Arch,  Lond — June 
25,  1897.    No.  13870  A. 
RUSSIA. 

Lighting  Systems  in  Russia.  M.  Lutoslaw- 
ski.  Presents  the  state  of  affairs  with  respect 
to  electric  lighting  in  this  country.  1800  w. 
Elec  Wld— July  io,  1897.    No.  13940. 

SHOREDITCH. 

Refuse  and  Light.  Editorial  approval  of  a 
combined  electricity  and  dust  destruction  under- 
taking, with  information  concerning  the  plant. 
3500  w.    Engng— July  2,  1897     No  1396s  a. 

Sboreditch  Electricity  Works.  Illustrated 
detailed  description  of  buildings,  refuse  de- 
structors and  boilers,  steam  and  exhaust  pipes, 
generating  plant,  switchboards,  public  lighting. 
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mains,  Ac.  5200  w.  Elec  Eng.  Lond— July 
2,  1897.    No.  13969  A. 

STREET  Lighting-. 

Public  Street  Lighting,  by  H.  L.  P.  Boot ; 
Street  Lighting  by  Means  of  Rectifiers,  by  C. 
D.  Taite ;  Street  Lighting  by  Electricity,  by  S. 
E  Fedden.  Abstracts  of  three  papers  read  before 
the  Municipal  Electrical  Association,  with  dis- 
cushion.  4000  w.  Eng,  Lond — July  9.  1897. 
No.  14060  A. 

THREE-PHASE  Systems. 

Calculation  of  Lines  for  Three- Phase  Light- 
ing Systems.  Hermann  Cohen.  Abstract  01  an 
article  in  the  EUktrotecknische  Zeitsehri/t,  giv- 
ing a  discussion  of  this  subject  and  the  writer's 
conclusions.  1600  w.  Elec  Wld — July  to, 
1897.    No.  13941- 

See  same  title  under  Power. 
TH  KEE-WIBK  440  Volt  Plant. 

The  Three-Wire  440  Volt  Plant  of  the  Canton 
Electric  Light  Company.  A.  H.  Perkins.  An 
account  of  the  difficulties  and  of  the  considera- 
tions that  led  to  the  adoption  of  this  system. 
111.  1400  w.  Elec  Wld— July  10,  1897.  No. 
13042. 

TRANSMISSION  Plant. 

See  same  title  under  Power. 
VACUUM  Tabes. 

Moore  Latest  Vacuum  Tube  Lighting  Appa- 
ratus. Illustrated  description  of  apparatus. 
300  w.  Elec  Eng— July  29,  1897.  No.  M345- 
VENEZUELA. 

Electric  Light  Plant  at  Barquisimeto.  Venezu- 
ela. (L'Installalion  de  l'Eclairage  Electrique  de 
Barquisimeto,  Venezuela.)  Hydraulic  power  is 
used,  with  steam  as  an  auxiliary  in  times  of  low 
water.  Interesting  effects  were  observed  in  the 
expansion  of  overhead  wires  in  hot  weather. 
2000  w.  Revue  Technique — June  10,  1897. 
No.  14135  D. 

POWER, 

BOSTON  Southern. 

See  same  title  under  Railroad  Affairs,  Termi- 
nals and  Yards. 
BRIDGE  Operation. 

An  Electrically  Operated  Bridge.  J.  E. 
Woodbridge.  Describes  and  illustrates  the  in- 
teresting electrical  features  of  the  drawbridge 
connecting  Duluth,  Minn.,  and  Superior,  Wis. 
700  w.  Elec  Wld— July  3.  1897.  No.  13833. 
CABS. 

The  New  York  Electric  Hansom  Cabs.  Hugh 
Dolnar.  Illustrated  description  of  the  hansom 
cab  and  its  manner  of  operation,  with  success  of 
the  venture.  1300  w.  Am  Mach— July  8,  1897. 
No.  13920. 
CONDENSER 

A  Condenser  System  for  Electric  Power  Plants. 
(Ueber  ein  Kondensator  System  fur  Elcktriscbe 
Analagen.)  Describing  a  form  of  independent 
steam  condenser  for  use  in  connection  with  power 
plants  where  water  is  scarce.  2000  w.  Deutsche 
Zeitschr  f  Electrotechnik— June  15,  1897.  No. 
I4I79  b. 
DYNAMO. 

Determination  of  the  Excitation  in  Continuous 
Current  Dynamos  under  Full  Load.  (Vorausbes- 
timmung  der  Erregung  bei  Gleicbstrom-dyna- 
00s  filr  Vollbelastung.)     Emil  Dick.  Giving 


analytical  and  graphical  methods  for  use  in  the 
preliminary  computations.  2000  w.  Elektro- 
technische  Zeitschr  —  June  17,  1897.  No. 
14187.  B. 

DVNAMO  Testing-. 

See  same  title  under  Mechanical  Engineering, 
Engines  and  Motors. 

ELECTRIC  Boring. 

Electric  Boring  Installation  at  Gardonne.  M. 
H.  Dubs,  in  the  Bulletin  de  la  Soei/t/  Scientif- 
ique  Industrielle  de  Marseilles.  Describes  the 
plant  used  in  the  construction  of  a  sea  canal.  900 
w.  Eng  Rec— July  to,  1897.  No.  13955- 
ELECTRICAL  Printing. 

A  Complete  Electrical  Printing  Establishment. 
Illustrated  description  of  the  motor  plant  of  the 
Lakeside  Press  building,  Chicago.    900  w.  W 
Elec— July  3,  1897-    No.  13876. 
ELECTRICAL  Teat*. 

Power  Required  for  Electrically  Operated 
Wood-working  Machinery.  Report  of  tests  made 
by  O.  G.  Dodge  at  the  navy  yard  at  Washing- 
ton, D.  C.  1 100  w.  Sci  Am  Sup— July  31, 
1897.    No.  14296. 

ELECTRICITY  Works. 

Electricity  Works.  S.  T.  Harrison.  Reviews 
the  conditions  under  which  such  works  operate, 
and  pointing  out  some  of  the  difficulties  tending 
to  limit  further  decrease  in  price,  under  the  pres- 
ent methods  of  working.  3200  w.  Prac  Eng 
—July  23.  1897.    No.  14393  a. 

INDUCTION  Motor. 

The  Alternating  Current  Induction  Motor. 
Charles  Proteus  Steinmetz.  Discusses  load 
curves,  speed  curves,  regulation  and  stability. 
7000  w.  Trans  Am  Inst  of  Elec  Engs — May, 
1897.    No.  13930  D. 

MACHINE  Driving. 

Heavy  Machinery  Driven  by  Electric  Motors. 
Illustrated  description  of  power  plant  of  the 
Farrel  Foundry  and  Machine  Co.,  at  Ansonia, 
Conn.  600  w.  R  R  Gaz— July  23,  1897.  No. 
14245. 

MEASUREMENT. 

A  Compensator  for  Measurement  of  Tension 
and  Volume  of  Current.  (Ein  Kompensator 
fQr  Spannungs-und  Strom  Messungen.)  R. 
Fran  We.  A  convenient  rheostat  apparatus,  ex- 
plained in  diagram  and  shown  also  in  actual 
form.  2500  w.  Elektrotechnische  Zeitschr— 
June  3,  1897.    No.  14185  B. 

Measurement  of  Alternating  Current  Power. 
A.  F.  McKissick.  Directions  for  measuring 
single-phase,  two  phase  and  three  phase  circuits. 
111.  800  w.  Am  Elect'n— July,  1897.  No. 
13894. 

NIAGARA. 

Niagara  Power.  F.  M.  F.  Cazin.  The  pur- 
pose of  the  paper  is  to  discuss  the  features  of 
power  absorption  from  the  falling  waters  as  ac- 
tually practiced,  and  to  indicate  a  line  for  im- 
proved methods  and  machinery.  2200  w.  Elec 
Wld— July  17,  1897.    No.  14026. 

N.  V.  LIFE  Building. 

The  Power  and  Lighting  Plant  of  the  New 
York  Life  Building.  Illustrated  detailed  de- 
scription of  one  of  t  e  latest  and  finest  of 
New  York's  office  buildings,  especially  the 
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machinery  plant.   2500  w.   Elec  Wld — July  10, 
1897.    No.  13938. 
POWER  Plant. 

See  Mining:  ""1  Metallurgy.  Coal  and  Coke. 

See  same  title  under  Street  and  Electric  Rail- 
ways. 

The  Electrical  Plant  on  the  Sihl  (Das  Elektri- 
citfits  Werk  an  der  Sihl.)  Prof.  Wyssliog.  A 
very  fall  account  of  the  hydraulic  and  electric 
plant  near  Zurich.  Serial.  Part  I.  2500  w. 
Schweizerische  Bauxeitung — June  12,  1897. 
No.  14148  B. 

The  Electric  Plant  of  the  Modern  Tall  Build- 
ing. Frank  A.  Pattison.  Suggestions  as  to 
boiler,  steam  piping,  switchboard,  storage  bat- 
tery, etc.  2300  w.  Eng  Mag— Aug.  1897. 
No.  14408  B. 
SWITCH. 

A  New  Automatic  Switch.  (Ueber  einen 
Neuen  Nebenschluts  Automaten.)  F.  Collis 
chonn.  Describing  and  illustrating  the  author's 
improved  automatic  controller  for  widely  varying 
loads  2000  w.  Elektrotechnische  Zeitschr— 
June  24,  1897.  No.  14188  B. 
SWITCH  BO  ARD8. 

The  Erection  of  Power  Station  Switchboards. 
George  Moffat.  Discusses  the  construction  and 
the  essentials  to  meet  the  requirements.  111. 
1800  w.  St  Ry  Jour — July,  1897.  No. 
13858  D. 

TIIKKK-PHA8E  System. 

Three-Phase  Power  and  Light  Plant  at  Liver- 
pool. Illustrated  description  of  a  plant  in- 
stalled for  the  Liverpool  Grain  Storage  and 
Transit  Company  at  Bootle,  Eng.  2500  w. 
Elec  Rev,  Lond— July  23,  1897.  -No.  14359  A- 
TRANSMISSION  Plant. 

The  Riverside  Transmission  Plant.  W.  A. 
Laymon.  Illustrated  description  of  an  electric 
transmission  and  general  distributing  system  for 
power  and  lighting.  1800  w.  Min  &  Sci  Pr— 
July  3,  1897.    No.  13937. 

TROLLE  Y'C  A  RRI  AO  B. 

A  Trolley-Carriage  to  Run  on  Common 
Roads.  Gilbert  P.  Coleman.  Illustrated  de- 
scription of  a  motor  carriage  now  in  operation 
at  Greenwich,  Conn.,  which  will  probably  lead 
to  the  establishing  of  a  "  trolley  stage "  line. 
1300  w.  Eng  News— July  20,  1897.  No. 
14336. 
TUNNELS. 

See  same  title  under  Civil  Engineering,  Mis- 
cellany. 

UNDERGROUND  Mains. 

The  Localization  of  Faults  in  Underground 
Mains.  Robert  C.  Quin.  Discussion  of  meth- 
ods and  results  of  large  experience.  Read 
before  the  Municipal  Electrical  Assn.  i8co  w. 
Elec  Eng,  Lond— July  23,  1897.  Serial.  1st 
part.  No.  1438 1  A. 
WIM8HUR8T  Macblnea. 

Sectorless  Wimshurst  Machines.  S.  M.  Kee- 
nan.  Describes  how  to  change  a  sectored  to  a 
sectorless  machine,  and  also  different  machines 
constructed  by  the  writer.  1500  w.  Am  Elect  'n 
—Aug.,  1897.    No.  14328. 

TELEGRAPHY  AND  TELEPHONY. 

CABLES. 

A  new  Recording  Apparatus  for  Submarine 


Cables.  (Sur  un  Nouvel  Appareil  Enregistrenr 
pour  Cables  Sous-marins.)  M.  Ader.  The  os- 
cillations of  a  fine  wire  in  a  permanent  magnetic 
field  are  photographically  recorded.  On  the 
Marseilles- Algiers  cable,  1600  signals  per  minute 
were  recorded.  1200  w.  Comptes  Rendus — 
June  21,  1897.    No.  14129  D. 

Protection  of  Ocean  Cables.  Alexander  Porter 
Moore.  Abstract  of  communication  to  AVtr  York 
Herald.  Reviews  the  efforts  of  the  government 
to  secure  protection  of  the  cables,  and  the  need 
of  wise  legislation.  1500  w.  W  Elec— Toly 
24.  1897.    No.  14289. 

The  Working  of  Long  Submarine  Cables.  R. 
M.  Sayers  and  S.  S.  Grant.  Read  before  a 
students'  meeting  of  the  Inst,  of  Elec.  Engs. 
The  difficulties  in  the  working  of  cables  exceed- 
ing 400  or  500  nautical  miles  in  length.  1600  w. 
Elec  Rev,  Lond— July  9,  1897.  Serial.  1st 
part.  No.  1408 1  A. 
COMMERCIAL  Telegram*. 

Delivery  of  Commercial  Telegrams  at  Rail- 
way Stations.  L.  H.  Korty.  Read  before  the 
Assn.  of  Ry.  Telegraph  Supts..  Niagara  Falls. 
N.  Y.  Discusses  irregularities  of  delivery,  and 
how  best  to  accomplish  an  improvement.  1300 
w.  Elec  Rev— July  7.  1897.  No.  13839. 
FIRE  Alarm. 

Historical  Sketch  of  the  Fire  Alarm  Telegraph. 
Adam  Bosch.  The  history  of  the  development 
of  this  branch  of  telegraph  work,  from  1845  to 
the  present.  7000  w.  Trans  Am  Inst  of  Elec 
Engs— June  &  July.  1897.  No.  14214  D. 
MARCONI  System. 

The  Marconi  System  of  Telegraphy.  Addi- 
tional information  about  the  apparatus  used  in 
this  system  of  telegraphy  by  electric  waves.  III. 
2200  w.  Elec  Rev,  Lond— July  16,  1897.  No. 
14266  A. 

PATENT  Infringement. 

Complaint  in  the  Suit  Against  the  Bell  Com- 
pany for  Patent  Infringement.  Complaint 
brought  by  the  Western  Telephone  Construction 
Company  of  Chicago,  alleging  infringement  of 
the  Keelyn  patent .  Gives  the  bill  of  complaint. 
1200  w.  W  Elec— July  3, 1897.  No.  13877. 
PRINTING  Telegraph. 

The  Eaton  Photographic  Printing  Tele- 
graph. C.  F.  Eaton.  Jr.  Describes  an  auto- 
matic instrument  in  which  the  printing  is  done  by 
the  aid  of  light  and  instantaneous  photography. 
1000  w.    Elec  Eng — July  8,  1897.    No.  13912. 

PRIVATE  Telephones. 

Private  Telephone  Construction.  F.  H. 
Smith.  Confined  to  the  systems  where  no 
switchboard  is  used,  together  with  the  system 
with  two  or  more  instruments  on  one  circuit.  1  $00 
w.  Elec  Eng— July  8,  1897.  Serial.  1st  part. 
No.  1 391 3. 

RECEIVERS. 

The  Polarizing  Telephone  Receiver.  (Das 
Polarisiren  Telephonischer  Empfftnger.)  J.  W. 
Giltay.  Describing  the  author's  form  of  receiver 
in  which  the  feeble  tone  is  reinforced  by  use  of 
a  condenser.  3000  w.  Electrotechnische  Zeit- 
schr— June  10.  1897.    No.  14186  b. 

The  Polarizing  of  Telephone  Receivers.  J. 
W.  Giltay.  Translated  from  the  Elekhottxh- 
nisckt  Zeitschri/t.  An  account  of  experiments 
and  their  results,  with  explanation  of  observed 
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phenomena.    3300  w.  Elect'n — July  23,  1897* 
No.  144 1 1  A. 

SUBMARINE  Telegraphy, 

A  New  System  of  Submarine  Telegraphy. 
Describes  the  principal  features  of  an  apparatus 
for  the  sending  and  receiving  of  telegraphic 
signals  on  long  lines  of  cable,  presented  by 
Charles  G.  Burke.  III.  1100  w.  Eng  News 
— July  22.  1897.  No.  1424c. 
SYNCH  KONOORAPH. 

The  Syncbronograph.  Discussion  of  paper  on 
this  subject,  by  A.  C.  Crehore  and  G.  O.  Squier. 
16000  w.    Trans  Am  Inst  of  Elec  Engs—  May, 
1897.    No.  13928  D. 
TELEPHONE  Dispatching. 

The  Telephone  Dispatching  System  of  the 
Akron,  Bedford  &  Cleveland  Railroad.  F.  J.J. 
Sloat.  Describes  the  system  that  has  been  very 
advantageous  under  the  conditions  existing  on 
this  road.  Ill  1100  w.  St  Ry  Jour— July, 
1897.  No.  13856  D. 
TELEPHONE  System. 

The  Telephone  System  of  the  United  King- 
dom. F.  Charles  Raphael.  Part  first  gives  the 
early  history  with  illustrated  description  of  the 
instruments  used.  1400  w.  Elect'n — July  2. 
1897.    Serial.    1st  part.    No.  13962  A. 

MISCELLANY. 

ALTERNATORS. 

The  Effect  of  Armature  Inductance  upon  the 
Electromotive  Force  Curves  of  an  Alternator. 
W.  E.  Goldsborougb.  A  series  of  experiments 
carried  on  in  the  electrical  laboratories  of  Pur- 
due University  for  the  purpose  of  investigating 
this  subject.  Apparatus  and  method  are  de- 
scribed and  results  given.  9500  w.  Trans  Am 
Inst  of  Elec  Engs— June  &  July,  1897.  No. 
14211  D. 
ARMATURES. 

Winding  Drum  Armatures.  William  Baxter, 
Jr.  Illustrates  and  describes  the  usual  means 
tor  winding  drum  armatures  and  also  an  ap- 
paratus designed  by  the  writer,  showing  the  ad- 
vantages of  the  latter  machine.  1200  w.  Am 
Mach— July  29.  1897.  No.  14318. 
BOWLING  GKKEX  Building. 

The  Electrical  Features  of  the  Bowling  Green 
Building.     Illustrated  detailed  description  of 
construction  and  equipment.    5800  w.  Elec 
Wld— July  17.  1897.    No.  14025. 
CAPILLARITY. 

Some  Electro-Capillary  Researches.  (Einige 
*  Kapillarelektrischer  Versuche.)  A  demonstra- 
tion by  Dr.  Nernst  of  a  number  of  interesting 
electro-capillary  phenomena,  before  the  conven- 
tion of  the  German  Electrochemical  Association. 
1200  w.  Zeitschr  f  Elektrochemie— July  5, 
1897.  No.  14175  B. 
CARBON. 

Electricity  Direct  from  Carbon.  J.  H.  Hell- 
weg,  Jr.  Reviews  briefly  the  history  of  this 
subject  tracing  progress  to  the  present  time, 
and  gives  investigations  of  the  writer.  The  ex- 
perimenters think  they  have  proved  the  produc- 
tion of  electricity  from  carbon  direct.  3500  w. 
Elec  Wld— July  24,  1897.  No.  14*73- 
CIRCUIT  Breakers. 

The  Testing  of  Automatic  Magnetic  Circuit 
Breakers.    C.  M.  Clark  and  C.  W.  MacMullen. 


Illustrated  description  of  method  of  experiment- 
ing, apparatus,  results,  &ci  1400  w.  Elec 
Eng— July  15.  1897.  Serial.  1st  part.  No. 
14004. 

COIL  Winding. 

See  same  title  under  Mechanical  Engineering. 
Engines  and  Motors. 

CONDENSERS. 

Application  of  Hyperbolic  Analysis  to  the 
Discharge  of  a  Condenser.  Alexander  Mac- 
farlane.  Mathematical  investigation.  2400  w. 
Trans  Am  Inst  of  Elec  Engs— May,  1897.  No. 
13929  D. 
COSTS. 

What  Electrical  Energy  Costs.  Albert  B. 
Herrick.  Part  first  states  the  operation  of  the 
present  usual  method  of  determining  cost,  and 
in  subsequent  articles  will  present  what  he  con- 
siders a  proper  system.  1600  w.  Elec  Eng — 
July  8,  1897.    Serial.    1st  part.    No.  1 391 5. 

ELECTRICAL  Apparatus 

Method  of  Testing  the  Magnetic  Properties 
of  Iron  Used  in  the  Manufacture  of  Electrical 
Apparatus.  George  Moffat  Remarks  on  the 
importance  and  usual  methods,  with  description 
of  Instrument  designed  by  the  writer.  600  w. 
Am  Mach— July  15,  1897.    No.  1401 1. 

ELECTRICAL  Code. 

National  Electrical  Code.  Sketch  prepared 
by  the  code  committee  of  the  National  Con- 
ference on  standard  rules  and  the  committee 
on  press  of  the  Underwriters'  National  Electric 
Association  jointly.  3800  w.  W  Elec — July  17, 
1897.    No.  14049. 

ELECTRICAL  Effect*. 

Electrified  Matter.  Harry  L.  Tyler.  Part 
first  is  introductory  to  a  series  of  chapters  aim- 
ing to  make  clear  that  the  electrician  has  only  to 
deal  with  a  condition.  The  various  methods  of 
electrifying  will  be  considered.  900  w.  Elec — 
July  7.  1897.    Serial,    tst  part.    No.  13922. 

ELECTRICITY. 

See  same  title  under  Marine  Engineering. 

The  Uses  of  Electricity  in  Sanitariums  and  in 
the  Practice  of  Medicine  and  >urgery.  George 
H.  Guy.  Reviews  the  different  applications  of 
electricity  in  medical  practice,  with  remarks  on 
the  degree  of  success.  3000  w.  Chau — Aug, 
1897.  No.  14337  c. 
ELECTRICITY  unci  MHgnettam. 

A  Physical  Theory  of  Electricity  and  Magnet- 
ism. T.  Proctor  Hall.  A  theory  aiming  to 
supply  a  simple  and  easily  apprehended  physical 
view  of  electric  and  magnetic  phenomena.  2000 
w.    Elec  Wld— July  3,  1897.    No.  13834. 

ELECTRIC  Oaeillatlona. 

On  the  Theory  of  Electric  Oscillations  in  Mu- 
tually Inductive  Circuits.  Edwin  J.  Houston 
and  A.  E.  Kennelly.  An  answer  to  a  question 
of  considerable  theoretical  importance.  1300 
w.  Elec  Wld — July  10,  1897.  No.  13939. 
FREQUENCY. 

Frequency  Transformation.  F.  Jarvis  Patten. 
Describes  an  apparatus  in  which  the  change  in 
the  rate  of  induction  is  obtained  by  a  novel  form 
of  electro-magnetic  motor,  which,  in  conjunction 
with  the  currents  of  altered  frequency,  deter- 
mines the  degree  of  transformation.  III.  1300 
w.    Elec  Eng — July  22,  1897.    No.  14217. 
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FUSES. 

Circuit  Breakers  a  Step  Backwards  in  Electri- 
cal Progress.  Harry  H.  Cutler.  Favors  the 
use  of  properly  constructed  fuses,  with  discus- 
sion of  facts  relating  to  their  use.  2500  w.  Am 
Elect'n — Aug.,  1897.    No.  14325. 

The  Design  of  a  Reliable  Fuse.  J.  E.  Wood- 
bridge.  Discusses  the  causes  of  their  unrelia- 
bility and  the  remedy.  3000  w.  Am  Elect'n — 
Aug.,  1897.    No.  14326. 

INDUCTANCE. 

The  Measurement  of  Inductance  with  the 
Sec hom meter.  H.  N.  Allen.  An  account  of  a 
defect  found  in  the  sechommeter  and  its  re- 
moval, with  a  comparison  of  this  method  with 
the  Rayleigh  method  of  measuring  inductance. 
1800  w.   Elect'n — July  16,  1897.  No.  14271  a. 

A  Suggestion  for  the  Construction  of  Induc- 
tion Coils.  George  T.  Hanchett.  Practical 
suggestions  for  the  improvement  of  these  coils. 
1200  w.   Elec  Wld — July  17.  1897.   No.  14023. 

Mercurial  Interrupter  for  Powerful  Induction 
Coils.  (Interrupteur  a  Mercure  pour  les  Fortes 
Bobines  de  Ruhmkorff.)  M.  Cornu.  A  note 
presented  to  the  academy  describing  the  new 
contact  breaker  of  MM.  Ducretet  and  Lejeune, 
by  which  violent  sparking  is  avoided.  1000  w. 
Comptes  Rendus— June  14,  1897.  No.  14126  v>. 

INSULATION. 

Armature  and  Commutator  Insulation.  Wil- 
liam Baxter,  Jr.  Presents  the  advantages  of 
double  insulation.  III.  1700  w.  Am  Mach — 
July  22,  1897.    No.  1422 1. 

The  Effect  of  Heat  on  Insulating  Materials. 
Putnam  A.  Bates  and  Walter  C.  Barnes.  Tests 
made  to  determine  the  real  facts.  2500  w. 
Trans  Am  Inst  of  Elec  Engs — May,  1897.  No. 
13932  d. 

Wesion  Voltmeter  Resistance  Curves.  De- 
scribes tests  of  insulation  resistance  made  with 
this  instrument,  and  manner  of  deriving  curves. 
1700  w.  Am  Elect'n — Aug.,  1897.    No.  14327. 

LIGHTNING. 

Two  Remarkable  Lightning  Strokes.  (Zwel 
Remerkenswerthe  Blitzschlage.)  In  both  cases 
tall  factory  chimneys  without  lightning  rods 
were  rent  vertically,  the  lightning  leaping  down 
the  line  of  iron  steps  built  in  the  masonry.  1200 
w.  Elektrotechnische  Zeltschr— June  3,  1897. 
No.  14184  B. 

LIQUID  Air. 

Liquid  Air  as  a  Factor  in  Electrical  Develop- 
ment. Elihu  Thomson  in  the  Boston  Htrald. 
Outlines  a  system  worthy  of  examination  by  those 
interested  in  electrical  development.  1000  w. 
Elec  Eng— July  22,  1897.    No.  14218. 

METER8. 

Electricity  Meters.  T.  P.  Wilmshurst.  Con- 
siders the  essential  conditions  of  a  perfect  meter, 
and  discusses  some  of  the  most  important  points. 
Paper  read  before  the  Municipal  Electrical  Assn. 
and  followed  by  discussion.  5000  w.  Elec  Eng, 
Lond — July  9.  1897.    No.  14087  A. 

Electric  Metering  from  the  Station  Standpoint. 
Caryt  D.  Haskins.  Discusses  the  accuracy, 
durability  and  other  essential  qualities  of  meters, 
and  the  desirability  of  their  use.  4000  w.  Trans 
Am  Inst  of  Elec  Engs — June  &  July,  1897.  No. 
14212  D. 


'Prepayment  Meters.  H.  W.  Conzens.  Read 
before  the  Municipal  Electrical  Assn.  Con- 
siders the  essential  features  of  a  prepayment 
electricity  meter,  and  endeavors  to  show  that  its 
adoption  would  open  important  fields  for  elec- 
tric lighting.  3000  w.  Elec  Rev,  Lond — July 
16,  1897.    No.  14268  A. 

The  New  Aron  Meter.    A  resume  of  Dr. 
Aron's  paper  describing  his  new  meter,  with  il- 
lustrations.   1700  w.    Elec  Eng,  Lond — July 
9,  1897.    No.  14088  A. 
NIKOLA  TESLA. 

Nikola  Tesla,  the  Electrician.     Charles  Bar- 
nard.   An  account  of  his  life  and  work.  111. 
2200  w.  Cbau— July,  1897.   No.  13889  a 
POLE  Lino. 

The  Pole  Line.  Frederic  A.  C.  Perrine. 
A  study  of  the  stresses  sustained  by  a  pole  line. 
4000  w.  Elec  Engng— July  15,  1897.  No. 
14202. 

BONTOEN  Rare. 

A  New  Form  of  Cathode  Discharge  and  tbe 
Production  of  X-Rays,  Together  with  Some 
Notes  on  Diffraction.  R.  W.  Wood.  Presents 
a  new  method  of  producing  tbe  rays,  with  its  ad- 
vantage, and  describes  its  behavior.  3300  w. 
Phys  Rev — July,  1897.    No.  13976  D. 

Apparatus  for  Roentgen  Work.  E.  A. 
Robins,  in  the  Pbotogram.  The  construction  of 
induction  coils  and  other  pieces  of  apparatus  in 
connection  with  the  production  of  X-Rays.  III. 
2700  w.  Sci  Am  Sup— July  17,  1897.  No. 
14015. 

Properties  of  Simple  Cathode  Rays.  (Prop- 
rietesdes  Rayons  Cathodiques  Simples.)  H.  Des- 
landres.  Note  on  investigations  made  at  tbe 
Parts  observatory,  showing  that  simple  cathode 
rays  correspond  to  simple  electric  oscillations, 
isoow.  Comptes  Rendus— JuneS,  1897.  No. 
14123  d. 

Rontgen  Ray  Diffusion  Phenomena.  Elihu 
Thomson.  Illustrated  description  of  a  tube  de- 
signed by  the  writer  for  obtaining  strong  radia- 
tion, and  the  tests  made  with  it.  900  w.  Elec 
Rev,  Lond— July  2.  1897.  No.  13952  a. 

The  Action  of  the  X-Rays  on  the  Retina. 
(Action  des  Rayons  X  sur  la  Retine.)  M.  Bar- 
det.  Showing  that  a  feeble  action  is  experienced 
when  ordinary  light  is  excluded.  1000  w. 
Comptes  Rendus— June  14,  1897.  No.  141 27  v. 

SAFETY  Regulations. 

Report  on  the  Dangers  of  Electrical  Genera- 
tion. Second  interim  report  to  the  Home  De- 
partment, of  the  committee  appointed  to  inquire 
into  and  report  upon  certain  dangerous  trades, 
with  editorial  comment.  7500  w.  Elect'n — 
July  16.  1897.  No.  14270  A. 
STAGE  Use. 

Electricity  on  the  Stage  II.  Bissing.  Com- 
ments on  the  slow  progress  in  adapting  elec- 
tricity to  the  stage,  discusses  the  objections,  and 
advocates  the  "  bank  of  coils  "  in  preference  to 
the  "  individual  coil  "  for  traveling  use.  1300 
w.  Elec  Wld— July  3.  1897.  No.  13831. 
THE  FUJI." 

See  same  title  under  Marine  Engineering. 
TH  ERMO- ELECTRICITY. 

A  Dissertation  on  Thermo-Electricity.  J. 
Warren.  It  is  proposed  to  briefly  describe  and 
sum  up  the  merits  of  the  various  types  of  ther- 
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mopiles  and  conclude  with  a  discussion  on  the 
thermo-electric  powers  of  various  dissimilar 
metals  and  their  alloys.  1500  w.  Elec,  Lond — 
July  23,  1897.  Serial,  tst  part.  No.  14348  a. 
TRAINING. 

The  Training  of  an  Electrical  Engineer. 
Suggestions  for  the  acquiring  of  such  knowledge 
as  will  prove  most  useful  to  workers  in  this  field. 
3200  w.    Elec  Rev,  Lond—  July  9,  1897.  No. 

14080  A. 
WAVK  Theory. 

The  Derivation  of  the  Fundamental  Laws 
of   Electrodynamics  from  the  Wave  Theory. 


(Die  Ableitung  des  Elektrodynamischen  Grnnd- 
gcsetzes  ausder  Wellentheorie.)  Rudolf  Mewes. 
A  brief  mathematical  discussion,  based  on  the 
investigations  of  Crookes.  Heitz,  Mayer,  and 
others.  3000  w.  *  ie  Elektrizitat— June  19. 
1897.  No.  14 1 82  B. 
WIRING. 

Municipal  Aids  to  Wiring.  Alfred  H.  Glo- 
bing*. Read  before  the  Municipal  Electrical 
Assn.,  at  Manchester.  A  short  paper,  with  dis- 
cussion, presenting  the  advantage  of  encourag- 
ing the  use  of  electricity.  3000  w.  Elect'n — 
July  9,  1897.    No.  14085  a. 
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BOILERS  AND  ENGINES. 

ANCIENT  8bip*. 

Some  Ships  of  the  Ancients.  George  Henry 
Preble.  Interesting  information  of  remarkable 
vessels,  including  the  Arc,  the  Alexandria,  or 
Alexandrian,  and  others.  5200  w.  Set  Am 
Sup — July  17,  1897.  No.  14014. 
MRITISH  Navvy. 

The  Queen's  Navy,  1837-1897-  Abridged 
from  an  article  by  A.  Laird  Clowes,  contributed 
to  the  English  Illustrated  Magaiine.  The 
changes  during  the  present  reign  are  reviewed. 
III.  1600  w.  Ill  Car  and  Build— June  25, 1897. 
No.  13S72  A. 
CANADIAN  Mall. 

The  New  Canadian  Mail  Service.  Editorial 
discussing  the  probabilities  of  success,  and  the 
choice  of  designs  for  vessels.    2000  w.  Eng. 
Lond— July  2,  1897.    No.  13971  a. 
CRUISER. 

The  Spanish  Armored  Cruiser  "  Cristobal 
Colon."  (Le  Croiseur  Coirassc  Espagnol  "  Cris- 
tobal Colon.")  A  description  of  this  powerful 
addition  to  the  Spanish  navy,  with  photographs 
of  the  vessel  and  of  her  water  tube  boilers. 
2500  w.  Revue  Technique— July  10,  1897. 
No.  14144  D. 

United  States  Armored  Cruiser  Brooklyn 
Present  at  British  Naval  Review.  Illustrated 
detailed  description.    1300  w.    Marine  Engng 
—July,  1897.    No.  13867  c. 
DANISH  Ferries. 

Danish  Steam  Railway  Ferries  and  Ice- 
Breaking  Steamers.  I.  C.  Tuxen  Read  at  the 
International  Congress  of  Naval  Architects  and 
Marine  Engineers.  Illustrated  description  of 
the  special  features  of  these  vessels.  2800  w. 
Engng— July  16,  1897.  No.  14252  A. 
ELECTRICITY. 

Electricity  on  Board  Ship,  Principles  and 
Practice.  William  Baxter,  Jr.  Part  first  ex- 
plains the  relation  of  electricity  and  magnetism. 
Diagrams.  2400  w.  Marine  Engng— July, 
1897-  Serial.  1st  part.  No.  13869  c. 
KRKBT  BOATS. 

The  New  Pennsylvania  Railroad  Ferry-Boats. 
Illustrated  description  of  the  new  double  twin- 
screw  ferry-boats  built  for  the  new  service  of 
this  road.  1000  w.  Sea— July  29.  1897.  No. 
1435a. 

HARBOR. 

Windau,  as  the  European  Export  Harbor  of 


the  Siberian  Railway.  (Windau,  der  Europ- 
p<iiscbe  Exporthafen  der  Grossen  Sibirischen 
Bahn.)  A  discussion  of  the  advantages  of  this 
Baltic  seaport  as  a  terminus  from  which  the  ex- 
ports from  Siberia  may  be  handled.  2000  w. 
Glaser's  Annalen — July  15,  1897.    No.  14161  D. 

HULL.  Weight*. 

On  Graphic  Aid  in  Approximating  Hull 
Weights.  J.  Johnson.  Read  at  the  Interna' 
tional  CongTess  of  Naval  Architects  and  Marine 
Engineers.  Gives  the  system  used  by  the  writer 
and  found  to  be  satisfactory.  600  w.  Engng 
—July  23,  1897.    No.  14370  A. 

LAUNCH. 

A  Vapor  Hunting  Launch.  Illustrated  de- 
scription of  a  launch  built  for  H.  M.  Birge,  of 
Buffalo.  900  w.  Sci  Am — July  24, 1897.  No. 
14222. 

LIGHTHOUSE!*. 

Lighthouse  Progress,  1887-1897.  J.  Ken* 
ward.  In  1887  the  writer  prepared  an  article 
on  the  lighthouse  work  and  progress  covering 
the  preceding  fifty  years.  This  article  covers 
the  past  ten  years,  and  both  together  will  give  a 
summary  record  of  what  has  been  attained  dur- 
ing the  Victorian  era.  4000  w.  Nature— July 
22,  1897.    No.  14384  A. 

MATERIALS. 

Improved  Materials  of  Construction  and  Their 
Influence  on  Design.  John  Howard  Biles. 
Read  at  the  Inst,  of  Civil  Engs.  Engineering 
Conference.  The  materials  discussed  are  nickel 
steel  and  aluminum  as  applied  to  ship  design. 
3000  w.  Ind  &  Ir— July  16,  1897.  No. 
14280  A. 

"MAYFLOWER." 

The  Ix>g  of  the  "  Mayflower."  Governor 
Bradford's  lost  "  History  of  Plymouth  Planta- 
tion." The  chapters  relating  to  the  passage  of 
the  "Mayflower"  and  the  first  landing  and 
settlement  of  the  Pilgrims.  2200  w.  Mc- 
Clure's  Mag— July,  1897.    No.  13845. 

NAVAL  Architecture. 

Advances  Made  in  the  Mathematical  Theory  of 
Naval  Architecture.  Edward  J.  Reed.  Read 
at  the  International  Congress  of  Naval  Archi- 
tects and  Marine  Engineers.  A  summary  of 
the  progress  since  i860.  Part  first  deals  with 
strains  and  the  provisions  to  withstand  them, 
and  with  stability.  6800  words.  Eng,  Lond — 
July  16,  1897.  Serial.  1st  part.    No.  14262  a. 
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NAVAL  Review. 

Royal  Naval  Review.  General  remarks  upon 
the  review  at  Spithead,  with  illustrated  de- 
scriptions of  the  battle  ships  of  the  -first  and 
second  classes,  and  the  first-class  cruisers  are 
given  in  part  first.  14000  w.  Ind  &  Ir— 
July  2.  1897.    Serial.    1st  part.    No.  13975  A. 

NAVIGATION. 

The  Second  Convention  of  the  German- 
Austrian- Hungarian  Association  for  Inland 
Navigation.  (Der  II  Verbandstag  des  Deutsch- 
Oesterreichisch-Ungarischen  Verbandes  fur  bin 
nenschiffahrt.)  A  full  account  of  the  recent  dis- 
cussion at  Vienna  of  the  inland  waterways  of 
central  Europe,  with  a  discussion  of  the  plans 
for  extension  and  improvement.  An  important 
paper.  20000  w.  Oesterr  Monatschr  f  d 
Oeffent  Baudienst— July,  1897.    No.  14150  D. 

NON-FLAMMABLE. 

Non-Flammable  Wood.  Charles  E.  Ellis. 
Read  at  the  International  Congress  of  Naval 
Architects  and  Marine  Engineers.  The  procrss 
is  described  and  tests  reported,  with  some  dis- 
cussion of  the  use  of  such  wood  in  naval  archi- 
tecture. 2000  w.  Engng— July  9,  1897.  No. 
14042  A. 
ON  Shipboard. 

At  Sea  on  the  Atlantic.  Henry  Hall.  A 
mental  glimpse  of  a  voyage  to  Europe,  confined 
to  the  experience  on  shipboard.  III.  2800  w. 
Chau— July,  1897.    No.  13890  c. 

PROGRESS. 

The  Progress  of  Marine  Engineering.  Albert 
J.  Durston.  Read  at  International  Congress  of 
Naval  Architects  and  Marine  Engineers.  A 
review  of  the  history  and  progress  in  the  Royal 
Navy  and  Mercantile  Marine  from  the  founda- 
tion of  the  Institution  of  Naval  Architects  to 
the  present  date.  2400  w.  Engng — July  9, 
1897.    Serial.    1st  part.    No.  14047  A. 

PRO  P17L8ION. 

High-Speed  Screw  Propellers.  Sydney  W. 
Barnaby.  Read  at  the  International  Congress 
of  Naval  Architects  and  Marine  Engineers.  An 
explanation  of  the  theory  of  the  formation  of 
cavities  in  water  by  screw  propellers  at  high 
speeds.  2200  w.  Engng — July  16,  1897.  No. 
14250  A. 

Screw  Propulsion.  Editorial  regretting  that 
Mr.  S.  Barnaby's  paper  on  44  Cavitation  "  was 
not  adequately  discussed,  with  a  criticism  of  the 
views  set  forth  by  the  writer.  1500  w.  Eng. 
Lond—  July  23,  1897.    No.  14395  a. 

RESISTANCE. 

Skin  Resistance.  H.  S.  Hele-Shaw.  Read 
at  the  International  Congress  of  Naval  Archi- 
tects and  Marine  Engineers.  Gives  experiments 
on  the  nature  of  surface  resistance  in  pipes  and 
on  ships.  Apparatus  used  is  described  and 
results  given.  4000  w.  Engng— July  16, 1897. 
No.  14253  A. 
SHAFTS. 

Crank  and  Other  Shafts  Used  in  the  Mercan- 
tile Marine.  G.  W.  Manuel.  Read  at  the 
International  Congress  of  Naval  Architects  and 
Marine  Engineers.  Discusses  the  cause  of 
some  of  the  failures,  giving  results  of  experi- 
ence. III.  2300  w.  Ir  &  St  Trds  Jour- 
July  17,  1897.    No.  14248  A. 


SHIP  Dealgn. 

The  Practical  Application  of  Model  Experi- 
ments to  Merchant  Ship  Design.  Archibald 
Denny.  Abstract  of  paper  presented  at  the 
recent  Engineering  Conference,  in  London. 
Shows  how  tank  experiments  are  practically 
applied,  and  their  value.  Brief  report  of  dis- 
cussion. 2500  w.  Steamship — July,  1897.  No. 
13983  A. 

SHIP  Ventilation. 

The  "Boyle"  System  of  Ship  Ventilation. 
Illustrated  detailed  description.  800  w.  Steam- 
ship—July, 1897.    No.  13982  A. 

SPITHEAD. 

The  Review  at  Spithead.  A  summary  of  tbe 
features  of  the  fleet,  tbe  cruisers,  gunboats, 
torpedo  boats,  training  ships,  &c,  also  the 
foreign  war  vessels  and  merchant  steamers.  III. 
3000  w.  Eng,  Lond— June  25.  1897.  No. 
13848  A. 

STEAMBOATS. 

Early  Steamboats  on  Western  American 
Rivers.  Cons.  D.  Millar.  Historical  review  of 
steamer  traffic  on  the  Ohio  and  Mississippi.  III. 
4100  w.   Eng  Mag — Aug.,  1897.   No.  14404  b. 

STEAMSHIP. 

S.  S.  ,4Clan  Macdonald."  Illustrated  de- 
scription of  a  screw- steamer,  the  first  of  foor 
sister  "Turret"  vessels  building  for  a  Glas- 
gow Co.  2200  w.  Eng's  Gax — July,  1897. 
No.  13924  A. 

The  Screw  Steamers  44  Pointer"  and  "  Span- 
iel." Illustrated  description  of  two  recently 
built  coasting  steamers,  for  service  from  the 
Clyde  to  Belfast.  Liverpool,  and  Manchester. 
1400  w.    Engng— July  2,  1897.    No.  13965  a. 

THE  FUJI." 

Electrical  Equipment  of  the  Fuji.  Charles  E. 
Grove.  Reprint  from  the  Thames  Irenxvrk: 
GaselU  Describes  the  electrical  equipment  of 
this  Japanese  warship  in  a  way  to  indicate  to 
general  readers  what  the  work  is  like.  IU. 
2000  w.  Elec  Eng,  Lond — July  16,  1897.  No. 
14269  A. 

UNITED  STATES  Nary. 

The  Steam  Navy  of  tbe  United  States.  Re- 
view of  book  by  Frank  M.  Bennett,  treating  of 
the  growth  of  the  steam  war  vessel  of  the  United 
States,  giving  information  obtained  therefrom. 
3000  w.  Trans— July  9,  1897.    No.  14050  A. 

WARSHIPS. 

The  Progress  of  British  Warships  Design. 
P.  H.  Colomb.  Discusses  tbe  changes  in  de- 
sign, armament,  speed  and  endurance,  favoring 
the  development  of  the  torpedo  vessel.  3500  w. 
N  Am  Rev— Aug.,  1897.    No.  14421  D. 

WEBB  Home. 

A  Ship- Builder's  Dual  Monument.  Illustrated 
description  and  information  concerning  the  acad- 
emy and  home  for  ship  builders,  built  and  en- 
dowed by  William  H.  Webb.  2300  w.  Har- 
per's Weekly — July  10,  1897.    No.  13921. 

YACHTS. 

Some  Notable  Steam  Yachts.  Illustrated  de- 
scriptions of  the  "Andria"  and  the  May- 
flower," which  have  recently  been  built  in  Scot- 
land for  American  owners.  900  w.  Sci  Am— 
July  10.  1897.    No.  13907. 
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BOILERS,  FURNACES  AND  FIRING. 

BOILERS. 

Steam  Boilers  with  the  Dublan  Circulating 
Pump.  (Damp  f  Kessel  mit  Dubiamacher  Rohr- 
pumpe.)  Describing  a  siphon  pump  arrange* 
mcnt  for  use  with  boilers  to  maintain  a  positive 
circulation,  with  illustrations  and  numerous 
tables  of  tests.  5000  w.  Zeitschr  d  Vcr 
deutscher  Ing — July  10,  1897.     No.  141 1 1  B. 

CARE  of  Boiler*. 

Boilers  Taking  Care  of  Themselves.  How  to 
Wash-Out  Boilers.  Henry  J.  Raps.  Treats  of 
locomotive  boilers,  their  proper  care  and  inspec- 
tion while  in  service  ;  how  to  make  heavy  re- 
pairs, etc.  2400  w.  Loc  Engng— July,  1897. 
No.  13842  c. 

CONDENSER. 

A  Combined  Surface  Condenser  and  Water- 
Cooler.  Illustrates  and  describes  a  new  appa- 
ratus designed  and  patented  by  Edward  K. 
White.  900  w.  Eng  News— July  8,  1897. 
No.  i3949> 
DRAFT. 

Mechanical  Draft.  Walter  B.  Snow.  The 
First  of  a  series  of  articles  of  interest  to  all  who 
have  to  do  with  steam  generating  plants.  2200  w. 
Mach.  N.  Y— Aug..  1897.  Serial.  1st  part. 
No.  14376. 

ECONOMIZERS. 

Boiler  Tests  at  the  Armour  Packing  Co., 
Kansas  City,  Kan..  Showing  Per  cent,  of  Saving 
by  Use  of  Economizers.  F.  G.  Gashe.  Tests 
of  the  plant  known  as  "  Boiler  House,  No.  5.'' 
There  are  three  Stirling  boilers.  Class  A, 
equipped  with  Johns'  mechanical  stokers.  The 
object  of  the  trials  was  to  obtain  a  measure  of 
the  benefit  from  the  application  of  the  Green 
fuel  economizer.  2200  w.  Power — Aug.,  1897. 
No.  14354. 
FUEL. 

Petroleum  as  Steam  Engine  Fuel.  J.  A.  F. 
Aspinall.  Read  before  the  Inst,  of  Civ.  Engs. 
England.  Reviews  the  advantages  and  pro- 
nounces the  only  difficulty  to  be  the  question  of 
supplying  fuel  at  a  reasonable  price.  1300  w. 
Ir  Age— July  8,  1897.    No.  13891. 

PRESSURE. 

Reducing  Pressure  on  Shell  Boilers.  From 
Tht  Locomotive.  An  explanation  of  the  rumors 
that  shell  boilers  are  liable  to  a  speedyand  grad- 
ually increasing  reduction  of  allowable  working 
pressure,  with  discussion  of  the  change  in  meth- 
ods and  manufacture  necessary  to  meet  the  ten- 
dency toward  high  pressures.  2400  w.  Ir  Trd 
Rev— July  8,  1897.  No.  1395'. 
REPAIRS. 

How  Not  to  Make  Heavy  Repairs  on  Loco- 
motive Boilers.  Henry  J.  Raps.  Discusses  the 
causes  of  injury,  and  the  importance  of  proper 
care  of  a  boiler.  2500  w.  Loc  Engng — Aug., 
1897.    No.  14360  c. 

SAFETY  ValvM. 

Safety  Valve  Practice.  W.  H.  Booth.  Call- 
ing attention  to  the  importance  of  pressure,  and 
referring  to  some  notes  made  sixteen  years  ago. 


1 100  w.    Am  Mach — July  15,  1897.  No.  14009. 

The  Lever  Safety  Valve.  C.  A.  Collect. 
Presents  methods  of  finding  the  proper  area  for 
a  lever  safety  valve  orifice,  as  given  by  different 
authorities,  and  gives  the  writer's  opinion  that 
lever  safety  valves  should  be  consigned  to  the 
scrap  heap,  and  pop  valves  substituted.  2200  w. 
Am  ElecTn— Aug.,  1897.    No.  14330. 

STEAM. 

The  Generation  of  Steam.  Two  papers  by 
John  F.  Snell  and  J.  J.  Steinitz,  with  discus- 
sion, as  presented  at  the  convention  of  the  Mu- 
nicipal Electrical  Assn.,  at  Manchester,  Eng. 
The  first  writer  discusses  the  types  of  boilers  in 
use,  with  details ;  the  second  writer  considers 
the  type  of  boiler,  fuel,  water,  stoking,  and  boiler 
adjuncts.  88co  w.  Elec  Eng,  Lond— July  2, 
1897,    No.  13970  A. 

WATER. 

The  Chemistry  of  Water.  George  H.  Paul- 
son. Explains  the  chemical  formula  of  water 
and  studies  each  gas  separately.  2000  w. 
Power— Aug.,  1897.    No.  14355- 

COMPRESSED  AIR. 

AIR  COMPRESSION. 

Experiments  on  a  Two-Stage  Air  Compressor. 
John  Goodman.  Contributed  to  the  Inst,  of 
Civ.  Engs.  Devoted  to  a  description  of  tests 
and  methods  of  reducing  the  results.  111.  3200 
w.    Col  Guard— July  23,  1897.    No.  14363  a. 

The  Compression  of  Air  by  the  Direct  Action 
of  Water.  Herbert  W.  Umney.  Read  before 
the  Society  of  Engineers.  Presents  an  improved 
method  of  compressing  air,  suitable  for  adoption 
in  the  case  of  low  water  falls,  and  of  less  ex- 
pense than  by  other  means.  3300  w.  Prac 
Eng— July  16,  1897.    No.  14265  a. 

EXPLOSIONS. 

Compressed  Air  Explosions  Caused  by  Igni- 
tion. A  letter  of  inquiry  from  Henry  Fisher,  of 
Nottingham,  Eng  ,  with  editorial  reply  concern- 
ing the  cause.  1400  w.  Compressed  Air— July, 
1897.    No.  14300. 

HAULAGE. 

See  same  title  under  Railroad  Affairs,  Miscel- 
lany. 

LIQUID  Air. 

See  same  title  under  Electrical  Engineering, 
Miscellany. 

PORTABLE  Compreiud  Air. 

Power  of  Portable  Compressed  Air.  Frank 
Richards.  Inquiry  and  reply  concerning  the  use 
and  cost  of  compressed  air  as  a  motive  power. 
1700  w.  Am  Mach— July  29,  1897.  No.  14320. 

USES. 

Uses  of  Compressed  Air.  J.  C.  Ransom. 
Reviews  the  development  of  the  past  few  years, 
and  the  future  possibilities.  2200  w.  Trades- 
man—July 15.  1897.    No.  14071. 

ENGINES  AND  MOTORS. 

CLEARANCE  Hpwcea. 

Large  Cylinder  Clearance  Spaces.  Editorial 
aiming  to  show  that  practice  which  is  unquestion- 
ably good  for  stationary  engines  may  be  entirely 
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wrong  for  locomotives,   iooo  w.  Loc  Engng — 
July,  1897.    No.  13844  c. 
COIL  Winding. 

Magnet  and  Coil  Winding.  J.  Mason  Knox. 
Illustrates  and  describes  the  Varley  Duplex 
Magnet  Company's  new  automatic  magnet  and 
coil  winder.  800  w.  Elec  Rev— July  7,  1897. 
No.  13838. 
DYNAMO  Testing. 

Testing  Dynamos.     Part  first  discusses  the 
indicator  method.   1400  w.  Am  Elect'n— Aug., 
1897.    No.  14329. 
KLECTBIC  Machinery. 

Efficiency  of  Dynamo-Electric  Machinery. 
Alfred  E.  Wiener.  A  study  of  the  electrical 
efficiency,  commercial  or  net  efficiency,  efficiency 
of  conversion,  and  weight  efficiency  and  cost  of 
dynamos.  2000  w.  Am  Elect'n— July,  1897. 
No.  13893. 

OAS  Engine*. 

Gas  Engines.  W.  F.  Kelly.  Read  before 
the  Engineers'  Club,  Columbus.  Ohio.  Infor- 
mation concerning  the  efficiency,  mechanical 
features,  cost,  use.  &c.  3500  w.  Am  Gas  Lght 
Jour— July  5,  1897.  No.  13841. 
HEAT  MOTOR. 

The  Diesel  Rational  Heat  Motor.  (Diesel's 
Rationeller  Warmemotor.)  A  paper  read  before 
the  recent  meeting  of  the  Society  of  German 
Engineers  at  Cassel,  by  Herr  Rudolf  Diesel, 
describing  an  improved  petroleum  motor  of  high 
efficiency.  Two  articles.  10000  w.  Zeitschr 
d  ver  deutscber  Ing — July  10  &  17,  1897.  No. 
14107  E. 
MOTOR. 

See  same  title  under  Street  and  Electric  Rail- 
ways. 
PISTONS. 

Diagrams  of  Piston  Position,  Velocity  and  Ac- 
celeration. Part  first  considers  the  mechanism 
of  the  steam  engine,  crank  and  connecting  rod, 
piston  position  :  exact  formulae.  Mathematical 
discussion.  2500  w.  Prac  Eng — June  25, 
1897.  Serial.  1st  part.  No.  13846  a. 
PUMPING  Engine*. 

The  Pumping  Engines  at  the  New  High 
Bridge  Pumping  Station,  New  York  City.  An 
illustrated  description  of  a  modern  high-pressure 
pumping  plant.  700  w.  Power— Aug.,  1897. 
No.  14353- 
STEAM. 

Experiments  on  Superheated  and  Saturated 
Steam.  From  Inst.  C.  E.:  Foreign  Abstracts. 
Reports  experiments  on  a  Sulier  compound  con- 
densing steam  engine  at  a  cotton  mill  in  Bavaria, 
undertaken  to  test  the  economy  with  the  sepa- 
rately-fired Schwoerer  superheater.  1300  w. 
Eng— July  10,  1897.    No.  14056. 

TURBINES. 

Recent  Turbines.  (Neuere  Turbinenanlagen.) 
A.  Pfarr.  Detailed  descriptions  of  a  number  of 
important  installations  of  vertical  and  horizontal 
turbines,  with  plate  of  details  of  the  7  foot  tur- 
bine of  the  Girard  type  for  the  Cape  Town  elrctric 
plant.  7500  w\  Zeitschr  d  ver  deutscher  lng — 
July  10,  1897.    No.  14108  B. 

Steam  Turbines.  Some  remarks  on  the  three 
well  known  types  of  steam  turbines,  the  Parsons, 
the  Dow,  and  the  De  Laval,  and  their  successful 
use  in  driving  electrical  machinery.    111.    1 500 

We  apply  copies  of these 


w.    St  Ry  Rev— July  15.  1897.    No.  14099  c. 

The  Steam  Turbine  Engine.  J.  D.  Bailie. 
Abstract  of  a  paper  read  before  the  North 
Staffordshire  Inst,  of  Min.  &  Mech  Engs. 
Presents  the  advantages  claimed  for  this  type, 
and  for  the  turbo-electric  generator.  1300  w. 
Col.  Guard — July  16. 1897.    No.  1425&  a- 

The  Use  of  Turbines  with  a  Horizontal  >haft 
for  Running  Dynamos.  From  Le  Geni*  Civil. 
Illustrated  description  of  some  special  turbines 
designed  for  the  running  of  dynamos.  1800  w. 
Sci  Am  Sup— July  10.  1897.    No.  13909. 

POWER  AND  TRANSMISSION. 

C4BLEWAY 

The  Britts  Landing  Cable  Hoist  and  Quarry 
R.  D.  Seymour.  A  successful  illustration  of 
one  of  the  uses  to  which  a  cableway  can  be 
applied,  with  illustrated  description  of  quarry 
and  means  of  working  it.  Discussion  follows. 
4200  w.  Jour  W  Socof  Engs — June.  1897.  No. 
14304  D. 


An  Inexpensive  Method  of  Determining 
Charges  for  Public  Use  of  Large  Streams,  in  a 
Measure  Proportionate  to  the  Amount  of  Water 
Used.  F.  H.  Crandall.  Describes  the  use  of  a 
small  meter  placed  in  a  by-pass.  900  w.  Jour 
N  Eng  Water  Works  Assn— June,  1897.  No. 
13864  F. 

FXYWHKEL  Exploelon. 

Flywheel  Explosion  at  the  Power  House  of 
the  Tacoma  Ry.  Co  ,  Tacoma,  Wash.  A.  Mc 
L.  Hawks.  Description  of  accident  which  took 
place  on  July  11.  1897.  Ill  700  w.  Eng 
News— July  29,  1897.    No.  14333- 

PIPING. 

Piping  for  High-Pressure  Steam-Power  Plants. 
A  description  of  the  various  kinds  of  pipe, 
fittings,  valves  and  gaskets,  with  the  well-known 
methods  of  making  joints  and  some  of  the  ad- 
vantages and  disadvantages  of  each.  3000  w. 
Power— Aug.,  1897.    No.  M356. 

ROPEWAYS 

Wire-rope  Transportation.  Illustrated  brief 
description  of  the  two  general  classes  of  these 
aerial  ropeways,  and  their  advantages.  700  w. 
Ir&  Coal  Trds  Rev— July  2,  1897.  No.  13926  a. 

SCOOP  Wheel. 

A  New  Scoop  Wheel  for  Raising  Water- 
Paul's  System  (Neues  Schopfrad,  System  Paul, 
rur  Entwasserung  von  Niederungen.)  An 
example  of  one  of  the  most  recent  forms  of  ap- 
paratus for  raising  large  quantities  of  water  over 
a  low  lift,  as  extensively  used  in  Holland.  1000 
w.  Zeitschr  d  Oesterr  Ing  u  Arch  Ver— Jane 
18,1897.    No.  141 14  b. 

STEAM. 

The  Cost  of  Steam  Power.  Horatio  A. 
Foster.  Describes  the  methods  pursued  in  test- 
ing the  plants  reported,  with  tabulated  data  of 
results  and  general  information.  7000  w.  Trans 
Am  Inst  of  Elec  Engs— June  &  July,  1897. 
No.  1421s  D. 
TRANSMISSION. 

Rope  Transmission.  Staunton  B.  Peck.  The 
paper  does  not  consider  wire  rope,  but  discusses 
briefly  the  "  English  System,"  and  more  particu- 
larly the  "American  System."    III.    12500  w. 

articles.  See  mtnxluctorj. 
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Joar  W  Soc  of  Engs— June,  1897.  No.  14305  o. 

Shafts.  Belts  and  Pulleys.    W.  Barnet  Le 
Van.    Directions  and  statements  helpful  in 
securing  the  best  results.   2200  w.   Eng.  N.  Y. 
—July  24.  1897.    No.  14390. 
WATER  Power. 

Water-  Ram  in  the  Supply  Mains  of  Hydraulic 
Power  Plants.  John  Richards.  An  account  of 
some  of  the  difficulties  experienced  on  the  Pacific 
coast  in  the  development  of  water  power  under 
great  heads,  with  editorial  discussion.  4500  w. 
Eog  News— Jnly  8,  1 897.    No.  13947. 

SHOP  AND  FOUNDRY. 

BABBITT  MetaU. 

Babbitt  Metals.    C.  Vickers,  in  Machinery. 
Proportions  for  a  number  of  alloys  are  given 
with  general  information.   700  w.    Sci  Am  Sup 
—July  10,  1897.    No.  I39"« 
BICYCLE*. 

An  American  Bicycle  Manufactory.  An  illus- 
trated detailed  description  of  the  Works  of  the 
Pope  Company.  3300  w.  Engng—  July  16, 
1897.    Serial.   1st  part.  No.  14249 

BIO  Guns. 

Big  Gun  Manufacture.     Henry  A.  Wiley. 
Describes  the  work  as  carried  on  at  the  United 
States  naval  gun  factory  at  Washington,  D.  C. 
2S00  w.   Age  of  St— July  3,  1897.   No.  13837. 
CHUCKS. 

Split  Chucks.    Describes  a  holder  for  split 
chucks  for  any  lathe.    III.   900  w.    Am  Mach 
—July  22.  1897.    No.  14220. 
KLKCTKICAL  Apparatus 

See  same  title  under  Electrical  Engineering, 
Miscellany. 
ELECTRICITY. 

electricity  in  the  Modern  Machine  Shop. 
Louis  Bell.  The  new  processes  based  on  the 
use  of  the  electric  current.  111.  3100  w.  F.ng 
Mag— Aug,  1897.  Serial.  3d  part.  No. 
14403  ». 

FOUNDRY  Chemistry. 

Foundry  Chemistry  in  Practice.  Letter  from 
foundry  in  the  northwest,  engaged  in  the  manu- 
facture of  agricultural  machinery.  Details  con- 
cerning the  use  made  of  chemical  analysis.  Soo 
w.  Ir  Trd  Rev— July  29,  1897.  No.  14347- 
FOUNDRY  Irons. 

Comparative  Fusibility  of  Foundry  Irons. 
Thomas  D.  West.  Read  before  the  Pittsburg 
Foundrymen's  Assn.,  June  28,  1897.  A  valua- 
ble paper  giving  experiments  and  results,  with 
description  of  test  cupola  used.  Also  discussion. 
3000  w.  Ir  Trd  Rev— July  1,  1897.  No.  13826. 
GEARS. 

A  New  Line  of  Automatic  Gear  Cutting  Ma- 
chines. Illustrated  description  of  machines  of 
the  Brown  &  Sharpe  Mfr.  Co.  900  w.  Am 
Mach— July  15,  1897.    No.  14010. 

Cox's  Strength  of  Gears  Computer.  Illus- 
trated description  of  an  instrument  for  calculat- 
ing the  strength  of  toothed  gears,  with  a  set  of 
tables  for  working  out  questions  connected  with 
gearing.  400  w.  Am  Mach— July  29,  1897. 
No.  I4321- 

Spur  Gear  Arithmetic.  Arthur  B.  Babbitt. 
The  object  of  the  article  is  to  explain  in  as  clear 
a  manner  as  possible  the  underlying  principles 
of  gearing,  and  give  concise  rules  or  formulae 


for  the  solution  of  problems.  1200  w.  Mach, 
N.Y.— July,  1897.  Serial.  1st  part.  No.  13900. 

MODERN  Shops. 

One  of  the  Modern  Shops.  Illustrated  de- 
scription of  the  new  shops  of  the  Garvin  Machine 
Co.,  at  Spring  and  Varick  streets.  New  York. 
1300  w.  Mach.  N.  Y.— July,  1897.  No.  13901. 

POWER. 

The  Care  and  Oversight  of  the  Power  Plant. 
T.  Carpenter  Smith.  Hints  to  superintendents 
regarding  the  management  of  men  and  machin- 
ery. 3700  w.  Eng  Mag— Aug.,  1897.  No. 
14405  B. 
RIVET  Holes. 

Spacing  Rivet  Holes.  John  Randol.  Describes 
the  way  this  problem  was  solved  by  Mr.  Aue, 
superintendent  of  the  De  La  Vergne  shops.  111. 
1300  w.  Am  Mach— July  22,  1897.  No. 
14319. 

SAND-SIFTING. 

New   Patterns  of  Sand-Sifting  Machinery. 
George  D.  Rice.    Drawings  and  descriptions  of 
several  new  styles,  not  patented.  800  w.  Mach, 
N-  Y.— July,  1897.    No.  1390a. 
TOOLS. 

Machine  Tools  at  the  Leipzig  Exhibition 
1897.  (Werkxcugmascbinen  in  der  Gewerbeaus* 
stellung  zu  Leipzig,  1897.)  Hermann  Fischer. 
The  6rst  instalment  of  a  description  of  recent 
German  machine  tools.  The  Chemnitz  makers 
have  followed  American  models  closely.  Serial, 
Part  1.  5000  w.  Zeitschr  d  Ver  deutschr  Ing 
— Joly  '7»  1897.    No.  141 12  i$. 

Punching  and  Shearing  Machines.  From 
Revtte  Industriellt.  Illustrated  description  of  a 
combined  punching  and  shearing  machine,  and 
a  simple  shearing  tool  for  profiled  iron  and  steel. 
1000  w.  Sci  Am  Sup — July  10,  1897.  No. 
13910. 

The  Working  of  Steel.  ( Ueber  Stahlwecbsel.) 
Hermann  Fischer.  Discussing  especially  mod- 
ern  machine  tools  for  the  rapid  production  of 
duplicate  work  in  steel  with  sketches  of  details 
from  the  practice  of  various  countries.  7500  w. 
Zeitschr  d  ver  deutscher  Ing — June  26,  1897. 
No.  14103  B. 
WORKSHOPS. 

Works  Management.  On  the  management  of 
engineering  workshops.  General  principles  with 
some  suggestions  of  detail.  2800  w.  Engng— 
June  25,  1897.    No.  13851  a. 

MISCELLANY. 

AEROPLANE. 

Experiments  with  a  Steam  Aeroplane.  (Exper- 
iences Faites  avec  un  Aeroplane  mfl  par  la 
Vapeur.)  MM.  Tatin  &  Richet.  An  aeroplane 
propelled  by  steam,  and  weighing  72  pounds, 
travelled  450  feet  in  7J4'  seconds.  1000  w. 
Comptes  Rendus — July  5,  1897.  No.  14132  D. 
ALUMINUM. 

Aluminum  in  Knitting  Machinery.  George 
D.  Rice.  Information  useful  to  knitting  mach. 
ine  builders  who  wish  to  try  this  new  metal.  III. 
800  w.  Mach,  N.  Y. — Aug.,  1897.    No.  1-1375. 

Tests  of  Utensils  of  Aluminum.  (Essai  des 
Utensiles  en  Aluminium.)  M.  Balland.  Giv- 
ing the  results  of  chemical  tests  made  upon  the 
cooking  utensils  of  aluminum  supplied  to  the 
French  Army.  Comptus  Rendus — June  8,1897. 
No.  14 1 24  D. 

jriicle s.  See  introductory. 
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AUTOMOBILE. 

The  Scott  Automobile  Carriage  (Der  Scott'- 
sche  Zug.)  Illustrated  description  of  the  Scott 
steam  traction  carriage  for  regular  train  service, 
aooo  w.  Oesterr  Monatschr  g  d  Oeffent  Baudi- 
enst— July,  1897.  No.  14155  D. 
CARDBOARD. 

Machines  for  Treating  Paper.  (Outillage  qui 
Transformed  le  Papier.)  An  illustrated  descrip- 
tion of  improved  machines,  principally  for  cut- 
ting, and  embossing  cardboard,  &c.  1500  w. 
1  plate.  Revue  Technique— June  10,  1897. 
No.  14134  u. 

GAUGING. 

The  Gauging  of  Casks.  (Du  Taugeage  des 
Tonneaux  )  D.  Dujon.  Discussing  the  exist- 
ing formulas,  and  especially  the  gauging  of  par- 
tially filled  casks  both  when  on  end  and  lying  on 
the  side.  2000  w.  Revue  Technique— july  10, 
1897.    No,  14147  D. 

OI ANT  See-Saw. 

.  A  Giant  See- Saw,  for  the  Tennessee  Centen- 
nial Exposition,  Nashville,  Tenn.  Gilbert  P. 
Coleman.  An  illustrated  description  of  an  en- 
gineering novelty  which  the  promoters  aim  to 
make  as  prominent  as  the  Ferris  wheel  at 
Chicago.  700  w.  Eng  News — July  8.  1897. 
No.  13948. 

HEAVY  Guns. 

Evolution  of  the  Modern  Heavy  Gun.  W. 
LeConte  Stevens.  Historical  review  of  the 
progress  in  the  construction  of  materials  used  in 
warfare  ;  confined  principally  to  the  evolution  of 
the  cannon.  111.  5800  w.  Pop  Sci  M— June, 
1877.    No.  14423  E>. 

INDIA-RUBBER. 

The  Testing  of  Indla-Rubber  Goods.  Dis- 
cusses the  drawbacks  to  chemical  analysis,  and 
gives  specific  cases  where  physical  tests  were 
made  to  give  a  fair  criterion  of  the  quality  with- 
out unfitting  the  articles  for  sale,  aooo  w. 
Engng— July  23,  1897.    No.  14369  a. 

INVENTION. 

Forecasting  the  Progress  of  Invention.  Wil- 
liam Baxter,  Jr.  Discusses  the  lines  along 
which  great  development  is  expected,  showing 
that  the  expectations  in  regard  to  some  of  them 
will  never  be  accomplished,  because  they  are  im- 
possible, and  that  others  are  not  likely  to  be 
realized.  3500  w.  Pop  Sci  M— July,  1897. 
No.  14424  D. 

M  E  A8URBMENT8. 

The  English  and  Metric  Systems.  Charles 
T.  Porter.  A  defense  of  the  English  system, 
showing  its  convenient  features  and  the  inadap- 
tibility  of  the  metric  system  to  many  uses. 
3500  w.  Loc  Engng— July,  1897.  No. 
13843  c. 
PUMPING. 

See  same  title  under  Municipal  Engineering, 
Water  Supply. 

PUMPS. 

About  Suction  Pumps.  Remarks  on  the  con- 
struction and  functions  of  a  steam  pump,  the 


suction  pipe  and  its  proper  size.  1700  w.  Bos 
Jour  of  Cora — July  31,  1897.    No.  14364. 

The  Design  of  Centrifugal  Pump*.  J.  Rich- 
ards. An  article  in  two  parts  treating  the  sub- 
ject from  the  standpoint  of  a  practical  builder 
and  designer,  and  containing  much  valuable  in- 
formation. III.  4200  w.  Eng.  News — July 
29,  1897.    Serial.    1st  part.    No.  14335- 

RIVETING. 

Experiments  on  the  Frictional  Resistance  of 
Riveted  Joints.  (Untersuchungen  Qber  den 
Reibungwiderstand  von  Nietverbindungen.) 
An  account  of  the  very  important  tests  made  in 
Holland  by  J.  Schroeder  Vander  Kolk  for  the 
Dutch  government,  with  many  diagrams  and 
details  for  various  kinds  of  riveting  under  differ- 
ent conditions.  Two  valuable  papers.  1 2000 
w.  Zeitschr  d  ver  deutscher  Ing — June  26. 
July  3,  1897.    No.  14104  x. 

SKETCHES. 

The  Art  of  Making  Mechanical  Sketches  for 
Marine  Engineers.  C.  W.  MacCord.  Part 
first  shows  the  importance  of  a  knowledge  of 
the  principles  of  mechanical  drawing  and  gives 
some  suggestions  for  free-hand  sketches,  toco 
w.  Marine  Engng— July,  1897.  Serial.  Pan 
1st.    No.  13868  C. 

TECHNICAL  Education. 

Reforms  in  the  Organisation  of  Technical  Edu- 
cation. Silvanus  P.  Thompson.  Suggests  the 
need  of  getting  rid  of  the  wrong  use  of  the  term, 
the  adaptation  to  the  needs  of  the  various  in- 
dustries, the  development  of  breadth  of  view  and 
capacity  in  those  trained,  the  proper  selection  of 
subjects,  Slc.  28000  w.  Jour  Soc  of  Arts — 
July  23.  1897.    No.  14397  A. 

The  Development  of  the  Mechanical  Engi- 
neer. (Zur  Ausbildung  der  Maschinen-Ingenie- 
ure.)  A  symposium  upon  the  subject  of  engi- 
neering education  by  members  of  the  German 
Society  of  Mechanical  Engineers,  including  the 
opinions  of  such  men  as  Stambke,  Leissner,  von 
Borries,  Vogel  and  others.  12000  w.  G laser's 
Annalen — July  1,  1897.    No,  14158  D. 

Theory  and  Practice  in  Trade  Teaching. 
Philip  Magnus.  Paper  read  at  the  International 
Congress  on  Technical  Education.  A  few  sug- 
gestions for  trade  teaching,  with  consideration 
of  the  difficulties.  3800  w.  Jour  Soc  of  Arts 
— July  9,  1897.    No.  14070  A. 

TEXTILE  Machinery. 

The  Textile  Machinery  at  the  Lei  prig  Exhi- 
bition, 1897.  (Die  Maschinen  fur  die  Textilin- 
dustrie  auf  der  Gewerbeaustellung  zu  Leipzig, 
1897.)  G.  Rohn.  The  first  of  a  series  of  ar- 
ticles describing  the  progress  of  textile  ma- 
chinery in  Saxony,  as  exhibited  at  Leipzig. 
Serial.  Part  1.  3500  w.  Zeitschr  d  ver 
deutscher  Ing — July  10,  1897.    No.  14109  b. 

U.  8.  Machinery. 

Prospects  for  United  States  Machinery  in 
Belfast.  Reply  of  Consul  James  B.  Taney  to 
inquiries  relative  to  road  building  and  earth- 
moving  machinery.  looo  w.  Cons  Repts — 
July,  1897.    No.  13927  D. 


W*  n+tiy  coput  of these  articUt.  See  intrxxtmtory. 
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MINING  AND  METALLURGY. 


COAL  AND  COK£. 

ALABAMA. 

Mineral  Production  of  Alabama  William  M. 
Brewer.  Comments  on  recent  statistics  of  coal, 
-coke  and  iron  and  information  of  the  mines, 
production,  etc.  Am  Mfr  &  Ir  Wld— July  9. 
1897.    No.  13979. 

.BRITISH  Coalfields. 

Notes  on  British  Coalfields.  Part  first  is  de- 
voted to  the  Great  Northern  Coalfield,  dealing 
principally  with  the  geological  features.  1500 
w.  Ir  &  Coal  Trds  Rev— June  25, 1897.  Serial. 
1  st  part.  No.  13905  A. 
COAL  Producing. 

Continental  Coal -Producing  Countries— Their 
Progress  and  Prospects.  Part  first  discusses  the 
production  and  consumption  in  France.  1000 
w.  Ir  &  Coal  Trds  Rev— July  9,  1897.  Serial. 
1st  part.    No.  14086  a. 

COAL  Beam*. 

A  Geological  Curiosity.  H.  N.  Sims.  An 
illustrated  description  of  a  peculiar  split  in  the 
mammoth  coal  scam  near  Ashland,  Pa.  700  w. 
Col  Eng— July,  1897.    No.  13999  c. 

DUSTY  Coals. 

Separation  of  Dusty  Coals.  M  Parent. 
From  a  communication  to  the  Annates  des 
Mints,  Describes  appliances  constructed  at 
Anzin,  on  the  German  principle  of  forcing  air 
into  the  mass  of  small  coal  to  be  washed,  so  as 
to  draw  off  the  dust  by  current,  uoow.  Col 
Guard— July  16,  1897.    No.  14255  a. 

EXPLOSIVES. 

Government  Apparatus  for  Testing  Explo- 
sives to  be  Used  in  Coal  Mines.  James  Ash- 
worth.  Details  of  an  apparatus  erected  at 
Woolwich.  Eng.,  for  a  series  of  experiments, 
and  a  comparison  of  this  apparatus  with  those 
which  have  been  used  in  past  experiments. 
1800  w.  Col  Guard— July  23,  1897.  No. 
14362  A. 

FIREDAMP. 

Sudden  Outbursts  of  Firedamp  and  Measures 
for  Avoiding  Accidents.  A  record  of  facts 
which  are  of  a  nature  to  throw  light  on  these 
phenomena,  obtained  from  records  of  engi- 
neers who  have  specially  studied  the  subject. 
4000  w.  Col  Guard— July  9,  1897.  No. 
14062  A. 
HUNGARY. 

See  same  title  under  Miscellany. 
OUTPUT. 

End  of  the  Control  of  the  Output  Scheme. 
Editorial  comment  on  the  proposal  of  the  asso- 
ciated coal  owners  of  South  Wales  to  limit  the 
output  in  order  to  obtain  better  prices.  1300  w. 
Eng.  Lond — June  25,  1897.  No.  13849  a. 
POWER  Plant. 

The  Test  of  a  Coal-Mining  Electric  Power 
Plant.  T.  D.  Phillips  and  J.  G.  Swain.  Gives 
a  series  of  tests  made  upon  the  electrical  equip- 
ment of  Shaft  No.  1  of  the  Brazil  Block  Coal 
Co.  of  Brazil,  Ind.  The  machine  gave  good  re- 
sults and  proved  well  adapted  to  the  work 
required.  111.  3000  w.  Elec  Wld— July  24, 
1897.    No.  14272. 


SC'RKKNING. 

Screening  Plant  at  Mossbeath  Colliery.  Wal- 
ter H.  Mungall.  Read  before  the  Mining  Inst, 
of  Scotland.  Illustrated  description.  1300  w. 
Col  Guard— July  2,  1897.    No.  13974  A. 

SOUTH  WALK8. 

The  Coal  and  Iron  Industries  of  South 
Wales.  Details  of  the  chief  coal  and  iron  in- 
dustries. Part  first  deals  largely  with  the  coal 
trade.  Information  of  the  docks,  the  resources, 
output,  characteristics,  methods  of  working, 
winding.  &c.  III.  16500  w.  Ir  &  Coal  Trds 
Rev— July  23.  1897.  Serial.  1st  part.  No. 
14383  A. 
STRIKE. 

See  same  title  under  Economics  and  Indus- 
try, Labor. 

VENTILATING  Fana. 

Experiments  Upon  Propeller  Ventilating 
Fans  and  Upon  the  Electric  Motor  Driving 
Them.  William  George  Walker.  Read  before 
the  Inst,  of  Mech.  Engs.  Full  account  of  ex- 
periments with  results.  5400  w.  Eng,  Lond — 
June  25,  1897.    No.  13850  a. 

COPPER. 

ARIZONA. 

An  Arizona  Copper  Deposit.  John  F.  Blandy. 
Brief  description  of  what  the  writer  considers  a 
deposit  of  great  economic  value.  600  w.  Eng 
&  Min  Jour— July  24,  1897.    No.  14235. 

GOLD  AND  SILVER. 

ARIZONA  Mtnea. 

The  Mineral  Resources  of  Arizona.  Thomas 
Tonge.  Considering  the  territory  by  counties. 
III.  4100  w.  Eng  Mag— Aug.  1897.  No. 
14407  B. 

ASSAYING. 

Assaying  of  Gold  and  Silver.  Jacob  B.  Eck- 
feldt.  Part  first  describes  the  assaying  of  gold, 
as  conducted  at  the  U.  S.  Mint  in  Philadelphia. 
1600  w.  Min  &  Sci  Pr— July  3,  1897.  Serial. 
1st  part.    No.  13935. 

AUSTRALIA. 

West  Australian  Gold  Mining.    C.  E.  More 
ing's  paper  read  before  the  London  Inst,  of  Civ. 
Engs.     A  summary  of  the  principal  features 
of  the  gold  fields  of  this  region.     1300  w. 
Min  &  Sci  Pr— July  3,  1897.    No.  13936. 

CALIFORNIA. 

Condition  of  Gold  Mining  in  California. 
Charles  G.  Yale.  The  change  in  the  character 
and  system  of  mining,  the  production,  and  the 
value  of  other  minerals  mined  in  this  State. 
1300  w.  Min  &  Sci  Pr — July  10,  1897.  No. 
14017. 

CHLORINATION. 

Practical  Workings  of  Chlorination.  Thomas 
G.  Taylor,  Jr.  Describes  the  process  as  carried 
on  at  the  Champion  Mine  at  Nevada  City.  2560 
w.    Min  &  Sci  Pr— July  17,  1897.   No.  14223. 

COMSTOCK  Lode. 

The  Situation  in  the  Comstock  Deep  Levels. 
Dan  de  Quille.  Comment  on  the  false  impres- 
sions that  seem  to  prevail  regarding  this  mine, 
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and  an  outline  of  the  work  soon  to  be  undertaken, 
with  the  hopeful  outlook.    3000  w.    Min  &  Sci 
Pr— July  10.  1897.    No.  14016. 
CTANID. 

New  Cyaniding  Plants  at  Mercur,  Utah.  An 
account  of  two  important  new  plants  soon  to  be 
put  up.  900  w.  Eng  &  Min  Jour— July  31, 
1897.    No.  1439°- 

Professor  Christy  00  Cyanid.  W.  Bet  tel.  A 
review  of  S.  B.  Christy's  paper  on  "  The  Solu- 
tion and  Precipitation  of  the  Cyanid  of  Gold. " 
A  severe  criticism.  3800  w.  Reprint  from  So 
African  Min  Jour— May  8.  1897.    No.  14301  B. 

DEPOSITS. 

The  Mineral  Formation  of  the  Golden  Leaf 
Mines.  Robert  W.  Barrell.  Describes  an  un- 
usual formation  in  southwestern  Montana.  1600 
w.  Eng  &  Min  Jour— July  17.  1897.  No. 
14039. 

ELECTRO  Deposition. 

See  same  title  under  Electrical  Engineering, 
Electro-Chemistry  and  Metallurgy. 

GOLD  Yield. 

The  Gold  Yield  of  1896.  An  American  view 
claiming  increase  in  production  and  great  ac- 
tivity in  gold-mining.  1400  w.  Aust  Min 
Stand— May  27,  1897.    No.  13885  B. 

GRAVEL  Washing. 

Gold  Gravel  Washing  in  Eastern  Siberia.  E. 
D.  Levat.  Illustrated  description  of  the  sluices 
in  the  placers  worked  by  the  Zeya  Company. 
900  w.  Aust  Min  Stand— June  3.  1897.  No. 
13887  B. 
KLONDIKE. 

The  Alaskan  Gold  Discoveries.  Remarks  on 
the  effect  of  the  recent  discoveries  both  on  the 
financial  markets  and  speculation.  Mention  of 
the  difficulties  to  be  faced  in  reaching  the  region 
is  made,  and  of  the  severe  life  due  to  the  climate. 
1000  w.  Bradstreets— July  31.  1897.  No. 
14386. 

The  Alaskan  Placers.  Brief  account  of  the 
new  discoveries,  the  routes  by  which  to  reach 
the  Klondike  fields,  the  mines  so  far  discovered, 
and  the  dangers  and  hardship!  of  the  region. 
1800  w.  Min  &  Sci  Pr— July  24,  1897.  No. 
I43H. 

The  Gold  Finds  of  Alaska.  Words  of  cau- 
tion regarding  investments,  with  some  informa- 
tion of  the  country,  the  deposits,  and  the  pro- 
ducts. 2500  w.  West  Min  Wld— July  24. 1897. 
No.  14284. 

The  Klondike  Gold  Fields.  Brief  account  of 
location,  climatic  conditions,  ways  of  reaching 
the  gold  fields,  method  of  mining,  &c  1000  w. 
Sci  Am  Sup- July  31,  1897.    No.  142Q7. 

The  Yukon  Gold  Excitement.  Presents  facts 
leading  to  the  belief  that  the  Klondike  is  a  very 
rich  placer  gold  deposit,  also  giving  information 
of  the  country,  the  climate,  cost  of  transporta- 
tion, and  the  attitude  of  the  Canadian  govern- 
ment. Short  editorial  also  given.  1800  w. 
Eng  &  Min  Jour— July  31,  1897.  No.  14389- 
LOW  GRADE  Ore*. 

The  Concentration  of  Low  Grade  Ores.  Ed- 
mund B.  Kirby.  Read  before  the  International 
Gold  Mining  Convention.  Reference  is  made 
to  the  various  processes  and  their  application  to 
different  grades  of  ore  ;  the  history  of  ore  con- 
centration and  the  improvements  made  it  in  are 


reviewed  ;  the  four  different  systems  noticed,  etc 
Min  Ind  &  Rev — July  15,  1897.      Serial  1st 
part.    No.  14090. 
MERCUR,  Utah. 

Gold  Mining  in  Mercur,  Utah.  John  Dera. 
Condensation  of  a  paper  read  at  the  Internal iooal 
Mining  convention  at  Denver,  Colo.  The  his- 
tory of  the  camp,  its  failures  and  success  made 
possible  by  the  application  of  cyanide.  2000  w. 
Min  &  Sci  Pr— July  24,  1897.  No.  I43«3- 

MEXICO. 

Notes  on  Mining  in  Oaxaca,  Mexico.  Mao- 
rice  Clark.  Reports  concerning  the  three  mining 
districts  of  this  state,  and  pronounces  it  one  of 
the  most  favorable  fields  in  Mexico.  2200  w. 
Eng  &  Min  Jour— July  10,  1897.  No.  13988. 
PLACERS. 

Placer  Mining.  Gives  calculations  made  to 
estimate  the  plan  of  working  a  placer,  and  the 
value  and  future  of  the  same,  as  an  illustra- 
tion of  the  correctness.  2200  w.  Min  Ind  & 
Rev — July  8,  1897.  No.  13996. 
PRODUCTION. 

The  Production  of  Gold  in  the  United  States 
in  1896  and  the  Mint  Reports.  Explains  the 
discrepancy  between  the  figures  as  reported  by 
this  journal  and  those  of  the  Director  of  the 
Mint.  1800  w.  Eng  &  Min  Jour— June  17. 
1897.  No.  13987. 
SILVER  Mine. 

The  North  Star  Silver  Mine.     An  account  of 
valuable  property  in   British  Columbia.  111. 
1300  w.     Can  Min  Rev— July.  1897.  No. 
14379  B. 
SLIMES. 

The  Reduction  of  Zinc-Gold  Slimes.  E.  H. 
Johnson.  Notes  read  at  the  annual  meeting  of 
the  Chemical  and  Metallurgical  Society  of 
S.  Africa,  describing  the  writer's  own  methods. 
1200  w.  S  African  Min  Jour — June  19.  1S97. 
No.  14302  B. 
SMELTING. 

The  Present  Status  of  Pyritic  Smelting.  Her- 
bert Lang.  Explanation  of  the  reasons  for 
abandoning  the  process  at  Keswick,  and  a  de- 
fense of  the  process.  2500  w.  Eng  &  M10 
Jour— July  10,  1897.  No.  139*9- 
TASMANIA. 

The  Lefroy  Goldfields  (Tas.)  A.  Montgom- 
ery. Describes  the  geology,  deposits.  &c. ,  in 
part  first.  3500  w.  Aust  Min  Stand — June  10. 
1897.    Serial.    1st  part.    No.  14291  B. 

VEINS. 

Vein  Walls.  T.  A.  Rickard.  Abridged  from 
a  paper  read  before  the  Am.  Inst,  of  Mm.  Engs. 
Interesting  illustrated  description  of  some  typi- 
cal formations  as  shown  in  the  mining  fields  of 
western  America.  3800  w.  Col  Eng — July. 
1897.    Serial.    1st  part.    No.  13998  c. 

IRON  AND  STEEL. 

ALABAMA. 

See  same  title  under  Coal  and  Coke. 
BLAST  Fornace*. 

Blast  Furnaces,  July  1,  1897.    Showing  the 
condition  of  blast  furnaces  of  the  United  States 
at  this  date.      Tables.      Am  Mfr  &  Ir  Wid— 
July  16,  1897.    No.  14069. 
COLONIAL  Ironworks. 

Colonial  Ironworks  in  1731  and  Afterwards. 
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Historical  account  of  the  industry  in  this  coun- 
try in  colonial  time*.  1500  w.  Bui  Am  Ir  & 
Steel  A*sn— July  20,  1897.    No.  14334* 

COOLING. 

The  Influence  of  Sudden  Cooling  on  Nearly 
Pure  Iron.  J.  O.  Arnold.  Criticises  statements 
and  experiments  of  H.  Marion  Howe,  and  re- 
port of  experiments  by  the  writer,  with  results. 
1300  w.  Engng — July  9,  1897.    No.  14045  a. 

iron  Mtn*. 

An  Unusual  Piece  of  Mining  Work.  J.  T. 
Donald.  Describes  the  deposits  and  mining  at 
Turtle  Lake,  on  the  Canadian  Pacific  Railway, 
and  gires  the  method  used  to  determine  the 
quantity  of  ore.  looow.  Eng  &  Min  Jour 
—July  34,  1897.    No.  14*36. 

IRON  Trad*. 

See  same  title  under  Economics  and  Industry, 
Commerce  and  Trade. 

MKSABA  Rana;«. 

Mining  Methods  on  the  Mesaba  Range.  C. 
E.  Bailey.  From  a  paper  read  at  the  Tower 
meeting  of  the  Am.  Inst,  of  Min.  Engs.  De- 
scribes the  deposits,  systems  of  operating,  &c. 
2<oo  w.    Ir  Age— July  39,  1897.    No.  14343. 

MIC  HO  SCOPE  Accessories. 

Microscope  Accessories  for  Metallographers. 
John  E.  Stead.  Read  before  the  Iron  and  Steel 
Inst.  Hints  which  will  facilitate  work  in  this 
field.  III.  2500  w.  Engng— June  25,  1897. 
No.  13852  A. 


See  same  title  under  Economics  and  Industry. 
Commerce  and  Trade. 

PRODUCTION. 

American  Iron  and  Steel.  Editorial  on  the 
annual  report  of  the  iron  and  steel  production 
just  issued  by  the  American  Iron  and  Steel  As- 
sociation. 1400  w.  Engng— July  23,  1897. 
No.  14368  A. 
RUSSIA. 

The  Russian  Iron  Trade.     Report  showing 
that  the  industry  is  steadily  developing.  900  w. 
Mach.  Lond— July  15,  1897.    No.  142S1  a. 
SOUTH  WALKS. 

See  same  title  under  Coal  and  Coke. 


See  same  title  under  Railroad  Affairs,  Main- 
tenance of  Way. 
STEEL  Works. 

The  Illinois  Steel  Company.  Illustrated  de- 
scription and  leading  facts  connected  with  the 
works  of  this  company,  with  a  brief  historical 
and  statistical  statement.  11500W.  Ir  Age- 
July  15.  1897.  No.  14003. 
TENSILE  Strength. 

Tensile  Strength  of  Steel.  H.  K.  Land  is. 
Discusses  the  influences  that  affect  the  strength 
of  steel,  and  presents  equations,  the  results  of  a 
large  number  of  tests,  comments  on  their  discrep- 
ancies, Ac.  3500  w.  Am  Mfr  &  Ir  Wld— July 
30,  1897.    No.  14382. 

TESTS. 

Elasticity  and  Fatigue.  H.  K.  Landis.  The 
importance  of  quality  in  construction  work  is 
noted,  elasticity  and  fatigue  defined,  the  usual 
method  of  testing  commercial  steel  examined, 
with  suggestion.  1900  w.  Am  Msch— July 
29,  1897.    No.  143 19. 


Univalence  of  Transposed  Tests.  N.  P. 
Gladis.  Arguing  that  the  most  satisfactory 
method  of  investigation  is  to  submit  the  piece  to 
the  specific  kind  of  stress  it  is  designed  to  resist 
in  its  legitimate  service.  2500  w.  Ag  of  St — 
July  10,  1897.   No.  1 3991. 

MINING. 

BREATHING  Apparatus. 

An  Apparatus  for  Breathing  in  Mines.  Richard 
Cremer.  Describes  the  pneumatophor,  an  inven- 
tion to  enable  rescuers  to  enter  immediately, 
without  danger,  those  parts  of  a  mine  full  of 
after-damp,  and  to  enable  a  miner  to  save  him* 
self.  III.  1400  w.  Eng  &  Mining  Jour- 
July  31.  1897.    No.  1439-. 

CONGELATION. 

Sinking  with  Congelation,  at  Anxin.  M.  Sac- 
lier  and  M.  Waymel.  From  a  communication 
to  the  Soclete  de  1'Industrie  Minerale.  Part 
first  gives  a  description  of  the  preparatory  works 
and  the  congelation.  III.  4000  w.  Col  Guard 
—July  23.  1897.  Serial.  1st  part  No.  14361  a. 
economy. 

Economy  in  Mining.  G.  C.  Mitchell.  Ex- 
cerpt from  presidential  address  to  the  members 
of  the  Mining  Instituteof  Scotland.  The  neces- 
sity of  attention  to  details  and  of  making  the 
most  careful  preliminary  calculations  in  connec- 
tion with  colliery  management.  3800  w.  Can 
Min  Rev— July,  1897.  No.  14380  B. 
HORSES. 

Selection  and  Management  of  Mine  Horses. 
M.  Ernest  Boissier.  From  a  communication  to 
the  Societe  de  1'Industrie  Minerale.  Calls  atten- 
tion to  the  requirements  of  the  work  and  the 
points  necessary,  that  the  horse  may  work  as 
long  and  economically  as  possible ;  the  care 
needed,  food,  stabling,  &c.  3500  w.  Col 
Guard — June  25,  1897.    No.  13835  A. 

MACHINERY. 

Applications  of  Electricity  in  Mines  (Les  Ap- 
plications de  Elect  ricite  dans  les  Mines.)  With 
illustrations  of  hoists,  ventilators,  pumps,  loco- 
motives, &c.  2500  w.  Revue  Technique — 
June  25,  1897.  No.  14137 
SALE  of  Mines. 

Legal  Decisions  with  Reference  to  the  Sale  of 
Mines.  It  is  proposed,  to  supply  information 
on  this  subject,  to  notify  the  doctrines  pro- 
nounced in  England  in  the  cases  heard  and  de- 
termined by  the  high  and  appeal  courts,  irre- 
spective of  the  statute  law  relating  thereto. 
Various  cases  are  presented.  3200  w.  Col 
Guard — July  2,  1897.  No.  13973  A. 
SHAFTS. 

Plumbing  Shafts.  George  B.  Hadesty.  A 
republished  article,  giving  a  reliable  and  simple 
method  for  carrying  a  meridian  into  a  mine. 
1600  w.    Col  Eng — July,  1897.    No.  14001  c. 

THE  NORTHWEST. 

Mining  in  the  Northwest.  Arthur  Lakes.  An 
interesting  general  account  of  the  advances  made 
in  mineral  discoveries  during  the  past  twenty 
years  in  a  region  not  previously  recognized  as  a 
valuable  mineral  bearing  territory.  2200  w. 
Col  Eng— July,  1897.  No.  14002  c. 
V.  S  MINING  Law. 

Law  of  Mines  in  the  United  States.  A  brief 
review  of  mining  legislation.     3300  w.  Col 


We  sufi/ty  copies  9/ Uuu  orticUx.  See  introductory. 


Digitized  by  Google 


costs 


THE  ENGINEERING  INDEX. 


Guard— July  9,  1897.    SerUI.    1st  part.  No. 

I 4061  A. 
Tl'KNELS. 

Tunnels  and  Tunnel  Sites.  T.  A.  Rkkard. 
Discusses  the  value  of  tunnels  in  mining,  the  re- 
cent decision  of  the  Supreme  Court  in  the  Enter- 
prise-Rico-Aspen  tunnel  case,  snd  the  writer's 
views  on  this  subject.  1400  w.  Eng  &  Min 
Jour— July  17,  1897.  No.  14041. 
SUN  I»U  KG  ROUND  Photography. 

Underground  Photography.  James  Under- 
bill. Directions  showing  bow  with  simple  ap- 
pliances, easily  carried  into  a  rough  country, 
valuable  photographs  may  be  secured.  III.  I  ICO 
«w.  Eng  *  Min  Jour— July  31,  1897.  No. 
14388. 

VENTILATION. 

American  Fan  Ventilation  for  Mines.  Illus- 
trations, with  details  of  some  of  the  large  cen- 
trifugal fans,  2000  w.  Ir  &  Coal  Trds  Rev— 
Juiy  2,  1897.    No.  13925 

MISCELLANY. 

ALASKA. 

The  Alaska  Trip.    John  Muir.    An  interest- 
ing illustrated  description  of  the  beautiful  scen- 
ery and  particulars  of  the  journey.    6800  w. 
Century  Msg— Aug.,  1897.    No.  14372 
ARGENTINE  REPUBLIC. 

Mineral  Resources  of  the  Argentine  Repub- 
lic. James  McKean  Rowbotham.  An  abridged 
paper  contributed  to  the  Inst,  of  Civ.  Engs. 
Reports  great  variety  of  mineral  products, 
and  some  account  of  the  mining  and  value. 
1500  w.  Col  Guard— July  16,  1897.  No. 
14258  A. 

OALOBIMKTBY. 

The  Calorimetric  Determination  of  Heating 
Values  of  Combustibles.  (Kalorimetrische  Hei*- 
wertbestimmung.)  L.  C.  Wolff.  Avery  full 
investigation  of  the  method  by  chemical  analy- 
sis, compared  with  the  calorimeter  tests  by 
Mahler-Stohmann.  and  KrOker,  with  carefully 
worked  examples.  A  valuable  paper.  6000  w. 
Zeitschr  d  ver  deutscher  Ing— July  3,  1897. 
No.  14106  B. 
CORUNDUM. 

Report  on  Some  Trial  Excavations  for  Corun- 
dum Near  Palakod,  Salem  District,  India.  In- 
formation relating  to  the  work,  the  geology, 
proportion  of  corundum  in  the  rock,  cost  of 
operations,  &c.  Map.  2500  w.  Iud  Engng— 
June  26,  1897.  No.  14315  D. 
DEFORMATION. 

The  Permanent  Deformations  of  Metals. 
(Sur  les  Deformations  Permanentes  des  Me'taux. ) 
"M.  Faurie.    The  existing  formulas  are  re-de- 


The  Malay  Tin  Industry.  T.  Flower  Ells. 
A  paper  read  at  a  recent  meeting  of  the  Chen: ' 
cal  and  Metallurgical  Society  of  South  Africa 
Describes  these  very  rich  deposits,  and  * 
methods  of  mining  and  extracting  the  tin.  W 
and  East  Eng— June  12,  1897.  Serial.  * 
part.    No.  14037  d. 


rived  by  a  new  method  of  investigation,  asiar 
chains  with  links  composed  of  different  metaii 
1200  w  Comptes  Rendu* — June  j8.  1807 
No.  14 1 30  D. 

FIRE  Precautions. 

See  same  title  under  Architect  tire  and  Build- 
ing. Construction  and  Design. 

HUNGARY. 

Mines  and  Metallurgy  in  Hungary.  Aotoiat 
Kerpely.  Condensed  translation  from  an  arti- 
cle in  the  catalogue  of  the  Section  Hongnw. 
Brussels  Exposition,  giving  information  of  the 
mining  industry,  working  and  quantity  of  coal 
1  loo  w.  Col  Guard— July  16,  1897.  Serial. 
1st  part.    No.  14257  A. 

MINING  Industry 

Mechanical  and  Engineering  Progress  as  In- 
fluenced by  the  Mining  Industry.  John  Birt- 
inbine.  Calls  attention  to  some  of  the  acbiew- 
ments  due  to  the  mineral  resources,  and  their 
influence  on  the  progress  of  the  country.  3000 
w.   Jour  Fr  Inst— July,  1897.    No.  138I4& 

NITROGLYCERINE. 

Nobel  and  his  work.  (L'Oeuvre  de  Nobel' 
Louis  Roux.  A  biographical  notice  of  Note! 
with  a  review  of  the  development  of  modem  hiji 
explosives.  2500  w.  Revue  Technique—  !tly 
10,  1897.  No.  14143  D. 
ORE  Deposit*. 

The  Mine  Hill  Ore  Deposits  in  New  Jew 
and  the  Wetherill  Concentrating  Plant.  J.  P 
Wetherill.  History  of  the  working  of  the  ores 
of  Sussex  County.  New  Jersey,  with  descripooe 
of  plant,  and  account  of  suits  against  the  coo- 
pany.  111.  3000  w.  Eng  &  Min  Joar-Jolj 
17,1897.  Serial,  istpart.  No.  14040. 
PETROLEUM  W«lla. 

Petroleum  Wells  in  the  Suburbs  of  Los  An- 
geles, California.  Illustration  with  brief  account 
of  the  disBguring  of  a  pretty  suburb  by  tV 
needlessly  numerous  and  unsightly  oil  derricks 
with  some  information  of  the  yield  and  mine. 
1 100  w.  Sci  Am— July  17,  1897.  No.  1401* 
PRECIOUS  Stonaa. 

Precious  Stones  and  Recent  Science.  F.  C 
S.  in  Mining  World.  Notes  giving  some  idea 
of  the  value  of  recent  researches.  1800  *■ 
Aust  Min  Stand— June  3.  1897.    No.  13886 1 
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GAS  SUPPLY. 

ACCOUNTS. 

Paris  Gas  Accounts.  Report  of  income,  ex- 
penditure, capacity,  4c.  1500  w.  Gas  Wld— 
July  3.  1897.    No.  13953  a. 

ACETYLENE. 

Illumination  of  Niagara  .Falls.  Illustrated 
description  of  the  lighting  by  acetylene  gas.  700 
vr.    W  Elec—  July  24.  1897.    No.  14288. 


Recent  Research  on  Acetylene.  G.  t 
Brown.  Abstract  of  three  papers  by  H.  & 
Sodcrbaum  on  bis  experiments  with  acetylew 
lioow.    Pro  Age— July  X5,  1897.   No.  I4»r 

The  History,  Status,  and  Possibilities- 
Acetylene.  Henry  Harrison  Suplee.  Sho^*i 
that  greater  economy  of  production  is  "to* 
needed  to  make  acetylene  a  competitor  0/  V* 
4400  w.    Eng  Mag— Aug.,  1897.  No.  U4« ; 
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The  Patent  Side  of  Acetylene  Gas.  Informa- 
tion from  •  circular  bearing  00  the  patents 
owned  by  toe  Electro  Gas  Company  of  New 
York.  3200  w.  Pro  Age— July  is,  1897.  No. 
14008. 

ANNUAL  Confrase 

Socicte*  Technique  da  Gaz  en  France.  Ab- 
stract translations  of  technical  papers  read  at 
this  meeting.  Description  of  the  Kudlicz  grate 
of  a  hinged  scoop,  and  paper  on  retort-bouses. 
III.  1800  w.  Jour  Gas  Lgt— July  13.  1897. 
No.  14128  A. 
BENZOL. 

Benzol  as  an  Illuminating  Agent.  (Das  Ben- 
sol  und  seine  Bedentung  als  Leuchtstoff.)  Giv- 
in*  comparative  results  with  other  illuminants, 
both  photometrically  and  commercially.  Es- 
pecially good  results  are  obtained  by  usinga 
mixture  of  alcohol  and  benzol  to  heat  an  incan- 
descent mantle.  2500  w.  Gesundheits  Inge- 
nieur — June  30,  1897.    No.  14167  a. 

The  Recovery  of  Benzol  from  Coke-Oven 
Gases.  Particulars  on  benzol  recovery  obtained 
chiefly  from  a  paper  by  Dr.  C.  Heinzerling. 
1 500  w.    Jour  Gas  Lgt — June  29,  1897.  No. 

I39I8  A. 
BURNER 

The  Improved  Denayrouxe  Burner.  States 
the  improvements  as  explained  at  meeting  of  the 
Socicte*  Technique  du  Gaz  en  France.   900  w. 
Jour  Gas  Lgt— July  6,  1897.    No.  14067  A. 
BY-PRODUCTS. 

By- Products  and  Adjuncts  of  the  Gas  Indus- 
try. H.  Bunte.  From  the  proceedings  of  the 
annual  meeting  of  the  German  Gas  and  Water 
Engineers  at  Berlin.  Remarks  on  the  mutual 
relation  of  these  products  from  the  economical 
and  commercial  point  of  view,  x  too  w.  Am 
Mfr  &  Ir  Wld— July  9,  1897.  No.  13980. 
FURNACES 

Furnace  Jottings.  Maurice  Graham.  From 
Journal  of  Tradt  Journals,  Birmingham, 
England.  On  the  system  of  inclined  retorts, 
and  the  successful  working  of  a  furnace.  2300  w. 
Am  Gas  Lgt  Jour— July  26,  1897.    No.  14278. 

GASHOLDER. 

The  Middlesborough  Gasholder.  Mr.  Henry 
Woodall's  report  upon  the  accident  that  befell 
the  rope- guided  gasholder  in  February  last. 
Facts  of  the  case  with  the  opinion  of  the  writer. 
2200  w.  Gas  Wld— July  10,  1897.  No.  14066  A. 
JUBILEE  Illuminations. 

Gas  at  the  Jubilee  Illuminations.  Describes 
some  of  the  devices  used.    2500  w.    Jour  Gas 
Lgt— June  29,  1897.    No.  13919  a 
OIL  Qm. 

Some  Notes  on  an  English  Oil  Gas  Process. 
F.  Egner.  Describes  R.  W.  Herring's  method 
as  used  at  the  Corporation  Gas  Works,  Hud- 
dersfield,  Eng.  1600  w.  Am  Gas  Lgt  Jour — 
July  5t  1897.    No.  13840. 

WATER-OAS  Plant. 

Carburetted  Water- Gas  Plant  at  Saltley  Gas 
Works.  Birmingham.  Illustrated  description  of 
the  plant  and  the  process  of  manufacture.  1600 
w.    Engng — July  23,  1897.    No.  14366  A. 

SEWERAGE. 

SEWAGE. 

Sewage  Disposal  by  Artificial  Filtration.  G. 


Reid.  Read  at  meeting  of  Assn.  of  Municipal 
and  County  Engineers,  England.  Describes  the 
Garfield  Coal  Filter  and  reports  favorably  regard- 
ing its  efficiency.  2500  w.  Builder— July  3. 
1897.    No.  13977  A. 

Sewage  Irrigation.  Geeorge  W.  Rafter. 
Contains  many  details  and  gives  a  discussion  of 
sewage  purification  in  the  United  States,  with 
descriptions  of  the  works  at  various  localities. 
III.  36500  w.  U.  S.  Dept  of  the  Interior — 
1897.    No.  14341  D. 

The  Essex  Fells  Sewage  Filter.  Illustrated 
description  of  a  simple  and  effective  method  of 
purifying  a  daily  flow  of  about  20000  gallons,  by 
distributing  It  over  the  surface  of  natural  beds  of 
gravel  in  which  drains  are  laid  to  carry  the  in- 
offensive effluent  into  an  adjacent  brook.  700  w. 
Eng  Rec — July  3,  1897.    No.  13880. 

The  Problem  of  Sewage  Disposal.  Charles 
Francis.  Read  at  the  convention  of  the  Amer- 
ican Water  Works  Assn.  The  two  systems  con- 
sidered worthy  of  discussion  are  the  broad  irri- 
gation or  sewage  farming  system,  and  inter- 
mittent downward  filtration.  3700  w.  Fire  & 
Water— July  31,  1897.    No.  14373. 

The  Sedimentation  Process  in  Sewage  Dis- 
posal. Arthur  N.  Talbot.  Describes  this 
method,  recommending  it  where  an  inexpensive 
method  is  essential,  and  as  a  preliminary  pro- 
cess. Discussion  follows.  3500  w.  An  Rept 
of  III  Soc  of  Engs  &  Surv— 1897.    No.  14906  D. 

The  Septic  Tank  System  of  Sewage  Treat- 
ment. Donald  C  ameron.  Portion  of  a  paper 
read  before  the  Devon  and  Exeter  Architectural 
Society.  Explains  the  system  and  its  advan- 
tages.   1900  w.  Builder— July  10.  1897.  No. 

14065  A. 

The  Sewage  Filter  Beds  of  Altoona.  Pa.  In- 
formation regarding  the  intermittent  filtration 
adopted,  and  the  construction  of  the  filter  beds. 
III.  2300  w.  Eng  News— July  22, 1897.  No. 
14237. 

SEWER  Ventilation. 

Sewer  Ventilation  and  Its  Bearings  upon  Pub- 
lic Health.  Edward  Walford.  From  report 
submitted  to  Health  Committee.  Gives  the  re- 
sults of  investigations  at  different  points.  Thinks 
when  sewers  are  well  constructed  and  thoroughly 
flushed,  the  ventilation  Is  a  matter  of  minor  im- 
portance. 2200  w.  San  Rec — July  23,  1897. 
Serial.    1st  part.    No.  1419s  A. 

STREETS  AND  PAVEMENTS. 

BRICK  Pavement. 

A  Country  Road  Paved  with  Brick.  J.  Ed. 
Miller.  Describes  a  brick  road  made  with 
crushed  stone  curbing.  Discussion.  2000  w. 
An  Rept  of  111  Soc  of  Engs  &  Surv— 1897.  No. 
14207  D. 

Expansion  of  Brick  Pavements  in  Hot  Weather. 
Reports  from  Niagara  Falls,  Cleveland  and  other 
places  regarding  the  upheaval  of  pavement,  and 
the  supposed  causes.  500  w.  Eng  Rec — July 
17,  1897.    No.  14053. 

How  to  Lay  Brick  Pavements.  J.  R.  Halde- 
man.  A  brief  article  giving  directions.  1000 
w.    Clay  Rec — Julv  14,  1897.    No.  14216, 

Report  of  Committee  on  Paving  Brick  Speci- 
fications and  Tests.  The  qualifications  for  du- 
rability are  stated  as  toughness  and  hardness. 
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imperviability  to  liquids,  and  strength.  Report 
was  followed  by  discussion.  5000  w.  An 
Rept  of  111  Soc  of  Engs  &  Surv— 1897.  No. 

14208  D. 

STREET  Cleaning. 

Asphalt  and  Wood -Paving  in  Relation  to 
Street  Cleaning.  Notes  on  the  necessity  of 
keeping  asphalt  clean,  and  the  merits  of  these 
two  kinds  of  pavement.  Asphalt  is  considered 
the  best  of  all  pavements  when  properly  cared 
for.    800  w.    San  Rec— July  16,  1897.  No. 

I4263  A. 

The  Street  Washing  Plant  at  Oldenburg. 
( Wasserleitung  zur  Spulung  von  Srassengossen 
in  Oldenburg.)  Fr.  Noack.  Describing  the 
special  system  of  mains  and  hydrants  for  flush* 
ing  and  washing  the  streets.  2000  w.  Gesund- 
heits  Ingenieur— July  15.  1897.    No.  14169  b. 

WATER  SUPPLY. 

BAVARIA. 

The  Water  Supply  of  the  Kingdom  of  Bava- 
ria. (Die  Wasserversorgung  im  Konigreich 
Bay  em.)  An  abstract  from  the  official  reports 
giving  a  general  review  of  the  work  of  the 
bureau  from  its  establishment  in  1878,  to  1896. 
3500  w.  Gesundheits  Ingenieur— June  is, 
1897.    No.  14 164  B. 

CONDUITS. 

Repair  Details  of  the  Rochester.  N.  Y., 
Water- Works.  Conduits  in  1896.  Information 
from  report  of  Emil  Kuicbling,  chief  engineer, 
in  regard  to  the  repairs  and  condition  of  both 
old  and  new  conduits.  2000  w.  Eng  Rec — 
July  24,  1897.  No.  I4«75- 
FAUCETS. 

Intermittent  Faucets.  (Fontaine  Intermit- 
tente.)  The  Giraud  system  feeds  two  vessels 
alternately  from  the  main,  and  the  water  can 
only  be  drawn  alternately  by  reverse  operations 
of  one  lever,  hence  it  is  impossible  to  leave  the 
faucet  running  continually.  2000  w.  Revue 
Technique— June  25,  1897.    No.  14138  d. 

FILTRATION. 

Water  Filtration.  Churchill  Hungerford. 
An  explanation  of  why  properly  constructed 
filter  beds  improve  with  age.  III.  1000  w. 
Sci  Am— July  31,  1897.    No.  14294. 

IKON  Removal. 

Removal  of  Iron  from  Ground  Waters. 
Harry  W.  Clark.  A  report  on  the  efforts  to  re- 
move iron  from  the  water  supply  of  Province- 
town.  About  98jf  was  removed  by  the  use  of 
coke.  Discussion  follows.  2800  w.  Jour  N 
Eng  Water  Works   Assn— June,  1897.  No. 

13859  F. 

The  Iron-Removal  Plant  at  Reading,  Mass. 
Lewis  M.  Bancroft.  Describes  plant,  gives  Mr. 
Desmond  FitzGerald's  report  and  recommenda- 
tions for  removing  the  iron,  also  the  plan 
adopted  and  the  results.  III.  1800  w.  Jour 
N  Eng  Water  Works  Assn — June,  1897.  No. 
13861  F. 

The  Water  Supply  of  Provincetown,  Mass. 
Loots  E.  Hawes.  A  description  of  the  source 
of  supply  with  observations  and  remarks  con- 
cerning the  iron  in  the  water.  Also  discussion. 
4200  w.  Jour  N  Eng  Water  Works  Assn — 
June,  1897.    No.  13860  f. 


MAODRBUIIO. 

The  Question  of  the  Magdeburg  Water  Sop- 
ply.  (Die  Wasserversorgungsfrage  der  Stadt 
Magdeburg.)  Discussing  the  pollution  of  tie 
water  supply  of  the  city  of  Magdeburg,  and  the 
possible  methods  of  purification.  3500  w. 
Gesundheits  Ingenieur— June  30,   1897.  No. 

I4T66  B. 

MEASURING  Evaporation*. 

An  Apparatus  for  Measuring  Evaporations  is 
Freezing  Weather.  Describes  methods  used  by 
Mr.  Emil  Kuicbling  at  the  Mt.  Hope  reserroir 
of  Rochester,  N.  Y.  700  w.  Eng  Rec— July 
31.  1897.    No.  I44M- 

ORGANISMS. 

Raphidomonas.  George  C.  Whipple.  De- 
scribes the  trouble  caused  by  a  new  infusoriaa. 
3000  w.  Jour  N  Eng  Water  Works  Assn- 
June,  1897.    Na  13865  F. 

POTSDAM. 

The  Waterworks  of  Potsdam.  (Die  Entwas- 
serung  Potsdams.)  With  brief  account  of  the 
filtering  and  clarifying  plant.  Aug.  Kroitzsch. 
2500  w.  Zeitscbr  d  Oesterr  Ing  u  Arch  Ver— 
July  16,  1897.    No.  14120  B. 

PUMPING. 

Pumping  Machinery.  Abstract  of  a  paper  by 
Charles  A.  Hague,  read  before  the  Denver 
meeting  of  the  American  Water  Works  Assa. 
The  importance  of  adapting  pumping  machinery 
more  closely  to  the  work  it  is  to  do.  2000  w. 
Eng  Rec — July  3,  1897.    No.  13881. 

Test  of  High  Duty  Pumping  Plant  Unde- 
Ordinary  Working  Conditions.  Dabney  H. 
Maury,  Jr.  Reports  the  test  of  the  plant 
of  the  Peoria,  III.,  Water  Company,  mace 
under  ordinary  working  conditions.  Describes 
plant,  apparatus  and  tests,  giving  results.  I1L 
8000  w.  An  Rept  of  III  Soc  of  Engs  &  Surv— 
1897.  No.  14205  o. 
RESERVOIRS. 

The  Failure  of  the  Melzingah  Dams  of  the 
Fishkill  and  Matteawan  Water  Co.  Illustrated 
study  of  the  accident.  3000  w.  Eng  News- 
July  22,  1897.    No.  14243. 

Two  Reservoirs  Burst.   Illustrated  description 
of  the  bursting  of  the  Melzingah  reservoirs,  500 
feet  up  the  Fishkill  mountains.    600  w.  Fire 
&  Water,  July  17,  1897.    No.  14078. 
SAND  Filter. 

Covered  Sand  Filter  at  Ashland.  Wis.  Wil- 
liam Wheeler.  A  statement  of  tbe  conditions, 
description  of  filter,  cost,  cleaning  and  care, 
operation.  Followed  by  discussion.  111.  jock: 
w.  Jour  N  Eng  Water  Works  Assn — June, 
1897.    No.  13862  F. 

8ANITARY  Biology. 

Microscopical  Examination  of  Water,  with  a 
Description  of  a  Simple  Form  of  Apparatus. 
George  C.  Whipple.  The  importance  of  tbe 
study,  the  methods  that  have  been  employed, 
and  description  of  apparatus.  2400  w.  Science 
— July  16,  1897.  No.  14027. 
WATER  Mains. 

The  Method  of  Laying  Small  Sized  Water 
Mains  ;  of  Lowering  Mains  ;  and  the  Relief  of 
Violent  Fluctuations  on  the  Direct  rre>«.urr 
System  at  Madison,  Wis.  John  B.  Heim. 
Paper  read  at  convention  of  the  Am.  Water 
Works  Assn.,  at  Denver,  Colo.    Discusses  the 
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methods  employed  and  the  results  obtained. 
2500  w.  Fire  and  Water — July  24,  1897.  No. 
143*9. 

Testing  Water  Pipe  Distribution  Systems. 
F.  L.  Fuller.  Describes  the  manner  of  testing 
pipe  systems  used  by  the  writer  with  very  satis- 
factory results  Discussion  follows.  III.  3000 
w.  Jour  N  Eng  Water  Works  Assn— June. 
1897.    No.  13863  F. 

WATERSHEDS. 

A  Form  of  Mass  Diagram  for  Studying  Yield 
of  Watersheds.  Theodore  Horton.  Describes 
a  graphical  solution  of  these  problems,  and  the 


construction  of  the  diagram.  2400  w.  Eng 
Rec— July  31,  1897.    No.  14413. 

MISCELLANY. 

MUNICIPAL  Lighting. 

See  same  title  under  Electrical  Engineering, 
Lighting. 

8TABLK8. 

Sanitary  Stables  and  Farm  Buildings.  Louis 
Hanks.  Suggestions  on  drainage  and  other  im- 
portant matters.  2800  w.  San  Rec — July  16, 
1897.    No.  14364  A. 
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NEW  CONSTRUCTION. 

JCNOntAV. 

The  Plant  of  the  Jungfrau  Railroad.  (Die 
Kraftaniagen,  Leitunzen  und  Fabrteuge  der 
Jungfraubahn.)  E.  Strub.  An  account  of  the 
power  plant  and  general  scheme  of  the  electri- 
cally operated  rack  railway  now  being  con* 
structed  to  the  summit  of  the  Jungfrau  ;  with 
illustrations  of  the  electric  locomotive.  4000  w. 
Schweiieriscbe  Bauzeitung— July  17,  1897.  No. 
14149  B. 
SURVEYING. 

Preliminary  Work  in  Railway  Construction. 
(Ueber  Eisenbahn-Vorarbeiten.)  A  paper  be- 
fore the  German  Railway  Society  by  Dr.  Jor- 
dan, of  Hannover,  particularly  discussing  the 
surveying  and  topographical  work  preliminary 
to  the  actual  construct  ion  of  road  bed.  6000  w. 
Glaser's  Annalen — July  15, 1897    No.  14159  n. 

MAINTENANCE  OF  EQUIPMENT. 

BRAKES. 

Railway  Safety  Brakes.  W.  G.  Creamer. 
An  account  of  the  circumstances  that  led  to  the 
invention  of  the  Creamer  safety  brake,  the  diffi- 
culties encountered.  &c.  111.  3000  w.  Ry 
MaK— June.  1897.  No.  13934  c. 
CAR  Ventilation. 

The  Ventilation  of  Passenger  Cars  on  Rail- 
roads. Charles  B.  Dudley.  Showing  the  diffi- 
culties to  be  overcome  in  this  problem,  and  a 
general  study  of  the  subject,  with  tests  and  ex- 
periments. III.  7000  w.  Jour  Fr  Inst— July, 
1897.  No.  13883  D. 
CAST  IRON  Wheels. 

Specifications  and  Guarantee  for  Cast  Iron 
Wheels.  Report  of  committee  appointed  by  the 
M.  C.  B.  Assn.  to  revise  the  specifications  and 
guarantee  for  cast  iron  wheels,  and  to  consider 
the  form  of  wheel.  3400  w.  Ry  Rev — July  3. 
1897.  No.  13903. 
ORATES. 

Locomotive  Grates  for  Anthracite  Coal.  From 
the  report  of  the  committee  of  the  Am.  Ry.  Mas- 
ter Mechs.  Assn.  Discusses  water  tubes,  tubes 
with  filling  pieces,  tubes  with  shaker  fingers, 
shaking  grates,  and  transverse  shaking  grates. 
2800  w.  R  R  Gaz— July  33.  1897.  No. 
14346. 

Ratio  of  Grate  Area.  Heating  Area  and  Cyl- 
inder Volume.  From  the  report  of  the  com- 
mittee of  the  American  Railway  Master  Me- 
chanics' Assn.    The  proper  ratio  for  freight  and 


passenger  engines.  The  plan  followed  is  stated, 
with  deductions  and  calculations.  Diagrams. 
3300  w.  R  R  Gaz — July  9,  1897.  No.  13058. 
H  KATINO  Apparatus. 

Heating  Apparatus.  Belgian  Grand  Central 
Railway.  E.  Bellerocbe.  From  a  paper  pub- 
lished in  the  Bulletin  of  the  International  Rail* 
way  Congress.  Describes  the  system  of  heating 
passenger  trains  on  this  road,  which  consists  es- 
sentially of  circulating  hot  water  along  the  train 
and  back  again,  from  the  engine.  1500  w.  Am 
Eng  &  R  R  Jour— Aug.,  1897.    No.  14333  c. 

LOCOMOTIVES. 

Brooks-  Monon  Eight-Wheel  Express  Loco- 
motive. Drawings  and  specifications  of  two 
engines  recently  delivered  to  the  Chicago, 
Indianapolis  and  Louisville  Railway.  1200  w. 
Ry  Rev— July  17.  1897.    No.  14093. 

Heavy  Locomotives  for  the  Southern  Railway. 
Gives  summary  of  the  principal  dimensions  of 
to- wheel  passenger  locomotives.  1400  w.  R  R 
Gaz— July  33.  1897.    No.  I4»47- 

Locomotives  for  the  Soudan.  Dimensions 
and  details  of  construction  of  the  essential 
parts,  with  illustration.  800  w.  Ry  Rev — July 
24,  1897.     No.  14387. 

The  Balanced  Locomotive.  Report  of  tests  at 
Purdue  University  of  a  locomotive  without  driv- 
ing wheel  counterbalance.  III.  3500  w.  Ry 
Age — July  30,  1897.    No.  14378. 

The  Latest  Great  Northern  Single- Wheeler. 
Charles  Rous- Marten.  Describes  a  greatly  im- 
proved  engine,  the  departures  from  the  usual 
practice  being  due  to  H.  A.  Ivatt.  locomotive 
superintendent  of  the  Great  Northern  Ry.  III. 
2000  w.  Eng,  Lond — June  35,  1897.  No. 
13847  A. 

The  Latest  Heilmann  Electric  Locomotive. 
Illustrated  description  of  the  new  locomotive, 
with  brief  recapitulation  of  the  leading  features 
of  the  designer's  first  engines,  and  the  reasons 
for  so  radical  a  departure.  1700  w.  Ry  Wld— 
July,  1897.  No.  14073  a. 
ROLLING  8toek. 

Railway  Rolling  Stock  at  Berlin,  Budapest, 
and  Nurnberg,  1896.  (Die  Eisenbahn-Fahr- 
betriebsmittel  zu  Berlin,  Budapest,  und  Nurn- 
berg, 1896.)  H.  v.  Littrow.  Describing  and 
illustrating  the  railway  carriages  at  the  recent 
expositions,  giving  the  latest  forms  of  conti- 
nental cars — two  articles,  four  plates.  7500  w. 
Zeitschr  d  Oesterr  Ing  u  Arch  Ver— July  9  &  16, 
1897.    No.  141 18  E. 


We  supply  copies  of  these  articles.  See  introductory. 


Digitized  by  Google 


io32  THE  ENGINEERING  INDEX. 


VALVES 

Improved  Arrangement  of  Reducing  and  In. 
tempting  Valves — Rogers  Compound  Locomo- 
tives. Illustrated  description  of  the  latest  form 
as  applied  to  five  compound  locomotives  now  in 
service  in  Jamaica  and  four  in  Chili.  700  w. 
R  R  Gaz— July  23,  1897.    No.  14244. 

MAINTENANCE  OF  VAY. 

HHIDGK  Renewing. 

Bridge  Renewing  on  the  C.  B.  &  Q.  Illus- 
trated description  of  the  method  of  replacing 
iron  through  truss  bridges  with  plate  girders. 
1000  w.  Ry  Rev— July  31,  1897.  No.  I44«7- 
COLUMBIA  Bridge. 

Rebuilding  of  the  Pennsylvania  Railroad 
Bridge  at  Columbia,  Pa.  Brief  historical  ac- 
count of  the  various  bridges  built  at  this  point 
and  the  disasters  to  the  structures.  700  w.  Ry 
Rev— July  17,  1897.    No.  14095. 

GIRDER  Bridge. 

See  same    title  under  Civil  Engineering, 
Bridges. 
RAILS. 

Continuous  Rails.  Editorial  discussion  of  the 
relation  existing  between  a  rail  and  a  continuous 
beam  or  girder,  and  the  advantages  to  be  de- 
rived from  the  adoption  of  continuous  rails. 
1800  w.  Eng,  Lond— July  9,  1897.  No. 
14059  A. 

STATION  Lighting. 

The  Lighting  of  Isolated  Railroad  Stations. 
Describes  and  illustrates  a  connected  system  of 
oil  lighting,  in  use  on  the  New  York,  New 
Haven  &  Hartford  Railroad.  1600  w.  Am 
Eng  &  R  R  Jour— Aug.,  1897.    No.  14322  c. 

STEEL  Ball. 

The  Growth  and  Development  of  the  Steel 
Rail  in  America.  H.  G.  Prout.  Reviewing  the 
history  of  the  steel  rail  since  1887.  III.  5600 
w.    Eng  Mag — Aug..  1897.    No.  14402  B. 

SWING  Bridge. 

Railway  Swing  Bridge  Over  the  River  Nene. 
Illustrated  detailed  description  of  a  bridge  re- 
cently opened  for  traffic  at  Sutton  Bridge,  on 
the  Midland  Great  Northern  Railway,  England. 
2000  w.  Eng,  Lond— July  23,  1897.  No. 
14394  a. 
TIES. 

Railway  Ties  in  India.  Clement  F.  Street. 
Describes  some  of  the  designs  now  in  use  on  the 
railways  of  British  India,  in  which  country 
metal  ties  have  probably  been  more  extensively 
used  than  in  any  other.  111.  10500  w.  Jour 
W  Socof  Engs — June,  1897.    No.  14303  d. 

TILE  Protection. 

The  Protected  Railway  Depot  and  Viaducts. 
Illustrated  description  of  the  improvements  of 
the  Illinois  Central  Railroad  Company,  at  Van 
Buren  and  Harrison  streets,  in  Chicago.  Over- 
bead  crossing  bridges,  and  suburban  passenger 
station,  in  which  fireproof  tiling  has  been  used 
to  veneer  the  whole  surface  of  the  metal-work. 
1800  w.    Eng  Rec — July  31,  1897.  No.  144 12. 

WAY  Maintenance. 

Methods  and  Standards  of  Maintenance  of 
Way.  W.  M.  Duane.  Extracts  from  a  paper 
read  before  the  St.  Louis  Railway  Club,  May 
14.  1897.    Discusses  sub-grade,  curves,  bal- 


last, rail  sections,  joints,  &c.  1700  w.  Ry  Rer 
—July  3,  1897.    No.  13004. 

SIGNALING. 

THOMAS  System. 

The  Thomas  Pneumatic  System  of  Handling 
Railway  Switches  and  Signals.  Part  first  is  an 
illustrated  description  of  the  switch  arrange- 
ments of  this  system.  1400  w.  Ry  Rev— July 
17,  1897.    Serial,    tst  part.    No.  1 4004. 

TERMINALS  AND  YARDS. 

BOSTON  Southern. 

Engineering  Equipment  of  the  Boston  South- 
ern Terminal  Station.  An  account  of  an  un- 
usually comprehensive  and  complete  engineering 
equipment  intrusted  to  one  firm  of  contractors— 
Westinghouse,  Church,  Kerr  &  Co.  1000  v. 
Eng  News— July  8,  1897.   No.  13945- 

TRANSPORTATION. 

ACCIDENT;). 

Railway  Accidents  in  1896.  Review  of  the 
Board  of  Trade  returns  in  England  and  com- 
ments  on  the  new  form  in  which  the  tables  are 
cast.  1200  w.  Engng-July  2,  1897.  No. 
'39°7  A. 

Train  Accidents  in  the  United  States  in  May, 
1897.  A  classified  statement  and  summary. 
2000  w.  R  R  Gaz— July  16,  1897.  No.  14035. 
CAR  Handling. 

Handling  of  Foreign  Cars.    W.  E.  Beecham. 
From  the  report  to  the  Central  and  Western  Car 
Service  Assn.    Gives  recommended  practice 
2500  w.    Ry  Age — July  2,  1897.    No.  13875. 
EARNINGS. 

Less  Pronounced  Railway  Earnings'  In- 
creases. Report  with  tables  of  comparison, 
showing  gross  earnings  for  June,  and  for  the 
past  six  months.  1800  w.  Bradstreet's — June 
10,  1897.  No.  13944. 
EXCURSIONS. 

The  Christian  Endeavor  Excursions.  An  ac- 
count of  the  handling  of  heavy  traffic  on  the 
roads  west  of  the  Mississippi,  which  has  broken 
all  previous  records  of  the  excursion  business 
moving  by  sleeping  cars.  1800  w.  R  R  Gax— 
July  9.  1897.    No.  13959- 

The  Movement  of  the  Excursion  over  the 
Southern  Pacific.    Details  of  how  the  Christian 
Endeavor  excursion  was  handled.    600  w.  R 
R  Gar  -  July  16,  1897.    No.  14031. 
FAST  Runa. 

Remarkably  Fast  Time.    Report  of  a  notable 
record  made  by  the  Lehigh  Valley  R.  R.  Co.'s 
Black  Diamond  express.    350  w.   Col  Eng— 
July.  1897.    No.  14000  c. 
OR  IS  AT  BRITAIN. 

Passenger  Service  and  Rates  in  Great  Britain. 
W.  M.  Acworth  Report  of  new  cars  and 
various  improvements  recently  introduced  on  tbe 
different  roads,  with  reduction  in  rates  and 
changes  in  third-class  travel.  1100  w.  RR 
Gai— July  16,  1897.  No.  14030. 
HOT  Boxea. 

Hot  Boxes— Their  Causes.  M.  P.  Cook. 
From  a  paper  presented  at  the  May  meeting  of 
the  St.  Louis  Railway  Club.  Reviews  tbe  con- 
ditions that  cause  hot  boxes,  the  injury,  and  tbe 
writers  opinion  as  to  the  best  way  of  coolinf . 
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2500  w.    R  R  Gti- July  16, 1897.    No.  14034. 

INTERCHANGE. 

The  Rules  of  Interchange.  Discussion  of  the 
M.  C.  B.  Code  of  interchange  rules  at  the  recent 
convention  of  the  Master  Car  Builders'  Assn., 
with  editorial.  17000  w.  R  R  Car  Jour— July, 
1897.  No.  13978. 
OPERATING  KxpanaM. 

The  Operating  Expense*  of  Minor  Railways. 
(Ileber  Betriebs  Kosten  von  Bahnen,  Iosbeson- 
dere  Solcher  Niederer  Ordnnng.)  E.  Rindl.  A 
methodical  investigation  into  the  details  of  the 
operating  expenses  of  the  German  tramways, 
and  minor  local  roads,  with  formulas  aod  dia- 
grams. Two  plates,  12000  w.  Mitt  d  Ver  f  d 
Ford  d  Local  u  Strassenbahnwesens— June. 
1897.  No.  14162  D. 
POOLING. 

Pooling  Railroad  Earnings.  J.  A.  Latcha. 
Claiming  that  the  safety  of  the  people  of  the 
United  States  requires  the  pooling  of  the  wealth 
and  power  of  the  railroads  under  state  super- 
vision. 1500  w.  N  Am  Rev — Aug.,  1897.  No. 
14422  D. 
RATES. 

Rate  Reductions  in  Kansas.  E.  P.  Ripley. 
A  protest  from  the  president  of  the  Santa  Fe 
against  the  proposed  reductions  in  grain  rates, 
with  editorial.  3300  w.  Ry  Age — July  2,  1897. 
No.  13874. 

Rate  Reductions  in  Kansas.    W.  H.  Trues- 
dale.    The  protest  of  the  Rock  Island  road 
against  the  commission's  proposed  cuts.  9700  w. 
Ry  Age— July  r6,  1897.    No.  14051. 
TELEPHONE  Dispatching;. 

See  same  title  under  Electrical  Engineering. 
Telegraphy  and  Telephony. 
TICKETS. 

Interchangeable  Mileage  Tickets.  Describes 
the  new  tickets  for  use  of  commercial  travelers, 
with  editorial  comment.  2000  w.  Ry  Age — 
July  30,  1897.    No.  14377- 

TROPICS 

Difficulties  of  Transportation  in  the  Tropics. 
C.  P.  Y  eat  man.  Picturing  the  workings  of  com- 
petition between  the  locomotive  and  the  mule. 
111.  4 too  w.  Eng  Mag— Aug.,  1897.  No. 
14401  B. 

MISCELLANY. 

ECONOMY. 

Wasteful  Economy.  Editorial  discussion  a* 
to  whether  the  tendency  toward  heavier  track, 
more  powerful  locomotives,  and  larger  cars,  has 
not  reached  its  practical  limit.  700  w.  Ry  Rev 
— Jnly  3t,  1897.    No.  144 1 8. 

What  Is  True  and  False  Economy  in  Light 
Railway  Construction.  A  brief  discussion  of 
some  of  the  requirements  and  of  conditions  that 
should  regulate  expenditure.  1000  w.  Mach, 
Lood— July  15,  1897.    No.  14282  a. 

ELECTRIC  Railroading-. 

The  Status  of  Electric  Railroading.  Reviews 
editorially  the  progress  in  the  substitution  of 
electricity  for  steam,  and  the  conditions  to  be 
met  ere  the  advancement  can  satisfy  those  inter- 
ested in  railroad  working.  2500  w.  R  R  Gaz 
— July  9.  1897.    No.  13960. 

EMPLOYES. 

The  Physical    Examination  of  Employe's. 


Henry  F.  Hoyt.  Read  before  the  tenth  annual 
convention  of  the  International  Association  of 
Railway  Surgeons.  An  argument  for  a  physical 
examination  of  all  employes,  with  editorial.  3000 
w.    Ry  Age— July  9,  1897.    No.  1 3981. 

FIGHTING  Snow. 

Fighting  Snow  on  the  Railroads  of  the  North- 
west. Description  received  from  E.  W.  Had- 
ley,  of  Santa  Barbara,  Cal.,  with  illustrations. 
3000  w.   Scl  Am— July  10, 1897.   No.  13906. 

FLOODS. 

Floods  Along  the  Southern  Railway.  B.  C. 
Milner,  Jr.  Illustrated  account  of  the  damage, 
which  was  much  less  than  anticipated.  1600  w. 
R  R  Gaz — July  16,  1897.    No.  14036. 

HAULAGE. 

Electric  Haulage  at  Port  Chalmette.  G.  F.  P. 
Account  of  the  adoption  of  electricity  in  the 
place  of  compressed  air,  and  claiming  greater 
economy.  Also  editorial  objecting  to  conclu- 
sions and  defending  compressed  air.  2000  w. 
R  R  Gaz— July  9,  1897.    No.  13957. 

INDIA. 

Indian  Railway  Property.  Reviews  the  con- 
ditions of  these  railways,  and  the  effect  of  the 
famine.  1500  w.  Engng — June 25,  1897.  No. 
13853  A. 

Indian  Railway  Questions.  Discusses  mail 
service,  connection  with  docks,  conditions  of 
recent  working,  the  Bombay  Baroda  line,  and 
the  loss  caused  by  the  famine.  1800  w.  Trans 
— June  25,  1897.    No.  13873  A. 

Some  More  Facts  About  Indian  Railways. 
Information  from  the  Administration  Report  on 
the  Railways  of  India  for  the  year  1896-97  pre- 
pared by  the  director-general  of  railways.  Also 
table  showing  the  position  of  all  the  principal 
railways  as  regards  net  earnings,  and  the  per- 
centage of  net  earnings  to  capita!  expenditure 
in  the  past  two  years.  1400  w.  Trans — July 
16,  1897.  No.  14279  A. 
JAPAN. 

Railways  in  Japan.  Report  on  the  progress 
of  railways,  prepared  by  Mr.  Lowther  for  the 
Foreign  Office.  1800  w.  Arch,  Lond — July 
23,  1897.    No.  14371  A. 

LOADING. 

A  Study  of  Load  Equivalents.  (Beitrag  zur 
Lehre  von  den  Belastungs  Aequivalcnren.) 
Franz  Podhajsky.  A  graphical  and  analytical 
investigation  into  the  manner  in  which  the  dis- 
tribution of  loads  upon  beams  and  girders  takes 
place  with  various  combinations  of  locomotives 
and  cars  Two  articles.  8000  w.  Zeitschr  d 
Oesterr  Ing  u  Arch  Ver— June  11,  ft  18,  1897. 
No.  141 13  B. 
LEGISLATION. 

Railroad  Legislation  in  Connecticut.  Re- 
views the  16  acts  passed  during  the  present  year. 
800  w.    R  R  Gaz— July  16,  1897.    No.  14033. 

NARROW  Gaaa-e. 

Comparative  Study  of  the  Standard  and  the 
Metre  Gauge.  (Etude  Comparative  entre  la  Voie 
Normale  et  la  Voie  de  1  Metre.)  J.  Martin.  A 
revival  of  the  narrow  gauge  discussion,  with 
especial  reference  to  conditions  in  France. 
Serial.  4  parts.  18000  w.  Revue  Technique 
—May  25.  June  10  ft  25,  July  10,  1897.  No. 
14141  J. 
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RAILROADING. 

Knotty  Points  of  Railroading.  Discusses  the 
railway  conditions  in  the  United  States,  and  the 
many  problems  needing  to  be  faced.  Considers 
that  both  construction  and  competition  have 
been  overdone.  2200  w.  Trans— July  23, 
1897.  No.  14358  A. 
RAILWAYS. 

Light  Railways.  Lists  of  applications  granted 
and  new  schemes  under  consideration,  with  edi- 
torial comment  on  the  effect  in  England  of  the 
Light  Railways  Act,  motive  power,  Ac.  1500  w. 
Ry  Wld— July,  1897.    No.  14075  A. 

8OUTH  AFRICA. 

South  African  Railways.    F.  W.  Wilson.  An 


interesting  account  of  the  peculiar  features  of 
the  South  African  railway  systems,  with  descrip- 
tion and  matters  related.  4700  w.  Eng  News 
—July  15,  1897.    No.  1 402 1. 

VIBRATIONS. 

See  same  title  under  Civil  Engineering,  Mis- 
cellany. 

WATER  Supply. 

Water  Supply  for  Locomotives.  Thomas 
Appleton.  From  a  paper  read  before  the  Wes- 
tern Railway  Club.  Discusses  the  quality,  lo- 
cation of  tanks,  methods  of  supplying  tanks,  &c 
1200  w.  R  R  Gaz— July  16,  1897.  No. 
14032. 


STREET  AND  ELECTRIC  RAILWAYS. 


ACCIDENTS. 

Report  on  the  Liverpool  Overhead  Railway 
Accident.  A  reprint  of  the  report  of  H.  A. 
Yorke  to  the  Railway  Dept.  of  the  Board  of 
Trade  on  the  accident  of  April  15,  1897.  Gives 
description,  evidence  and  conclusion.  3500  w. 
Elect'n— July  9,  1897.    No.  14084  A. 

APPARATUS. 

The  Thomson- Houston  Magnetic  Blow-Out, 
as  Applied  to  Electrical  Traction  Apparatus. 
Part  first  considers  controllers  and  wiring  appar- 
atus in  which  the  magnetic  blow-out  is  applied, 
showing  that  in  the  design  both  efficiency  and 
wearing  qualities  have  been  studied.  III.  1700 
w.  Ry  Wld— July,  1897.  No.  14076  A. 
BERLIN. 

Recent  Railway  Improvements  in  Northern 
Berlin.  (Neuere  Eisenbahnaulagen  im  Norden 
Berlins.)  A  very  full  paper  by  Herr  Bathmann 
describing  important  underground  and  overhead 
work,  with  numerous  illustrations  and  4  plates. 
An  important  and  valuable  railroad  paper. 
15000  w.  Glaser's  Annalen— June  15,  1897. 
No.  141 57  D. 

BOSTON  Elevated. 

Estimated  Cost  of  the  Boston  Elevated.  Es- 
timates of  the  sums  necessary  to  go  ahead  with 
the  work,  as  presented  by  George  A.  Kimball, 
engineer  of  the  company.  700  w.  R  R  Gas — 
July  30,  1897.    No.  14350. 

BUENOS  AYRE.H. 

The  Street  Railway  System  of  Buenos  Ayres. 
Illustrated  account  of  the  system,  which  has 
until  recently  been  operated  by  horses.  Electric 
lines  are  being  rapidly  constructed.  1700  w. 
St  Ry  Jour— July.  1897.    No.  13854  D. 

ELECTRIC  Railroading-. 

See  same  title  under  Railroad  Affairs,  Miscel- 
lany. 

The  Present  Status  of  the  Electric  Railroad. 
F.  B.  H.  Paine.  A  reply  to  opinions  expressed 
in  this  paper,  and  giving  the  writer's  views. 
Thinks  that  electricity  is  not  yet  adapted  for  the 
moving  of  heavy  trains  for  long  distances,  but 
thinks  there  are  indications  of  a  gradual  change. 
Also  editorial.  3700  w.  R  R  Gaz— July  30, 
1897.  No.  14349- 
ELECTRIC  Traction. 

Electric  Traction.  Review  of  a  book  by 
Philip  Dawson,  which  gives  particulars  of  all 


the  various  systems.  2300  w.  Builder — July  24. 
1897.    No.  14419  a. 

The  Deri  Combined  Alternating  and  Coctiou- 
ous-Current  System  for  Electric  Tramways.  De- 
scription of  an  ingenious  system,  with  editorial 
presenting  its  advantages  and  disadvantages. 
3000  w.  Elect'n— July  2,  1897.  No.  13963  a. 
FLYWHEEL  Explosion. 

See  same  title  under  Mechanical  Engineering, 
Power  and  Transmission. 
OAS  Traction. 

The  Gas  Railroad.  Frederick  Egner.  An 
account  of  recent  observations  in  the  line  of  gas 
traction,  showing  that  ordinary  illuminating  gas 
can  be  used  to  furnish  economical  means  of  pro- 
pulsion for  street  railways.  111.  1500  w.  Am 
Gas  Lgt  Jour — July  12,  1897.  Serial.  1st 
part.  No.  13993. 
HAULAGE. 

See  same  title  under  Railroad  Affairs,  Miscel- 
lany. 

Tramway  Haulage.  E.  J.  Silcock.  Read  at 
the  annual  meeting  of  the  Incorporated  Assn.  of 
Municipal  and  County  Engs.  Part  first  begins 
the  discussion  of  the  relative  merits  and  demerits 
of  the  various  systems,  briefly  reviewing  horse 
and  steam  traction,  oil.  gas  and  compressed  air. 
2400  w.  Ind  &  Ir— July  23,  1897.  Serial.  1st 
part.  No.  14357  A. 
INCLINE  Railway. 

Incline  Railway  Up  Mt.  Tom.  Illustrated 
description  of  the  road  and  equipment.    900  w. 
St  Ry  Rev— July  15,  1897.    No.  14096  c. 
INMULATION  and  Resistance. 

Methods  of  Testing  the  Insulation  and  Resist- 
ance of  Street  Railway  Lines.  Frank  B.  Porttr. 
Describes  some  of  the  tests  usually  employed 
by  street  railway  electricians' for  determining  the 
resistance  of  the  insulation  and  the  resistance  of 
the  conducting  circuits  of  their  Hoes.  111.  2200 
w.    Elec  Wld— July  17,  1897.    No.  14024. 

LOOP. 

The  Chicago  Union  Elevated  Loop.  A  de- 
scription, with  plan,  of  the  most  complicated 
elevated  railroad  problem  which  has  yet  arises. 
2200  w.   Ry  Age— July  23,  1897.    No.  14267. 

MOTORS. 

Electric  Railway  Motors.  George  T.  Han- 
chett.  Part  first  illustrates  and  describes  forms 
of  field  magnets.  2000  w.  St  Ry  Jour— July. 
1897.    No.  13857  D. 
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General  Electric  Company's  New  Street  Rail- 
way Motor.    Illustrated  description.    900  w. 
Elec  Rev— July  14.  1897.    No.  14006. 
OPERATING  Expcnwi. 

See  same  title  under  Railroad  Affairs.  Trans- 
portation. 
POWER  Plant. 

Chicago  City  Railway  Company's  New  Elec- 
trie   Power  Plant.    Illustrated  description  of 
interior  of  plant.    1400  w.    W  Elec— July  17, 
1897.    No.  14048. 
POWER  Transmission. 

The  Efficient  Transmission  of  Power  to 
Street  Railway  Lines.  R.  W.  Conant.  The 
subject  is  limited  to  the  medium  voltage,  direct 
current  transmission.  The  solution  of  a  fe  ♦ 
special  cases  is  given,  to  Illustrate  a  method  used 
by  the  writer.  2500  w.  St  Ry  Rev— July  15, 
1 897.  No.  14097  c. 
REPAIR  Shops. 

Some  Remarks  on  Street  Railway  Repair 
Shop  Management.  Frank  B.  Porter.  Con- 
siders a  few  methods  which  have  been  adopted 
by  some  systems,  and  found  to  effect  a  saving. 
2500  w.  St  Ry  Rev— July  15,  1897.  No.  14201 
c. 

The  Repair  Shops  of  the  Brooklyn  Heights 
Railroad  Company.     Illustrated  detailed  de- 
scription.   2700  w.    St  Ry  Jour — July,  1897. 
No.  13855  D. 
SPEEDS. 

Investigations  on  the  Speed  of  Trains  on  tie 
Berlin  Local  Railway.  (Versuche  ueber  die 
Fahrgeschwindikeit  der  Berliner  Stadtbabn- 
itlge  )  Giving  the  construction  of  the  ingenious 
speed  indicator  used,  with  diagrams  plotted  by 
its  aid.  1  plate.  4000  w.  Glaser's  Annalen — 
July  15, 1897.    No.  14160  D. 

STOPPAGE  Los.e. 

Loss  in  Stoppages  of  Electric  Cars.  Hermann 
S.  Herring.  Reply  to  a  query  on  this  subject, 
giving  the  results  of  tests,  and  advising  the  using 
of  brakes  as  little  as  possible  and  drifting  as  much 
as  possible.  1500  w.  Am  Elect'n— July,  1897. 
No.  13897' 

STREET  Railway  Bridge*. 

Some  Street  Railway  Bridges.  Illustrations 
and  descriptions  of  some  designs  for  street  rail- 
way traffic.  1500  w.  St  Ry  Rev— July  15.  1897. 
No.  14098  c. 

Wt  supply  copiet  of  these 


TRACTION 

Electric  Traction.  M.  H.Gerry,  Jr.  A  brief  dis- 
cussion of  some  of  the  more  important  problems- 
in  the  application  of  electric  motive  power  to  the 
heavier  classes  of  railway  service,  with  illustra 
tions  from  the  practice  of  the  Metropolitan  Ele- 
vated Road  oi  Chicago.  5700  w.  Trans  Aid- 
Inst  of  Elec  Engs— June  &  July,  1897.  No. 
14213  D. 

TRAMWAYS. 

Country  Roads  vs.  Small  Electric  Tramways. 
(Sollen  wir  Land  Strassen  oder  Elektrischc 
Kleinbahnen  Bauen  ?)  Describing  a  system  of 
very  narrow  gauge  electric  railways,  with  trucks- 
upon  which  ordinary  wagons  can  be  carried. 
1200  w.  Deutsche  Zeitschr  f  Elektrotechnik— 
June  15,1897.    No.  14178  B. 

Tramway  Extension  in  Smaller  Towns  and 
City  Suburbs.  Discusses  the  obstacles  to  the 
extension  of  tramways  in  England.  1600  w. 
Ry  Wld — July,  1897.    No.  14073  a. 

The  Birmingham  Tramway  Report.  Extract 
from  report  submitted  by  the  sub  committee  on 
the  systems  of  various  European  cities.  III. 
2500  w.  St  Ry  Rev— July  15,  1897.  No. 
14200  c. 

TROLLEY  System. 

Ex'ension  of  the  Underground  Trolley  System 
in  New  York-  An  outline  of  work  undertaken 
on  the  Eighth  and  Fourth  Avenue  lines.  III. 
900  w.    Sci  Am — July  31,  1 897.    No.  14295. 

Overhead  Trolley  System  for  Multiphase 
Motor  Roads.  (Oberirdische  Stromzofuhurung. 
for  Drehstrombabnen.)  An  arrangement  by 
which  two  overhead  metallic  conductors  are 
used,  giving  details  of  double  conductor  trolley- 
pole,  etc.  2000  w.  Deutsche  Zeitschr  f  Elek- 
trotechnik—June  15,  1897.    No.  14180  B. 

The  Trolley  Is  Free.    Full  text  of  the  decis- 
ion of  the  U.  S.  Circuit  Court  of  Appeals  in  the- 
case  of  the  Thomson- Houston  Electric  Company 
vs.  the  Hoosick  Railway  Company.   4400  w. 
Elec— July  28,  1897.    No.  14312. 

WIRE. 

Tension  and  Bending  Strength  of  Electric 
Trolley  Wire.  (Zug-und  Biegungs  Festigkeit  der 
Drabt-Materialen  far  Elektrische  Bahnen.) 
Giving  a  table  of  tests  of  various  steel  and 
copper  wires.  1000  w.  Deutsche  Zeitschr  t 
Elektrotechnik — June  15,  1897.    No.  14181  B. 

articles.  See  introductory. 
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Howe,  Malverd  A.,  A  Treatise  on  Arches  Designed 

for  the  Use  of  Kngineers  and  Students  in  Technical 

Schools.  John  Wiley  and  Sons.  New  York.  Chapman 
A  Hall.  London.    1897.   Cloth,  U 

An  octavo  volume  of  371  pages,  contain- 
ing 73  illustrations,  may  seem  to  to  the  lay 
reader  a  large  amount  of  space  to  devote 
to  the  almost  exclusively  mathematical 
discussion  of  a  single  element  of  construc- 
tion. The  professional  reader,  who  readily 
comprehends  all  that  is  involved  in  the  de- 
sign of  arches  to  meet  special  conditions  of 
load  distribution,  and  in  the  use  of  differ- 
ent materials  for  arch  construction,  will 
see  that  compactness  is  not  necessarily 
sacrificed  in  a  book  of  this  size,  and  that 
thorough  treatment  of  the  subject  is  im- 
possible within  certain  limits.  The  aim 
of  the  author  appears  to  have  been  to 
simplify  existing  formulas  derived  from 
Weyruch's  four  fundamental  equations  of 
the  elastic  arch,  and  to  present  a  series  of 
general  formulas  which  in  their  integral 
form  are  applicable  to  "any  symmetrical 
arch,  either  fixed  or  hinged,  and  subjected 
to  either  vertical  or  horizontal  loads  .  .  . 
when  the  equation  of  the  axis  and  the  law 
of  variation  of  the  moments  of  inertia  of 
the  cross  sections  are  known."  The  usually 
neglected  effect  of  the  axial  stress  is  dis- 
cussed, and  formulas  for  all  practical  cases 
likely  to  occur  are  given.  Formulas  for 
vertical  and  horizontal  loads,  and  for 
special  cases  of  changes  of  temperature 
and  shape,  are  also  presented.  In  the 
treatment  of  the  subject  of  masonry  arches. 
"  the  many  difficulties  and  inaccuracies  of 
the  common  methods  of  treatment"  are 
pointed  out,  and  it  is  shown  that  a  masonry 
arch  may  be  so  designed  that  "  its  stresses 
will  follow  the  laws  demonstrated  for  the 
elastic  arch."  In  designing  segmental 
masonry  arches,  the  author  adopts  Alexan- 
der and  Thompson's  method  "  as  being  the 
most  consistent  of  the  many  methods 
which  assume  all  loading  due  to  material 
to  act  as  vertical  forces  upon  the  arch." 
One  of  the  most  important  and  valuable 


chapters  in  the  book  for  the  practising  en- 
gineer is  Chapter  II,  which  contains  "a 
collection  of  all  the  necessary  formulas 
likely  to  be  needed  in  practice,"  in  such  a 
simplified  form  that  they  can  with  the  aid 
of  tables  be  applied  with  ease  and  celerity. 
The  author  expresses  the  belief  that  "  a  fair 
trial  of  the  summation  formulas  in  this 
chapter  will  lead  to  the  adoption  of  metal 
arches  more  artistic  in  form  than  the  usual 
American  type.  The  book  is  well  printed, 
and  bound  in  the  usual  style  of  college 
text-books. 


Hopkins.  Thorn  is  C,  M.  S.  M.  A.  Assistant  Pro- 
fessor in  the  Pennsylvania  State  College.  The  Build- 
ing Materials  of  Pennsylvania.  I.  Brownstones  Ap- 
pendix to  the  Annual  Report  of  Pennsylvania  State 
Col  lege,  for  1896.  Paper. 

Contains  125  pages  (octavo)  of  text.  26 
full  page  plates,  and  two  maps  showing 
location  of  quarries.  A  great  deal  of 
valuable  information  is  presented.  The 
author  U  an  expert  on  the  subject  of  build- 
ing stones,  having  published  several  mono- 
graphs on  the  subject  in  the  government 
and  different  State  geological  survey  re- 
ports and  numerous  shorter  articles  in  the 
scientific  and  trade  journals.  Pennsyl- 
vania is  one  of  the  leading  states  in  the 
production  of  brownstone,  and  is  surpassed 
by  none  in  the  quality  of  the  stone  pro- 
duced and  the  number  of  quarries.  The  re- 
port is  divided  into  three  parts,  the  first 
treating  of  the  general  features  of  brown- 
stones,  the  second  describing  in  detail  the 
different  quarries  and  quarry  regions  of  the 
State,  and  the  third  part  describing  briefly 
the  competitive  quarries  in  other  States. 
The  first  part  discusses  thoroughly  the 
chemical  composition  of  brownstones.  giv- 
ing a  great  many  analyses  from  different 
quarries,  and  the  signification  of  the  differ- 
ent elements  are  pointed  out.  The  struc- 
tural, textural,  and  mineralogical  features 
are  fully  described  and  illustrated  by 
means  of  photographs  and  pen  drawings. 
The  durability  of  brownstones  is  discussed 
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at  some  length,  and  an  explanation  is 
offered  for  the  crumbling  of  the  brown- 
stone  in  this  and  other  eastern  cities. 
Crushing  absorption  and  fire  tests  of  a 
great  many  different  brownstones  are 
given.  The  methods  of  quarrying  and 
handling  the  stone,  and  the  uses  and  adap- 
tability of  the  different  varieties  are  given 
with  its  distribution  in  the  State,  illustrated 
by  a  map  showing  the  location  of  each 
quarry. 

American  Street  Railway  Investment*  (Red  Book 
Supplement  to  the  Street  Raikvay  Journal).  New 
York.  Chicago,  and  London.   1897.   Cloth.  Jj. 

In  addition  to  the  well-known  special 
featutes  of  this  publication,  by  which  it 
holds  a  distinctive  place  among  books  of 
its  class,  are  a  "  Review  of  the  Year,"  in 
which  is  a  brief  exposition  of  the  chief 
events  bearing  on  street  railway  affairs 
that  have  occurred  during  the  last  year 
in  the  principal  cities  of  the  country, 
and  a  table  of  "gross  receipts  in  1895  and 
1896  "  showing  the  percentage  increase  or 
decrease  in  receipts  for  every  system  whose 
gross  receipts  exceed  $25,000.  The  in- 
formation contained  in  this  table  is  of 
much  value,  particularly  as  the  companies 
are  arranged  according  to  magnitude  of 
operations  in  1896.  so  that  each  company 
can  easily  find  out  what  others  of  its  class 
are  doing.  The  work  also  contains  much 
information  of  local  interest  embodied  in 
tabular  form,  and  in  the  text. 

The  regular  contents  of  the  book 
include  the  tabular  presentation  of 
gross  receipts,  operating  expenses,  and 
balance  sheets  for  from  three  to  five  years, 
by  means  of  which  a  company's  complete 
financial  statements  may  be  examined  for 
surreptitious  concealment  of  expenses  or 
profits;  the  "dates of  information,"  which 
are  appended  to  each  report;  and  the 
authenticity  of  the  information,  as  shown 
by  the  statement  that,  out  of  1,262  com- 
panies in  existence  in  the  United  States 
and  Canada,  more  than  80  per  cent,  have 
sent  in  "  approved  "  reports  from  proof 
sheets  sent  to  them  before  publication, 
while  nearly  all  the  remainder  have  been 
brought  up  to  date  from  official  sources  of 
information.  An  unusual  number  of  care- 
fully-prepared and  finely-engraved  maps 


of  street-railway  properties  is  found  in  the 
"  Red  Book  "  and  adds  much  to  its  value. 
The  arrangement  of  indexes  and  their  com- 
pleteness is  an  excellent  feature. 

Among  1,262  corporations  named,  939 
are  operating,  206  are  operating  under 
lease,  and  117  are  not  yet  in  operation. 


Wallace.  Robert,  P.  L.  S..  F.  C.  S  ,  F.  R  S.  Farm- 
ing Industries  of  tape  Colony.  P.  S.  King  &  Son, 
London.   1896.   Cloth.   10s.  6d. 

Possessing  a  rare  educational  equipment 
for  the  performance  of  such  a  task,  Pro- 
fessor Wallace  has  in  this  treatise  written 
one  of  the  most  interesting  of  contempo- 
raneous books.  To  those  seeking  informa- 
tion about  the  climate,  soil,  and  resources 
of  southern  Africa  the  work  will  be  as 
vatuable  as  it  is  interesting  to  the  general 
reader.  Eighty-one  full- page  plates,  four- 
teen maps,  six  plans  and  ninety-two  illus- 
trations assist  the  text  in  the  graphic 
representation  of  the  peculiar  features 
and  agricultural  resources  of  a  truly  re- 
markable country.  Professor  Wallace 
visited  Cape  Colony  at  the  invitation  of 
its  government.  While  sojourning  in  the 
land,  he  was  afforded  ample  facilities  for 
a  study  of  conditions  under  which  farming 
must  be  carried  on,  the  kinds  of  imple- 
ments and  machinery  adapted  to  the 
needs  of  the  colonial  farmers,  and  the 
probable  commerce  which  the  agricultural 
interests  of  the  colony  have  created  and 
will  create.  The  text  embodies  the  results 
of  a  laborious  four  months' tour,  in  which 
copious  notes  were  taken.  Mr.  Wallace 
is  an  acknowledged  expert,  being  professor 
of  agriculture  in  the  University  of  Edin- 
burgh, and  it  is  seldom  that  so  much  of 
general  and  scientific  interest  is  com- 
pressed in  a  book  of  this  size  devoted  to 
agricultural  research.  The  work  contains 
552  octavo  pages,  and  is  well  indexed. 


Mead,  Elwood,  State  Engineer.  Third  Biennial 
Report  of  the  State  Engineer  to  the  Governor  of 
Wyoming.  1895  and  1896.  The  S.  A.  Bristol  Co., 
Cheycnue,  Wyoming.    1897.  Cloth. 

Mr.  Mead,  in  this  report,  deals  exclu- 
sively with  the  subject  of  irrigation  and 
irrigation  works,  which  are  the  most  im- 
portant public  works  in  the  State  of  Wy- 
oming. The  report  is  a  valuable  contri- 
bution to  the  growing  literature  of  irriga- 


Digitized  by  LiOOQle 


BOOKS  OF  THE  MONTH. 


tion,  a  subject  that  is  constantly  assuming 
greater  importance  in  connection  with  the 
reclamation  of  the  arid  western  lands  of 
the  United  States.  The  report  shows  that 
a  little  more  than  one  thousand  water 
rights  have  been  adjudicated  in  Wyo- 
ming since  the  previous  biennial  report 
was  issued.  Mr.  Mead  says  that  "  the  to- 
tal volume  of  water  thus  dedicated  to 
beneficial  uses  "  is  more  than  3.394  cubic 
feet  per  second. and  that  water  rights  have, 
by  formal  certificates  of  appropriation, 
become  attached  to  more  than  ninety 
thousand  acres  of  land.  The  water  is  ob- 
tained for  this  purpose  from  sixty  streams 
and  two  springs.  The  most  important 
topics  treated  are  "  Water  Rights  "  (pages 
37  to  62)  and  the  "  Needs  of  Irrigation 
{pages  158  to  167  inclusive).  Under  the 
latter  heading  are  discussed  the  necessity 
for  subsidies  to  important  canals.  The 
position  is  taken  that,  if  we  are  to  reclaim 
our  best  land  and  use  our  large  rivers  for 
this  purpose.  State  aid  in  building  reser- 
voirs and  large  canals  is  imperative.  The 
report  then  shows  that  free  grants  of 
water,  and  the  speculative  control  of 
-streams,  which  have  formed  part  of  the 
policy  of  other  arid  regions,  put  a  per- 
petual mortgage  on  every  irrigated  home 
^o  supplied.  There  is  much  in  this  report 
to  awaken  thought,  and  direct  public  at- 
tention toward  a  sound  policy  in  the  re- 
clamation of  western  lands,  now  deserts, 
but  capable  of  being  made  exceedingly 
fertile  and  productive. 


Fuertes,  lames  H.   Water  and  Public  Health.  The 
Relative  Purity  of  Water  from  Different  Sources. 
John  Wiley  &  Sons,  New  York.   Cloth,  $  1.50. 

The  principal  cities  of  the  world  are 
herein  grouped  with  reference  to  the 
quality  of  their  water-supply,  as  a  basis  of 
a  comparative  study  of  mortality  statistics. 


Thus  the  importance  of  pure  water  is 
placed  in  a  stronger  light  than  it  can  be 
by  the  data  of  more  widely  scattered  ob- 
servations. It  is  thought,  also,  that  by 
the  adoption  of  this  method  the  admitted 
inaccuracies  in  the  statistics  presented  in 
reports  of  physicians,  health  boards,  etc. 
assumed  as  being  about  equally  in  the 
nature  of  excess  and  deficiency,  will  coun- 
terbalance each  other,  and  the  final  result 
so  attained  will  contain  very  little  error. 
The  statistics  of  typhoid  fever  in  Ameri- 
can cities  have  been  compiled  from  muni- 
cipal reports,  reports  of  State  boards  of 
health,  and  correspondence.  Four  chap- 
ters precede  the  appendixes,  which  con- 
tain the  compilation  of  data.  Chapter  I 
discusses  the  etiology  and  prophylaxis  of 
typhoid  fever;  chapter  II  answers  the 
question  :  "  When  does  pure  water  pay  ?"; 
chapter  III  treats  of  the  sanitary  value  of 
impounded  water;  and  chapter  IV  sum- 
marizes conclusions  derived  from  the  data 
compiled.  Appendix  A  gives  statistics  of 
death-rates  from  typhoid  fever  per  1 00,000 
of  population  in  various  cities  for  the  years 
1890-1895  inclusive.  Appendix  B  contains 
descriptions  of  the  sources  of  water-supply 
of  various  cities.  Appendix  C  gives  the 
annual  rain-fall  as  observed  at  some  fifty 
cities  of  the  United  States.  Appendix  D 
contains  a  table  showing  the  number  of 
times  that  different  typhoid-fever  death- 
rates  per  100,000  occurred  in  all  the  cities 
named  in  appendix  A,  during  the  six  con- 
secutive years  beginning  with  1890.  Dia- 
grammatical representations  of  death- 
rates  are  also  presented.  The  book  sup- 
plies in  a  very  convenient  form  for  com- 
parison and  reference  a  mass  of  data  not 
otherwise  obtainable  without  an  expendi- 
ture of  time  which  most  engineers  would 
gladly  avoid. 
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The  matter  published  in  this  department  is  not  paid  for,  nor  can  it  be  classed  as  advertising. 
But  as  the  information  is  necessarily  obtained  from  those  who  offer  the  appliances 
for  sale,  it  is  proper  to  say  that  the  manufacturers,  rather  than  ourselves, 
are  responsible  for  the  statements  made. 


The  "  New  "  American  Oil  Gas  Machine. 

This  machine  is  designed  for  the  generation  of 
a  pure  hydrocarlx>n  gas  from  naphtha,  for  use  as 
fuel.  The  system  is  hased  upon  the  belief  that  it 
no  longer  accords  with  scientific  progress  to  use 
coal  in  a  crude  state,  and  that  every  consideration 
of  economy  requires  the  separation  of  crude  fuel 


directly  into  the  main  pipe  under  a  constantly  even 
pressure. 

The  system  is  not  new,  properly  speaking,  but 
attention  is  called  to  what  the  manufacturers  desig- 
nate as  the  "  New  "  American  Oil  Gas  Machine, 
illustrated  in  an  accompanying  engraving.  It  em- 
bodies every  improvement  suggested  by  six  years 


into  its  component  parts  before  the  performance  of 
its  final  function.  It  is  the  object  of  the  system 
<o  convert  the  total  of  a  given  amount  of  refined 
petroleum  into  gas,  which  is  then  converted  into 
heat  without  waste  by  draft  or  consumption  in  un- 
used space.  There  is  produced  a  practically  fixed 
gas  consisting  of  dry  air  charged  with  atomized  oil. 
No  gas-holder  is  required,  but  gas  is  discharged 


of  experience,  since  the  first  machine  on  this  model 
w.is  m-taiUd.  in  iNoi.  Although  this  mUmI 
machine  is  still  in  satisfactory  operation,  and  a 
considerable  number  have  gone  into  use  in  each 
year  since,  with  the  approbation  of  the  purchasers, 
the  manufacturers  are  now  able  to  offer  for  the 
first  time  what  they  themselves  can  approve  of  as  a 
complete  piece  of  work  in  this  line. 

The  gas  machine  proper  (Fig  I)  contains  the 
generator,  A  ;  the  feeding  tank,  B,  which  regu- 
lates the  supply  of  oil  to  the  generator ;  the  water 
pressure  regulator,  C  ;  the  circulating  pipe,  I  >,  an 
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elongated  coil  through  which  the  oil  flows  to  be 
warmed  after  passing  through  the  generator  un- 
converted ;  the  radiator,  E,  for  raising  the  tempera- 
ture of  the  oil  circulating  in  the  machine. 

Fig.  II.  shows  the  healing  chest  provided  with 
steam  for  beating  the  air  supply  before  it  enters  the 
generator,  and  the  gas  after  it  leaves  the  generator. 
It  has  two  compartments :  P,  for  air  as  it  comes 
through  the  blower,  and  O,  the  chamber  for  heat- 
ing the  gas,  received  by  the  pipe  V  and  discharged 
to  the  storage  tank  by  the  pipe  M.  Fig.  Ill  is  the 
storage  tank  for  oil.  It  shows  the  head  of  a  reser- 
voir of  8,000  gallons  capacity,  four  feet  under 
ground,  project  ng  into  the  gas  house  under  an 
arch  or  beam.  All  connections  pass  through  a 
thick  manhole  cover.  Figure  IV  is  the  measuring 
tank  used  to  ascertain  the  consumption  of  oil,  by 
reference  to  gage  glasses. 

This  machine  forms  part  of  a  patented  system 
embracing  (1)  a  fuel  gas  generator  ;  (2)  a  blower 
for  the  regulation  of  pressure  in  the  generator  am| 
at  the  points  of  consumption  ;  and  ( 3)  the  furnace 
in  which  the  heat  of  the  gaseous  fuel  is  utilized. 
The  system  is  used  by  leading  manufacturers  of 
bicycle  material,  watches  and  machinery,  and  by 
assayers  and  refiners  of  bullion,  and  others 
who  desire  an  efficient,  perfectly  controllable,  and 
economical  system  of  generating  and  utilizing  fuel 
gas. 

The  manufacturers,  The  American  (ias  Fur- 
naces Co.,  23  John  St.,  New  York,  not  only  use 
the  gas  produced  by  this  system  in  their  furnaces, 
but  also  in  the  production  of  ix>wer  in  their  works, 
at  Flizabeth,  N.  J.,  and  also  for  lighting  the 
factory.  They  are  prepared  to  supply  inquirers 
with  information  as  to  the  comparative  cost  of  their 
gas  and  other  forms  of  fuel,  and  also  as  to  its 
merits  in  other  respects. 


New  Sliding  Head  Back-Geared  Drill. 

This  drill  has  been  designed  and  placed  on  the 
market  by  the  W.  F.  &  John  Barnes  Company, 
Rockford,  111.,  L".  S.  A.,  in  response  to  an  inquiry 
for  a  smaller  drill  than  the  28-inch  drill  manufac- 
tured by  the  same  company,  and  also  to  meet  all 
the  requirements  for  a  drill  intermediate  in  size 
and  capacity  between  their  25  inch  stationary 
head  drill  and  their  28-inch  and  34  inch 
sliding  head  drills.  The  new  machine — illus- 
trated herewith— has  been  designed  with  special 
care,  and  is  believed  to  embody  all  features  essen- 
tial to  a  complete  and  perfect  tool.  The  workman 
ship  is  first  class.  The  feed  arrangement  is  espe- 
cially strong,  and  provides  for  all  the  different  feeds 
which  can  be  used  on  a  drill  press.    The  cut 


shows  very  clearly  the  feed  mechanism.  Tl  e 
drill  has  power  self-feed  with  automatic  stop,  len  r 
and  worm  feed,  and  quick  return  for  spindle.  The 
feature  of  hand  lever  feed  on  a  sliding  head  drill 
in  combination  with  worm  and  power  feed  is  ne* 
and  increases  the  usefulness  of  the  drill.  Every 
movement  of  the  drill  is  designed  tor  the  conveni- 
ence of  the  operator,  who  has  at  his  disposal  five 


different  teeds ;  a  lever  feed,  hand  worm  feed, 
self  power  feed,  automatic  stop,  and  quick  return. 
The  back  gear  is  claimed  to  be  the  neatest  and 
cleanest  back-gear  on  the  market ;  it  is  of  internal 
movement  and  free  from  dirt,  and  gives  the  brst  of 
satisfaction. 

The  spindle  is  fitted  witS  the  No.  3  Mont 
taper. 

The  Pittsburg  Riveter  and  the  Albree 
Universal  Bail. 

The  development  of  pneumatic  machinery, 
during  the  last  ten  years  is  one  of  the  most  marked 
features  of  mechanical  advancement.  The  inven- 
tion of  special  machinery,  to  accomplish  work 
hitherto  done  by  hand  or  by  more  cumbersome 
machines,  is  keeping  pace  with  invention  in  other 
new  fields.  Among  the  latest  adaptations  of  com- 
pressed air  power,  is  the  Pittsburg  Riveting 
machine. 

It  consists  of  a  simple  trunk  piston  cylinder — 
which  exerts  its  force  on  a  revolving  lever  carry- 
ing a  hardened  steel  roller  on  its  lower  end.  the 
upper  end  having  a  fixed  center.  The  roller  trav- 
els on  the  upper  surface  of  a  h  rdened  steel  roller 
bar— fixed  at  one  end  and  attached  to  a  plunger— 
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moving  in  guides  at  the  other  end.  In  this 
plunger  is  a  screw,  carrying  a  riveting  die,  which, 
by  the  movement  of  the  roller  on  the  roller  bar,  is 
caused  to  move  vertically.    The  power  is  increased 


peculiar  position,  and  those  using  such  machines 
can  readily  understand  how  useful  this  attachment 
would  be  for  riveting  crooked  work,  field  work, 
circular  pieces,  etc.  The  Universal  Bail  is  applied 
not  only  to  small  machines,  such  as  shown,  but 
also  to  large  machines  with  throats  five  feet  or 
more  in  depth. 

The  hltsburg  Riveter  and  the  Albree  Univer- 
sal Hail  are  patented  and  manufactered  by  Ches- 
ter B.  Albree,  Allegheny,  Pa. 


by  leverage  of  the  toggle  joint  type,  so  that  at  the 
«nd  of  the  stroke  the  pressure  is  practically  im- 
measurable. The  cut  illustrates  the  latest  type  of 
this  riveting  machine.  This  latest  form  has  a  new 
and  tested  device,  shown  clearly  in  the  cut,  which 
a<lapts  the  machine  to  a  variety  of  work  that  w*s 
not  possible  heretofore,  except  by  means  of  cum- 
bersome worm  geared  appliances. 

I  he  device  consists  of  a  semi  circular  hail — 
pivotted  on  trunnions,  whose  axis  passes  through 
the  absolute  center  of  gravity  of  the  machine.  "I  he 
trunnion  is  suspended  from  a  grooved  roller,  held 
in  a  swivelled  fork.  Being  suspended  from  its 
center  of  gravity,  the  machine  is  held  in  perfect 
equilibrium.  It  follows  that,  in  whatever  position 
the  riveter  is  turned,  the  grooved  roller  will  always 
lie  over  the  true  center  of  gravity,  and  that  the 
machine  can  be  held  in  any  position  in  any  plane, 
and  yet  perform  its  work  as  well  as  if  it  were  in 
the  ordinary  vertical  position. 

The  engraving  shows  the  machine  in  a  very 


A  Notable  Contract  for  Steelwork. 

The  Newport  News  Shipbuilding  &  Dry  Dock 
Company  are  making   extensive    additions  to 
their  already  large  plant  at  Newport  News,  Va. 
One  of  the  large  additions  under  way  is  the  erec- 
tion of  an  extension  to  their  machine  shop,  which 
will  be  ioo"  wide  and  200'  long.    This  building 
will  be  used  for  the  finishing  and  erecting  of 
marine  engines  and  other  large  machinery  used  in 
connection  with  the  mammoth  steel  vessels  which 
this  company  has  under  way.    The  central  por- 
tion of  the  building  will  be  50'  high,  and  will  be 
supplied  with  an  electric  travelling  crane  capable 
of  lifting  and  carrying  a  load  of  50  tons.  On 
either  side  of  this  central  space  will 
be  located  a  gallery  arranged  for  small 
machines  and  fitting  tools.    The  build- 
ing is  to  have  a  steel  framework  through- 
out, and  the  roof  is  to  be  covered  with 
corrugated  iron.  The  Berlin  Iron  Bridge 
Company,  of  East  Berlin,  Conn.,  have 
the  contract  for  furnishing  and  erecting 
the  steelwork  of  the  building. 


NEW  CATALOGUES. 


Archer  Iron  Works,  Chicago,  111.,  U.  S.  A.= 
A  neatly  illustrated  folder  showing  the  different 
forms  of  steel  wheel  barrows  manufactured  by  this 
company.  Steel  barrows  for  handling  all  kinds  of 
material  are  included. 

Michigan  College  of  Mines,  Houghton,  Mich.  := 
Preliminary  announcement  for  1897-1898. 

General  Klectric  Company,  Schenectady,  N.  V., 
U.  S.  A.  =  Fifth  annual  report,  1897. 

The  I>ayton  Globe  Iron  Works,  Dayton,  Ohio, 
U.  S.  A.  =  (at  Elegantly  printed,  illustrated 
pamphlet,  describing  the  "  New  American  turbine 
with  tables  of  hydraulic  data,  and  details  of  wheels 
and  setting,  flumes,  etc.,  etc  (6)  Pamphlet 
setting  forth  advantages,  [>oints  of  superiority,  etc., 
of  the  "  New  American  "turbine. 

Garvin  Machine  Company,  New  York.ss 
Pamphlet  containing  beautiful  half  tone  interior  of 
the  company's  new  building  and  its  fine  and  com- 
plete equipment 


Google 


NEW  CATALOGUES. 


American  Institute.  ■=  Press  Bulletin  American 
Institute  Pair  to  be  held  Sept.  20,  to  Nov.  4th, 
at  Madison  Square  Garden.  N.  Y.  Allen  S. 
Williams,  Madison  Square  Garden,  New  York 
City,  Chief  of  Press  Bureau. 

Boston  Belting  Company,  Boston,  New  York, 
and  Buffalo,  U.  S.  A.  =  Card,  describe  g  advan- 
tages of  Phoenix  flange  and  joint  packing. 

Joseph  Dixon  Crucible  Company,  Jersey  City, 
N.  J.,  U.  S.  A.  =  Pamphlet,  entitled  "The 
Merits  of  Uad  Paints  and  Dixon's  Silica  Graphite 
Paint  Compared." 

R.  D.  Wood  &  Co.,  Iliiladclphia,  Pa.  =  Ele- 
gantly printed  and  illustrated  catalogue  of  hydrau- 
lic tools,  cranes,  and  machinery. 

The  Link- Belt  Engineering  Company,  Nice- 
town,  Philadelphia,  Pa.  =  Pamphlet  entitled 
"Modern  Methods,"  photographically  reduced 
from  large  standard  pamphlet  size  to  small  pocket 
size.  Contains  full,  illustrated  description  of  the 
link- belt  system  and  its  details. 

James  I-effel  &  Company,  Springfield,  Ohio, 
U.  S.  A.=New  illustrated  pamphlet  describing 
horizontal  and  vertical  throttling  and  automatic 
engines  and  portable  and  stationary  boilers  manu- 
factured by  this  company. 

New  Jersey  Car  Spring  &  Rubber  Company, 
Jersey  City,  N.  J.,  U.  S.  A.  =  Illustrated  descrip- 
tive catalogue  of  vulcanized  rubber  goods,  includ- 
ing belting,  packing,  tubing,  gaskets,  valves, 
hose,  etc.,  etc. 

The  Westinghouse  Machine  Company,  Pitts- 
burg, Pa.  =  Illustrated  descriptive  catalogue  of 
Westinghouse  gas-engines,  setting  forth  their  appli- 
cations and  advantages. 

Lehigh  University.  =  In  view  of  misleading  re- 
ports about  the  future  of  this  institution  which  have 
been  admitted  to  the  columns  of  the  daily  press 
the  students,  alumni,  and  friends  of  Lehigh  Uni- 
versity have  united  in  a  denial  that  it  is  in  such  a 
crippled  condition  as  has  been  industriously  repre- 
sented. The  partial  failure  of  the  ordinary  reve- 
nues of  the  University  has  been  followed  by  a 
liberal  grant  from  the  State,  which  will  enable  the 
college  work  to  proceed  without  interruption. 
There  is  such  a  sentiment  in  favor  of  upholding 
this  institution,  manifested  in  the  representative 
daily  papers  of  Philadelphia  and  other  large  towns 
in  Pennsylvania  and  throughout  the  State,  and  the 
action  of  the  legislature  in  granting  relief  has  been 
so  generally  approved,  as  to  give  assurance  of  a 
permanent  future  to  this  once  promising  seat  of 
learning. 

Harrison  Safety  Boiler  Works,  Philadelphia, 
Pa.,  U.  S.  A.  =  Illustrated  pamphlet  entitled 
"  Additional  Evidence  of  the  Merits  and  Yalue  of 
the  Cochrane  Separators."  Describes  the  Coch- 
rane separator  and  its  operation,  and  gives  a  list  of 
about  a  thousand  users  of  this  separalor.  A  few 
pages  are  devoted  to  the  Cochrane  feed- water 
heater. 

Toledo  Machine  Tool  Company,  Toledo,  Ohio, 
I .  S.  A. --Catalogue  and  price  list  for  1897,  illus- 
trating  and  describing  a  line  of  punching  presses, 
drop  presses,  dies,  and  special  machinery  for 
working  bar  and  sheet  metals. 


Clayton  Air  Compressor  Works,  New  York.  — 
Catalogue  No.  9.  Claimed  to  be  the  most  a*n- 
plete  catalozuc  of  air  compressors  and  compressed 
air  appliances  ever  attempted.  It  contains  net 
only  a  description  of  the  Clayton  type  of  air  com- 
pressors, with  illustrations  and  Ii*»t.s  of  sixes  and 
standard  patterns,  but  also  a  descriptive  article 
entitled  "  The  Widening  Use  of  Compressed  Air.' 
an  explanation  of  the  Clayton  air-lift  pumping 
system,  and  data  for  figuring  the  loss  of  pressure 
due  to  friction  in  transmitting  compressed  *ir 
through  pipes,  and  in  operating  compressors  si 
different  altitudes  above  the  sea. 

Buffalo  Forge  Company,  Buffalo,  N.  Y.,  U  >- 
A.="A,"  '97  Pocket  edition  catalogue  of  four 
hundred  pages,  being  the  pocket  edition  of  the 
library  bound  book  published  in  December  la*. 
A  large  edition  of  this  very  neat  and  compact  pub- 
lication has  been  printed,  principally  for  engineers, 
and  will  be  sent  gratuitously  upon  application.  As 
much  matter  is  compressed  into  this  little  book,  by 
the  use  of  very  small,  but  very  clear,  type,  as  » 
often  contained  in  large  octavo.  It  is  unnjoe 
among  trade  publications. 

Cincinnati  Corrugating  Company,  Piqua,  Ohio. 
U.  S.  A.=Catalogue  for  1897,  illustrating  and 
describing  corrugated  and  galvanized  building 
materials  manufactured  by  this  company,  which 
claims  to  have  been  the  first  corrugating  company 
in  America 

The  Westinghouse  Air  Brake  Company.  Pitts- 
burg, Pa.,  U.  S,  A.=Pamphlet  entitled  "The 
Westinghouse  High-Speed  Brake."  Illustrating 
and  describing  a  distinct  advance  in  the  air-brake  art- 
Boston  Motor  Company,  Boston,  Mass.=Cata- 
logue  of  experimental  electrical  supplies. 

Randolph  &  Clowes,  Waterbury,  Conn  ,  U.  S. 
A.  =  Pamphlet,  entitled  "Touching  a  Tubular 
Triumph  ;  The  Due  Reward  of  Nineteen  Years 
of  Seamless  Tube  Drawing.  =  Sets  forth  progress- 
in  the  art,  and  illustrates  and  describes  the  achieve- 
ments in  cupper  tube  drawing  accomplished  at 
their  works,  with  an  illustrated  description  of  the 
special  tube  drawing  machine  employed  by  this 
firm  in  the  manufacture  of  large- sized  seamless 
drawn  copper  tubes. 

Newburgh  Ice  Machine  &  Engine  Company, 
Newburgh,  N.  Y  ,  U.  S.  A.  =  Illustrated  descrip- 
tive catalogue  of  ammonia  ice  machines,  Whitehill- 
Corliss  engines,  etc.,  etc. 

W.  A.  Hartt,  I.os  Angeles.  Cal.,  U.  S.  A.= 
Pamphlet,  illustrating  and  describing  Hartt  s 
gravity  elevator  and  tramway  combined. 

The  Wais  &  Roos  Punch  and  Shear  Com- 

f>any,  Cincinnati,  Ohio,  U.  S.   A.  =  Catalogue  tl- 
ustrating  and  describing  a  line  of  punches  and 
shears,  with  price  lists. 

Dodge  Manufacturing  Company  Mishawaka, 
Indiana,  U.  S.  A.=  a)  Large  handsome  catalogue 
of  power  transmissions  appliances,  including 
vtood  split  pulleys,  appliances  for  rope  transmis- 
sion, etc.,  and  a  copy  of  the  decision  of  Judge 
Sage  sustaining  the  Dodge  and  Philion  patent.  Na 
200,402.  (<*»  Chronological  statement  of  actions 
injunctions,  etc.,— Dodge  and  itiilion  patent  No, 
200.462.  id)  Circulars  relating  to  the  recent  de- 
cision of  Juige  Sage,  and  the  litigation  which  it 
terminated. 
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THE  STIRLING  W 

SAFETY  BOILER. 

No  cast  Metal.       No  flat  surfaces. 
No  stay  Bolts. 
No  multitudinous  hand  hole  plates, 
four  man  holes  Riving  access  to  every  part. 

THE  STIRLING  CO., 

Gen'l  (>mcc«,  Pullman  Hnllding, 
CHICACO,  ILL. 


i 


MARION,  OHIO, 
Manufacturers  of  a  full  line  of 

$  Steam  Shovels,  Ballast  Unloaders, 
^  Dredgers  and  Ditchers, 

SUITABLE  for  ALL  CLASSES  OF  WORK. 

Our  machinery  is  in  use  in  all  parts  of  the  United  States  and  Canada, 
and  in  many  foreign  countries.  Results  are  what  purchasers  are  looking 
for.  Our  representations  and  statements  are  all  conservative,  and  our  ma- 
chinery will  Ho  more  than  we  claim  for  it  in  all  cases  under  fair  circum- 
stances. All  correspondence  cheerfully  answered.  Write  us  for  particulars 
regardingmachinery  suitable  to  vour  needs,  and  for  illustrated  catalogue. 

:M  iiie  pariou  Steam  Shovel  Co., No-  ISSftSff**' 
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FUBL  GAS  PLANTS  FOR  FACTORIES. 

COMPLETE  INSTALLATION,  INCLUDING 

GAS  BLAST  FURNACES  for  any  kind  of  work. 

THOROUGH   IFriCIENCY,  ECONOMY  AND  SAFETY  WARRANTED. 
Descriptive  Pamphlet*  on  application  to 
AMERICAN  GAS  FURNACE  CO.,       -       -  23  John  Stroot,  New  York. 

9  CLAYTON  Air  Compressors 

And  mailed  FREE  on  application. 


SpeciaTAir  Compressors  for 


CLAYTON  AIR  COMPRESSOR  WORKS 


all  Shop  Uses.  to  cortlandt  sr.,  new  York. 

Ptease  mention  The  Engineering  Magazine  nm\en  you 
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Roll  *nd  Cap  Steel  Roofing 


Especially  adapted  for  roofs  of  low 
pitch  or  nearly  flat.  Made  in  rolls  of  iVU 
feet  or  more  in  length.  You  make  no 
mistake  in  using  this;  it's  the  miu- 
pi  est  of  them  all. 


THE 

OtNOINN  ATI 

CORRUGATING 

COMPANY. 


Box  383  Piqua,D. 


THRESHER  ELECTRIC  CO., 

Successors  to 

Shawhan-Thresher   Electric  C< 


Complete  Equipments  of 

ELECTRICAL  MACHINERY. 


DAYTON.  O..  U.S.A. 


TUB  Jewell  Water  Filter. 


"The  acknowledged  Standard 
of  Mechanical  Filtration." 

Gravity  and  Pressure  Filters. 

Adopted  by  j;,  Cities  in  tlx-  United  Stales, 
Filtering  over  100  Million  Gallons  Daily. 

0.  H.  Jewell  Filter  Co. 

73-75  W.  Jackson  St.,  Chicago. 
The  Morlsou-Jeirell  Hit  ration  Co. 

36  Cortlandt  St.,  N.  Y.   26  S.  15th St.  Phils, 


THE  OHro  PrPE  CO. 

COLUMBUS,  OHIO.  

CAST  IRON  PIPE  OF  A  RINDS. 

LOCOMOTIVE  AND  CAR  CASTINGS. 

The  VULCAN  IRON  WORKS  CO., 

TOLEDO,  _  OHIO. 

Steam  Shove/s. 

OUT  "LTTTLE  m." 


SEND  FOR  CATALOGUE. 


PUBLISHER'S  ANNOUNCEMENT. 

TcrmsHj  oo  (or  iu.M.)  a  year  in  advance.  Booksellers  and  Postmasters  receive  suoscrip- 
tions.  Subscriber  may  remit  in  Post  Office  or  express  money-orders,  or  in  bank  checks,  drafts,  or 
reentered  letters,  made  payable  to  '  The  Engineering  Magazine."  Money  in  letters  is  at  sender's 
risk.  The  date  to  which  each  subscription  has  been  paid  appears,  with  the  address,  on  the  wrapper 
enclosing  each  number  of  the  Magazine. 

Special  Notice  r—  The  publisher  must  be  notified  by  letter  when  a  subscriber  wishes  his  Mags- 
sine  discontinued    All  arrearages  must  be  paid. 

Bound  Volumes  x-Containing  the  numbers  for  six  months,  in  half  Morocco,  $3.00;  half 
Russia,  fa.75 ;  half  American  seal,  $3.75  :  full  sheep,  la  75 ;  cloth.  |a  50.  Back  numbers  will  be  exchanged, 
if  in  good  condition,  for  corresponding  bound  volumes  in  half  Morocco  for  $1  50;  half  Russia,  fi.as; 
half  American  seal,  lt.35:  full  sheep,  $1.25;  cloth,  J1.00  per  volume  (six  numbers*;  subscribers  paying 
charges  both  ways.  Postage  on  each  volume  39  cents.  All  numbers  sent  for  binding  shou'd  be  marked 
with  owner's  name.   Volumes  end  with  March  and  September  numbers. 

Advertising  x-The  rales  for  advertising  will  be  quoted  on  application. 

THE  ENGINEERING  MAGAZINE, 

{t3£K.  NewTo'rk.  130  123  U*rtj  St..  Hew  York,  U.  8.  A. 


AUTHORS  AND  PAPERS  FOR  SEPTEMBER. 

J.  STEPHEN  JEANS  {Lessons  of  the  Great  Engineering  Strike  in  England)  =  For  many 
years  secretary  of  the  British  Iron  Trade  Association,  and  editor  of  the  Engineering  Review 
(London);  was  for  a  long  time  secretary  of  the  British  Iron  and  Steel  Institute,  and  in  that 
capacity  visited  the  United  States  in  1890.  He  visited  the  Chicago  exhibition  in  June,  1893,  as 
the  special  commissioner  of  the  British  Iron  Trade  Association,  and  afterwards  read  a  paper  be- 
fore  that  boay  on  '*  The  Chicago  Exhibition,  and  its  Lessons  to  the  British  Iron  Industry."  He 
is  the  author  of  numerous  scientific  and  economic  works  and  pamphlets,  a  contributor  to  the 
principal  English  magazines,  and  a  fellow  of  several  learned  Societies  in  Great  Britain.  At 
present  is  editor  and  chief  owner  of  The  Iron  and  Coal  Trades  Review,  London. 

HENRY  HARRISON  SUPLEE  (Strength  and  Failure  of  Masonry  .4 Born 
October  23,  1856,  at  Philadelphia,  Pa  ;  graduated  from  the  University  of  Pennsylvania  in 
1876,  in  the  department  of  mechanical  engineering  ;  acquired  practical  experience  in  the  me- 
chanical establishment  of  his  father  the  late  Nathan  R.  Suplee  ;  draftsman  and  designer  for  the 
firm  of  London,  Berry  &  Orton,  woodworking  machinery,  of  Philadelphia,  for  a  number  of 
years;  1887  to  1890  editor  of  Meehanus  :  afterwards  for  live  years  with  the  Yale  &  Towne  Mfg. 
Co.,  of  Stamford,  Conn.;  at  present  consulting  engineer  and  scientific  expert  in  Philadelphia. 
Mr.  Suplee  has  translated  and  published  Reuleaux's  "  Constructor,"  and  has  also  been  a  frequent 
contributor  to  the  technical  press.  He  is  on  active  member  of  the  American  Society  of  Mechani- 
cal Engineers,  and  of  the  Franklin  Institute,  and  has  an  extensive  technical  acquaintance  and 
correspondence  with  foreign  scientific  men. 

HORACE  V.  WINCHELL  (Soft  Ore  Mining  by  the  Methods  of  the  Minnesota  Iron  Com- 
pany)=\3om  in  Michigan  in  1865  ;  graduated  at  the  University  of  Michigan  in  1889  ;  Assistant 
Slate  Geologist  Minnesota,  1889-189I  ;  in  charge  of  explorations  for  Minnesota  Iron  Company, 
1892-93  ;  since  1 893  has  been  engaged  in  practice  of  his  profession  as  economic  geologist  and 
mining  expert — office  and  laboratory  at  Minneapolis,  Minn.;  during  past  two  years  chiefly  en- 
gaged in  gold  mining  regions  of  the  West ;  author  of  numerous  brochures  on  ore  deposits  :  joint 
author  with  Prof.  N.  H.  Winchell  of  "The  Iron  Ores  of  Minnesota";  Fellow  Am.  Assoc. 
Adv.  Sci  ;  Fellow  Geol.  Soc.  Am.;  Member  Am.  Inst.  Min.  Eng.,  N.  of  Engl.  Inst.  Min.  and 
Mcch.  Eng.,  Inter.  Cong.  Geol.,  etc.;  corresponding  editor  for  Zeitsehrift  fur  praktisihe  Geolo- 
gie,  of  Berlin. 

PERCIVAL  ROBERT  MOSES  [Isolated  Plants  versus  Central  Stations r'  — Rom  in  New 
York  ;  educated  abroad  and  in  U.  S.  ;  entered  School  of  Mines,  Columbia  C  ollege,  189I  ; 
graduated  in  1895-1896,  with  degree  of  electrical  engineer  :  with  Spraguc  Elevator  Company  in 
factory  and  construction  work,  1896  to  date  ;  consulting  engineer  ;  associate  member  of  the 
American  Institute  of  Electrical  Engineers. 

LIEUTENANT  RIDGEI.Y  HUNT,  U.  S.  N.  (Fifty  Years'  Advance  in  Marine  Engi- 
rt<rr/'»c)=Graduated  from  Annapolis  in  1875  ;  his  father  was  Judge  Hunt,  Secy,  of  the  Na\y 
under  Pres.  Garfield  and  afterwards  Minister  to  Russia  ;  Lieut.  Hunt's  last  shore  duty  was  in  the 
Office  of  Naval  Intelligence,  where  he  contributed  to  the  Annual  issued  by  that  department ;  on 
his  lost  cruise,  Lieut.  Hunt  was  secretary  and  aid  to  Admiral  Gherardi  during  the  naval  review 
of  1893;  he  is  now  stationed  at  the  Hydrographic  Office,  Maritime  Exchange,  this  city. 
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J.  PARKE  CHANN1XG  {Mine  Amounts)— Warn  in  New  York  City  1S63  ;  graduated  at 
Columbia  School  of  Mines  in  1883;  soon  after  went  to  Houghton,  Michigan,  with  S.  E.  Clea\« 
&  Son,  manufacturers  of  mining  machinery;  afterward  with  the  Tamarack,  and  Osceola  mines  a» 
assistant  mining  engineer  ;  was  appointed  deputy  commissioner  of  mineral  statistics,  and  wrote 
that  part  of  the  State  report  for  1884  covering  the  copper  mines  ;  spent  a  year  in  Honduras  for 
Michigan  capitalists,  establishing  steamboat  navigation  on  the  Ulua  River  and  examining  places 
and  mineral  lands ;  returned  to  Michigan  in  practice  of  general  engineering,  and  in  1887  wa» 
appointed  Inspector  of  Mines  for  Gogebic  Co.,  holding  that  place  till  1890 ;  was  superintendent 
of  the  East  New  York  Iron  Mine,  and  later  in  charge  of  the  development  company  in  Michigan 
of  the  Chicago,  Milwaukee  and  St.  Paul  Ry.;  resigned  to  accept  a  position  with  the  Calumet  and 
Hecla  Mining  Co.,  as  assistant  manager;  since  1894  has  been  located  at  34  Park  place,  New 
York  City,  as  consulting  engineer.  It  was  at  his  suggestion,  in  1885,  that  the  Michigan  Mining 
School  was  established.  His  proposal  led  to  the  founding  ot  the  Lake  Superior  Mining  Institute, 
of  which  he  was  president  in  1895.  He  has  been  an  occasional  contributor  10  the  technical 
press. 

E.  T.  ADAMS  {Economical  Power  Production  in  Small  Units  =  Received  a  varied  tech 
nical  training,  working  his  way  up  from  the  workman's  bench  ;  early  training  in  public  schools  at 
Hyde  Hark,  111.;  after  a  number  of  years  work,  chiefly  in  mechanical  lines,  received  a  uni%ersiry 
education  at  Stanford  and  at  Cornell ;  his  experience  as  stationary  engineer  entitles  him  to  speak 
with  authority  on  the  status  of  this  occupation  ;  was  instructor  in  charge  of  the  deportment  of 
drawing  in  city  schools  of  Stockton,  Cal.;  instructor  in  mechanical  drawing  and  descriptive 
geometry  at  Stanford  University ;  graduate  Cornell  L'nive  sity,  M.  E  ,  1894  ;  employed  as  de 
signer  by  a  prominent  firm  of  engine  builders ;  and  at  present  instructor  in  department  of  machine 
design,  Cornell  University.  Has  contributed  more  or  less  to  technical  and  other  pajjers  for 
several  years  past. 

HAROLD  B.  GOODRICH  (  The  Gold  Fields  of Klondike  and  the  Yukon  Valley) -Bom 
in  Hartford,  Conn.,  in  1870  ;  graduated  A.  B.,  Harvard,  1S92  ;  was  employed  as  Assistant 
Geologist  on  the  U.  S.  Geological  Survey  from  1894  to  July,  1897  ;  visited  the  Yukon  River 
Gold  Fields  in  Summer  of  1896  as  one  of  the  members  of  the  U.  S.  Geological  Survey  party. 

W.  WORBY  BEAUMONT  (  The  Present  Status  of  the  Horseless  Carriage  7ndusfrv)=  Born 
1848  ;  apprenticed  1864  to  the  Reading  Iron  Works  Co.,  steam  engine,  machine  and  agricultu- 
ral implement  makers,  where  he  was  engaged  in  construction  of  Lenoir  gas-engines ;  he  had 
previously  for  several  years  spent  all  the  time  school-hours  would  permit  in  small  foundry  and 
machine  works  belonging  to  his  father  ;  in  1867,  went  as  improver  to  Ransoraes,  Sims  &  jefler 
ies,  Ipswich,  under  his  grandfather  William  Worby.  (inventor  of  first  portable  steam  thrasher,  the 
self-moving  steam-plough  anchor,  etc.),  where  he  was  engaged  in  erecting  steam-engines  and 
machinery  ;  in  1872,  became  assistant  and  afterwards  chief  assistant  to  late  Robert  Mallet, 
K.R.S.,  civil  engineer  engaged  on  mechanical -engineering  branches  of  civil-engineering  work  ; 
subsequently  was  engaged  in  varied  civil  and  mechanical-engineering  and  expert  work,  and 
afterwards  was  for  over  ten  years  joint  editor  of  The  Engineer,  a  position  which  he  resigned 
early  in  1896  in  consequence  of  growth  of  his  private  practice  in  mechanical  and  engineering 
work,  which  he  had  carried  on  several  years ;  has  devoted  much  time  to  oil  and  gas-engine 
construction  and  testing,  and  latterly  turned  his  attention  to  mechanically-propelled  vehicles,  in 
which  his  early  experience  with  traction  engines  has  been  of  value  ;  is  the  inventor  of  the  Yibro- 
raotor,  now  extensively  used  in  all  kinds  of  screening  machinery,  the  antinertia  variable-speed 
gear,  tea  machinery,  and  steam  generators.  His  varied  experience  causes  his  frequent  occupa- 
tion as  expert  in  patent  and  engineering  litigation  ;  is  a  member  and  gold  medallist  of  the  Insti 
tution  of  Civil  Engineers,  member  of  the  Institution  of  Mechanical  Engineers,  Fellow  of  the 
Geological  Society,  and  numerous  other  societies,  and  author  of  numerous  papers  in  their  pro- 
ceedings. 

FREDERICK  HART  SHELTON  (  The  Extending  Lse  of  Gas  in  Mechanieal  Opera 
//Wrrl—Born  in  Derby,  Conn.;  leaving  College,  Towne  Scientific  School,  University  of  Penn., 
at  the  end  of  Freshman  year,  took  up  the  profession  of  gas  engineer  ;  for  twelve  years  in  the  ser- 
vice of  the  United  Gas  Improvement  Company,  actively  occupied  in  the  designing,  construction 
and  operation  of  various  gas  plants  ;  has  also  been  particularly  identified  with  the  development  of 
the  I  .owe  water  gas  process,  which  is  now  used  for  the  manufacture  of  the  greater  portion  of  the 
illuminating  gas  made  in  the  United  States  ;  in  1 896  assumed  the  management  of  the  Welsbach 
Light  Company's  interest  in  Chicago  and  the  west ;  at  present  occupied  in  the  field  of  incandes- 
cent gas  lighting,  at  67  Washington  Street,  Chicago  ;  has  published  "  Water  Gas  in  the  United 
States,  Past  and  Present,"  "  A  Consideration  of  the  Arguments  For  and  Against  Water  Gas," 
"  Gas  Engines  in  the  United  States,"  and  other  articles  in  gas  trade  journals,  and  papers  read 
before  the  American  Gas  Light  Association,  the  Western  Gas  Association,  the  New  England 
Association  of  Gas  Engineers,  and  the  Ohio  Gas  Light  Association,  of  each  of  which  he  Is  a 
member. 
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ATLAS  PORTLAND  CEMENT 


Guaranteed  to  be  raperlor  to  uy 
Imported  cement. 

used  EXCLUSIVELY  in  the 

HAVEMEYbR  BL DC,  ST.  PAUL  and  AMERICAN  SURETY  BLDGS..  JOHNSTON 

and  PRESBYTERIAN  BLDGS..  NEW  YORK  CENTRAL  R.  R. 

BRIDGE  OVER  HARLEM  RIVER. 

Noa.  3367  and  3568,  made  by  the  DEPARTMENT  OF  DOCKS,  New  York,  March  31. 1894,  being 
part  of  contract  No.  464  for  8,000  barrels. 

TENSILE  STRENGTH,  7  d*y«.  neat  cement    -     -      •     -      -      fin  lbs. 

'*  '*         7  days,  a  parts  sand  to  1  of  cement      -         vja  lbs. 

Pats  steamed  and  boiled     ........  Satisfactory. 

All  our  product  is  of  the  first  auality,  and  is  the  only  American  Porttand  Cement  that  meets 
tbe  requirements  of  the  U.  S.  Government  and  the  New  York  Department  of  Docks. 

ATLAS  CEMENT  COMPANY,  x43  Liberty  Street,  New  York  City   - 


OFFICIAL 
TE8T8, 


IMPROVED  TRANSITS 
AND  LEVELS  .... 


Graduated  entirely  on  oar  largo  dividing  angina* 
Special  award  at  World's  Fair.  All  kinds  of  En- 
(linear  I  of,  Burrs  jins;  and  Drafting  instrument* 
luster  lata. 


free 


>.  IIlu».rated  Catalogue  mailed 
ONLY  if  this  ad.  is  mentioned. 


QUEEN  &  CO.,  Inc. 


N.  Y.  OFFICE.  118  FULTON  8T.  PHILADELPHIA. 


Dixon's  Pure  Flake  Graphite 

Is  a  Blessing  to  Every 

Engine  Room  and  Machine  Shop. 

A  small  quantity  added  to  any  OH  or  Grease  largely  increases  its  lubricating  value  and  makes 

the  finest  Cooling  Mixture. 
Panapalrt  and  Maaaple  Seal  Free. 

JOS.  DIXON  CRUCIBLE  CO.,  Jersey  City.  N.J. 


HILLES  &  JONES  COMPANY, 

WILMINGTON,  DELAWARE,  U.S.A. 


NEWEST  DESIGNS. 


MACHINE  TOOLS, 

For  Working  Plates,  Bars,  and  Structural  Shapes. 

PUNCHES,  SHEARS,  PLATE  PLANERS,  BENDING  ROLLS,  &C. 

Write  for  Catalog**: 

I  Walworth  High  Pressure 
Valves,  Fittings  *  Bent  Pipe. 


For  Steam  Pumps,  Portable.  Stationary 
and  Traction  Engines 

Per/ret  Service  Guarantied.  .  .  . 

THE  WM.  POWELL  CO., 

cmi.1  *d<......  itu,  eaaaasn      CIKCIXXATI,  <>.,  v.  8.  A 

rieate  mention  i  he  Engineering  Magaiint  xvken  you  xtn  ttt 


Brass 
Iron 
Goods 
Tools. 


and 


find 


WALWORTH  MFC  CO., 

1 4  to  24  Oliver  St.,  BOSTON. 
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£  NEW  WATER  WHEEL. 

THE  GHZIH  WHEEL 

under  any  head  gives  more  power 
:  per  cubic  foot  of  water  used,  than 
any  other  wheel  in  the  market. 

Caii  to  operated  as  a  Rotary  Steam 
i  Engine  at  low  water  periods. 

Never  looses  its  superior  efficiency 
while  adapting  itself  to  any  quantity 
of  water. 

AMERICAN  IMPULSE  WHEEL  CO. 


] 


L.||l  —Ml- 


OK  NEW  YORK, 

120  I_.IToert3r  street. 


****** 


****** 
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NUNIONST 


ALLEABLE  NICKEL, 


SHOT,  PLATES,  INCOTS, 
BARS,  SHEETS,  WIRE. 


Best  quality  for  Anodes,  German-Silver  and  Nickel-Steel. 


ORFORD  COPPER  CO., 
37  Wall  Street, 
New  York. 


I 


THE  CANADIAN  COPPER  CO. 
201  Perry- Payne  Bldg., 
Cleveland,  Ohio. 


THOROUGH  INSPECTIONS 

AND 

Insurance  against  Loss  or  Damage 
to  Property  and  Loss  of  Life  and 
Injury  to  Persons  caused  by 

Steam  Boiler  Explosions. 


J.  M.  ALLEN.  President. 
WM.  B.  FRANKLIN,  Vice-President. 
F.  B.  ALLEN,  Second  Vice-President. 
J.  B.  PIERCE,  Secretary  and  Treasurer. 


For  FINE  TOOLS  and  MACHINERY 

USE 

MARLIN 
RUST 

REPELLER 

Successor  to 

gunoleum.         wm  prevent  Ru5t 

A  Superior  Lubricant.    Never  Gums  or  Drip* 
The  Best  Bicycle  Chain  Lubricant  Known. 
You  can  ship  Machinery  and  Tools  all  over  the 
World  without  fear  of  Rust . 

Put  up  In  collapsible  tubes,  itt-ounce,  15  cents;  f 
ounce,  M  cents  ;  i-pound  can.  75  cents. 
Forwarded  prepaid  on  receipt  of  price. 

THE  MARLIN  FIRE  ARMS  CO. 
New  Haven,  Conn. 

rhe  BEST  for  all  metals.  For  sale  in  BuU. 


SUPERIOR  Graphite  Paint 

For  BRIDGES,  HOOFS,  STRUCTURAL  IROJf,  and  all  Exposed  Metal  or  Wood  Snrfaooa. 
Warranted  not  affected  by  bent,  cold,  salt  brine,  acid  faaea,  taoko  or  ehealcala. 


Detroit  Graphite  Mfg.  Co., 


DETROIT, 
MICH. 
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Acid  Works  Castings. 
Phosphor- Bronze  Smelting  Co.,  Lt.,  Phlle.,  Pa. 

Advertising  Experts. 

Manufacturers'  Advertising  Bureau.  196  Liberty  St., 
New  York. 

Air  and  Gss  Compressors. 

Bdw.  p.  Allls  Co..  Milwaukee,  Wis. 

American  Well  Works,  aurora.  111. 

B.  W.  Bliss  Co.,  Brooklyn,  N.  Y. 

M.  O.  Bullock  Mfg.  Co..  Chicago,  111. 

tiArton  Air  Compressor  Wks.  26  CortlandtS*.,N.Y. 

Flier  *  Stowell  Co.,  Milwaukee,  Wis. 

Gates  Iron  Works,  Chicago .  III. 

Ingersoll-Ser/reant  Drill  Co., 30  Cortlandt  St..  N.Y. 

Laldlaw-Dunn-Gordoo  Co.,  Cincinnati,  Ohio. 

Norwalk  Iron  Works,  South  Norwalk.  Conn. 

Band  Drill  Co.,  100  Broadway.  N.  Y. 

Sullivan  Machinery  Co.,  Chicago,  III. 

Aluminum. 
Pittsburg  Reduction  Co..  Pittsburg.  Pa. 

Anti  Friction  Metals. 
Phosphor  Bronze  Smelting  Co..  Ltd..  Phlla.  Pa. 

Architectural  Iron. 

Chester  B.  Albree,  Allegheny,  Penoa. 
Berlin  Iron  Bridge  Co.,  East  Berlin,  Conn. 
The  Continental  Iron  Works,  Brooklyn.  N.  Y. 
Passaic  Boiling  M1U  Co.,  Peterson.  N.  J. 
Wlnalow  Bros.  Co.,  Chicago,  111. 

Architectural  Sheet  Metal  Work. 

Cincinnati  Corrugating  Co..  Plqua.  Ohio. 
Merchant  ft  Co.,  Inc.,  Philadelphia,  Pa. 
W.  H.  Mulllns,  8alem,  Oklo. 

Ballast  Unloaders. 
Marlon  Steam  Shovel  Co.,  Marion,  Ohio. 

Batteries,  Electric. 
Electric  Storage  Battery  Co.,  Philadelphia,  Pa. 

Belt  Cement 
Bhultz  Belting  Co.,  St.  Louis.  Mo. 

Belt  Dressing. 

Joe.  Dixon  Crucible  Co.,  Jersey  City,  N.  J. 
Shultz  Belting  Co.,  St  Louis,  Mo. 

Belting. 

Boston  Belting  Co.,  Boston,  Mass. 
Jeffrey  Mfg.  Co.,  Columbus,  Ohio. 
Link-Belt  Engineering  Co.,  Philadelphia,  Pa. 


Main  Belting  Co.,  Philadelphia.  Pa. 

New  York  Belting  a  Packing  Co.,  Ltd..  New  York. 

Sbultz  Belting  Co..  St.  Louis.  Mo. 

Belt  Lacing. 
Bristol  Co..  Waterbury,  Conn. 

Bending  Rolls. 

miles  &  Jones  Co.,  Wilmington,  Del. 

Wm.  Sellers  ft  Co.,  Incorp..  Philadelphia,  Pa. 

Blacksmiths'  Tools. 

Buffalo  Forge  Co.,  Buffalo.  N.  Y. 

The  Montgomery  Company,  106  Fulton  St..  N.  Y. 

Blast  Furnaces,  Gas. 
Americas  Gas  Furnace  Co..  Elizabeth,  N.  J. 

American  Blower  Co.,  Detroit,  Mleh. 
American  Gas  Furnace  Co.,  Elizabeth,  N.  J. 
Buffalo  Forge  Co.,  Buffalo,  N.  Y. 
Gates  Iron  Works,  Chicago,  111. 
B.  F.  Sturtevant  Co.,  Boston.  Mass. 

Boats,  Sheet  Steel. 

W.  H.  Mulllns.  Salem,  Ohio. 

Boilers. 

Abendroth  ft  Root  Mfg.  Co..  28  Cliff  St.,  Now  York. 

American  Well  Works,  Aurora.  III. 

Atlantic  Works.  East  Boston.  Mass. 

Edw.  P.  AUls  Co.,  Milwaukee,  Wis. 

Caball  Sales  Department,  Pittsburg,  Pa, 

Chandler  ft  Taylor  Co  ,  Indianapolis,  Ind. 

Olonbroek  Steam  Boiler  Co.,  Brooklyn,  N.  Y. 

Gates  Iron  Works,  Chicago,  111. 

The  Hazelton  Boiler  Co.,  716  E.  mh  St.,  New  York. 

Heine  Safety  Boiler  Co.,  8t,  Louis.  Mo. 

Pittsburg  Locomotive  Works,  Pittsburg.  Pa. 

Willis  8haw,  Chicago,  111. 

Stearns  Manufacturing  Co.,  Erie,  Pa. 

Stirling  Co.,  Chicago,  IlL 

Root.  Wetheiill  ft  Co.,  Chester.  Pa. 

Boiler  Fronts  and  Fittings. 

Reliance  Gauge  Co.,  Cleveland,  Ohio. 
Vulcan  Iron  Works,  Toledo,  Ohio. 
Walworth  Manufacturing  Co.,  Boston,  Mass. 

Boiler  Inspectors. 
Hartford  8.  B.  I.  *  Ins.  Co..  Hartford,  Conn. 

Bolt  Cutters. 

Acme  Machinery  Co..  Cleveland.  Ohio. 

The  Montgomery  Company,  toe  Fulton  St..  N.  Y. 

Wm.  Sellers  ft  Co.,  Incorp.,  Philadelphia,  Pa. 
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Bolt  and  Rivet  Headers. 
Acme  Machinery  Co.,  Cleveland,  Ohio. 

Books. 

Win.  T.  Oomstock,  23  Warren  St.  New  York. 
The  Engineering  Magazine,  180-122  Liberty  St.,  N.  Y. 
Laborer's  Instruction  Publishing  Co.,  8t.  Louis,  Mo. 
Ward  St  Gow.  Union  Sq.,  New  York. 

Boring  Machines. 
K.  W.  Bliss  Co.,  Brooklyn,  N.  Y. 
The  Montgomery  Company,  105  Fulton  St.,  N.  Y. 
Wm.  Sellers  ft  Co.,  Incorp.,  Philadelphia,  Pa. 

Box  Makers'  Machinery. 

J.  A.  Fay  ft  Co..  Cincinnati.  Ohio. 
The  Bgan  Co.,  Cincinnati,  Ohio. 

Bricks. 

Henry  Maurer  *  Son,  420  B.  23d  St.,  N.  Y. 

Brick  and  Tile  Machinery. 

F.  D.  Cummer  ft  Son  Co.,  Cleveland,  Ohio. 
Harrington  ft  King  Perforating  Co.,  Chicago,  Di. 
Jeffrey  Mfg.  Co.  Columbus.  Ohio. 

Bridge  Builders. 

Berlin  Iron  Bridge  Co.,  East  Berlin,  Conn. 
Passaic  Rolling  Mill  Co.,  Paterson.  N.  J. 

Bridge  Railing, 
Chester  B  Albree,  Allegheny,  Penna. 

Builders'  Elevators. 

John  F.  Byers  Maehlne  Co.,  Ravenna,  Ohio. 
Lldgerwood  Mfg.  Co..  96  Liberty  St,.  N.  Y. 

Building  Materials. 
Chester  B.  Albree,  Allegheny,  Penna. 
Berlin  Iron  Bridge  Co.,  East  Berlin,  Oonn. 
T.  M.  Brooks  ft  Co.,  Cleveland,  Ohio. 
Cincinnati  Corrugating  Co.,  Plqua,  Ohio. 
Detroit  Graphite  Mfg.  Co..  Detroit,  Mich. 
Edward  Smith  ft  Co.,  4*  Broadway,  New  York. 
Henry  Maurer  ft  Son,  420  B.  23d  St.,  N.  Y. 
H.  W.  Johns  Mfg.  Co.,  New  York. 
Joseph  Dixon  Crucible  Co.,  Jersey  City,  N.  J. 
Merchant  &  Co..  Inc..  Philadelphia,  Pa. 
W.  H.  Mulllns,  Salem,  Ohio. 
Pancoast  Ventilator  Co.,  Inc.,  Philadelphia.  Pa. 
Passaic  Rolling  Mill  Co.,  Paterson,  N.  J. 
N.  ft  O.  Taylor  Co.,  Philadelphia,  Pa. 
Wlnslow  Bros.  Co.,  Chicago,  111. 

Cable  Railways. 
Robert  Poole  ft  Son  Co.,  Baltimore,  Md. 

Cable  Railway  Driving  Machinery. 

Bdw.  P.  Allls  Co.,  Milwaukee,  Wis. 
Robt.  WetberiU  ft  Co.,  Chester,  Pa. 

Cables,  Electric  and  Submarine. 

The  Okonlte  Co.,  Ltd.,  283  Broadway,  N.  Y. 

Cableways. 

Lldgerwood  Mfg.  Co.,  96  Liberty  St.,  N.  Y. 

Cables,  Wire. 
Cooper,  Hewitt  ft  Co..  17  Burling  SUp,  N.  Y. 
H.  Channon  Company.  Chicago,  111. 


John  A.  RoebUng's  Sons  Co..  Trenton,  N.  J. 
Trenton  Iron  Co.,  Trenton,  N.  J. 

Calcining  and  Drying  Machines. 
F.  D.  Cummer  *  Son  Co.,  Cleveland,  Ohio. 

Cams  and  Tappets. 
Chrome  Steel  Works,  Brooklyn.  N.  Y. 

Card  Index  Files. 
Globe  Company, Cincinnati.  Ohio. 

Car  Shop  Machinery. 
The  Bgan  Co.,  Cincinnati.  Ohio. 
J.  A.  Fay  ft  Co.,  Cincinnati,  Ohio. 

Carriage  and  Wagon  Machinery. 
Buffalo  Forge  Co.,  Buffalo.  N.  Y. 
The  Egan  Co.,  Cincinnati,  Ohio. 
J.  A.  Fay  ft  Co.,  Cincinnati,  Ohio. 
Stow  Flexible  Shaft  Co.,  Ltd.,  Philadelphia,  Pa. 
8tow  Manufacturing  Co.,  Blnghamtoo,  N.  Y. 

Castings,  Iron  and  Steel. 
Bdw.  P.  Allls  Co.,  Milwaukee.  Wle. 
Brown  ft  Sharpe  Mfg.  Co.,  Providence.  R.  I. 
Berlin  Iron  Bridge  Co.,  Bast  Berlin,  Conn. 
Buffalo  Forge  Co.,  Buffalo,  N.  Y. 
Chrome  Steel  Works,  Brooklyn.  N.  Y. 
Filer  ft  StoweU  Co.,  Milwaukee,  Wis. 
Gates  Iron  Works,  Chicago,  111. 
Jeffrey  Mfg.  Co.,  Columbus.  Ohio. 
McNeal  Pipe  and  Foundry  Co.,  Burlington,  BJ.  J. 
Ohio  Pipe  Co.,  Columbus.  Ohio. 
Robert  Poole  ft  Son  Co.,  Baltimore.  Md. 
Walworth  Manufacturing  Co.,  Boston,  Mass. 
R  D.  Wood  ft  Co.,  Philadelphia.  Pa. 

Cement. 

Atlas  Cement  Co..  143  Liberty  8t.,  New  York. 

Chain  Belting. 
Jeffrey  Mfg.  Co.,  Columbus,  Ohio. 
Link  Belt  Engineering  Co.,  Philadelphia,  Pa, 

Chemical  Works  Machinery. 
Atlantic  Works,  East  Boston,  Mass. 

B,  D.  Wood  ft  Co.,  Philadelphia,  Pa. 

Chucks  (All  Purposes). 
Standard  Tool  Co..  Cleveland.  Ohio. 

Clay  Working  Machinery. 
W.  J.  Clark  ft  Co..  Salem,  Ohio. 
F.  D.  Cummer  ft  Son  Co.,  Cleveland,  Ohio. 
Jeffrey  Mfg.  Co.,  Columbus,  Ohio. 
Vulcan  Iron  Works.  Toledo.  Ohio. 

Clutches,  Friction. 
Robert  Poole  ft  Son  Co.,  Baltimore,  Md. 

Coal  and  Ashes  Handling  Machinery. 

C.  W.  Hunt  Co..  45  Broadway.  New  York. 
Jeffrey  Mfg.  Co.,  olumbus,  Oblo. 
Link-Belt  Engineering  Co.,  Philadelphia,  Pa, 

Coal  Mining  Machinery. 
Buffalo  Forge  Co.,  Buffalo,  N.  Y. 
W.  J.  Clark  ft  Co.,  Salem,  Ohio. 
Lambert  Hoisting  Engine  Co.,  Newark,  N.  J. 
General  Electric  Co..  44  Broad  8L,  New  York. 
0.  W.  Hunt,  Co.,  45  Broadway.  N.  Y. 
Ingersoll-Sergeant  Drill  Co.,  26  Cortlandt  8v,  W.  Y. 
Jeffrey  Mfg.  Co.,  Columbus,  Ohio. 
Norwalk  Iron  Works,  South  Norwalk,  Conn. 
Rand  Drill  Co.,  100  Broadway.  N.  Y. 
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Sullivan  Machinery  Co..  Chicago,  ni. 
Triumph  Electric  Co..  Cincinnati,  Ohio. 
Westlnghouse  Klectrlc  *  Mfg.  Co.,  Ptttaburg,  Pa. 

Coal  Washing  Machinery. 

Cunlnghame  A  Co.,  Chicago,  111. 
Jeffrey  Mfg.  Co.,  Columbus,  Ohio. 

Cold  Saws. 
Q.AC. Co.. Chicago,  III. 

Compressed-Alr  Shop  Tools. 

Clayton  Air  Compressor  W'ks,seCortland8t.,N.T. 
Ingersoll-Sergeant  Drill  Co ,  2*  Cortland  St..  N.  Y. 

Concentrators  and  Pulverizers. 

Bradley  Pulveriser  Co.,  Boston,  Mass. 
V.  D.  Cummer  ft  Bon  Co.,  Cleveland,  Ohio. 
Gates  Iron  Works,  Chicago.  III. 

Condensers. 

Edw.  P.  AUlsCo.,  Milwaukee,  Wis. 
D«ane  8te-am  Pump  Co.,  Holyoke,  Mass. 
Laidlaw-Duon-Gordon  Co.,  Cincinnati,  Ohio. 

Consulting  Engineers. 

Alton  D.  Adams,  Worcester,  Mass. 

D.  Ashworth,  Pittsburg.  Pa. 

Bryan  &  Humphrey,  St.  Louis.  Mo. 

Blood  &  Hale.  Boston,  Mass. 

A.  D.  Bowers,  San  Krauclsco,  Cal. 

Century  Engineering  Co.,  Cleveland,  Ohio. 

C.  M.  Conrad  son,  Madison,  Wis. 
M.  Pargusson,  South  port,  N.  C. 
K.  B.  Hussey,  Seattle,  Wash. 
Julian  Kennedy,  Pittsburg,  Pa. 
A.  L.  McEtae,  Bt.  Louis.  Mo. 

Alexander  Potter,  Mew  York  and  Pittsburg. 

0.  L.  Bedfleld,  Chicago.  III. 

H.  B.  Roelker,  41  Maiden  Lane,  New  York. 

Sargent  ft  Lundy.  Chicago.  I1L 

Wm.  O.  Webber.  Boston.  Mass. 

Contractors. 

A.  B.  Bowers.  San  Pranclsco,  Cat 
Century  Engineering  Co.,  Cleveland,  Ohio. 

D.  Ouozzo,  ISO  Nassau  Bt,  New  York. 
Julian  Kennedy,  Pittsburg.  Fa. 

Contractors'  Dump  Cars,  etc. 

Gates  Iron  Works.  Chicago.  111. 

Contractors'  Supplies. 

John  P.  Byers  Machine  Co.,  Havenna,  Ohio. 

Thomas  Carlin's  Sons,  Allegheny,  Pa. 

Chicago  Flexible  Shaft  Co..  Chicago,  III, 

Contractors'  Plant  Mfg.  Co..  Buffalo,  N.  Y. 

Lambert  Hoisting  Engine  Co.,  Newark,  N.  J. 

Jeffrey  Mfg.  Co.,  Columbus, Ohio. 

Link-Belt  Engineering  Co..  Phlla.,  Pa. 

Willis  Shaw,  Chicago,  111. 

Stearns  Manufacture  g  Co.,  Erie,  Pa. 

Stow  Flexible  Shaft  Co..  Ltd..  Philadelphia,  Pa. 

Stow  Manufacturing  Co.,  Bingham  ton,  N.  Y. 

Vulcan  Iron  Works.  Toledo.  Ohio. 

Watson  ft  Stillman  Co..  210  E.  43d  8U  New  York. 

Conveying  Machinery. 

W.  J.  Clark  &  Co.,  Salem,  Ohio. 
Prick  Company,  Waynesboro,  Pa. 
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0.  W.  Hunt  Co..  45  Broadway,  N.  Y. 
Jeffrey  Mfg.  Co.,  Columbus,  O. 
John  A.  Boebiing's  Sous  Co.,  Trenton,  N.  J. 
Udgerwood  Mfg.  Co..  M  Liberty  St.,  N.  Y. 
Link-Belt  Engineering  Co..  Phlla.,  Pa. 

Copper. 

Canadian  Copper  Co.,  Cleveland,  O. 
Orford  Copper  Co.,  87  Wall  St.,  New  York. 

Corrugated  Iron. 

Berlin  Iron  Bridge  Co.,  East  Berlin,  Conn. 
Merchant  ft  Co.,  Inc.,  Philadelphia,  Pa. 

Cranes. 

Berlin  Iron  Bridge  Co.,  East  Berlin,  Conn. 
Wm.  Sellers  ft  Co.,  Philadelphia,  Pa. 
B.  D.  Wood  ft  Co,,  Philadelphia,  Pa. 

Crusher  Plates. 
Chrome  Steel  Works,  Brooklyn,  N.  Y. 
Oates  Iron  Works,  Chicago.  III. 

Crushers,  Ore,  Phosphate,  Rock. 
Bdw.  P.  AUls  Co.,  Milwaukee,  wis. 
Bradley  Pulverizer  Co..  Boston,  Mass 
Oates  Iron  Works,  Chicago,  IU. 
Jeffrey  Mfg.  Co.,  Columbus,  Ohio. 
Chrome  Steel  Works,  Brooklyn,  N.  Y. 
Willis  8haw.  Chicago,  III. 

Diamond  Drills. 
American  Well  Works,  Aurora,  III. 
M.  c.  Bullock  Mfg.  Co.,  Chicago,  IB. 
Ingersoll-Sergeant  Drill  Co.,  26  Cortlandt  St,,  N.  Y. 
Sullivan  Machinery  Co.,  Chicago,  HI. 
Rand  Drill  Co.,  100  Broadway,  N.  Y. 

Dies  and  Die  Forgings. 

B.  W.  Bliss  Co.,  Brooklyn.  N.  Y 
The  Montgomery  Company.  106  Fulton  8k,  N.  Y. 
Toledo  Machine  and  Tool  Co.,  Toledo,  Ohio. 
Walworth  Manufacturing  Co..  Boston.  Mass. 

Die  and  Drill  Steel. 
Chrome  Steel  Works,  Brooklyn,  N.  Y. 
Wm.  Jessop  *  Bona,  Limited,  01  John  St..  N.  Y. 

Digesters. 
Atlantic  Works,  East  Boston.  Mass. 

Drawing  Instruments  and  Materials. 
Theo.  Alteneder  ft  Sons,  Philadelphia,  Pa. 
Brandts  Sons  Co.,  Brooklyn,  N.  Y. 
Keuffel  ft  Esser  Co..  121  Kulton  St.,  New  York. 
The  Montgomery  Company.  105  Pulton  St.,  N.  Y. 
Queen  A  Co.,  Philadelphia.  Pa. 

Dredging  Machines. 

A.  B.  Bowers,  San  Pranclsco,  Oal. 
W.  J.  Clark  ft  Co..  Salem,  Ohio. 
Jeffrey  Mfg.  Co.,  Columbus,  Ohio. 
Marlon  Steam  Shovel  Co.,  Marion,  Ohio. 
New  York  Dredging  Co.,  61  Park  Row.  N.  Y. 
Robert  Poole  ft  Son  Co..  Baltimore,  Md 
Vulcan  Iron  Works,  Toledo,  Ohio. 

Drills,  Rock  and  Coat. 

M.  O.  Bollock  Mfg.  Co..  Chicago,  ID. 
General  Electric  Co..  44  Broad  St.,  New  York. 
Ingersoll-Sergeant  Drill  Co.,  26  Cortlandt  St.,  N.  Y. 
Jeffrey  Mfg.  Co.,  Columbus,  Ohio. 
Rand  Drill  Co.,  100  Broadway,  N.  Y. 
Sullivan  Machinery  Co.,  Chicago,  HL 
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Drilling  Machines. 

W.  F.  ft  John  Barnes  Co.,  Rockford,  111. 

Buffalo  Forge  Co.,  Buffalo,  N.  Y. 

Chicago  Flexible  Shaft  Co.,  Chicago,  III. 

Davis  ft  Egan  Machine  Tool  Co„  Cincinnati,  Ohio. 

Hamilton  Machine  Tool  Co.,  Hamilton,  Ohio. 

The  Montgomery  Company,  105  Pulton  St.,  N.  Y. 

NUesTool  Work*,  Hamilton,  Ohio. 

Wm.  Sellers  ft  Co.,  Incorp ,  Philadelphia,  Fa. 

Btow  Flexible  Shalt  Co.,  Ltd.,  Philadelphia,  Pa. 

Sum  Manufacturing  Co.,  Bingham  ton,  N.  Y. 

Drop  Hammers. 

B.  W.  Bliss  Co.,  Brooklyn.  N.  Y. 

Btlles  ft  Fladd  Press  Co.,  Watertown,  N.  Y. 

Drying  and  Calcining  Machines. 

American  Blower  .Co.,  Detroit,  Mich. 

Buffalo  Forge  Co.,  Buffalo.  N.  Y. 

F.  D.  Cummer  ft  Son  Co.,  Cleveland,  Ohio. 

Gates  Iron  Works,  Chicago,  111. 

Harrison  Safety  Boiler  Works.  Philadelphia,  Pa. 

Jeffrey  Mfg.  Co.,  Columbos,  Ohio. 

B.  P.  Sturtevant  Co.,  Boston,  Mass. 

Dynamos. 

American  Engine  Co.,  Bound  Brook,  N.  J. 
H.  B.  Coho  ft  Co.,  203  Broadway,  New  York. 
General  Electric  Co.,  44  Broad  St..  New  York. 
Interior  Conduit  ft  Insulation  Co.,  New  York. 
Jeffrey  Mfg.  Co.,  Columbus.  Ohio. 
B.  F.  Sturtevant  Co.,  Boston,  Mass. 
Thresher  Electric  Co.,  Dayton,  O. 
Triumph  Electric  Co.,  Cincinnati,  Ohio. 
Westlnghouse  Klectrie  ft  Mfg.  Co.,  Pittsburgh,  Pa. 

Electrical  Machinery  and  Supplies. 

American  Engine  Co.,  Bound  Brook,  N.  J. 

Bristol  Co..  Waterbury,  Conn. 

H.  B.  Coho  ft  Co.,  203  Broadway,  New  York. 

Electric  Storage  Battery  Co.,  Philadelphia,  Pa. 

General  Electric  Co.,  44  Broad  St..  New  York. 

Jeffrey  Mfg.  Co.,  Columbus,  Ohio. 

Queen  ft  Co.,  Inc.,  Philadelphia,  Pa. 

Wm.  B.  Qulmby,  59  Liberty  St..  New  York. 

B.  F.  Sturtevant  Co.,  Boston,  Mass. 

Thresher  Electric  Co.,  Dayton,  O. 

Triumph  Electric  Co.,  Cincinnati,  Ohio. 

Westlnghouse  Electric  ft  Mtg.  Co.,  Pittsburg,  Pa. 

Weston  Electrical  Instrument  Co.,  Newark,  N.  J. 

Electric  Locomotives. 

Baldwin  Locomotive  Works.  Philadelphia,  Pa. 
General  Electric  Co.,  44  Broad  St.,  New  York. 
Jeffrey  Mfg.  Co..  Columbus,  Ohio. 
H  K.  Porter  ft  Co.,  Pittsburg.  Pa. 
Westlnghouse  Electric  ft  Mfg.  Co.,  Pittsburg,  Pa. 

Elevator  Buckets. 

W.  J.  Clark  ft  Co..  8alem.  Ohio. 
Jeffrey  Mfg.  Co.,  Columbus,  Oblo. 
Link-Belt  Engineering  Co.,  Philadelphia,  Pa. 

Elevator  Guards  and  Screens. 
Harrington  ft  King  Perforating  Co.,  Chicago,  111. 

Elevators. 
Gates  Iron  Works.  Chicago,  111. 
Morse,  Williams  ft  Co.,  Philadelphia.  Pa. 
Triumph  Electric  Co..  Cincinnati.  Ohio. 
R.  D.  Wood  &  Co.,  Philadelphia,  Pa. 


Emery  Wheels. 

The  Montgomery  Company,  105  Fulton  St.,  N.  Y. 
New  York  Belting  ft  Packing  Co.,  Ltd.,  New  Yorl 

Emery  Wheel  Machinery. 

Chicago  Flexible  Shaft  Co.,  Chicago,  111. 

Btow  Flexible  Shaft  Co.,  Ltd.,  Philadelphia.  Pa. 

Engineering  Instruments. 

Theo  Alteneder  ft  Sons,  Philadelphia,  Pa. 
Brandts  Sons  Co.,  Brooklyn,  N.  Y. 
Keuffel  ft  Esser  Co.,  127  Fulton  St..  New  York. 
Queen  ft  Co.,  Inc.  Philadelphia,  Pa. 

Engines,  Blowing. 

Bdw.  P.  AllisOo.,  Milwaukee,  Wis. 
American  Blower  Co.,  Detroit,  Mich. 
Buffalo  Forge  Co.,  Buffalo,  N.  Y. 
B.  F.  Sturterant  Co.,  Boston,  Mas*. 

Engines,  Gas,  Gasoline,  and  Petroleum. 

American  Well  Works,  Aurora,  III. 

Otto  Gas  Engine  Works,  Philadelphia.  Pa. 

Westlnghouse  Machine  Co.,  Pittsburg,  Pa. 

Engines,  Marine. 


Engines,  Stationary. 

J.  B.  Alfree  Mfg.  Co.,  Indianapolis,  Ind. 
American  Blower  Co.,  Detroit.  Mich. 
American  Engine  Co.,  Bound  Brook,  N.  J. 
American  Well  Works,  Aurora,  HI. 
Bdw.  P.  Allls  Co.,  Milwaukee.  Wis. 
John  P.  Byers  Machine  Co..  Ravenna,  Ohlc 
Buffalo  Forge  Co.,  Buffalo,  N.  Y. 
M.  O.  Bullock  Mfg.  Co.,  Chicago,  Hi. 
Chandler  ft  Taylor  Co.,  Indianapolis,  Ind. 
Filer  ft  8  to  well  Co.,  Milwaukee,  Wis. 
Prick  Company,  Waynesboro.  Pa. 
Gates  Iron  Works,  Chicago,  III. 


Stearns  Manufacturing  Co.,  Erie,  Pa. 
B.  F.  Sturtevant  Co.,  Boston,  Mass. 
Webster,  Camp  ft  Lane  Machine  Co.,  Akron, 
Westlnghouse  Machine  Co.,  Pittsburg, 
Robert  Wethertll  ft  Co.,  Chester. Pa. 


A.  B.  Bowers,  San  Francisco,  Cat. 

Jeffrey  Mfg.  Co.,  Columbus,  Ohio. 

Marlon  Steam  Shovel  Co.,  Marion,  Ohio. 

New  York  Dredging  Co.,  61  Park  Row,  New  Ye 

Vulcan  Iron  Worts,  Toledo,  Ohio. 

III. 


Fans,  Ventilating. 

American  Blower  Co..  Detroit,  Mich. 
Buffalo  Forge  Co.,  Buffalo,  N.  Y. 
M.  0.  Bullock  Mfg.  Co.,  Chicago,  111. 
B.  F.  Sturtevant  Co.,  ] 


Feed-Water  Heaters. 

Bdw.  P.  Allls  Co.,  Milwaukee,  Wis. 
Fuel  Economizer  Co  ,  Matteawtn,  N.  Y. 
Harrison  8afety  Boiler  Works,  Philadelphia.  Pa. 
Hoppes  Manufacturing  Co.,  Springfield,  Ohio. 
National  Pipe  Bending  Co.,  New  Havoc 
Robt.  Wethertll  *  Co.,  Chester,  Pa. 
Whitlock  Coll  Pipe  Co.,  Elmwood,  Conn. 
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Feed-Water  Purifiers. 
Harrison  Sarety  Boiler  Works,  Philadelphia,  Pa. 
Hoppes  Manufacturing  Co.,  Springfield.  Ohio. 

Fertilizer  Machinery, 
Bradley  Pulverizer  Co.,  Boston,  Mass. 
Jeffrey  Mfg.  Co.,  Columbas,  Ohio. 


Gate  Valves. 
Jenkins  Brothers,  71  John  St.,  N.  Y. 


Filters. 

Morison  Jewell  Filtration  Co.,  38  Cortland  St.,  N.Y. 

Fire  Hydrants. 
M.  J.  Druromond,  192  Broadway,  New  York. 
B.  D.  Wood  ft  Co.,  Philadelphia.  Pa. 

Flexible  Shafts. 
Chicago  Flexible  Shaft  Co.,  Chicago,  111. 
Btow  Flexible  Shaft  Co.,  Ltd.,  Philadelphia,  Pa. 
Stow  Manufacturing  Co.,  Blnghamton,  N.  Y. 

Floor  and  Sidewalk  Lights. 
T.  H.  Brooks  &  Go.,  Cleveland,  Ohio. 

Flour  Mill  Machinery. 
Kdw.  P.  AUls  Co.,  Milwaukee,  Wis. 
W.  J.  Clark  ft  Co.,  Salem,  Ohio. 
Robert  Poole  A  Sou  Co.,  Baltimore,  Md. 

FlyWheels. 
Edw.  P.  AIUs  Oo..  Milwaukee.  Wis. 
Robert  Poole  ft  Bon  Co..  Baltimore,  Md. 

Forges. 

Buffalo  Forge  Co.,  Buffalo,  N.  Y. 

The  Montgomery  Company,  108  Fulton  St.,  N.  Y. 

B.  F.  Sturtevant  Co.,  Boston,  Mass. 

Forgings,  Iron  and  Steel. 


Furnace  Builders. 
Julian  Kennedy,  Pittsburg,  Pa. 

Furniture. 
Globe  Company,  Cincinnati,  Ohio. 

Furniture  and  Chair  Machinery. 
The  Kgan  Co..  Cincinnati.  Ohio. 
J.  A.  Fay  &  Co..  Cincinnati,  Ohio. 

Gages,  Pressure,  Steam,  Water,  etc. 
Bristol  Co.,  Waterbury,  Conn. 
The  Montgomery  Company.  105  Fulton  St.,  N.  Y 
Walworth  Manufacturing  Co..  Boston,  Mass. 

Gas  Fixtures. 
Walworth  Manufacturing  Co.,  Boston.  Mass. 

Gas  Holders. 
R.  D.  Wood  ft  Co.,  Philadelphia,  Pa. 
Cnlted  Gas  Improvement  Co.,  Philadelphia,  Pa. 

Gas  Machines  and  Generators. 
American  Gas  Furnace  Co..  Elizabeth,  N.  J. 
United  Gas  Improvement  Co.,  Philadelphia.  Pa. 
Walworth  Manufacturing  Co.,  Boston,  Mass. 

Gas  Plants. 
American  Gas  Furnace  Co.,  Kllzubeth,  N.  J. 
Cnlted  Gas  Improvement  Co.,  Philadelphia,  Pa. 

Gas  Producers. 
B.  D.  Wood  ft  Co..  Philadelphia,  Pa, 
Cnlted  Gas  Improvement  Co..  Philadelphia,  Pa. 

Gas  Works  Machinery. 
B.  D.  Wood  ft  Co..  Philadelphia,  Pa. 

Co.,  Philadelphia,  Pa. 


Gear  Cutters. 

B.  W.  Bliss  Co.,  Brooklyn,  N.  Y. 
Brown  ft  Sharpe  Mfg.  Co.,  Providence,  R.  I. 
The  Montgomery  Company.  105  Fulton  St.,  N.  Y. 
Wm.  Sellers  ft  Co.,  Inoorp.,  Philadelphia,  Pa. 


Gearing. 

Bdw.  P.  AIUs  Co.,  MUwankee,  Wis. 

Brown  A  Sharpe  Mfg.  Co.,  Providence,  K.  I. 

Jeffrey  Mfg.  Co.,  Columbus,  Oblo. 

The  Montgomery  Company.  106  Fulton  St.,  N.  Y. 

New  Process  Rawhide  Co.,  Syracuse,  N.  Y. 

Morse,  Williams  ft  Co.,  Philadelphia,  Pa. 

Robert  Poole  ft  Son  Co.,  Baltimore,  Md. 

,  Co.,  Ltd.,  Philadelphia,  Pa. 

Girders. 


Bridge  Co.,  East  Berlin, 
Grain  Elevator  Machinery. 

Bdw.  p.  Allls  Co.,  Milwaukee,  Wis. 
W.  J.  Clark  ft  Co.,  Salem,  Ohio. 
Jeffrey  Mfg.  Oo.,  Columbus,  Ohio. 
Link-Belt  Engineering  Co.,  Phlla.,  Pa. 


Grates. 


Grinding  and  Polishing  Machinery. 

Brown  ft  Sharpe  Mfg.  Co.,  Providence,  R.  L 

Chicago  Flexible  Shaft  Co.,  Chicago,  111. 

Cincinnati  Milling  Machine  Co.,  Cincinnati.  Ohio. 

Cleveland  Twist  Drill  Co.,  Cleveland,  Ohio. 

Thomas  Cailln's  Sons,  Allegheny,  Pa. 

The  Montgomery  Company,  106  Fulton  St.,  N.  Y. 

Wm.  Sellers  ft  Co.,  Inoorp.,  Philadelphia,  Pa. 

Standard  Tool  Co.,  Cleveland,  Oblo. 

Stow  Flexible  Shaft  Co.,  Ltd.,  Philadelphia,  Pa. 

Grips,  Cable  Railways. 
Bobt.  WetherlU  ft  Co..  Chester,  Pa. 

Guns. 

Marl  in  Fire  Arms  Co.,  New  Haven,  Conn. 
Hangers. 


Heating  and  Ventilating 

i  Blower  Co.,  Detroit,  Mich. 
>  Forge  Co.,  Buffalo.  N.  Y. 
B.  F.  Sturtevant  Co.,  Boston,  Mass. 

Heaters,  Steam  and  Hot  Water. 

Gorton  ft  Lldgerwood  Co..  S6  Liberty  St.,  N.  Y. 
H.  B.  Smith  Co..  m  Center  St.,  N.  Y. 
Walworth  Manufacturing  Co.,  Boston.  Mass. 

Hoisting  Engines  and  Machinery. 

Bdw.  P.  Allls  Co.,  Milwaukee,  Wis. 
M.C.  Bullock  Mfj 
John  F.  Byers  Machine  Co.. 
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Thomas  Carlln's  Sons.  Allegheny,  Pa. 
Contractors  Plant  Mfg.  Co.,  Buffalo.  N.  Y. 
Cooper,  Hewitt  A  Co.,  17  Barling  Slip,  N.  Y. 
Gates  Iron  Works,  Chicago,  111. 
C.  W.  Hunt  Co.,  46  Broadway,  N.  T. 
Jeffrey  Mfg.  Co..  Columbus,  Ohio. 
Lambert  Hoisting  Engine  Co.,  Newark,  N.  J. 
Lldgerwood  Mfg.  Co.,  9*  Liberty  St.,  N.  Y. 
Wan.  Sellers  ft  Co.,  Incorp.,  Philadelphia,  Pa. 
i  Shaw,  Chicago,  III. 
>  Manufacturing  Co.,  Brie,  Pa. 
Bulllvan  Machinery  Co.,  Chicago,  Hi. 
Trenton  Iron  Co.,  Trenton.  N.  J. 
Webster.  Camp  ft  Lane  Machine  Co.,  Akron,  Ohio 

Hollow  Bricks. 
Henry  Maurer  A  Son,  420  K.  28d  St..  New  York, 

Hydrants. 
B.  D.  Wood  ft  Co.,  Philadelphia,  Pa. 

Hydraulic  Cement 
Atlas  Cement  Co..  US  Liberty  St.,  New  York. 

Hydraulic  Machinery. 
Watson  ft  Stlllman  Co.,  210  E.  43d  St.,  New  York. 
B.  D.  Wood  ft  Co.,  Philadelphia,  Pa. 

Ice-Making  Machinery. 
Frlck  Company,  Waynesboro,  Pa. 
H.  B.  Roelker,  41  Maiden  Lane,  New  York. 
StlllwelLBIerce  A  Smlth-Vaile  Co..  Dayton,  Ohio. 

Indicators,  Steam-Engine, 
i  ft  Co.,  Ine.,  Philadelphia.  Pa. 

Injectors, 
i  Injector  Co.,  Detroit.  Mich. 
Detroit  Lubricator  Co.,  Detroit,  Mich. 
Lunkenhelmer  Co..  Cincinnati,  Ohio. 
Wm.  Sellers  ft  Co.,  Philadelphia,  Pa. 

Industrial  Railways. 
0.  W.  Hunt  Co.,  46  Broadway,  N.  Y. 

Insulated  Wire. 
The  Okonlte  Co.,  Ltd..  263  Broadway.  N.  Y. 

Iron. 

Passaic  Boiling  Mill  Co.,  Peterson,  N.  J. 

Joists,  Iron  and  Steel. 
Chester  B.  Albree,  Allegheny,  Penna. 
Berlin  Iron  Bridge  Co.,  Bast  Berlin,  Conn. 
Passaic  Boiling  Mill  Co.,  Peterson,  N.  J. 

Kiers. 

Atlantic  Works.  East  Boston,  Mass 

Kyanizing. 
Otis  Allen  A  Son,  Lowell,  Mass. 

Lamps,  Electric. 
General  Electric  Co..  44  Broad  St.,  New  York. 
Westlnghouae  Electric  ft  Mfg.  Co.,  Pittsburg,  Pa. 

Lathes, 

W.  F.  ft  John  Barnes  Co..  Rockford,  III. 

B.  W.  Bliss  Co.,  Brooklyn,  N.  Y. 

Bradford  Mill  Co.,  Cincinnati.  Ohio. 

Davis  &  Kgan  Machine  Tool  Co.,  Cincinnati,  Ohio. 

Hamilton  Machine  Tool  Co..  Hamilton.  Ohio. 

Jones  &  Lam  son  Men.  Co.,  Springfield,  Vt 

The  Montgomery  Company,  106  Fulton  St.,  N.  Y. 

Nlles  Tool  Works,  Hamilton,  Ohio. 

Wm.  Sellers  A  Co..  Incorp.,  Philadelphia,  Pa. 

8eneca  Palls  Mfg.  Co.,  Seneca  Palls,  N.  Y. 


Link  Belting. 

Jeffrey  Mfg.  Co.,  Columbus.  Ohio. 
Link-Belt  Engineering  Co..  Philadelphia.  Pa. 

Locomotives. 
Baldwin  Locomotive  Works.  Philadelphia,  Pa. 
John  P.  Byers  Machine  Co.,  Ravenna.  Ohio. 
Thomas  Carlln's  Sons,  Allegheny,  Pa, 
Pittsburg  Locomotive  Works  Pittsburg,  Pa. 
H.  K.  Porter  ft  Co.,  Pittsburg,  Pa. 

taring  Co.,  Erie,  Pa. 

Locomotive  Brakes. 


Jos.  Dixon  Crucible  Co.,  Jersey  City,  N.  J. 

Lubricators. 
Detroit  Lubricator  Co..  Detroit,  Mich. 
Lunkenhelmer  Co..  Cincinnati.  Ohio. 

Machine  Screws,  etc. 
Worcester  Machine  Screw  Co.,  Worcester, ! 

Machine  Tools  and  Supplies. 
Acme  Machinery  Co.,  Cleveland,  Ohio. 
W.  F.  ft  John  Barnes  Co.,  Rockftrd,  111. 
B.  W.  Bliss  Co.,  Brooklyn,  N.  Y. 
Bradford  Mill  Co.,  Cincinnati,  Ohio. 
Brown  a  Sharps  Mfg.  Co.,  Providence.  &.  I. 
Chicago  Flexible  8haft  Co.,  Chicago.  III. 
Cincinnati  Milling  Machine  Co..  ClDctnnati.lOhle. 
Cleveland  Twist  Drill  Co..  Cleveland.  Ohio, 
Hilles  A  Jones  Co.,  Wilmington,  Del. 
Jones  A  Lamson  Men.  Co..  Springfield,  Vt. 
Davis  A  Egan  Machine  Tool  Co.,  Cincinnati,  Ohio. 
Hamilton  Machine  Tool  Co.,  Hamilton,  Ohio. 
The  Montgomery  Company,  105  Pulton  SU.  N.  Y. 


Robert  Poole  ft  Son  Co., 
Q.  ft  0.  Co..  Chicago.  111. 
Wm.  Sellers  ft  Co.,  Philadelphia,  Pa. 
Seneca  Falls  Mfg.  Co.,  Seneca  Falls,  N.  Y. 
1  Tool  Co.,  Cleveland.  Ohio. 
Manufacturing  Co..  Erie,  Pa. 
:  Fladd  Press  Co.,  Watertown.  N.  Y. 
Stow  Flexible  Shaft  Co.,  Ltd.,  Philadelphia.  Pa. 
Stow  Manufacturing  Co.,  Bingham  ton,  N.  Y. 
Strange  Forged  Twist  Drill  Co.,  New  Bedford, 
Toledo  Machine  and  Tool  Co.,  Toledo,  Ohio. 
Walworth  Manufacturing  Co.,  Boston,  Mass. 
Worcester  Machine  Screw  Co., 

Marine  Machinery. 
Lambert  Hoisting  Engine  Co.,  Newark,  N.  J. 

Mathematical  Instrument). 
Theo.  Alteneder  A  Sons,  Philadelphia,  Pa. 
Brandts  Sons  Co.,  Brooklyn,  N.  Y. 
Keuff  el  A  Ester  Co..  127  Fulton  St.,  New  York. 


Merchant  Steel. 

Limited,  si  John  St..  N.  T. 

Metals. 

Wm.  Jessop  ft  Sons.  Ltd.,  91  John  St.,  N.  Y. 
Merchant  ft  Co ,  Inc..  Philadelphia,  Pa. 
Passaic  Boiling  Mill  Co..  Peterson,  N.  J. 
Phosphor  Bronze  Smelting  Co.,  Ltd..  Phila.  Pa 

Metal  Lam. 
Cincinnati  Corrugating  Co.,  Plqua,  Ohio. 
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Metal  Punching  and  Shearing. 

i  King  Perforating  Co.,  Cbaicgo.  I1L 

Meters,  Electric. 
General  Electric  Co.,  44  Broad  8t.t  New  York. 
Weetln^house  Electric  *  Mfg.  Co.,  Pittsburg,  Pa. 
Wee  ton  Eleetrieal  Instrument  Co.,  Newark,  N.  J. 

Meters,  Water. 
Bolldert  Iron  Foundry.  Providence,  B.  I. 

Milling  Machines. 
Brown  &  Snarpe  Mfg.  Co.,  Providence,  B.  I. 
Cincinnati  Milling  Machine  Co..  Cincinnati.  Ohio. 
Darls  ft  Egsn  Machine  Tool  Co.,  Cincinnati.  Ohio. 
Wm.  Sellers  &  Co.,  Incorp..  Philadelphia,  Pa. 

Mine  Cars. 
Gates  Iron  Works,  Chicago,  111. 
C.  W.  Hunt  Co.,  45  Broadway,  N.  Y. 

Mining  Machinery 
Bradley  Pulveriser  Co.,  Boston,  Mate. 
M.  C.  Bollock  Mfg.  Co..  Chicago,  I1L 
Chrome  Steel  Works,  Brooklyn,  N.  Y. 
W.  J.  Clark  A  Co.,  Salem,  Ohio. 

A.  8.  Cameron  Steam  Pump  Works,  B.  n  N.  Y. 
Gates  Iron  Works,  Chicago,  ill. 

General  Electric  Co.,  44  Broad  St.,  New  York. 

Ingersoll-Sergeant  Drill  Co.,  M  Cortlandt  St.,  N.  Y. 

Jeffery  Mia.  Co..  Columbus,  Ohio. 

Lambert  Hoisting  Engine  Co.,  Newark,  N.  J. 

Lldgerwood  Mfg.  Co.,  96  Liberty  St.,  N.  Y. 

Norwalk  Iron  Works.  South  Norwalk,  Conn. 

Band  Drill  Co.,  100  Broadway,  N.  Y. 

Sullivan  Machinery  Co..  Chicago,  Bl. 

Trenton  Iron  Co.,  Trenton.  N.  J. 

Webster,  Camp  ft  Lane  Machine  Co.,  Akron,  Ohio. 

Weetlnghouse  Electric  ft  Mfg.  Co.,  Pittsburg,  Pa. 

Mining  Screens. 
Harrington  ft  King  Perforating  Co.,  Chicago,  IB. 
Jeffrey  Mfg.  Co.,  Columbus.  Ohio. 

Motors,  Electric. 
American  Engine  Co.,  Bound  Brook,  N  J. 
H.  B.  OohO  ft  Co.,  103  Broadway.  New  York. 
General  Electric  Co., «  Broad  St.,  New  York. 
Jeffrey  Mfg.  Co.,  Columbus,  Ohio. 

B.  F.  SturtevantCo..  Boston,  Mass. 
Thresher  Electric  Co.,  Dayton,  O. 
Triumph  Electric  Co..  Cincinnati,  Ohio. 

i  Electric  &  Mfg.  Co.,  Pittsburg,  Pa, 

Naphtha  Gas  Machines. 

» Co.,  Elizabeth,  N.  J. 

Nickel. 

Canadian  Copper  Co..  Cleveland,  O. 
Orford  Copper  Co.,  ST  Wall  St.,  New  York. 

Office  Furniture. 
Globe  Company, Cincinnati,  Ohio. 

Oil  Cups. 
Detroit  Lubricator  Co.,  Detroit,  Mich. 
Lunkenhelmer  Co..  Cincinnati.  Ohio. 
The  Montgomery  Company.  1M  Fulton  St.,  N.  Y. 
Wm.  Powell  Cow,  Cincinnati,  Ohio. 
Walworth  Manufacturing  Co.,  Boston,  Mass. 

Oil  Gas  Plants. 
American  Gas  Furnace  Co.,  Elizabeth,  N.  J. 
Ore  Dressing  Machinery. 
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Ore  Roasting  Machinery. 
F.  D.  Cummer*  Son  Co..  Cleveland,  Ohio. 

IlL 


Ornamental  Iron  Work. 
Chester  B.  Albree,  Allegheny.  Penna. 
Wlsalow  Bros.  Co.,  Chicago.  IlL 

Packing. 
Boston  Belting  Co.,  Boston,  Mass. 
Jenkins  Brothers. 71  John  St..  N.  Y. 
H.  W.  Johns  Mfg  Co.,  New  York. 
The  Montgomery  Company,  105  Fulton  St.,  N.  Y. 
New  York  Belting  ft  Packing  Co.,  Ltd.,  New  York. 

Painta. 

Detroit  Graphite  Mfg.  Co..  Detroit,  Mich. 
H.  W.  Johns  Mfg.  Co.,  New  Vork. 
Edward  Smith  &  Co.. 45  Broadway,  New  York, 
i  Co.,  Jersey  City,  N.  J. 


Paper  Mill  Machinery. 
Jeffrey  Mfg.  Co.,  Columbus,  Ohio. 
Boot,  WetberOl  ft  Co.,  Chester,  Pa, 

Patents. 

Munn  &  Co.,  361  Broadway,  New  York. 

Pattern  Makers  Machinery. 
The  Egan  Co.,  Cincinnati,  Ohio. 
J.  A.  Fay  ft  Co.,  Cincinnati,  Ohio. 

Penstocks. 


Perforated  Metals  (All  Kinds). 
Harrington  ft  King  Perforating  Co.,  Chicago,  111. 

Phosphor  Bronze. 

Co.,  Ltd.,  Phila.,  Pa. 


ft  Co..  Inc..  Philadelphia,  Pa. 

Pipe,  Csst  Iron. 
M.  J.  Drummond,  192  Broadway,  New  York. 
Jeanesvllle  Iron  Works,  JeanesvlUe,  Pa. 
McNeal  Pipe  and  Foundry  Co.,  Burlington,  N.  J. 
Ohio  Pipe  Co.,  Columbus,  Ohio. 
Walworth  Manufacturing  Co.,  Boston,  i 
B.  D.  Wood  ft  Co.,  Philadelphia,  Pa. 

Pipe,  Coils  and  Bends. 


Pipe  Coverings. 
Michigan  Pipe  Co.,  Bay  City,  Mich. 

Pipe  Cutting  and  Threading  Machines. 
Armstrong  Mfg.  Co.,  Bridgeport,  Conn. 
Walworth  Manufacturing  Co..  Boston,  Mass. 

Pipe  Dies. 

o.,  Boston.  ] 

Pipe  Fittings,  Cast  Iron, 
lufacturing  Co  ,  Boston,  1 
Pipe,  Spiral  Riveted. 
Abendroth  &  Root  Mfg.  Co..  18  Cliff  St.,  N.  Y. 

Pipe,  Wrought  Iron. 
Walworth  Manufacturing  Co..  Boston, 

Planers. 
,Co.,  Wllmlngtoi 

,Pa. 
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Planing  Mill  Machinery. 
The  Kr&d  Co.,  Cincinnati.  Ohio. 
J.  ▲.  Fay  ft  Co.,  Cincinnati,  Ohio. 

Plumbers  Tools  and  Supplies. 
Walworth  Manufacturing  Co.,  Boston, : 

Portable  Railways. 
C.  W.  Hunt  Co.,  46  Broadway.  N.  Y. 

Portland  Cement. 
Atlas  Cement  Co..  148  Liberty  St.,  New 

Power  Hammers. 
B.  W.  Bliss  Co.,  Brooklyn,  N.  Y. 
Wm.  Sellers  ft  Co..  Incorp.,  Philadelphia,  Pa. 
8  tiles  &  Piadd  Press  Co.,  Watertowo,  N.  Y. 

Power  Punches  and  Shears. 
K.  W.  BUss  Co.,  Brooklyn.  N.  Y. 
Hllles  ft  Jones  Co.,  Wilmington,  Del. 
The  Montgomery  Company,  105  Fulton  St.,  N.  Y. 
Win.  Sellers  ft  Co.,  Incorp.,  Philadelphia.  Pa, 
8tlles  ft  Fladd  Press  Co.,  Watertown,  N.  Y. 
B.  D.  Wood  &  Co.,  Philadelphia,  Pa, 

Power  Transmission  Machinery. 
Filer  ft  Stowell  Co.,  Milwaukee,  Wis. 
General  Electric  Co..  44  Broad  St,  New  York. 
Jeffrey  Mfg.  Co.,  Columbus.  Ohio. 
Link-Belt  Engineering  Co  ,  Philadelphia,  Pa. 
Triumph  Electric  Co.,  Cincinnati.  Ohio. 
Westinghouse  Electric  ft  Mfg.  Co.,  Pittsburg.  Pa. 

Preservation  of  Lumber. 


Presses,  Hydraulic,  Etc. 
NUes  Tool  Works.  Hamilton,  Ohio. 
Stiles  ft  Fladd  Press  Co.,  Watertown,  N.  Y. 
Toledo  Machine  and  Tool  Co.,  Toledo,  Ohio. 
Watson  ft  Stfllmao  Co.,  210  E.  43d  St.,  New  York. 
R.  D.  Wood  ft  Co.,  Philadelphia,  Pa. 

Prospecting  Drills. 
American  Wall  Works,  Aurora,  111. 
M.  0.  Bullock  Mfg.  Co.,  Chicago,  I1L 
Sullivan  Machinery  Co.,  Chicago,  III. 

Pulley  Covers. 
Shultz  Belting  Co.,  St.  Louis,  Mo. 

Pulleys,  Shafting  and  Hangers. 
Edw.  P.  Allis  Co.,  Milwaukee,  Wis. 
Gates  Iron  Works,  Chicago,  III. 
Jeffrey  Mfg.  Co.,  Columbus,  Ohio. 
The  Montgomery  Company,  105  Fulton  St.,  N.  Y. 
Bobert  Poole  ft  Son  Co.,  Baltimore.  Md. 
Wm.  Sellers  ft  Co.,  Philadelphia.  Pa, 
Bobt.  WetherlU  ft  Co.,  Chester,  Penn. 

Pulverizers. 


Pumps  and  Pumping  Machinery. 
American  Well  Works,  Aurora,  III. 
Edw.  P.  Allis  Co.,  Milwaukee,  Wis. 
A.  S.  Cameron  Steam  Pump  Works,  K,  23d  St.,  N,  Y. 
Filer  ft  Stowell  Co.,  Milwaukee,  Wis. 
Laid  law -Dunn-Gordon  Co.,  Cincinnati,  Ohio. 
Deane  8team  Pump  Co.,  Holyoke,  Mass. 
Gates  Iron  Works,  Chicago,  IU. 
Guild  ft  Garrison.  Brooklyn,  N.  Y. 
Ingersoll-Sergeant  Drill  Co.,  26  Cortlandt  8t.,  N.  Y. 
Jeanesvllle  Iron  Works,  Jeanesville,  Pa. 
John  H.  McGowan  Co.,  Cincinnati,  Ohio* 


Pulsometer  Steam  Pump  Co.,  190  Liberty  St.,  9.  T. 
Wm.  E.  Qulmby.  120  Liberty  St.,  New  York. 
Willis  8 haw,  Chicago,  111. 

Btlllwell-Blerce  &  Smith- Valle  Co..  Dayton,  Onto. 
Webster,  Camp  ft  Lane  Machine  Co..  Akron,  Ohio. 
R.  D.  Wood  ft  Co.,  Philadelphia,  Pa. 

Quarrying  Machinery. 
M.  O.  Bollock  Mfg.  Co.,  Chicago,  IU. 
John  F.  Byers  Machine  Co.,  Ravenna,  Ohio. 
A.  8.  Cameron  Steam  Pump  Works,  K.  23d  St.,  N.  1- 
Cooper.  Hewitt  ft  Co.,  17  Burling  Slip.  N.  v. 
IngersoU-Sergeant  Drill  Co.,  36  Cortlandt  8t.,  H.  Y. 
Band  Drill  Co.,  100  Broadway.  N.  Y. 
Willis  Shaw,  Chicago,  III. 
Sullivan  Machinery  Co.,  Chicago,  Di. 
Trenton  Iron  Co.,  Trenton.  N.  J. 

Radiator  Screens 
Harrington  ft  King  Perforating  Co.,  Chicago,  IU. 

Radiators. 
H.  B.  Smith  Co.,  137  Center  St..  N.  Y. 

Railroad  Ditchers. 
Jeffrey  Mfg.  Co.,  Cleveland,  O. 
Marlon  Steam  8hovel  Co..  Marlon.  Ohio. 
Vulcan  Iron  Works,  Toledo,  Ohio. 

Railway  Car  Brakes. 
Westinghouse  Air  Brake  Co.,  Pittsburg,  Pa. 

Railway  Feed  Wires. 

limited,  253  Broadway.  N^Y. 
Railway  Shop  Machinery. 
Chester  B.  Albree,  Allegheny,  Penna. 
Armstrong  Mfg.  Co.,  Bridgeport,  Conn. 
W.  F.  ft  John  Barnes  Co.,  Rock  ford.  111. 
Bradford  Mill  Co..  Cincinnati,  Ohio. 
Brown  ft  Sharpe  Mfg.  Co..  Providence,  B.  I. 
Chicago  Flexible  Shaft  Co..  Chicago,  111. 
Davis  ft  Egan  Machine  Tool  Os.,  Cincinnati,  Ohio. 
The  Egan  Co.,  Cincinnati,  Ohio. 
J.  A.  Fay  ft  Co.,  Cincinnati,  Ohio. 
Hllles  ft  Jones  Co.,  Wilmington,  DeL 
NUes  Tool  Works,  Hamilton,  Ohio. 
Norwalk  Iron  Works,  South  Norwalk.  Conn. 
Q.  ft  C.  Co.,  Chicago,  IU. 

Btow  Flexible  Shaft  Co.,  Ltd..  Philadelphia,  Pa. 
Stow  Manufacturing  Co.,  Bingham ton,'N.  Y. 
Watson  ft  atlllman  Co.,  «io  E.  43d  8t..  New  York. 

Railway  Specialties. 
Harrington  ft  King  Perforating  Co.,  Chicago,  IU. 
H.  K.  Porter  ft  Co.,  Pittsburg,  Pa. 
QftOCo..  Chicago,  ill. 

i  Air  Brake  Co.,  Pittsburg.  Pa. 


O.  W.  Hunt  Co., «  Broadway.  N.  Y. 

Rawhide  Pinions, 
New  Process  Bawblde  Co.,  Syracuse,  N.  Y 

Reducing  Valves. 
Ross  Valve  Co.,  Troy,  N.  Y. 

Refrigerating  Machinery. 
Fries  Company,  Waynesboro,  Pa. 

Riveting  Machines. 
Chester  B.  Albree,  Allegheny,  Penna. 
The  Montgomery  Company,  105  Fulton  St.,  N.  Y. 
Wm.  Sellers  ft  Co..  Incorp.,  Philadelphia,' Pa. 
D.  B.  Wood  A  Co.,  r 
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Road-Making  Machinery. 

O.  S.  Kelly  Co.,  Springfield,  Ohio. 
Marion  Steam  Shovel  Co.,  Marlon,  Ohio. 
Vulcan  Iron  Works,  Toledo,  Ohio. 

Road  Roller*. 

O.  8.  Kelly  Co.,  Springfield,  Ohio. 

Rock  Breakers. 

Bdw.  P.  Allls  Co.,  Milwaukee,  Wis. 
Bradley  Pulverizer  Co.,  Boston,  Mass. 
Ottos  Iron  Work*.  Chicago,  I1L 
Willis  8haw.  Chicago.  111. 

Rock  Drills. 

M.  0.  Bollock  Mfg.  Co.,  Chicago,  111. 

Clayton  Air  Compressor  Worked  Cortlaodt  8t„N.Y 

General  Electric  Co.,  44  Broad  8t.,  Mew  York. 

IngeraoU-Sergeant  Drill  Co.,  26  Cortlandt  Bt.,  N.  Y. 

Rand  Drill  Co.,  loo  Broadway,  N.  T. 

BulUran  Machinery  Co.,  Chicago,  Li. 

Rolling  Mill  Machinery. 
Robert  Poole  ft  Bon  Co.,  Baltimore,  Md. 

Roofing. 

Berlin  Iron  Bridge  Co.,  East  Berlin,  Coon. 
Cincinnati  Corrugating  Co.,  Plqua,  Ohio. 
H.  W.  Johns  Mfg.  Co.,  New  York. 
Merchant  ft  Co.,  Inc.,  Philadelphia,  Pa. 
N.  ft  Q.  Taylor  Co.,  Philadelphia,  Pa. 
Passaic  Rolling  Mill  Co.,  Pateraon,  N.  J. 

Roofs,  Iron,  Truss. 
Berlin  Iron  Bridge  Co.,  East  Berlin,  Conn. 

Rope  Transmission, 

0.  W.  Hunt  Co.,  46  Broadway,  N.  Y. 

Jeffrey  Mfg,  Co.,  Columbus,  Ohio. 

Link-Belt  Engineering  Co..  Nice  town,  PhilA.  Pa., 

Rubber  Goods. 

Boston  Belting  Co.,  Boston,  Mass. 

Jenkins  Brothers,  71  John  St,  N.  Y. 

New  York  Belting  ft  Packing  Co..  Ltd.,  New  York. 

Rust  Preventive. 
Marlln  Fire  Arms  Co.,  New  Haven,  Conn. 

Saw  Mill  Machinery. 
Bdw.  P.  Allls  Co.,  Milwaukee,  Wis. 
Chandler  ft  Taylor  Co.,  Indianapolis,  Iud. 
Filer  ft  Stowell  Co.,  Milwaukee,  Wis. 

Schools. 

BUss  School  of  Electricity,  Washington,  D.  C. 

Columbia  University.  New  York. 

Correspondence  School  ot  Technology,  Cleveland, 
Ohio. 

International  Correspondence  Schools,  8c  ran  ton, 
Fa. 

Lehigh  University,  South  Bethlehem,  Pa. 
Michigan  College  of  Mines,  Houghton,  Mich. 
Purdue  Unlverlty,  La  Fayette.  Ind. 
Rose  Polytechnic  InsUtute,  Terre  Haute,  Ind. 

Screens,  Mining, 
Gates  Iron  Works.  Chicago,  I1L 
Harrington  a  King  Perforating  Co..  Chicago,  III. 
Jeffrey  Mfg.  Co.,  Columbus.  Ohio. 


Screen  Plates,  Punched. 
Harrington  ft  King  Perforating  Co.,  Chicago,  DJ. 

Screw  Machines. 
Jones  ft  Lam  son  Mch.  Co.,  Springfield,  Vt. 
Davis  ft  Egan  Machine  Tool  Co.,  Cincinnati,  Ohio. 
The  Montgomery  Company,  los  Fulton  St..  N..Y. 
Miles  Tool  Works.  Hamilton.  Ohio. 

Separators,  Coal  and  Ore. 
p.  D.  Cummer  ft  Son  Co..  Cleveland.  Ohio. 

Separators,  Steam. 
Harrison  Bafety  Boiler  Works,  Philadelphia,  Pa. 

Shafting. 

BKK  PULLEYS,  ETC. 

Shaping  Machines. 
Davis  ft  Egan  Machine  Tool  Co.,  Cincinnati,  Ohio. 
Win.  Sellers  ft  Co.,  In«orp„  Philadelphia,  Pa. 

Sheet  Metal  Statuary. 

W.  H.  Mulllns.  Salem,  Ohio. 

Sheet  Metal  Tools. 
E.  W.  Bliss  Co.,  Brooklyn.  N.  Y. 
SUles  ft  Fladd  Press  Co..  Watertown.  N.  Y. 
Toledo  Machine  and  Tool  Co.,  Toledo,  Ohio. 

Shoes  and  Dies. 
Chrome  Bteel  Works,  Brooklyn,  N.  Y. 
Gates  Iron  Works,  Chicago,  111. 

Smokestacks. 
Glonbrock  Steam  Boiler  Co.,  Brooklyn,  N.'Y. 

Spark  Guards,  Perforated. 
Harrington  ft  King  Perforating  Co.,  Chicago. 

Steam  Regulating  Appliances. 
Detroit  Lubricator  Co.,  Detroit.  Mich. 
Harrison  Safety  Boiler  Works,  Philadelphia.  Pa. 
Jenkins  Brothers,  71  John  8t.,  N.  Y. 
Lnokenhelmer  Co.,  Cincinnati,  Ohio. 
Wm.  Powell  Co.,  Cincinnati,  Ohio. 
Reliance  Qauge  Co.,  Cleveland,  Ohio. 
Ross  Valve  Co.,  Troy,  N.  Y. 
B.  F.  Sturtevant  Co..  Boston,  Mass. 
Walworth  Manufacturing  Co.,  Boston,  Mass. 

Steamships  and  Tow  Boats. 
Atlantic  Works,  East  Boston.  Mass. 

Steam  Shovels. 
Thomas  Carlln's  8ons,  Allegheny,  Pa. 
Marlon  Steam  Shovel  Co.,  Marlon,  Ohio. 
Yoiean  Iron  Works,  Toledo,  Ohio. 

Steam  Traps. 
American  Blower  Co.,  Detroit,  Mich. 
American  Impulse  Wheel  Co.,  of  New  York,  120 

Liberty  St.,  N.  Y. 
Buffalo  Forge  Co.,  Buffalo,  N.  f . 
B.  F.  Sturtevant  Co.,  Boston,  Mass. 
Walworth  Manufacturing  Co.,  Boston,  Mass. 

Steel  Importers. 
Wm. Jeaaop  ft  Sons,  Ltd..  91  John  St..  N.  Y. 

Steel  Manufacturers. 
Chrome  Steel  Works,  Brooklyn,  N.  Y. 
Wm.  Jeasop  ft  Sons,  Ltd..  91  John  St.,  N.  Y. 
Passaic  Rolling  Mill  Co.,  Paterson,  N.  J. 
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Stokers. 
[  Co.,  tncarp.,  Philadelphia,  Pa. 

Storage  Batteries. 
Electric  Storage  Battery  Co.,  Philadelphia,  Pa. 

Structural  Iron  Work. 
.  Albree,  Allegheny ,  Penna. 
i  Iron  Bridge  Co.,  East  Berlin,  Conn. 
I  Mill  Co.,  Peterson,  N.  J. 

Sugar  House  Machinery. 
B.  D.  Wood  ft  Co.,  Philadelphia,  Pa. 

Surveying  Instruments. 
Theo.  Alteneder  a  Sons,  Philadelphia,  Pa. 
Brandls  Sons  Co.,  Brooklyn,  N.  Y. 
Keuffel  ft  Esser  Co..  127  Fulton  St..  New  York. 
Qoeen  4  Co..  Ine ,  Philadelphia,  Pa. 

Tanks,  Iron. 
Atlantic  Works,  Bast  Boston,  Mass. 
Olonbrock  Steam  Boiler  Co.,  Brooklyn,  N.  T. 
Pittsburg  Locomotive  Works,  Pittsburg.  Pa. 

Telegraph  Wires  and  Cables, 
John  A.  Boebllng's  Sons  Co.,  Trenton,  N.  J. 
The  Okonlte  Co..  Ltd..  IS  Park  Bow.  N.  T. 

Testing  Machinery. 
Win.  Sellers  ft  Co.,  Philadelphia,  Pa. 

Thermometers. 


>.,  Inc.  Philadelphia,  Pa. 

Tie  Plates. 
QftOOo.Ohlcago,  III. 

Tin. 

Merchant  ft  Co.,  Inc.,  Philadelphia,  Pa. 
N.  A  O.  Taylor  Co.,  Philadelphia,  Pa. 

Tin  Plate  Rolling  Machinery, 
i  Co.,  Baltimore,  Md. 

Tramways. 
0.  W.  Host  Co.,  40  Broadway,  N.  Y. 

Tramways,  Wire  Rope. 
Cooper.  Hewitt  ft  Co.,  IT  Burling  Slip.  N.  Y. 
Trenton  Iron  Co.,  Trenton,  N.  J. 
0.  W.  Hunt  Co.,  45  Broadway  N.  Y. 

Turbine*. 

American  Impulse  Wheel  Co.  of  New  York,  ISO 

Liberty  Bt.,  N.  Y. 
James  Leffel  ft  Co.,  Springfield,  Ohio. 
Robert  Poole  ft  Son  Co.,  Baltimore,  Md. 
B.  D.  Wood,  ft  Co.,  Philadelphia,  Pa, 

Turn  Tables. 
Passito  Rolling  Mill  Co.,  Peterson,  N.  J. 
Wm.  Sellers  ft  Co.,  Philadelphia,  Pa. 

Twist  Drills. 
Standard  Tool  Co.,  Cleveland,  Ohio. 
Clereland  Twist  Drill  Co.,  Cleveland,  Ohio. 

The  Montgomery  Company,  105  Pulton  8t.,N.  Y 
Strange  Forged  Twist  Drill  Co.,  New  Bedford,  Mass. 

Vacuum  Pumps. 
A.  8.  Cameron,  Steam  Pump  Works.  B  23d  St.,  N.  Y. 
Clayton  Air  Compressor  Works, 26  Cortlandt  St., 

Deane  steam  Pump  Co..  Holyoke,  Maes. 


Valves,  Gas,  Steam,  and  Water 
Detroit  Lubricator  Co. ,  Detroit,  Mich. 
Jeanesville  Iron  Works,  Jeanesvllle.  Pa. 
Jenkins  Brothers,  71  John  St.,  N.  Y. 
Lunkenhelmer  Co.,  Cincinnati,  Ohio. 
The  Montgomery  Company,  106  Fultou  St.,  K.  Y. 
Wm.  Powell  Co  ,  Cincinnati,  Ohio. 
Ross  Valve  Co.,  Troy,  N.  Y. 
B.  D.  Wood  ft  Co.,  Philadelphia,  Pa. 
Walworth  Manufacturing  Co.,  Boston, 

Ventilating  Appliances. 

American  Blower  Co.,  Detroit,  Mich. 
Buffalo  Forge  Co.,  Buffalo.  N.  Y. 
M.  C.  Bullock  Mfg.  Co  ,  Chicago,  111. 
Merchant  ft  Co.,  Inc.,  Philadelphia.  Pa* 
Tancoast  Ventilator  Co.,  Inc.,  PblL. 
B.  F.  8turtevant  Co.,  Boston.  Mass. 

Voltmeters. 

Westlnghouse  Electric  a  Mfg.  Co.,  PltUburg,  Pa 
Weston  Electrical  Ins.  Co.,  Newark,  N.  J. 

Water  Meters. 
Builders  Iron  Foundry.  Providence.  B.  I. 

Water  Works  Supplies. 
American  Well  Works,  Aurora,  UL 
McNeal  Pipe  and  Foundry  Co.,  Burlington,  H.  J. 

Water  Wheels. 

American  Impulse  Wheel  Co  of  New  York,  i» 

Liberty  St.,  N.  Y. 
Dayton  Globe  Iron  Works  Co.,  Dayton,  Ohio. 
James  Leffel  ft  Co.,  Springfield,  Ohlr. 
Robert  Poole  a  Son  Co.,  Baltimore,  Md. 
R.  D.  Wood  a  Co.,  Philadelphia,  Pa. 

Well  Sinking  Machinery. 


Window  Guards  (Jail  Work). 


Wire. 


Wire  Cloth. 
Pboipbor-Bronxc  Smelting  Co.,  Ltd., 

Wire  Rope. 
Jeffrey  Mfg.  Co.,  Columbus,  Ohio. 
Cooper,  Hewitt  ft  Co.,  17  Burling  Slip,  N.  Y. 
John  A.  Boebllng's  Sons  Co.,  Trenton,  N.  J*. 
Phosphor-Bronxe  Smelting  Co.,  Ltd.,  Pnlie.,  Pa. 


Wood-Working  Ma 
The  Egan  Co.,  Cincinnati,  Ohio. 
J.  A.  Fay  ft  Co.,  Cincinnati,  Ohio. 


Worm  Gears. 
Morse,  Williams  ft  Co.,  Philadelphia,  Pi 

Wrecking  Cars. 

Ohio. 

Yachts, 

Atlantic  Works, 
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Q     THE  IMPROV1D.  ... 


FISHKILL  CORLISS" 


■  ■ 


ENGINE. 


THC   MOST  EFFICIENT  AND  ECONOMICAL  POWER  IN  THE  WORLD. 
CLOSE  REGULATION  AND  NOISELESS  OPERATION  IT  HAS  NO 
EQUAL.     MANY  IMPROVEMENTS. 

FISHKILL  LANDING  MACHINE  CO., 

FISHKILL-ON-THE- HUDSON,  N.  Y. 


FOR 


1889 

Paris  Exposition 
MEDAL 

FOR 

Rubber  Insulation. 


TRADE  MARK. 
THE  STANDARD  FOR  RUBBER 

INSULATION. 


i 


1893 
World's  Fair 
MEDAL 

FOR 

Rubber  Insulation. 


Sole  Manufaoturera  of 

OKONITE  WIRES,  OKONITE  TAPE,  MANSON  TAPE, 
CANDEE  WATER-PROOF  WIRE. 
willabd  L.  Cawdeb.  >  —  Write  for  Prices. 

H.  Dura  vt  Va  eevek,  {  Manager*.        ™  llc 


OEO.  T.  M  ANSON,  Qtntral  Supt. 
W.  H.  Hoikjins,  Sterttary. 


253  BROADWAY,  New  York. 


WESTON  STANDARD 

~  •  PORTABLE 

VOLTMETERS, 

AMMETERS, 
WATTMETERS. 


Use  Fingers 


Strictly  high-grade.    Recognized  as 
Standards. 


in  testing  rubber  goods— don't  trust  eyes. 
Some  rubber  compounds  look  well  and 
wear  well,  others  look  well  and  wear 
anyhow.  Take  a  piece  of  hose  ;  the  walls 
are  thick  and  apparently  strong — your 
eye  tells  you  "that's  a  firstrate  piece  of 
hose. ' '  Maybe  it  is,  and  maybe  it  isn't — 
you  can't  judge  rubber  by  looking;  you 
must  handle  it.  Cut  off  a  half- inch  section 
and  separate  the  plies  of  duck  from  those 
of  rubber,  beginning  at  the  outside.  1  >< > 
they  adhere  firmly  and  strongly  together  ? 
On  the  inside  of  the  hose  isthe  rubber  tube; 
unwind  the  duck  around  it  and  cut  length- 
wise from  the  tube  strips  two  inches  long 
by  a  quarter  inch  wide.  Stretch  them  ;  do 
they  rebound  quickly  and  strongly  ?  If  the 
hose  stands  these  tests  it's 
all  right;  if  it  doesn't,  let 
somebody  else  have  it. 
Our  kind  you  can  keep  for 
your  own  use — ask  for 
1846  Para  and  Double 
Diamond  Hose. 


B'ltino 

tire  Hone 

Water  Ihme 

Packing 

OaskeU 

Malting 

Tiling 

Ijtagw.  Tire* 


Weston  Elsct&ical  Instrument  Co, 

114-120  WILLIAM  ST., 
NEWARK.  N.  J. 


ft  PIONEERS  AND  LEADERS, 

]t  SS  PARK  FLACK. 


~x*£>$>  PUMPING  MACHINERY 


THE  DEANE  OF  HOLYOKE. 

SINGLE 

DUPLEX 

TRIPLEX 

COMPOUND 

TRIPLE  EXPANSION 
•••••••••••• 


THE  DEANE  STEAM  PUMP  CO., 

•     HOLYOKE,  MASS. 

Itw  York.      Boston.      Philadelphia.  Chicago 
Write  for  "  The  Deane  Specialties." 


WRITE  FOR  SPECIFICATIONS  AND 


MINE  PUMPS 

our  SPECIALTY 


JEANESVILLE  IRON  WORKS, 


J E AN ESV1LLE,  PA 


The 


PULSOflETER  Sgif1 


"THE  CONTRACTOR'S 

Often  Imitated — Never  Equaled. 


FRIEND." 

Over  20,000  in  Use. 

RECENT  in  PORTA  NT  IMPROVEMENTS. 

The  Handiest,  Simplest,  and  Most  Efficient  Steam  Pump  for  General  Mining.  Quarrying, 
SaauTroad,  Irrigating,  Drainage,  Coal-washing,  Tank-filling,  Paper  Mill,  Sewer  and  Bridge  Con- 
tractors' Purposes,  etc.,  etc.   Muddy  or  gritty  liquids  handled  without  injury  to  the  Pump. 

PULSOMETER  STEAM  PUMP  CO. 

CaUlofrue  on  Application. 
Correspondence  Solicited. 


13S  Greenwich  Street,  New  York. 


MCNCAL 
President. 


I.  3NOWDCN  H Al N 
Secretary  and 


E8 

Treasumeb 


THE  McNEAL  PIPE  and  FOUNDRY  CO., 


1% 

1 

I 
a 

i 

4 


BURLINGTON,  N.  J. 
CAST  IRON  PIPES  for  Water  and  Gas. 


Large  Cylinders. 


Flange  Pipes. 


General  Foundry  Work. 


It  does  not  come  often  ^ 
enough.  I  spend  about  two  weeks,  at  odd  limes,  digesting  the  contents  of  each 
number  and  then  I  have  to  wait  two  whole  weeks  before  another  one  comes.  It  seems 
to  be  like  the  case  of  a  Governor  ol  one  of  your  states  who  said,  "  It  is  a  long 
time  between  drinks."  If  you  ever  get  up  a  semi  monthly  magazine,  you  will  have 
to  put  me  down  for  two  copies,  as  my  wife  has  taken  to  reading  the  Magazine  and 
hunting  for  clippings  for  me  and,  if  it  should  come  every  two  weeks,  there  would  be 
no  show  for  me  with  one  copy. 

HEN'RY  R.  LORDLY.  C.  E.. 


4 


St.  John,  N.  B. 


PUmh  mtnthm  Tk*  Rngim—rtuz  MmfostH*  wA*m  yen 


Google 
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YORK,  110  Liberty  St. 


^  Smith-Vaile 

STEAM  PUMPS 

FOR  EVEnY  POSSIBLE  DUTY. 
Th»  only  Pumpg  with  Patented  ggggggMg 
gatgr  CyliwrfiT*  onrf  Adjustable  Mater  Pit — na_ 

LESS  WATER  SLIPPAGE  THAN  IN 
ANY  OTHER  DUPLEX  PUMP. 

HID  FOB  lUXOTHTID  JATAUMCTL 

tub  SiiiweO-Bkrce  t  SnWHaiie  Co., 

CHICAGO,  6S  8.  Canal  8t.  |  DAYTON.  Ohik 


THE  LAIDLAW-DUNN-GORDON  CO 

General  Offices,  Southeast  Corner  Pearl  and  Plum  Sts. ,  Cincinnati,  Ohio. 

.  Factorlea,  Tweedvale,  Hamilton  Co.,  OtvJo,  XJ.  S.  A.. 


BUILDERS  OF 


AIR  COMPRESSORS. 

Steam  Pumping  Machinery 


for 
any 

Service. 


BOILER  FEED  PUMPS.    ELECTRIC  PUMPS.   ELEVATOR  PUMPS, 

Water  Works  and  Sewerage  Machinery. 


♦  ♦  ♦ 

Branch  Offices : 

New  York,  1)6  Liberty  St. 
Philadelphia,  333  The  Bourse. 
Pittsburgh,  Carnegie  Building,  Room  210. 
Chicago,  708  Fisher  Building. 
Cleveland,  30  South  Water  St 
Detroit,  1129  Majestic  Building. 
St.  Louis,  811  North  Second  St. 
London,  England,  159  Queen  Victoria  St. 
Mexico  City,  Palma,  No.  2. 


CORRESPONDENCE  SOLICITED 


(^kMERpN  Steam  -puMP 


TH^SCAME^oN 

§TEAM  PUMPWo^KS 

Poot0fEa8T23»$t. 

P^J1^4  New  »yorK 


fUat*  mention  Tki  Entinttring  Maratim*  ivken  you  vrrit*. 
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The 

American 
Well 
Works 

Aurora,  Ills. 
Chicago,  Ilia. 
Dallaa,  Texas. 

U.  5.  A. 

Manufacture 

Steam  and  : 
Compressed  Air 

Pumping  Machinery 

For  All  Duties. 

H88UIE  ENGINES,  WELL  SINKING 
FINPEGTlJfi  MCUJEIY. 

Correspondence  Solicited. 

r. 


BHD 


ret**,  WHEEL 


WATER  PIPE 

Ballroadi,  Minea,  Dlitlllerlta  and  Pulp  M Ilia. 


WOODEN  CASINGS  FOR  STEAM  PIPES. 


FROM  2 TJJ7  INCHES  INSIDE  DiANttTEK 


STEAM  PIPE  CASING 

for  Underground  Steam  Linea.  The  CHEAPEST  and 

BEST  Ifon-Condactor  Made. 

CREOSOTE  D  CONDUIT 
For   Underground    Wires  of   All  Hilda. 
Cheap.  Durable.  Perfect. 

TImm  product!  »re  extensively  used  In  Municipal  and  Railroad 
work,  we  can  furnish  reports  showing  Economy  und  Adaptability 
la  all  kinds  of  Set  rice, 

THE  MICHIGAN  PIPE  CO. ,  Bay  City,  Mica. 

PI* att  M/at/fe»l  Tk*  Encintering-  Mmgmmu  wl/n  jmm 


BOUND 
VOLUMES 

The  Engineering 
Magazine 

beginning  with  Vol.  II.  are  furnished 
at  the  following 
prices : 

Half  Horocco,       -      $3.00  per  Vol. 
Half  Russia,     -      -   2.75  " 
Half  American  Seal,      2.75    "  " 
Full  Sheep,   -      -      2.75  *• 
Cloth,       -  2.50    "  «• 

The  above  prices  are  subject  to 
change,  when  volumes  are  out  of  stock, 
necessitating  special  binding  of  maga- 
zines, for  which  premium  has  been 
paid. 

CompleteTiles  of  any  volume  (pro- 
vided the  copies  are  in  perfect  con- 
dition) will  be  taken  in  exchange  upon 
payment  of  the  following  charge  for 
binding,  namely: 

Half  Horocco, 
Half  Russia,  - 
Half  American  Seal, 
Full  Sheep, 
Cloth,  - 

Charges  should  be 
copies  forwarded  for  exchange,  and 
40  cents  added  to  cost  per  volume  to 
prepay  postage  or  express  charges  on 
the  bound  volumes. 

Remittances  should  accompany 
each  order. 


$1.50  per  Vol. 
1  25 


1.25 
1.25 
1.00 

prepa 


•  « 


on 


THE  ENGINEERING  MAGAZINE. 

120-122  Liberty  St,  New  York. 


rl  rv 


Google 


MINING  MACHINERY 


Air  Compressors 


Of  Every  Type 
and  for  all 


FOR 


MACHINE  SHOP  EqiJIPMFNT 


V3ZS  S"Z"  THE 

Illinois  Steel  Co..  Chicago ;  Cambria  Iron  Co.,  Johns- 
town,Pa  ;Chicago  Ship  BulldingCo..Chicago;  Pencoyd  Iron 
Works,  Philadelphia.  Also  by  the  Erie,  P.  R.  R  ,  P.  &  R., 
C.  C.  C.  &  St.  l„.,  "  Monon."  C.  &  N.  TT.,  C.  R.  R.  of  N. 
J.,  B.  &  M.,  A.  T.  S  Pe.  and  many  i 


ROCK  DRILLS. 
CHANNELERS. 
COAL  CUTTERS. 
THE  POHLE  AIR  LIFT  PUMP 

I  Ingersoll-Sergeant  a? 

HAVEMEYER  BUILDING,  NEW  YORK. 

The  high  standing  and  lonf  experience  of  the  following  2 

Cold     AND  j 

Silver  Miners 


establish  the  value  of  their  testimony  regarding  the  wor  in c  qualities  of 


THE  GRIFFIN  MILL.'' 


DkLamar's  Nkvada  Gold  Mining  Co.,  Nbw  York. 
"We  have  concluded  to  order  10  more  Griffin  Mills.  We  have  tried  high-speed  rolls  and  dry  stamps, 
and  after  looking  into  the  Huntington  Dry  Pulverizer,  the  Narod  Pulveriser,  the  Stedman  Pulveriser,  the 
Frlsbee-Lucop.  the  Cook,  and  various  other  dry  pulverizers,  unhesitatingly  recommend  your  Griffin 
Mill  to  any  one."  J.  R.  DkLAMAR. 

Zacatkcas.  Mbxico. 

'The  four  Griffin  Mills  purchased  of  you  for  the  firm  of  Ramon  C.  Ortiz,  successor,  of  this  city,  are 
running  successfully,  and  to  the  entire  satisfaction  of  the  owners.  We  have  ground  the  'dumps'  of  the 
old  Quebredilia  Spanish  Silver  Mine,  and  it  is  the  hardest  ore  I  ever  saw.  The  Mills  will  average  20  tons 
each  per  day  of  24  hours  at  a  speed  of  only  180  revolutions  per  minute,  and  I  am  confident  when  speeded 
to  aoo  revolutions  their  capacity  will  be  very  materially  increased  "    JAMES  W.  CHILDERS.  Sup  /. 

Bkhckknridgb,  Col. 

"We  have  had  one  of  your  Griffin  Mills  in  operation  at  our  mill  in  Breckenridge,  and  we  are  well 
pleased  with  its  operation.   It  crushes  from  40  to  so  tons  of  our  ore  per  day.   We  have  used  stamp  and 
d  are  satisfied  that  the  Griffin  Mill  is  superior  to  any  other  of  which  we  have  any 


other  mills. 

knowledge."  PANKHURST  &  WHIPPLFf. 

We  will  gladly  send  any  Inn-rented  person  our  pamphlet  containing  fnll  description  of  the  '  I  rifll  n  Mill  and 
much  other  Information  regarding  «  demonstrated  successes  as  a  pulverizer  of  all  refractory  subntanres. 

BRADLEY  PULVERIZER  CO.,  92  State  St.,  Boston. 
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COMPOUND 

DUPLEX 

COMPRESSOR. 

This  machine  is  intended  for 
those  who  wish  the  most 
economical  results,  even  in 
small  plants.  It  is  perfect  in 
regulation.  Consumption  of 
fuel  and  wear  of  machine  are 
strictly  proportioned  to  work 
done.  Other  attractive  fea- 
tures.   Write  for  pamphlet. 

Crand  DRILL  CO.  J 

IOO  BROADWAY,  N.  Y. 


GATES  ROCK -  ORE  BREAKERS. 

Nearly  4,000  now  in  use. 
For  making  Macadam,  Ballast,  Concrete  and  Crushing 

THE   PRECIOUS  ORES. 

4'nparlf?    of  litr|c«-*t    »''*•    -'<»'»    tona   prr  hoar. 

HIGH  GRADE  HINING  MACHINERY. 

Catalogues  sent  on  application.  Address, 


GATES  IRON  WORKS;?'  6IS, 


Elston  Ave., 
IICAGO,  U.S. A 

Tcn  Branch  Orricco  and  Agcncics. 


b, WEBSTEB,  CtW  &  LANE 


AKRON,  OHIO,  U.  S.  A. 

MANUFACTURERS  OF 

MINING  MACHINERY, 

H IGH-GRAOC 

HOISTING  ENGINES 

•r i4i  I'OR  EVERY  KIND  OF  SERVICE 

\t  X-J^  cablc  Addhcm, 

11  WEBCAM PCO- AKRON  M 

A.  0).  O.  4TM  II    A  Liiacas  ITI.  coon. 

Please  '"en/ion  7'tc  tMgtneeratg  Magazine  w*en  yum  bvm« 
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MINING  MACHINERY 


Compound  Air  Compressors 

for  driving  coal  cutters,  drills,  pneumatic 
tools,  locomotives,  and  for  all  appropriate 
purposes.    Any  pressure.    Any  volume. 


T(e  NorwaiR  iron  Worts  Co., 

SOUTH  NORWALK.  CONN. 


THE  BEST 

is  not  always  the  cheapest,  nor  the  cheapest  the  best ;  but  the 

CUMMER  DRYERS 

are  both  the  cheapest  and  best.  No  matter  what  the  material  or 
materials  to  be  dried,  we'll  furnish  you  a  dryer  guaranteed  to  do  the  biz- 

The  F.  D.  Cummer  &  Son  Co., 

CLEVELAND,  O. 


Write  for  Catalogue. 


misting  Engines  K  Contractors  macnjnerj 


LOCOMOTIVES.  CARS,  STEAM  SHOVELS, 

GRINDING    AND    MIXING  MACHINERY, 

THOMAS  CARLliYS  SONS, 


Friction  Drum  Power  Hoi«t.        -»8g  to  398  River  Ave,        ALLEGHENY,  PA. 

THE  SULLIVAN 

Diamond  Prospecting  Drill 

The  DIAMOND  DRILL,  is  invaluable  for  the  preliminary  testine 
©r  later  development  of  mineral  property.  It  bores  to  any  depth  at  any 
angle,  and  removes  a  solid  core  or  section  showing  the  location, 
thickness  and  quality  of  the  mineral. 

THE  qi  lf  KKST,  CHEAPEST  A  HIST  HETIIOD  OF  PBOS!'E<  TIXU. 

THE  MOST  AfCI'lUTE  A  RELIABLE  RESULTS. 

Diamond  Drills  operated  by  Hand  or  Horse  Power,  Staam,  Compreurd  Air  or 
Elictkicitt. 

GENERAL   QUARRYING    MACHINERY  —  Channeling  and 

Gadding  Machines. 
COAL  MINING  MACHINERY— The   Stanley  Entry  Driving 

Machine. 

Coot rac tors  for  Prospecting  Mineral  Land  with  the  Diamond  Core  Drill. 

SULLIVAN  MACHINERY  CO., 

54-60  N.  Clinton  St.    18  Broadway,     18th  k  Market  St. 

CHICAGO.  ILL.  NEW  YORK  DENVER. 


The  Engineering  Magazine  still  continues  to  be  the  most  valued  technical  periodical 
that  comes  to  me.  Its  wide  range  of  subjects  and  able  contributors  make  a  file  of  it  the 
most  useful  general  work  an  engineer  can  have  in  his  library. 

ROBERT  LINTON, 

L Assistant  Superintendent.  R.  C.  Schmertz  Glass  Co.,  , 
Belle  Vrrnon.  Pa. 
+*^*^***s+*>*s*s****.*^*+  w>^^->^v^n^v  /■v»^w»  «v>w  *<w«naaaa^  «^wv«v  wwwvvv-v^^^  | 
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WIRE  ROPE,  ETC. 


wlRE  ROpj> 

FOR  ALL  PURPOSES  *H 


SSTEEL  WIREorAuKlNyRE  ROPE  TRAMWAYS 

I&EKT0N  IRON  CO 


TRENTON,  N.J. 


f*°  BUILDING 


COAL  WASHING  AND  ORE   DRESSING  MACHINERY. 

CUNINGHAME  &  CO.,  SSSk«,  K  «i .  mm.  m. 

Controlling:  the  LUHRIG  American  and  Canadian  Patents. 
Tests  made  and  full  guarantees  given  on  the  Ash  and  Sulphur  in  the  Washed  Coal. 
London  Address  :    32  VICTORIA.  ST.,  S.  W. 


CONTRACTORS'  PLANT  MFQ,  CO.  (LIMITED.) 


s  02 


SR.  HOISTING  MACHINES 

Derrick  Iron  and  Contractors'  Supplies. 

A  C o at ~*tf  s  and  Very  Useful  Catalogue  Free.     Mention  tnle 


129  ERIE  STREET, 


BUFFALO,  N.  Y. 


f^WlREROPE^ 

■>         117  LIBERTY  5T..  NEW  YORK  / 
"fL  25FREM0NTSTS^NF^NflSCO. 
\  *5>  '("3  LAKE  ST.  0llCAG0.ILL.e4r  / 


Please  mention  The  Engineering  Magazine  when  you  write. 
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MINING  MACHINERY 


ENGINEERING  CO., 

Nice  town,   Phi  I  a., 

49  Dey  St.,  New  York. 

Coal  and  Ashes 

mtmHrtrg  machinery  for  Industrial  Plants 
and  power  stations. 

Elevators  and  Conveyors 

For  Handling  any  Material. 


Power  trans  nission  Machinery.    Fi'ction  Clutches. 

(Link-Belt  Machinery  Co.,  Cnlcago  &s6  New  Orleans.) 


'the  JOHN  E BYERS  MACHXO] 

RAVENNA,  OHIO. 

rnroMOTIVES, 
hoist^  ENC,NEs. 

"Ol^1  TRAVELING 
DERRICK  CARS, 
BUILDERS  ELEVATORS] 


DERRICK  IRONS.HAND  POWERS.  BLOCKS, 
SHEAVFS.&CONTRACTORS  SUPPLIES. 


fl  Cam  index  ?  See  Page  46. 


MACHINERY 

ruR  MALE — CHEAP  TOR  CANII. 

Hoisting  Engines,  Air  Compressors,  Rock  Drills, 
Rock  Crushers,  Dump   Cars,   Channeling  Ma- 
chines, Steam  Pumps,  Steam  Shovels,  Light  Loco- 
motives, etc.,  all  in  good  condition. 
WILLIS  Nil  AAV.  MM  ft.  T.  I  .Iff  Rlilir..  Chicago. 


AND 


oiler,  Steel  anil  Special  Chains 

ELEVATING 
CONVEYING 
MACHINERY 

FOR  BilPUlfl  M1TEML  OF  111  KINDS. 


POWER  TRANSMISSION 
MACHINERY. 

COAL  MINING  MACHINERY. 


Wire  Came 
Conveyors. 1 


For  Kmc  »tid 
•hort  dUtanc* 
ruu  raying. 


THE  JEFFREY  MFG.  CO.  m&$\Tlst 
Columbus.  Ohio. 


Sand  ftir  Catalagva- 


LW 


THE 


W.J.CLARK  &  CO.MTRS 
V  SALEM. 6? 


"  SALEM "    ELEVATOR  BUCKE1 

is  made  of  any  size  required  and  of  any 
strength  of  Steel  for  any  purpose. 

Send  for  '96  price  Hat-free 


Tha>  W.  J.  CLARK  CO.,  Salem,  Ohio,  U.  S.  A. 


begin  with  the  first  issue 


I  notice  for  the  first  time  the  announcement  of  the  separate  issue  of  the  Enginkering  Index  for  card  s 
catalogue  purposes.  This  strikes  me  as  being  a  good  thing  and  I  enclose  herewith  a  postal  money  order  ( 
in  payment  ot  a  subscription,    If  this  issue  of  the  Index  has  been  made  for  some  time,  let  my  subscription  j 

R.  A.  SMART,  M.E., 

In  it ru,  tor  in  Experimental  Engineering, 

Purdue  University,  Lafayette,  Ind. 


''tease  mention  I'M*  Enttneerinr  Miruttn*  wAen  you 


Google 


THE  ENGINEERING  INDEX 


Volume  II— 1892  to  1896 
Handsomely  Bound  in  Cloth— 474  Pages— Price  54.00 


TO  THE  PUBLIC; 

Agreeable  to  a  contract  with  the  Association  of  Engineering 
Societies,  we  take  pleasure  in  announcing  Volume  II  of  The 
Engineering  Index,  as  above  indicated.  The  work  may  be 
fairly  described  as  a  complete  Handbook  and  Index  to  every- 
thine  of  valv*  in  all  the  rich  and  varied  engineering  literature 
of  the  four  y&is  from  January  1,  1892,  to  January  1,  1896. 


It  Is  indispensable  in 
every  engineering 
library-private,  as- 
sociate or  public— 
which  pretends  to 
be  complete. 


FROM  THE 
PREFACE: 


It  is  priceless  to  the 
man  who  knows  the 
money  -  value  of 
posting  himself  up- 
on past  practice  be- 
fore giving  an  ex- 
pert opinion. 


Mail 


The  material  composing  this  volume  has  appeared  in  the  monthly  num- 
bers of  the  Journal  of  the  Asiociatim  of  Engineering  Socirties  during  the  past 
four  years,  and  it  has  been  wholly  prepared  by  technical  experts,  associated 
with  the  undersigned.  The  object  kept  continuously  in  view  in  the  prepara- 
tion of  these  notes  has  been  to  put  in  as  small  a  space  as  possible  such  short 
descriptions  of  the  scope  and  general  character  of  the  articles  indexed  as  to 
enable  one  in  search  of  information  on  a  particular  subject  to  decide  whether 
or  not  it  would  be  worth  his  while  to  obtain  or  consult  the  original  article, 
paper,  or  report.    *   *   *   *  * 

Since  the  elaborate  index  published  in  The  Engineering  Magazine  has  con- 
tained the  characteristic  descriptive  notes  which  nave  made  the  index  of  the 
Journal  of  the  Association  of  Engineering  Societies  SO  unique  and  SO  valuable, 
the  Board  of  Managers  of  that  journal  have  decided  that  it  is  no  longer 
necessary  for  them  to  maintain  this  department.  They  therefore  ceased  to 
publish  such  index  notes  on  January  i,  1896,  and  they  cordially  recommend 
their  readers  to  become  subscribers  for  7  he  Engineering  Magazine  in  order 
that  the  editor  of  that  journal  may  feel  justified  in  incurring  the  great  addi- 
tional expense  of  this  department. 

J.  B.  JOHNSON, 

Chairman  of  Board  of  Managers, 
Association  of  Engineering  Socutitt. 


ss  on  receipt  of  price. 
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10000000000000000000 

Globe  Card 
Index  file 

A  SIMPLIFYING,  lyitonatic  card 
arrangement  of  necessary  informa- 
tion— anything — on  any  subject.  Jl  Jt 
«**  You  can  pick  out  a  desired  address, 
name,  quotation,  account,  cost,  stock 
record,  in  a  moment.  J*  J*  J*  Jl 
Jl  A  perfect  index  to  anything  you 
will  ever  need  a  second  time.  J«   J*  Jl 


6,0bt 


oode 


C3ooda 


Send  for  a  catalogue — illustrated— of  the  Globe  Card 
Index  Pile  and  Globe  Business  Furniture  

■Che  6lobc  Company,  Cincinnati. 

Cor.  f ulton  and  pearl  6to.,  JScw  \>orh. 

000000000000000000 


GREAT  POPULAR  OFFER! 


by  virtue  of  the  unprecedented  purchase. 
In  a  single  order,  of  one  hundred  thousand 

 (lOO.OOO)  copies  of  tills  acknowledged 

^~^^^^^™^~™"  nailfrwork  of  the  Century, 
we  are  now  enabled  to  offer  it  to  the  public  at  far  least  than  the  publisher*'  price*! 
Thousands  of  persons,  who  heretofore  have  not  felt  able  to  purchase  it,  will  eagerly  wck  >tne  this 
opportunity  to  secure  at  reduced  price  "The  Greatest  Achievement  of  Jlodern  Times." 

THE  FUNK  &  WAGNALLS 


Standard  Dictionary 

OF  THE  ENGLISH  LANGUAGE, 

It  Is  Incomparably  the  greatest,  sa  It  Is  positively  the  latest. 
Most  complete,  an. I  most  authoritative,  new  dictionary  in 
existence.   It  is  everywhere  the  standard. 


ENTIRELY  NEW  .:•  .:• 
FROM  COVER  TO  COVER. 


It  I*  not  a  reprint,  rehash,  or  re- 
vUion  of  any  other  work,  but  is 
the  mult  of  the  steady  labor  for 
five  years  of  over  twelve  •core  of  the  Most  eminent  and 
authoritative  scholars  end  specialists  in  the  world.  Nearly 
100  of  the  leading  universities,  colleges,  and  scientific  Institutions 
of  tho  world  were  represented  on  the  editorial  staff :  20  United 
States  Government  experts  were  also  on  tho  editorial  staff. 
Over  $960,000  were  actually  expended  in  its  production  before 
a  tingle  complete  cony  was  ready  for  the  market.   Never  was  any 
j  dictionary  welcomed  with  such  great  enthusiasm  the  world  over. 
)  As  the  St.  James's  Budget,  London,  declares  :  "  It  Is  the  admira- 
tion of  Literary  England.  ...  It  shonld  be  the  pride  of  Utersry 
America.1'   The  highest  praise  has  come  from  all  the  great  Amer- 
ican and  British  newspapers,  reviews,  universities,  and  colleges, 
as  well  as  ail  classes  of  intelligent  men  and  women  everywhere. 

The  regular  subscription  price  of  the  Standard  Dictionary,  f\ttr>   flroiaf  fiffor  r»f  a 
bound  in  full  leather,  is  SW.  Wewillnowsui.pl> -the  com .  VUI    UICOI  V/IICI  *K  I  / 

plete  work  In  one  rich,  massive  volume,  elegantly  Uniti<l  in  Tim  rnmnlotoU/nrL  KlJ  I  Jmv 
lull  sheep,  sent  carriage  prepaid  to  any  address  for  the  ■  »*5  ^UffipiClf  TYUITi  ■ 

surprisingly  low  price  of  flii.  Patent  Thumb  Index.  75  cents  extrs.  Order  from  your  bookseller,  or  from 

WARD  &  GOW  (b!8SSLSQ5S&D.1!1?)  NEW  YORK. 

Ptta.se  mention  The  Engineering  Magazine  when  you  write. 
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ELECTRICAL  <$<Z<^ 


False  Economy 

■    ■  -r  usually  disregards  or 

pays  slight  attention  to  quality.  Our  Rubber  Goods  are  well  made  of  good 
material,  and  the  result  shows  in  long  wear.    They  possess  a  durability  that 

*  the  nnalitv  rememhererl  Inner  after  the  nrice  is  forcotten.     Thev  are  the 


makes  the  quality  remembered  long  after  the  price  is  forgotten.    They  are  the 
f§||   ^>est  anc*  *ventuaNy  tne  cheapest. 


BELTING,  HOSE,  PACKING, 
GASKETS,  VALVES, 


•  •  •  and  •  •  • 


Rubber  Goods  for  all  Manufacturing  and 

Mechanical  Purposes, 


Made  by 


JAMES  BENNETT  FORSYTH,  Mfg.  Agt.  and  Qen.  Mgr. 


BOSTON, 

256-258-260  Devonshire  Street. 


NEW  YORK, 

1 00  Keade  Street. 


BUFFALO, 

90  Pearl  Street 

CHIOASO,  ST    LOUIS,  SAN  FRANCISCO, 

109  Madison  Street.       9th  and  Spruce  Streets.       24  Fremont  Street.  - 
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General   Electric  Company, 

SCHENECTADY,  N.  Y. 

Complete  Electric  Equipments  for 

Aro  and  Incandescent  Lighting, 

Central  Stations  and  Isolated  Plants* 

Complete  Power  Plants  for 

Shops,  Factories,  Mills,  Alines,  etc,, 

Bleotrio  Railways,  Ai  urine  Electric  Plants, 

LONG  DISTANCE  TRANSMISSION  OF  POWER. 

Sales  Offices  In  all  large  Cities  of  the  United  States. 

LONDON  (Eng.).  PARIS  (France).  BERLIN  ;Germnriy). 

1 RSTINGHOOSE  ELECTRIC  AND  HANDFAGTDRIN6  COMPANY, 

PITTBB  U  JtOK.  FA. 


Manufacturers  of  Standard  Systems  for  Electric  Light  and  Power  Distribution  In  Citlis,  Facteries,  Mills  and  lines. 

The  Tesla  Polyphase  Alternating  System  of  Electrical  Transmission 

By  which  Power,  Incandescent  and  Arc  Lighting  may  be  supplied  from  the  Same  Circuits 

The  Westinghouse  Electric  Railway  System, 

Which  is  the  most  durable,  economical  and  efficient  on  the  market. 

NEW  YORK,  iso  Broadway.  PITTSBURGH,  We»tingbou»e  Building. 

BOSTON,  Exchange  Building.  ST.  LOUIS,  American  Central  Building. 

BUPPALO,  N.  Y  .  No.  8  Erie  County  Bank  Building.  SAN  FRANCISCO,  Mills  Building. 

CHARLOTTE,  N.C..  36-18  College  St.  SYRACUSE.  N.  Y.,  Baslable  Building. 

CHICAGO.  New  York  Lite  Building.  TACOMA,  WASH.,  10a  S.  loth  Street. 

PHILADELPHIA,  Girard  Building.  ATLANTA,  GA..  Equitable  Building. 

WISTIWGHOUSE  ELECTRIC  CO..  33  Victoria  St.,  London.  S.  W  ,  England. 
Por  Canada,  add  resa:  AHEARN  8l  SOPER.  OTTAWA.  CANADA. 

THE  TRIUMPH  ELECTRIC  CO., 

 CINCINNATI,  O.  • 

Complete  Equipments  for  the  Economical  Distribution  of  LIGHT  and  POWER. 

Arc  and  Incandescent  Lights  and  Power  Supplied  from  One  Machine. 
MINING,  RAILWAY,  AND  CENTRAL  STATION  EQUIPMENTS. 

Offices  la  an  Large  Cities  la  the  United  States.        ELECTRIC  ELETfUIIS. 


For  STORAGE  BATTERIES  for  all  purposes,  address  : 

Electric  Storage  Battery  Co., 

DREXEL  BUILDING,  PHILADELPHIA. 

Branch  Offices — New  York,  10  flt  22  Broad  Street,  Boston,  9a  State  Street ;  Chicago,  Marquette  Building : 
San  Prancisro,  722  Market  Street ;  Baltimore,  J15  N.  Calvert  Street 


H.  B.  COHO  &  COMPANY, 

210  Broadway,  new  York, 

Motors  and  Generators, 

Direct  and  Alternating  Current, 

Hew  and  Second  Band. 


TEE 

n  AND 

Girder 


RAILS. 


NEW~oREUMNG.  Curves.  Switches. 
Crossings.  Special  Work.  Complete  Track. 

WNITC    FOR  CtTIMATII. 
THE  HOLLAND  CO.  P'TTSBMCP* 


fltoj*  tntntian  Tkt  Engineering  Magnttne  ir*tn  ye*.  n>n;.. 
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TRANSMISSION  ROPE  «?<?<^ 


TRANSMISSION  ROPE 


CORE 


Copywrlffht  IMtMS. 
by  C.  W.  Host  Co. 


No.  1827. 


"STEVEDORE  " 

(TRADE  MARK) 

TRANSMISSION  ROPE. 

HUNT'S  PATENT  1'LUMBAOO  LAID. 


THIS  ROPK  IS  INTENDED  TO 
BE  USED  FOR 

ROPE   DRIVING  ONLY. 

W.-  guarantee  that  MORE  WORT  can  be  done  with 
it,  in  proportion  to  its  cost,  than  with  any  other 
rope  in  the  market .  without  anv  exception  whatever, 
and  will  gladly  refund  the  difference  in  price  if  it  is 
not  all  we  claim. 

YOU  CANNOT  LOSE 

by  making  a  trial  of  this  rope,  and  are  sure  to  reduce 
your  expense  account.  This  guarantee  goes  with 
every  rope  we  make. 


Our  Catalogue  upon  ' '  Manila  Rope,"  Bo.  9*03, 
give*  foil  Information  on  the  subject. 

BEFORE  YOU  FORGET  IT.  send  for  a  espy. 


N?9609- 
IHunt  Formula  for  the 


Copyright,  1894.  by  C.  W.  Hunt  Oa 
Grooves  of  Transmission  fulleys. 
fUatt  tntmtion  Tki  Kmgimirrimg  Magatint  wktn  ym  vrriU. 


C.  W.  HUNT  COMPANY, 

45  BROADWAY,  N.  Y.  CITY. 


Google 


RAILWAY  EQUIPMENT  <$<&«>*~ 


Baldwin  t  Locomotive  ♦  Works. 


En«ILIlKtD  1631. 


ANNUAL  CAPACITY,  lOOO. 

LOCOMOTIVE  ENGINES, 

adapted  to  every  variety  of  ser- 
vice,  and  built  accurately  to 
standard  gauges  and  templates. 

Locomotives  for  Logging 

Railroads  and  Sugar  Estates. 

Compound  Locomotives. 
STEAM  TRAMWAY  MOTORS. 

MINE  LOCOMOTIVES. 

FURNACE  LOCOMOTIVES. 

BURNHAH,  WILLIAHS  &  CO.,  Proprietors,  500  N.  Broad  St.,  Philadelphia,  Pa. 


Pii isDurgn  Locomoiive  WorKs, 

PITTSBURGH,  PA. 

Builders  of  Simple  and  Double  Expansion 
Locomotives  for  every  class  of  service. 

Tanks,  Locomotive  or  Stationanj  Bolters. 


THE 


Westinghouse  Air- Brake  Co.. 

MANUFACTURERS  OF 

AIR-BRAKES 


■FOR- 


PITTSBURGH,  PA. 


The 


Taylor  Old  Style"  Brand,  f 


The  Heaviest  Coated  Roofing 
Tin  Made  .... 

Specially  adapted  for  Passenger 
Coaches,  Locomotive  Cabs.  Freight 
Cars  Round  Mouses,  etc. 
Each  sheet  made  by  hand — dipped 
in  open  pots  of  metal — the  same 
as  in  1830.  No  machinery  or  rolls 
used  to  squeeze  off  the  metal  coat- 
ing- N.  &  G.  Taylor  Co. 

Sole  Manufacturers, 

[.TA.L.SNID  1810.  Philadelphia. 


H.  K.  PORTER  &  CO. 

Bank  of  Commerce  Building, 

PITTSBURGH,  PA. 

Light  Locomotives. 

ALL  SIZES,  DESIGNS  AND  GAUGES  OF  TRACK. 
Steam,  Compressed  Air  and  Electric. 

Prices,  with  photograph  and  specifications  furnished 
for  locomotives  to  do  work  required. 

Loeomotlrcs  36  and  &0'4  la.  fiagM  kept  on  hand 


KYANIZING  PLANT 


-FOR  THE— 


PRESERVATION  OF  LUMBER. 


Capacity  o!  tanks,  150,000  feet, 
and  careful  treatment. 


Splendid  equipment.  Good  railroad  facilities.  Prompt  service.  Thorotifb 
Address  all  Correspondence  to 


OTIS    ALLEN   &   SON,    -  LOWELL, 

PUatt  mtntien  Tkt  Enginttrinf  Magatint  v  htn  y»u  tvrilt. 


MASS. 


Google 


MISCELLANEOUS 


Boiler  and  Pipe  Coverings. 


EFFICIENT 


Fire- Proof. 

ASBESTOS  MATERIALS 

of  all  kinds. 

Wieklng.  Flbra, 
Mill  Board, 
Fait,  Packing,  Cement, 
Liquid  Faints, 


Easily  Applied. 


We  are 
take  contracts  for  applying 
Steam  Pipe  and  Boiler 
Coverings  in  any  part  of 
the  United  States. 

TlTw.  JOHNS  lA'F'Q  CO., 

100  WILLIAM  ST.,  NEW  YORK. 
CHICAGO.  PHILADELPHIA.  BOSTON. 


The  Detroit  Sight 
Feed  Lubricators 

Lubricate  the  valves  and 
cylinders  of  all  the  different 
styles  of  engines,  regularly, 
perfectly  and  economically. 

All  loss  Irotn  friction  is  avoided, 
and  the  engine  is  enabled  to 
work  at  its  best. 


The  Detroit  Kerosene 
Oil  Injectors 

Remove  and  prevent  scale  In 
steam  boilers.  They  keep  the 
boiler  clean  and  safe,  ana  save 
their  cost  in  fuel  alone  several 
times  each  year.  Catalogues 
and  circulars  describing  our 
different  styles,  sent  on  applica- 
tion.  All  inquiries  answered. 

DETROIT  LUBRIOATOB  CO.,  Detroit,  Mich. 


A  CARD  INDEX 

to  the  entire  American,  British,  and  Con- 
tinental periodical  literature  of  any  branch 
of  engineering  can  easily  be  kept  up  with  the 
aid  of 

THE  ENGINEERING  INDEX, 

which  is  issued  separately  from  the  Magazine 
and  is  printed  on  only  one  side  of  the  paper. 
In  this  form  it  is  supplied  to  subscribers  to 
The  Engineering  Magazine  at  a  nominal 
charge  of  fifty  cents  a  year  to  cover  cost. 
Send  for  a  sample  copy. 

The  Engineering  Magazine, 

J  20-122  Liberty  Street, 

NEW  YORK  CITY. 


ROSS  VALVE  CO., 

TROY,  N.  Y. 

ROSS  REGULATOR 
VALVES,  for  steam  and  water. 
Will  conttol  the  flow  sad 
maintain  any  desired  pressure. 
For  car  heating  it  has  no  equal. 
No  complicated  parts.  It  Is 
easily  understood.  It  is  dof 
able^low  In  P"ce. and  always 


Definition  of  the  word 
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KODAK 


The  Standard  Dictionary  says : 
"  Kodak  is  an  arbitrary  word  con- 
structed for  trade-mark  purposes." 

We  originated  and  own  this  trade- 
mark. No  camera  is  a  "  Kodak " 
unless  manufactured  by  the  Eastman 
Kodak  Company. 

Don't  let  the  clerk  sell  you  any 
other  camera  under  the  name  of 
"  Kodak." 

If  it  isn't  our  make,  it  isn't  a 
••Kodak." 


BICYCLE  KODAKS, 

$5.00  to  $35.00.  Booklet 

"  You  press  the  button, 

We  do  the  rest: 


rt.kU.00  In  PriaM  f.r 


f 1. 47i.no  la  <1*M. 

Circular. 


EJBTIU  KODAK  CO, 

Rochester,  N.  Y. 


The 
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Tbe  National  Peed  W^tcr  Header 

Is  a  COPPER  COIL  HEATER,  delivering  water  to  the 
Boilers  at  aia°  Fahrenheit.   It  Is  low  In  price, 
but  of  high  quality.   In  economy  and  dura- 
bility It  has  no  equal,  a 
700,000  H.  P.  In  dally  use. 

Colls  and  Bends  of  Iron, 

Brass,  and  Copper  Pipe. 


THE  NATIONAL  PIPE  BENDING  CO., 

89  Lloyd  St.,  New  Haven,  Conn. 


THE  COCHRANE  HEATERS. 


A 
Feed 
Water 
Heater 
to  please 
Mechani- 
cal Men. 
Water  at  the 
boiling  point- 
real  purifica- 
tion-close  regu- 
lation easier  to 
run  and  to  clean 
than  any  other  ap- 
pliance about  a  steam 
plant.  Made  to  stand 
rust,  wear  and  tear. 

The  COCHRANE  HEATERS 

OPCN  CXH4UST  TV  PI. 

1500  of  our  Cochrane  Sepa- 
rators as  evidence  that  cylin- 
der oil  can  thoroughly  be  re- 
moved from  exhaust  steam. 

For  circulars,  prices,  itc, 
IIMIM 

The  Harrison  Safety  Boiler  Works, 

PH  ILADELPHIA, 


PA. 


THE  COCHRANE  HEATERS. 


THE  MOST  ECONOMICAL  STEAM  PLANTS 

Green's  Economizer. 

Can  be  applied  to  any  type  of  Boilers. 
30,000,000  B.  H.  P.  in  use. 

Sole  Makers  in  the  U.  S.  A. 

S«nd  for  Book  .»  THE   FUEL  ECONOMIZER  COMPANY, 

•'Oreen'a  Economizer."  ok  matteawan,  n.  y. 

Ple*$e  mention  The  Engineering  Sfagnmine  when  yen  write. 
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THE  AMERICAN  FEED  WATER  HEATER. 


•VTCNTCO. 

Superior^  if  Construction 

Copper  yf  II  I  Not  Rust 
Tubing  If  ILL  Out. 


Elastic  OlVr  Trouble 
Coils  OAIC  Expansion. 


No 


Brazed  VAII  Have  1 
JomUs  IUU  Leaks. 

Exhaust QH  Dor Pant  NoB*c* 
IncreasedlU  rBl  UElH Pressure 

No  Oil  Put  HI  to  Boiler 

Saving  fj|[Lthe 


in 


Greatest. 

The  Greatest  Durability  _ 
Economy  Guaranteed. 

SEND  FOR  BLUB  BOOK 
SHOWING  DIFFERENT 
STYLES  AND  SETTINGS 
OF  HKATKES. 

WHITLOCK   COIL    PIPE  CO, 
Box  94,  ELMWOOD,  CONN. 

A'ew  York  Representative, 

T.  G.  KEOGH,  204  Fulton  St ,  near  Ohuroh 


Levihthhn 
Belting. 

Tmtcd  under  the  hard  ess 
jh. --!!.:•■  condlUons  and 
proved  by  year*  of  service 
to  be  the  bent  possible 
belt 

For  Heavy  Driving  of  all  Kinds. 


Proof  acalast  Heat, 
Ktesai  aad  WaUr.  . 

Strength,  Durabil- 
ity, mad  Traction 
Power  faeqnalled. 

SOLS  MANUPACTVKBStS, 


1219-1235  Csfpantsr  St, 

PWlkAOf  LTMIA. 

5S  Be  11  MsrVnt  St..  C"ic«x>. 
1  20  Pearl  St..    •    •  Bo.ro.. 


Send  forprtca-ltettaadMRipin. 


A  Textbook  of 


Modern  Boiler  Practice  FREE. 


THE  CL0NBR0CK  STEAM  BOILER  COMPANY, 

BROOKLYN,  N.  Y. 

Manufacturers  of  t he 

Hlorrm  "Climax"  and Compound"  Satotg  Water  Tone  Boilers. 

Built  In  Units  of  50  to  1000  H.  P. 

Also  Builders  of  Smoke  Stacks,  Tanks,  etc.,  and  all  classes 

of   Iron  Work. 

Specifications,  drawings  and  prices  furnished  on  application. 

Send  for  Catalogue  of  Climax  and  Compound  BoOsrs. 

will  keep  your  Boilers  dean 
and  free  from  Scale.    .  . 


NEW  CATALOG  "  N  "  NOW  READY 

Springfield,  Ohio. 

Digitized  by  Google 


THE  HOPPES  HFQ.  CO., 

Ple<ue  mention  The  Engineering 


rue. 
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STEARNS  MANUFACTURING  CO. 

ERIE,  PENN. 

BETWEEN  NO  LOAD  Ahv  FULL  LOAD  AN  INSTANTANEOUS  CHANGE 
OF  SPEED  OF  LESS  THAN  ONE  PER  CENT.  IS  GUARANTEED.  .  .  . 
WE  BUILD  GOVERNORS  FOR  OTHER  ENGINES  THAT  ARE  NOT 


High  Speed  Engine  with  the  new 


REGULATING  SATISFACTORILY. 

Write  for  particulars  of  the  Woodbury 
Governor.    Address  ERIE,  PENN.,  or 

Bur  horn  &  Grange*,  136  Liberty  St..  New  York.        I  Geo.  Caywood,  uao  The  Rookery,  1 

A.  H.  Riddell,  81  Forest  Bide.,  Pbila.  The  W.  T.  Sphacus  Co.,  ' 
Kellogg  Ac  With krbkk,  41  Federal  St.,  Boston.  apolis,  Minn. 

W.J.  Crkklman.  818  Granite  Bid*.,  Rocbester,  N.  Y.  |  John  D.  Eby,  79  h.  31  Spear  St.,  San  Francisco,  CaL 


HOSE 

♦  FOR  ♦ 

Water,  Steam,  Gas,  Air,  Suction,  Fire 
Protection,  Railroads,  nines,  Etc. 

MBIOTOODS  OF  EYEBY  DESCHIPTIOH, 


manufacturco  av 

BOSTON    BELTING-  CO., 

JAMES  BENNETT  FORSYTH,  Mfg.  Agt  and  G.n.  Mgr. 

WEW  YOU :                  CHICAGO  t               8 AS  FRANCISCO  : 
100  Reade  St.                109  Madison  St.               34  Fremont  St. 
1       11       n^^— h.^^w^— m— h     hi    ■  1  
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THE  FILER  &  STOWELL  CO, 

MILWAUKEE,  WIS. 


Engineers  and 
Manufacturers. 


High  Duty  Put 

and  Air  Compressors. 
Power  Transmission  flachlnery. 
High 


CORLISS  ENGINES 


Sing 


Compound^  T 


Complete  Plants  of  the  Highest  Efficiency 


Digitized  by  Google 
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«HAMILTON-CORLISS.» 


Correspondence  Solicited.        Call  for  Cat  a  lo  gut  I. 

HIGHEST  EFFICIENCY  and  SUPERIOR  CONSTRUCTION. 

Non-Condensing,  Condensing,  Ompound.  Triple-E  - 
pauslon  or  Quadruple  Expansion. 

Close  Regulation  and  Best  Attainable  Econ- 
omy of  Fuel  and  Steam. 

THE  HOOVEN,  OWENS  k  RENTSCHLEB  CSL 

HAMILTON.  OHIO.  U.  S  A. 


Chandler  &  Taylor 


Automatic 
Cut  Off. 


Steam  Engines, 


Close  and  I'nlform 
In  regulation 
of  Speed. 


Rites*'  Inertia  Governor  used. 
Superior  in  Construction  and  Modern  In  Design 
Economical  In  Performance .    Moderate  Prices. 

address:  CHANDLER  &  TAYLOR  COMPANY, 

flBjBBn  Indianapolis,  Ind.,  U.  S.  A. 

Also  Manufacturers  of  High  Grade  Slide  Valve  Engines, 
Steam  Boilers  and  Saw  Mill  Machinery. 


FRICK  COMPANY,  waynmboro. 
ECLIPSE  •  CORLISS  •  ENGINES, 

40  TO  2,000  H   P.,  ALL  STYLES. 

Send  for  Illustrated  Catalogue. 

Also  Builders  of  Eleotrio  High-Speed  Engines  and  let-Making  and  Refrigerating  Machinery 
NEW  YORK  OFFICE,  Taylor  Building,  39-41  Cortland t  Street 


THE  ATLANTIC  WORKS.  E/VST  BOSTON 


THE 


J.  B.  ALLFREE  MFG.  00., 

Indianapolis,  Indiana 


High  Grade  Automatic 
ENGINES. 


CENTRE  CRAJTK  and  SIDE  CRAFT. 
SLOW,  MEDIUM  and  HIGH  SPEED. 

SIMPLE  and  COMPOCHD. 
CONDENSITtG  and  HOH-CORDEHSflPS 

DIRECT  CONNECTED 

DYNAMO  ENCINES. 

Automatic  Lubrication. 

mtmtiom  Tkt  Eneinftring  Magntint  mkrn  y*m  write. 
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THE  EDWARD  P.  ALLIS  COMPANY, 


MILWAUKEE,  WIS. 

MANUFAOTURSR3  OF 


BLOWING  ENGINES, 
HOISTING  ENGINES, 
PUMPING  ENGINES,  AIR 
COMPRESSORS,  SPECIAL 
ENGINES  for  ELECTRIC 
LIGHTING,  STREET 
RAILWAYS  and  ROLL- 
ING MILLS;  ICE  and  REFRIGERATING  MACHINERY  ;  ORE  CRUSHERS, 
CRUSHING  ROLLS,  STAMP  MILLS,  CONCENTRATORS,  GENERAL  MIN- 
ING,  MILLING    and   SHELTINQ  flACHINERY, 


REYNOLDS  CORLISS  EPES. 

BRANCH  OFFICE8: 
New  York,  Minneapolis, 
Chicago,  Denver, 

San  Francisco,  Pittsburgh, 

Butte,  City  of  Mexico. 


••••  TUB  •••• 

AMERICAN  BALL  ENGINE 


IS  MAKING  NEW  FRIENDS  EVERY  DAY. 

Among  our  recent  orders  is  one  for  the  entire  engine  equipment  of  the  new  station  of  the 
Scr anto.n  Illuminating,  Heat  and  Power  Company,  consisting  of 

Five  Cross  Compound  Engine*  and  One  Simple  Engine. 
AMERICAN  ENGINE  CO.,  BOUND  BROOK,  New  Jersey. 

t'Uatt  mtntitn  Tki  Enti*tr~inr  Mmmmt'mt  tuAtn  you  mritt. 


Google 
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WESTINGHOUSE  STEAM  ENGINES. 


r — .  <? 


EVERY  ENGINE  WE 
BUILD,  great  or  small,  is 
placed  on  a  foundation  in 
our  shops,  where  it  is  piped 
to  steam  at  from  100  to  150 
lbs.  pressure  depending  on 
its  type,  and  run  continuously 
for  several  days  under  full 
load  with  all  the  conditions 
of  actual  service. 

Besides  these  regular 
W  running  tests  each  Com- 
pound engine  is  put  through  a  complete  economy  test,  and  out  of 
every  shop  order  of  "  Standard "  and  "Junior"  engines,  two  engines 
taken  at  random  are  subjected  to  tests  for  economy. 

Any  purchaser  has  the  privilege  of  appointing  his  own  expert 
to  supervise  a  test  of  his  engine  in  our  shops  before  shipment,  and 
of  accepting  or  rejecting  the  engine  on  the  result  of  that  test  before 
incurring  any  expense  in  the  transaction. 


The  Westinghouse  Machine  Company, 

PITTSBURG,  PA.,  U.  S.  A. 


SELLING  OFFICES 

WESTINGHOUSE.  CHURCH.  KERR  A  CO..  26  Cortlandt  St..  New  York. 

53  State  Street.  Boston.  171  La  Salle  Street.  Chicago. 

Wcatinghouse  Bids..  Pittsburg,  Pa.     Wonderly  Bldg.,  Grand  Rapids,  Mich. 
M .  R.  MUCKLE,  JR.  &  CO..  210  Drexel  Building,  Philadelphia.  Pa. 
D.  A.  TOMPKINS  CO..  Charlotte  N.  C 

PARKE  &  LACY  CO..  21  &  23  Fremont  Street,  San  Francisco.  Cal. 

AND  ALL  FOREIGN  COUNTRIES. 
Pttatr  mtn/ion  TAt  F.nei mtrrinjr  Majcatin*  tvArn  yu  vtrritt. 


MISCELLANEOUS 


PHILADELPHIA. 

STANDARD  AND  SPECIAL  TOOLS. 

QUERY — Is  it  not  more  economical  and  sensible  to  consume  smoke 
than  to  discharge  it  into  the  air  ?  We  find  it  so  by  the  use  of  VICARS' 
MECHANICAL  STOKERS,  which  we  also  make  for  sale. 

SEND  FOR  CIRCULARS. 


IjS  The  Peer  of  all 

flDTomanc  ikjectobs 

4f 


SAVES 

Coal,  Steam  ill  Labor. 


ECONOMICAL  and  SAFE. 


Am.  Injector  Co.,  DETROMT, 


MICH. 


OTTO 

GAS  AID  GASOIKE 


1  to  sso 


FOOT 
POWER 


9  and  11  inch  Swing. 


Over 
45,000  Sold. 

Can  be -used  in- cities  or  in  country  independent 

of  gas  works  or  gas  machines. 
No  Boiler.  No  Danger.  No  Engineer. 

THE  OTTO  GAS  ENGINE  WORKS,  Inc., 

U4  and  Walnut  Sts.,  PHILADELPHIA. 


Complete  Screw  Cutting  with  Automatic 
Cro»«-Feed,  with  or  without  Compoun<l-Ke»t, 
Friction-Counter  Shaft,  etc.  Contain  new  and 
original  Features  especially  adapted  for 

TOOL  ROOM,  BICYCLE,  ELECTRICAL  AND 
ACCURATE  MACHINE  SHOP  SERVICE. 
Send  for  Cat  a /ofirtie  B,   .  . 

SENECA  FALLS  MFG.  CO., 
335  Water  Street, 
Seneoa  Falle,  N.  Y.,       -      M.  S.  A. 


BOILERS  LAST  LONGER, 
FUEL  GOES  FURTHER, 
REPAIRS  ARE  LESS,  AND 
LIFE  IS  SAFER 

WHERE 

RELIANCE 

SAFETY 

WATER 

COLUMNS 

ARE  USED. 

They 
in  the 


Repay  1 00  per 


should  be  included 


in  all  boiler  specifications 
of  economy  and  safety. 


Write  for  Catalogue. 


CO 


90  to  100  E.  Prospect  St 
•1        CLEVELAND,  O. 


Digitized  by  Google 


M     *^t^>0  MACHINE  SHOP  EQUIPMENT 


THE  FLAT  TURRET  LATHE, 

Does  Lathe  work  accurately  up  to 
a"  diameter  by  aV  long.    .  . 


JONES  &  LflPISOH  jiGHINE  CO., 

SPRINGFIELD,  VT.,  U.  S.  A. 


Representative  for  Germanv,  Switzerland,  Austria- 
Hungary,  Russia,  Holland  and  Belgium:  M.  KOYE- 
MANN,  Charlottenstrasse  112,  Dusseldorf,  Germany. 

England:  HENRY  KELLEY  &  CO.,  a6  Pall  Mall, 
Manchester. 


STOW   FLEXIBLE  SHAFT. 

Invented  and  M'Pd  by 


Stow  Mfg.  Co., 

Blnghunton,  N.  7. 

Established  1875. 


PORTABLE, 
DRILLING, 

TAPPING, 
REAMING. 

Gen'l  European 
Agts.,  Selig  5on- 
nenthal  &  Co.,  89 
Queen  Victoria 
St.,  London,  Eng. 


PUNCHING, 

DRAWING, 

STAHPINO, 

FORMINQ, 

TRIMMING, 

CUTTING, 


FOOT . . . 
.  .  POWER 


LATHES 

-FOR- 
GUN  SMITHS. 
TOOL  MAKERS, 
EXPERIMENTAL 
AID 

REPAIR  WORE. 


9  to  i$  in.  Swing. 

We  can  furnish  our  Lathes  with  stand-up  treadle  foot 
power  or  countershaft  if  desired. 

W.  F.  &  JNO.  BARNES  CO.,  953  Ruby  St., 

•  €HO  row  CTALQOUC  .  ROCKFOdD.  ILL. 


A  NEW 

Hilling  Hachine 

THAT  LEADS. 


Circular  tells 
All  about  it. 


Tte  Cincinnati 
Wiling 
machine  Go. 

CINCINNATI,  0. 


ORCESTER  MACHINE  SCREW  CO. 


GET  OUR  PRICES. 


Manufacturers  of  Set,  Cap 

and  Machine  Screws,  Studs,  eta* 

THE 

STILES  &  FLADD 

PRESS  CO., 
WATERTOWN,  N.  Y. 


14-inch  "Hamilton"  Lathe 

with  Compound  Rest.  Heavy,  Practical,  Steel  Rack. 
Itronxe  Hearings,  Steel  Plnlona,  Hammered  Steel 
Spindle,  with  ground  Journals.— 

Lathes  and  Drill  Presses. 

THE    HAMILTON    MACHINE    TOOL  CO., 
HAMILTON,  OHIO. 

PUan  mention  Tht  Knrit»rtrtnf  H<\giutnr  taken  yen  tmf« 


Digitized  by  Google 
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This  is  Only  One  of  Many  Different  Sizes 

nf  these  Machines  that  we  build. 
Why  Do  You  Not  Savo  the  Handling  of  Heavy  Pieces  7 


PI  Types 
aqd  Sizes 
of  Labor- 


Placmqen]. 


Patterns 
for  over 

300 

Different 


Write  for  full 
Description. 


Horizontal  Boring,  Drilling  and  Milling  Machine 


THE  NILES  TOOL  WORKS  COMPANY,  Engineers  and  Builders, 

Main  Office  and  Works,  HAMILTON,  OHIO. 
Branches:    New  York,     Philadelphia,     Boston,     Chicago,  Pittsburg. 
39  Victoria  Street,  London,  S.  W.,  England. 


HIGH  CLASS 


PATENTED. 

WITH  NEW  and  VALUABLE  FEATURES 

THE  BMOFORD*^ 

London  Rout  CHAS.  CHURCHILL  &  CO..  Ltd. ,  •  to  IS 
Leonard  St. ,  Flnjbnry ,  London,  E.  C. ,  Eng. 

Nnr  Vow:  QARVIN  MACHINE  CO„  omma  A.  V«WK  8t«. 


HINDLEY 

WORM 

GEARING. 

Manufactured  by 

PIOBSE,  W I L L I H m S 
ft  CO., 

Philadelphia,  Pa. 

u.  s.  A. 


18  IN.  CHALLENGE  LJLTHE. 


NEW  YORK. 


BOSTON. 


Cuts  39  Threads  without  changing  a  Gear. 
420  changes  of  Feed. 
Automatic  Stop  in  either  Direction. 
Reverse  for  Screw  Cutting  In  Apron. 

Micrometer  Adjustment  to  Feeds. 

Chuck  furnished  Free  with  each  Lathe. 

THE  DAVIS  I  EGAN  MACHINE  TOOL  CO 

CINCINNATI,  O.,  U.  5.  A. 

CHICAGO.  ST.  LOUIS. 


Google 


"  MACHINE  SHOP  EQUIPMENT 

The  WATSON-STILLMAIN  CU. 

204*210  EAST  43d  STREET, 

NEW  YORK. 

HYDRAULIC 

JACKS,  PRESSES, 
PUMPS,  VALVES,  ETC.,  ETC. 

SEND    FOR   CATALOGUE  5   


PNEUMATIC 

Riveting 

Machines 

FOR  BRIDGE  AND  STRUCTURAL, 
BOILER  AND  TAJIK  WORK. 

MAMUfAOTUMO  BY 

CHESTER  B.  ALBREE, 
IRON  WORKS, 

28  Market  St., 

Allegheny,  Pa. 

Catalogue  on  Application. 


The  Gbicago  Flexible  Shaft  Co., 

MANUFACTURERS  OP 

FLEXIBLE  SU  A  M  X 
under  an  IMPBOVKD 
PROCESS,  insuring  great 

strength  and  increased  dur- 
ability. 

Warranted  the  Best. 

Superior  Shafts  for  all 
purposes.  Also  special  and 
standard  Tools  and  Appli- 
ance*. 

We  now  make 

Wire  Scratch 

Brushes 

for  use  with  the 
Flexible  Shaft 
that  are  giving 
complete  satis- 
faction. 


Send  for 
Catalogue. 


CHICAGO  FLEXIBLE  SHIFT  CO., 

Noa.  i.-. 8-1  no  Huron  Street,  CHICAGO,  IlX. 


E.  W.  BLISS 

20  JOHN  ST..  BROOKLYN.  N.  f . 

CHICAGO.         W.  WAtMINSTOH  St. 

Owneri  of  the  STILES  &  PARKER  PRESS  CO. 


European  Agents,  Chas.  Churchill  &  Co.,  9-15  Leonard 
St.,  London,  E.C. 


No.  5"  Stiles  "  Geared  Pre&s  with  stay  roda (patented) 

rorreapondence  Solicited.  400  p.  Catalogue  of  oar 
PRESSES,  DIES,  DROP  HAMMERS. 
AND  SPECIAL  MACHINERY. 

TOLEDO  MACHINE  &  TOOL  C0~, 

501-505  Superior  St.,  Toledo,  Ohio. 

We  manufacture 

Power  Paaehee.  Forglag 
Power Preaaea  TrtaasalagPi 
Strait  at  Sided  Doekle  Pits 
Preaaea.  Prop  Presets. 
Eetboaelag  Preaaea.  Aatomatl* 
Feed  Preaaea.     Staaaalag  Preaata 

Powar  Sllttlag  Bacataea 
BlTetlag  aachleaa.  Power  Saeers. 

Special  and  Automatic  Machinery 
Dies  for  all  classes  of  work  in  sheet 
metals. 


Write  for  eatalegae  and  Prices. 
,*M*M  m$mrttm  Tkt  Engineering  Mngmmin*  tmken  writ*. 
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R.  D.  WOOD  <&,  CO. 


(  MlLLVILLK,  N.  J. 

Foundries  and  Work»:  <  Flokkncb,  " 
(Camden.  " 


Englne«ra, 

Iron  Founder*, 
Machlnlsta. 
No.  400  Chestnut  Street, 

Philadelphia,  Pa. 


Constructors  of  ^.ITD  W^TER  "WORKS. 


MANUFACTURE 
EVERY 
DESCRIPTION 

or 


CAST  IRON  FIFE 


MATHEW  S  SINGLE  AND  DOUBLE  VALVE  FIRE  HYDRANTS, 
EDDY  VALVES,  VALVE  INDICATOR  POSTS. 


GAS  HOLDERS 


AND 


CAS  MACHINERY, 


HYDRAULIC  CRANES,  PRESSES.  LIFTS.  Etc. 


Turbines  and  Water  Power  Pumps, 

Hesvy  Special  Machinery, 


Sugar  Houee  Work,  Loam  Castings. 

General  CastlnfH 


JESSOPS  STEEL 


<o+  TOOIS.DRIUS 
ah  kinds  nirsS^ 


.S.DRIllS.Vae  (,MlM0H?™\m A 
DltSSA^'&:-.,.-"^w 

A«fic«o»fi:!.!!j9-«»5t7i[<»Ycsi. 


WILLIAM  JESSOP  &  SONS.L'D.  »«8tW  w.f.WACNIR.G.«.tt« 


Pattern  -  Makers*  -  Machinery. 

a  better  and  larger 
assortment,  and 
have  more  of  our 
machinery  in  operation  than  any  one  else. 
You  know  why  ? 

Prices  and  particulars,  on  mniliriitinn  mm 

J.  A.  FAY  &  CO.. 

271-291  W.  Front  Street.  CINCINNATI,  O. 


Column  Rip  Saw. 


Htate  mention  Tht  Engineering  Magasm*  a>hen  yom  writ*. 


Digitized  by  Google 
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THE    STANDARD    TOOL  CO., 

Manufacturer*  of  STHAKiHT-LIP  INCREASE  F 


Cleveland,  Ohio. 

TOT  DRILLS. 


BOLID  AND   SHBLL   RBAlfKRS,  MILLING    CVTTBR9,   TAPS,  SOCKBT* 
" STANDARD "  TWIST  DRILL  GRIVDINO  MACHINE.  CHUCKS  AND  8PECIAL  TOOLS. 
■PBIjrO  COTTEB*  AID  FLAT  Sfl'HIX,  KKYS 


Office  and  Factory:    COR.  LAKE  <L  KIRTLANO  STS..  CLEVELAND,  OHIO. 
3ah»«oo««  :- 99  READE  ST.,  NEW  YORK;  85  QUEEN  VICTORIA  ST.,  LONDON,  ENGLAND. 


-SEND    FOR  CATALOGUE. 


Strange  Forged  Twist  Drill  Co.. 

NEW  BEDFORD.  MASS., 

Only  Forged  Twist  Drill 

IN  THE  WORIO. 
ALSO   CHUCKS,    ROSE  REAMERS 
AND  MACHINISTS'  TOOLS. 


STOW  FLEXIBLE  SHAFT  CO., 


FREDERICK  SCHOFF.  PROP. 

2«th  and  (  allow h 111  KU.„ 

Philadelphia,  Pa. 

Manufacturers  of 

FLEXIBLE  SHAFTS, 

PORTABLE  DRILLING. 
TAPPING.  REAMING  C 
<'  BORING  MACHINEU 


Alto  Tool*  for  Emery  Wheal  Grind- 
irg.  Metal  and  Wood  Polishing 
Catt'e    Brushing  and 
Clipping. 

Builders  of 
Special  Machines  for 
Railroads,  Bridge 
and  BoiUr  Makers, 
Contract  rs,  4c 


Stop  that  Noise ! 

New  Process  Raw  Hide  Pinions  are 
noiseless,  cleanly  and  durable.  Have 
stood  the  test  of  time  and  are  endorsed 
by   leading   machinery  manufacturers 

everywhere. 

THE  NEW  PROCESS  RAW  HIDE  CO., 

hicntw, and  Sole  Manufacturer*.    SYRACUSE.  N.  T.,  U.S.A. 


THE  ACME  MACHINERY  CO. 

Corner  Hamilton  and  St.  (  lair  Nts.. 
Cleveland,  Ohio. 

MANUFACTURERS  OF 

Acme  Bolt  and  Rivet  Headers, 

ACME  SIXiI.E  AND  DOI'IILE 
AITOMATIC  BOLT  CUTTOS, 
Cnttlnc  from  1-8  In.  to  0  In.  dliun. 
Also  Separate  Heads  and  Dies. 


•♦♦. 


•m».— m       in  HI 


*f00u 


THE   TOOL  CATALOGUE 


could  justly  be  called  an  encyclopedia  of  tools;  it  is  a  book  that  every  i 
engineer  or  person  interested  in  t«ola,  supplies  or  machinery  should  _ 
The  IhjoW  is  ioV-i  x  7 Vi  in.  contains  710  pases  and  over  woo  illustrations.  Hand- 
somely bound  in  cloth,  sent  cxptess  paid  on  receipt  of  fi.oo.  Mooey  paid  for 
catalogue  is  refunded  with  the  first  purchase  amounting  to  f  10.00  or  over.  Pis- 
count  sheet  with  each  book. 

MONTGOMERY  &  COMPANY. 

W)  THE  TOOL  DEALERS,    -    105  Fulton  St.,  Nsw  York  City. 
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Cm  as.  M.  J  AH  VIS.  Bus  It  K.  FlKLD, 

Pres't  and  Chief  Engineer.  Vice-President. 


Geo.  H.  Sack, 

Secretary. 


F.  L.  Wilcox, 

Treasurer. 


TJLBERLIN  IRON  BRIDGE  CO. 

ENGINEERS,  ARCHITECTS  AND  BUILDERS  OF  IRON 
AND    STEEL    BRIDGES,  ROOFS    AND  BUILDINGS. 


..This  illus- 
tration is  taken 
direct  from  a 
photograph,  and 
shows  how  our 
Corrugated  Iron 
Hire-Proof  Shut- 
ters prevented  the 
destruction  of  the 
Russell  St  Erwin 
plant  at  New  Brit- 
ain, Conn.,  when 
one  Building  was 
entirely  destroyed 
by  fire  during  the 
early  part  of 
March  1896.  The 
interior  of  the 
building  on  the 
left,  as  shown, was 
completely  burn- 
ed out.  The  build- 
ing on  the  right 
is  located  across 
a  narrow  drive- 
way from  the 
mainbuilding.and 
yet, not  withstand- 
ing the  intense 
heat  and  close 
proximity  of  the 
two  buildings, our 
Corrugated  Iron 
Fire-Proof  Shut- 
ters prevented 
th c  fire  from 
spreading. 


This  illustration  shows  our  regular 
pattern  of  double  thickness  Corrugated 
Iron  Shutters,  composed  of  two  pistes 
of  corrugated  iron  (with  the  corruga- 
tions running  at  right  angles  to  each 
other)  built  into  a  heavy  angle-iron 
frame,  thoroughly  supported  by  hands, 
flanges,  hinges  and  latch  bars,  forming 
a  fire-proof  shutter  which  will  not  warp, 
twist  or  bend  when  exposed  to  the 
most  severe  heats. 


•  •  • 

Send  for  Illustrated 
Catalogue.  sbbbbbbbbV. 
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Office  and  Works 
EAST  BERLIN, 

CONN. 
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The  1  STAR"  Ventilator 

Ornamental,  Effective.  Largest  Srea. 


Down  Draughts 
Prevented. 


Galvanized 

Iron, 
Copper, 
Bran. 


For  Ventilating  Churches,  Schools,  Public  Halls. 
Also  Power  Houses,  Breweries,  Cotton,  Woolen 
and  Paper  Mills,  Factories  of  all  kinds. 

Our  Illustrated  Brochure  mailed  upon  application. 

m     ~  ■  PHILADELPHIA, 

MERCHANT  <St  CO.,  Inc.  jiwyom, 

BKOOHLTB, 

Sole  rianufacturers.  CHICAGO. 


"THE  AIR  YOU  BREATHE." 

If  you  want  it  Pure  in  your  Homes,  Offices,  Schools,  Churches, 
Mills  or  Factories,  use  the  ...  . 

AND  TAKE  NO  OTHER. 


PANCOAST," 


^^i^JIE  PHW0II8T  YEKTlLimH  CO.,  Incorporated, 

Mala  Offlc ei,  SIS  Boars*  BallaTag,  PHILADELPHIA.  PL 

Fonrir.N  OmCI,  LONDON.  CNQ.   


MAY 
1891. 


For  each  copy  of  the  May,  1891,  number  of  this  magazine 
returned  to  us  in  good  condition  we  will  pay  $1.00  in  cash 

or  exchange  copies. 

The  Engineering  Magazine,  120-122  Liberty  St.,  N.  Y. 


STEP  Hi  WATER  HEATING  APPARATUS 


For  Public  Buildings, 
Residences,  etc. 


OUR  SPECIALTIES  

Mercer.  Mills.  Gold  and  Cottage  Steam  and  Water 

Heating  Boilers.    Adapted  for  Hard  or  Soft  CoaJ 

and  Wood  Burning. 
The  Royal  Union,  Union.  Champion  and  Imperial  Water 

and  Steam  Radiators. 
Gold's  Pin  Indirect  Radiators  for  Steam  or  Watrr. 


-  V. 


THE  H.  B.  SMITH  CO., 

foundry:         133-135  Centre  St.,  NawV 

WESTFI  ELD.  MASS.  Send  for  CircoNr 


ESTABLISHED  ISM. 


HENRY  MAURER  *  SON, 

Manufacturers  of   

FIRE-PROOF  BUILDING  MATERIAL 

Of  every  description.     Hollow  Ilrlck  made  of  Clay  for  Flat  Arches,  Partition*,  Purring,  ete. 

Porous  Terrm-Cotta,  Fire  Brick,  etc.,  etc. 


WORKS,   MAURER,  N.  J 


OrriCC  AND  DEPOT.  480  EAST  230  STREET,  N»  T0««. 


Send  for  1897  Catalogues  on  "  Fireproofing"  and  "  Flre-Brick." 


Floor&Sidewalk  Lights. 


EVERY  DESCRIPTION. 

Send^  Catalogue. 
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The  WINSLOW  BROS.  CO., 
ORNAMENTAL  IRON  WORK, 

368-408   CARROLL  AVENUE, 

CHICAGO. 

Ornamental  Iron  for  Buildings  Art  Metal  Work  In  Wrought  and  Cast  Iron. 
Bronze,  Brass  and  Aluminum  l£t  Special  Finishes  In  Bower-Barff,  Bronze, 
Duplex  Bronze,  Galvanoplastlc,  Enamelling  and  Fire-Gilt  ifl  Special  Designs 
Submitted  jl 


FANS,    BLOWERS,  HEATERS, 

DRYERS, 
AUTOMATIC  ENGINES. 


Heating  and  Ventilating  Engineers. 


■^AMERICAN  BLOWER  CO.,  Detroit,  Mich. 


THE 


Surinam 

Electric 
Fans. 


WE  MAKE 
THE  FAN  and  MOTOR 
COMPLETE. 


B.  F.  St  urt  e  van  t  Co., 


works: 


: 


BOSTON,  MASS. 


Branch  Stores: 

34  Oliver  St.,  Boston,  Mass.  70 Queen  Victoria 8t.,  London,  E.  C,  Eng. 

1 3 1  Liberty  St.,  New  York,  NY.      21  West  Nile  St.,  Glasgow,  Scotland. 
1 30  North  3d  St.,  Ph  i  la.,  Pa.  87  Zimmerst rasse,  Berlin,  Germany. 

16  So.  Canal  St.,  Chicago,  III.         2  Kungsholmstorg,  Stockholm,  Sweden. 

4  *f  SmriM—rtmg  titit+ttm  i 


MISCELLANEOUS 


QUIMBY  SCREW  PUMPS, 

POWER  PUMPS  AND  ELECTRIC  PUMPS. 

NO  VALVES.     NO  PACKING.     NO  PULSATION. 
Trade  (quikby)  Mark.       WILLIAH  E.  QU1HBY,  120  Liberty  St.,  New  York. 

(or  catalogue. 


WE  BUILD  A  SUPERIOR  LINE 

of  PIPE  THREADING  AND 
CUTTING-OFF  HACHINES, 

Hand  or  Power, 
Also 

STOCKS  AND  DIES. 

Send  for  Catalogue. 

THE  ARMSTRONG  MFG.  CO., 

BRIDGEPORT,"'  CONN. 

New  York  Office,  ISO  Centre  St. 


ADAMANTINE  SHOES  AND  DIES 


AND  CHROME  CAST  STEEL 

Cams,  Tappets,  Bosses,  Roll  Shells  and  Crusher  Plates. 
Also,  Rolled  Parts  for  Huntington  and  other  Hills. 

These  castings  are  extensively  used  in  all  the  Mining  States  and  Territories 
of  North  and  South  America.  Guaranteed  to  prove  better  and  cheaper  than 
any  others.  Orders  solicited  subject  to  above  conditions.  When  ordering 
send  sketch  with  exact  dimensions.   Send  for  Illustrated  Circular. 

CHROME  STEEL  WORKS. 

C.  P  Haughian,  President 

f.  e.  Canda.  yice-Ptes  t  Kent  Ave.,  Keap  and  Hooper  3ts.t 


C.  J.  Canda.  Secretary 
1.  G.  Dunscomb,  Treasurer 


BROOKLYN,  N.  V. 


?  The  "Bortoii  Side-Feed"  Boiler 


Has  advantages  over  any 
heating  boiler  on  the  market. 

You  want  the  Best  We  have  it. 

Investigate  for  yourself. 
We  will  send  further  Information 
on  application. 

GORTON  &  LIDGERWOOD  CO., 

96  Liberty  Street,  New  York. 


Old  Colony  Building,  Van  Buron  and 
Doarborn  81*  ,  Chicago,  III. 


197-?o:i  Congroot  St., 
Booton,  Mmoo. 
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WATER  PIPE  B*<|$k 


TURBINE 

CASCADE 


WATER  WHEELS 


Adapted  to  all  Heads  from 

3  Feet  to  2000  Feet. 

Oar  experience  of  34  YEARS 
building  Water  Wheels  enables  us 
to  euit  every  requirement  of  Water 
Power  Plants.  We  guarantee  sat- 
isfaction. 

Send  for  a  Pamphlet  of  either 
Wheel  and  write  fall  particulars 

JAMES  LEFFEL  ft  CO., 

SPRINGFIELD,  OHIO,  U.S.A. 


>>  j  y 


^^i>!>!>!>t>l>l>l>3i>i>j»»>^ 


i  Concentration 
of  Trade 
by  Advertising. 


The  busy  Manufacturers  of  to-day  are  those  who  are  adver- 
tising and  thus  concentrating  trade  at  their  point. 

If  you  intend  to  reach  out  for  business  this  fall  through 
the  TRADE  JOURNALS  and  want  help  in  the  selection 
of  proper  mediums,  and  correct  prices,  together  with  infor- 
mation in  regard  to  the  circulation,  "paying  qualities,  "and 
influence  of  any  manufacturing  medium  published  in  the 
United  States,  send  for,  write,  telegraph  or  telephone  the 

Manufacturers'  Advertising  Bureau, 

126  LIBERTY  STREET,  NEW  YORK. 

Benj.  Romaine  Western,  Prop. 
Jos.  H.  Williamson,  Mngr. 

TELEPHONE,  3840  CORTLANDT. 


l'U+*i  mention  ike  Engineering  Magiitine  it-ken  yn  write. 


Copyrighted,  1897,  by  John  R.  Dunlap,   Entered  at  the  New  York  Post  Office  as 

second-class  mail  matter. 


Google 


HOISTING  MACHINERY 

For  Mining,  Quarrying,  Coal  Handling,  Pile 
Driving,  Bridge  Building,  Log  Hauling,  Cableways, 
and  for  General  Contractors'  Use. 

Improved  Electric  Hoists  single  and  double 
Patent  Friction  Drum,  compound  geared,  with 
brakes  and  reversible  for  general  Hoisting  and 
Mining  Purposes. 

Send  for  Illustrated  Catalogue  giving  full  description,  etc. 
Correspondence  Solicited. 

LAMBERT  HOISTING  ENGINE  CO., 


Succenora  to  W  .  A  Crook  tc  Bfoa.  Co., 

117-123  Poinier  St.,  Newark,  N 

Salesrooms,  143  Liberty  Street,  New  York. 


GUILD  &  GARRISON, 


V 


1. cor.  South  10th  Street 

Roosevelt,  Grand  or  E.  23d  Street  Ferry 
)m  New  York. 


Brooklyn,  N.  Y. 


STEAM  PUMPS. 
VACUUM  PUMPS. 
FILTER-PRESS  PUMPS. 
DRY  AIR  COMPRESSORS. 


VACUUM  APPARATUS. 
CONDENSERS. 
AMMONIA  PUMPS. 
ACID  BLOWERS,  ETC. 


Cableways 

aanufarturH  tinder  twenty-one  pataata. 

Hoist  and  convey  loads  up  to 
20  tons.  Spans  up  to  2,000  feet. 
Designed  with  special  reference 
to  the  demands  of  contractors. 


FOR  THE  CONSTRUCTION  OF 

PIERS,  WILLS,  SEVERS, 
CANAL  EXCAVATING. 
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Lidgerwood  Mfg.  Co., 

96  Liberty  St.,  New  York. 


Ckloaje. 

Portland.  Or*. 
Akriai.  Dump  (Patented.) 
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Clereland. 


Philadelphia. 
Sow  Orlraat. 
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Brown  <&  Sharpe  Mfg.  Co., 

Providence,  R.  I.,  U.  S.  A. 
NEW  LINE  of  AUTOMATIC  GEAR  CUTTING  MACHINES. 


4  8IZES 


Cut  from  the  smallest  pinion  to  gears  CO"  In  diameter,  \  V  face,  and  2  diametral  pitch. 

These  machines  are  entirely  new',  and  are  doing  more  and  better  work  than  Automatic  Gear  Cutting  Machines, 
of  equal  capacity,  previously  placed  upon  tbe  market. 

Some  Important  Keuturcs 

Cutter  Spindle  rigidly  supported  on  boll)  sides  of  cutter,  and  driven  by  Spiral  Gears. 
Cutler  and  Work  Spindle  Slides  unusually  long  in  proportion  to  width. 

Index  Wheels  of  large  diameter  and  accurately  finished  by  special  Machinery.   Indexing  Mechanism  con- 
structed with  extreme  accuracy,  and  remains  at  rest  when  machine  is  cutting.   No  Automatic  Stops  required. 
Machines  may  be  seen  in  operation  at  our  works.  Special  Circular  mailed  upon  application. 

New  York  Office,  136  Liberty  St.  Chicago  Office  and  Store,  23  South  Canal  5t. 

WE  CLUM  THE  FOLLOWS  MERITS  FOR    JENKINS  BROS.'  VALVES 

^I.  Manufactured  of  the  best  Steam  Metal. 

2.  No  reg rinding,  therefore  not  constantly  wearing  out  the  Seat  of  the  Valves. 

3.  Contain  JENKINS  DISC,  which  is  suitable  for  all  Pressures  of  Steam,  Oil  and  Adds. 

4.  Tbe  Easiest  Repaired,  and  all  parts  Interchangeable. 

5.  Every  Valve  Tested  before  leaving  the  factory. 
ALL  GENUINE  stamped  with  Trade  Mark,  like  cut. 

JENKINS  BROTHERS.  New  York,  Philadelphia,  Chicago,  Boston. 
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AULTMAN&TAYLOR 
'  .MACHINERY^ 
<2 


Cahall  Sales  Department, 

Bank  of  Commerce  Building, 

PITTSBURGH,  PA. 


Taylor  Building',  Hew  York  City,  If.  T. 
1 01 5  Tremont  Building,  Boston,  Mass. 
542  Drexel  Building,  Philadelphia,  Pa. 
Tbe  ' *  Rookery, ' '  Chicago,  111. 

IV  Peiin  Building,  Cincinnati,  Ohio. 
826  Cuyahoga  Building,  Cleveland,  Ohio. 
10  Peninsular  Bank  Building,  Detroit, 
712  Union  St. ,  Hew  Orleans,  La. 


Patent  Sable 


TANNED  SURFACIS 

ONLY 

INTERIOR 

RAWHIDE 


IS  THE  BEST  BELTING 
...    MADE    .    .  • 

Rawhide  Belt. 


PATENT 
LEATHER  PULLEY 
COVERING 

SHOLTZ  BELTING  COMPANY,     -     ST.  LODIS,  MO. 

Agents  In  all  Principal  Cltlss. 


Lunkenheimer's  Regrinding  Swing  Check 
Valve,  made  of  gun  meul,  will  be  found  superior  to 
any  other  make  on  the  market.  Unequalled  for  de- 
sign, material,  durability,  construction,  workmanship. 
Every  valve  tested  and  warranted  strictly  first  class. 
Recommended  where  the  best  is  wanted.  Specify 
"  Lunkenheimer  "  make  and  you  will  be  satisfied. 

Circulars  and  Prices  Upon  Request. 

THE  LUNKENHEIMER  COMPANY. 

Cincinnati,  Ohio,  U.  S.  A. 
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